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PRKFACK 


The 'ride List of Documents Made Publicly Available is a monthly publication* It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory CommlssioJt (NRC), 'fliis infoi mation iticludcs 
(I) docketed material nssociatc<l with civilian nuclear power plants and other uses of radioactive nintcriuls and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency* As used here, 
docketed docs not refer to Court dockets; it lefers to the system by which NRC maintains its icgnlatory records* 
'Phis series of documents is indexed by a Personal Author Index, a C'orporato Source Index, and a Report Nuinbci 
Index. 

The docketed information contained in the 'Ude List includes the information formerly Issued ihiough (he Depart- 
ment of \)\ih\\ci\{\ot) Power Reactor Docket fnformatlom last published in January 1979, Mictoficho of Ihe 
docketed information listed in tlic Title List is available for sale on a subscription basis from Ihe National reclmical 
Informalion Service (NTIS). Sec NOTHS at the end of the Preface for the complete NTIS address* 

We encourage your comments, criticisms, and suggestions. In particular, if ihcicare title dcsciiptions that arc not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like (his docu- 
ment (0 he a valuable ])ar( of your reference material. 

WKiKKmy rniMs 

'I'hc listings within Docket ^'iOare divided into the categories used for filing andseaiching in the NRC Public Docu- 
ment Room, 'riuxsc categories are: 

A. A|)plica(ion/con.slrnction stage documents and correspondence 
H. Utility Prclimimuy Safety Analysis Report (PSAR), amciulmcnis 

C. Utility Environmental Report (ER), amciulmenls and corrcs|)omlence 

D. NRC Draft and lunal Imvironmcnial (Impact) Statements (DES and I'ES), and corrcsi>ondence 
!i. NRC Safety Evaluation Report (SliH), supplements and correspondence 

I'. Security, medical, eineigcncy and fire-piotcclion plans 

Cl. Adjudicatory correspondence 

1 1. Cenend correspondence 

E Mnancial informalion 

J. Insurance and indemnity inforimuion 

K, Utility Pinal Safely Analysis Report (P^SAK) and amendments 
Ii. Eimiicd work auihori/niion and related corrcsixmdcnce 

M. Antitrust corrcs|>ondcncc 

N» An lit rust hearing IraiKscripis 

(). Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. InsiKClion reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, EliRs and related correspondence 

T. I Icaring transcripts on non-aniilrust matters 

U. Congrcssional/exccuti VC corrcsixmdcnce 

V. Licensing operators and related correspondence 
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W Decomniissionint; stage documents and coi respondence 
X. Onsite low-level wastes stoiage 

Appendix A sets forth those categoiies and desciibes the mateiials available in each Omission of a catcgoiy 
in the listing for adocket indicates that no documents in that categoiy weie filed in the time peiiod of the tepoil. 

The principal elements ol the entries in the list aie: 

© P. Operaltng license stage documents & conespondcnce 

© © 

8411270362 Submits lenewed, amended & updated petition under 2.206, urging NRC to ic- 
quire that util provide Commission full disclosuie of intended sources & envnon consc- 
iences prior to issuing full power OL. 

Q SUGARMAN, R.J. (s) Sugaiman, Denwoith & Hcllegcis 84/11/21 

Denton, H. Office of Nuclear Reactoi Regulation, Directoi 2pp, 



1 NRC/PDR Document categoiy (sec Appendix A). 

2 NRC Accession Number (year, month, day, and sequence number of item). 

3 Desciiption of infoiniation contained in the document, 

4. Personal author(s). An asterisk in this position indicates that there is no personal aiithoi. 

5. Corporate, agency oi iionindividiial souice. 

6. Date of document described, 

7. Recipient of document and NRC or coiporatc afllliation. 

8 Pages in this document. 

9 This five-digit number is the NRC 48X microfiche designation, 

10, The three-digit portion of this cntiy is the number of the frame on which this docuiiicnt stalls. 

11 The five-digit portion of this entry is the mimbci of the frame on wfiich this document ends, 

12, The three-digit portion of this enby is the mimbci of the fiamc on which this docunicnl ends. 

13, If this space is blank, the document is available to (he public only in the NRC Public Document 

Room, 1717 H St,, N.W., Washington, D.C. 20555. If this space is filled, it gives other sources loi 
copies of the document. The cntiy may be ‘‘Available at NRC’’ for sale; “Available at Nl'IS”; or 
“Available at GPO,’’ 


The Docketed Items list is arranged sequentially by Docket Niimbci, category, and then by dale of princi|)al 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to piincipal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal repoit number, it will appear in the lavSt line of the item following entry 5 

NONDOCKETED ITEMS 

The nondocketed items aie divided into the categories used for filing and seaichmg in the NRC Public Docu- 
ment Room. These categories and then symbols aic: 

lOCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION-*-NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE — Financial Disclosure Infoi mation 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects — Predocket Licensing 

PT21~Noncoitipliance Reports and Related Coi respondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP~NRC Research Review Gioups 

RM— Rulemakings 

SECY— Position Papers Befoie the Commission 
STATE PROG — Stale Programs 

TOPREP— Vendoi Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Inipoit Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a catcgoiy 
in the listing foi a docket indicates that no documents in that category were Filed in the time period of the report. 


The 


1 . 

2 . 


3. 


4. 

5. 

6 . 

7. 

8 , 

9. 

10 . 

11. 

12 . 


13. 


ptincipal elements of the nondocketed items are: 

© NUREG— NUREG Reports and Related Correspondence 

© @ 

'82^9020?'' hlUREG^ 1672 VOi' 

rRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documcnt.s 
© \ NUREG/CR-I262, NUREG/CR-1376, NUREG/CR-I377, NUREG/CR-1397 cS: 

l.NUREG/CR-1608. 

® STEVENS, C.A., FULLWOOD, R.A., BASIN. S.L. Science Applicaflomirinc. 

0 FIN B-6694. SAI-262-81-PA. 82/02/28. Division of RisI^Aiialysis. 

123p. Available at NRC.J $6.00. f 12176:217: 12176:34^ 
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Nondockei category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Repoit Numbei 

Title and desciiption of information contained in the document 

Personal aiithor(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report numbei assigned by originator. 

Date of document desciibed, 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC, Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS, Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES; 

1. The address for NRC is. 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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50-241 

21 



Name 
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Page 

NORTH ANNA POWER STATION. UNIT 1 

50-330 

130 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

132 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

50-297 

77 

NUCLEAR SHIP SAVANNAH 

50-238 

20 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

45 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

47 

OCONEE NUCLEAR STATION. UNIT 3 

50-207 

67 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

50-131 

10 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

21 

OYSTER CREEK NUCLEAR POWER PLANT 

60-210 

16 

PALISADES NUCLEAR PLAN f 

50-256 

30 

PALO VERDE NUCLEAR STATION, UNIT 1 S7 N-50-520 

227 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

231 

PALO VERDE NUCLEAR STATION, UNIT 3 SrN-faO-530 

234 

PEACH BOTTOM ATOMIC POWER STAIION, 
UNIT 1 

50-1 7 1 

12 

PEACH BOTTOM ATOMIC POWER STATION. 
UNIT 2 

50-277 

55 

PEACH BOTTOM ATOMIC POWER STATION, 
UNITS 

50-270 

57 

PENNSYLVANIA STAR: UNIV. RESrARCII 
REACTOR 

60-5 

6 

PERRY NUCLEAR POWER PLANT, UNIT 1 

60-440 

106 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

100 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

60-203 

70 

PLUM BROOK REACTOR - MOCK-UP 

60-105 

13 

PLUM BROOK RESEARCH REACTOR 

FACILITY 

50-30 

0 

POINT BEACH NUCLEAR PLANT, UNIT 1 

60-266 

42 

POINT BEACH NUCLEAR PLANT, UNIT 2 

60-301 

70 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

60-202 

62 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 

2 

60-306 

04 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

12 

QUAD-CITIES STATION. UNIT 1 

60-254 

29 

QUAD-CITIES STATION, UNIT 2 

60-265 

41 

RANCHO SECO NUCLEAR GENERATING 
STATION 

60-312 

07 

REED COLLEGE RESEARCH REACTOR 

50-208 

09 

RESAR SP/90 

60-601 

237 

RIVER BEND STATION. UNIT 1 

50-468 

214 

ROBERT EMMET QINNA NUCLEAR PLANT. 
UNIT 1 

60-244 

21 

RPI CRITICAL EXPERIMENT 

60-225 

19 
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Docket 
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SALEM NUCLEAR GENERATING STAflON, 
UNIT 1 

50-272 

51 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-31 1 

06 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

60-206 

13 

SAN ONOFRE NUCLEAR STATION. UNIT 2 

50-361 

145 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

140 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

160 

SEA0ROOK NUCLEAR STATION, UNIT 2 

50-444 

103 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

100 

SEQUOYAH NUCLEAR PLANT. UNIT 2 

50-3 20 

117 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

160 

SHOREHAM NUCLEAR POWER STATION 

50-322 

100 

SOUTH TEXAS PROJECT, UNIT 1 ST N-50-490 

220 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-'t00 

224 

ST. LUCIE PLANT, UNIT 1 

60-335 

1?7 

SI. LUCIE PLANT, UNIT 2 

60-300 

161 

SURRY POWER STATION, UNIT 1 

50-200 

59 

SURRY POWER STATION, UNIT 2 

60-20 1 

61 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 1 

50*307 

158 

SUSQUEHANNA STEAM ELEC FR 1C 

STATION. UNIT 2 

50-300 

160 

TEXAS A&M UNIV. RESEARCH REACTOR 

50*69 

8 

TEXAS A&M UNIV. RESEARCH REACTOR 

60-120 

10 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

60-209 

00 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

60-320 

07 

TROJAN NUCLEAR PLANT 

60-344 

135 

TURKEY POINT PLANT, UNIT 3 

60-250 

25 

TURKEY POINT PLANT, UNIT 4 

50-251 

27 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

52 

UNIV. OF ARIZONA RESEARCH REACTOR 

60-113 

9 

UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-320 

109 

UNIV. OF FLORIDA TRAINING REACTOR 

60*03 

9 

UNIV, OF ILLINOIS RESEARCH REACTOR 

60-161 

11 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUM01A 

60-100 

13 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLLA 

60-123 

10 

UNIV. OF OKLAHOMA RESEARCH 

REACTOR 

50-112 

9 

UNIV. OF UTAH RESEARCH REACTOR 

50-72 

9 

UNIV. OF UTAH RESEARCH REACTOR 

50*407 

170 

UNIV. OF VIRGINIA CAVALIER REACTOR 

60-306 

167 
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UNIV OF VIRGINIA RESEARCH REACTOR 

50^62 

8 

UNIV OF WASHINGTON RESEARCH 
REACTOR 

50*139 

10 

VALLECITOS BOILING WATER REACTOR 

50-18 

7 

VALLECITOS EXPERIMENTAL SUPERHEAT 
REACTOR 

50-183 

12 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

49 

VIRGIL C SUMMER NUCLEAR STATION. 
UNIT1 

50-395 

166 

VIRGINIA POLYTECHNIC INSTITUTE 
TRAINING REACTOR 

50-124 

10 

WATERFORD GENERATING STATION, UNIT 50-382 

3 

157 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

163 

WATTS BAR NUCLEAR PLANT. UNIT 2 

50-391 

165 

WILLIAM B MCGUIRE NUCLEAR STATION. 
UNIT1 

50-369 

152 

WILLIAM B MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

153 

WILLIAM H. ZIMMER NUCLEAR STATION, 
UNIT 1 

60-358 

145 

WOLF CREEK GENERATING STATION 

STN-50-482 

217 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

10 

WPPSS NUCI EAR PROJECT. UNIT 1 

50-460 

216 

WPPSS NUCLEAR PROJECT. UNIT 2 

50-397 

167 

WPPSS NUCLEAR PROJECT. UNIT 3 

STN-50-608 

226 

WPPSS NUCLEAR PROJECT. UNIT 5 

STN-50-509 

227 

YANKEE-ROWE NUCLEAR POWER STATION 50-29 

7 

ZION NUCLEAR POWER STATION. UNIT 1 

50-295 

73 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

82 


Domestic Licensing of Special Nuclear 
Material - Docket 70 


ADVANCED NUCLEAR FUELS CORP., 
RICHLAND. WA 

70-1257 

241 

ARMY. DEPT. OF, DOVER, NJ 

70-0822 

240 

BABCOCK & WILCOX CO., APOLLO. PA 

70-0135 

239 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

240 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-0027 

238 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-1201 

241 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0824 

240 

CASE WESTERN RESERVE UNIV., 
CLEVELAND, OH 

70-0145 

240 

CINTICHEM, INC.. TUXEDO, NY 

70-0687 

240 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

70-0036 

239 

COMBUSTION ENGINEERING. INC., 
WINDSOR. CT 

70-1100 

241 

FLORIDA, UNIV. OF. GAINESVILLE, FL 

70-1068 

241 
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Page 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

240 

GENERAL ELECTRIC CO , PLEASANTON. CA 

70-0754 

240 

GENERAL ELECTRIC CO., SAN JOSE. CA 

70-1308 

241 

GENERAL ELECTRIC CO., WILMINGTON. NO 

70-1113 

241 

IRT CORP., SAN DIEGO, CA 

70-1359 

242 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-1193 

241 

KERR-MCGEE NUCLEAR CORP., 

OKUHOMA CITY, OK 

70-0925 

241 

NUCLEAR ASSURANCE CORP., NORCROSS, 
GA 

70-3020 

242 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

239 

RENSSELAER POLYTECHNIC INSTITUTE. 
TROY, NY 

70-0920 

241 

TEXAS UTILITIES GENERATING CO., 

DALUS, TX 

70-2932 

242 

TU ELECTRIC. DALLAS, TX 

70-3057 

242 

UNO NAVAL PRODUCTS, INC., UNCASVILLE. 
CT 

70-0371 

240 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

241 

WISCONSIN, UNIV. OF. MADISON, Wl 

70-0134 

239 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 


BABCOCK & WILCOX CO. 

71-0230 

242 

BRAN-SHON PRODUCTS, INC, 

71-0653 

242 

CTI, INC. 

71-0404 

242 

MODEL: 125-B, ENERGY, DEPT. OF 

71-9200 

246 

MODEL: 20, 20A. 50, 50A, GAMMA 
INDUSTRIES. INC. 

71-9126 

245 

MODEL; 20-VS & 40-VS, GULF NUCLEAR. 

INC. 

71-9160 

245 

MODEL; 3206B. 32278 & 3218, AMERSHAM 
CORP. 

71-9167 

246 

MODEL: 520, TECH/OPS, INC. 

71-9007 

243 

MODEL; 650, TECH/OPS, INC. 

71-9032 

244 

MODEL: 660 & 660E. TECH/OPS, INC. 

71-9033 

244 

MODEL; 6717-6, GAMMA INDUSTRIES, INC. 

71-6717 

243 

MODEL; 680 & 6e0E, TECH/OPS, INC. 

71-9035 

244 

MODEL: 715, TECH/OPS. INC. 

71-9039 

244 

MODEL: 750, TECH/OPS, INC, 

71-9021 

243 

MODEL: 770, TECH/OPS, INC. 

71-9140 

246 

MODEL; 771, TECH/OPS. INC. 

71-9107 

245 

MODEL 920, TECH/OPS, INC. 

71-9143 

246 

MODEL; 927 A1 & 927C1, COMBUSTION 
ENGINEERING, INC. 

71-8078 

243 

MODEL; Al 500 SU, TECH/OPS, INC. 

71-9006 

243 

MODEL: B, BABCOCK & WILCOX CO. 

71-6206 

243 
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MODEL B-2, U,S, ECOLOGY. INC. 

71-6M4 

243 

MODEL BB-250^2, COMBUSTION 
ENGINEERING, INC. 

71-5760 

242 

MODEL: BCL-4, BATTELLE COLUMBUS 
LADOnATORY 

71-5950 

243 

MODEL BMM, RAT FELIX COLUMBUS 
LABORATORY 

71-5057 

243 

MODEL. C-1, SOURCE PnODUCIION & 
EQUIPMENT GO., INC 

71-0036 

244 

MODEL CMO, GAMMA INDUS FRIEvS, INC. 

71-9133 

246 

MODEL (>0, GAMMA INDUSTRIES. INC. 

71-9120 

245 

MODEL CEN*1 URY S & SA, GAMMA 
INDUSTRIES, INC, 

71-0135 

245 

MODEL CNS M3C II, CMEM-NUCI EAR 
SYSTEMS, INC. 

/I-0152 

245 

MODEL CNS 1-1 3C. CHEM-NUCLEAR 
SYSTEMS, INC. 

71-0001 

244 

MODEL CNS 1-130, Cl if M-NUCIXAR 
SYSTEMS, INC. 

71-0210 

240 

MODEL CNS 1^-R)()-II. CMEM-NUCI EAR 
SYSTEMS, INC. 

/I -0004 

244 

MODEL CNS 3-GG, Cl ICM-NUClIiAli 

SYSTEM vS, INC. 

/I -6005 

243 

MODEL CNS G-7L Cl ICM-NUCUT'AR 
SYSTEMS, INCL 

71-0100 

245 

MODEL GE-UiOO, Oi'NERAL ELITMRIC (X). 

71-5030 

243 

MODlzl,: GE-1000, Of NL RAL I'lXCERK) CO. 

71-0044 

244 

MODEL: GE-PIfT-l, OENEfiAl. El liCTf^lC 

CO. 

/I -4000 

242 

MODEL: HEIR. ENERGY, DEI^F. OC 

71-0210 

240 

MODEL. I IN- 100, vSERIf.S 1. lIRTMAN 
NUCLEAR A OEVLI.OI’MEN F 

/I -0000 

244 

MODEL HN-200, WESTINGI iOUSE-MIT TMAN 
NUCLEAR. INC. 

71-65/4 

243 

MODEL RN-31GH, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-0222 

240 

MODEL I IN-600 & NUPAC 100, 
WESTINGIiOUSE-lin IMAN NUCLEAfi 

71-0000 

244 

MODEL: IE-300. GENF^RAL Elf.CTRIC CO. 

71-0001 

243 

MODEL: IR-IOO, INDUSTRIAL NUCLEAR CO, 

71-0167 

245 


Name 

Docket 

Page 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO 

71-9156 

245 

MODEL: LP-50, ENERGY, DEPF. OF 

71-0670 

243 

MODEL: NES-5, NUCLEAR ENERGY 
SERVICES, INC. 

71-9103 

246 

MODEL: NLI-1/2. NUCLEAR ASSURANCE 
CORP. 

71-0010 

243 

MODEL NR-IO, NIPPON NUCLEAR FUEL 
DEVELOPMENT CO., LTD. 

71-3002 

242 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-0208 

246 

MODEL: NUPAC 10/140. NUCLEAR 
PACKAGING, INC. 

71-0177 

246 

MODEL: NUPAC 14/190L, M A H, NUCLEAR 
PACKAGING, INC. 

71-0150 

246 

MODEL NUPAC 14/2t0L A 14/210H. 
NUCLEAR PACKAGING, INC 

71-9176 

245 

MODEl : NUPAC 14D-2 0, WESTINGHOUSE- 
HITTMAN NUCLEAR 

71-0070 

244 

MODEL: NUPAC 6/100L A 0/1 OOH, 

NUCLEAR PACKAGING, INC. 

71-0179 

246 

MODEL: NUPAC 7/100, NUCLEAR 
PACKAGING, INC, 

71-0170 

246 

MODEL OH- 142 SERIES, NUCLEAH 
PACKAGING, INC. 

71-0073 

244 

MODEL UCC-20WC-2 A 2A, CINHCHEM, 

INC. 

71-0098 

244 

F^OWEfl INSPECriON, INC. 

71-0054 

242 

FIADIAFION TECHNOLOGY, INC. 

71-0420 

242 

SAME, INC. 

71-0850 

242 

TEXAS NUCLEAR CORP. 

71-0545 

242 

UNITED STATES TESTING CO., IN(X 

71-0041 

242 

UNIV. OP CALIFORNIA, BE:nKELY 

71-0040 

242 

WESriNQHOUSE ELECTRIC CORF’. 

71-0061 

242 

Llcenalno of Independent Spent Fuel 

Storage - Docket 72 



MORRIS OPERATIONS. GENERAL 

ELECTRIC CO. 

72-0001 

240 

VIRGINIA ELECTRIC A POWER CO, 

72-0002 

246 




DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-046 RICHLAND, WA, U.S. ECOLOGY, INC. 

8803020040 Provides results received from 071111 samples which environ vegelalion 
e cl i VI ties exceed action levels 

ADAMSES R US Ecology, fnc (formerly Nuclear Engineering, Inc) 87/12/22 
THOMAS.B Region 5. Ofc of the Director INGERSOLL.E Washington, State of Ip 
44547 161*44547 161 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40*0299 UMETCO MINERALS CORP., RIVERTON, WY 

8803250230 'UMETCO Minerals Corp Gas Hills.WY 10CER40 65 Ropt Second Half 
1987 " W/880224 Mr 

LYONS, PJ UMETCO Minerals Corp (subs of Union Carbide Corp) 87/12/31 
PETTENGILL,H Uranium Recovery Field Ofc, R4 322pp 44857 184 44858 144 

8B032S0239 “Annual ALARA Repf for 1087 ” W/800204 Hr 
TRAMMELL.J W UMETCO Minerals Corp (subs of Union Carbide Corp) 07/12/31 
HEYEH.R S Uranium Recovery Field Ofc, n4 2a0pp 44856 145 44050 026 

8803240350 Recommends amend to License SUA 648,rovising License Condllion 24 to 
aulhorizo licensee to dispose plant generated contaminated wastes per 060314 A 
871216ltrs A 8Q0114 telcon 

NEVER, R S, PETTENGILL.HJ Uranium Recovery Field Ofc, R4 80/01/25 Region 4, 
Ofc of the Oirecjor 3pp 44852,124*44652 126 

8603240416 Forwards Amend 3 to License SUA 064B,rov(sing License Condition 24 re 
disposal of conlamlnafed wastes 

SMITH.RD Uranium Recovery Field Ofc, R4 88/01/25 UMETCO Minerals Corp 
(subs of Union Carbide Corp ) 2pp 44007 275*44007 309 

-8803240423 Amend 3 lo License SUA*O640 for Umelco Minerals Corp. revising Condi 
lion 24 re disposal of contaminated wastes 

SMITH.RD Uranium Recovoiy Field Ofc, R4 80/01/25 34pp 44007.277-44807 309 

0803240193 Requests proposal to define concentration A extent of Criterion 13 hazard* 
ous constituents in uppermost aquifer NRC 050911 Hr should be valuable in solecllon 
of hazardous constituents to be incorporated into monitoring program 
HAWKINS, EF Uranium Recovery Field Ofc, R4. 80/01/26 UMETCO Minerals Corp 
(subs of Union Carbide Corp) 2pp 44050 359 44050 360 

0803240419 Advises that 000117 Hr to NBC concerns corporate audit A not ALARA 
rept required by Condition 17 of Llconso SUA 640 ALARA ropt sent on 080216. 
TRAMMELL, J W UMETCO Minerals Corp (subs of Union Carbide Corp ) 00/02/22. 
HEYER.R Uranium Recovery Field Ofc. R4. Ip 44855’356-44fl55 366 

8803180231 Discusses licensee ALARA rept for 1907, per 880119 A 0204 HrsRopl In 
accordance w/Condilion 17 of Llconso SUA'640 

HEYER.R S, PETTENGILL.HJ. Uranium Rocovery Field Ofc. R4 80/02/24 Uranium 
Recovery Field Ofc, R4 3pp 44736 345*44736 347. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

8803280068 Forwards “Water Quality Sampling Re3ult8,Thlfd A Fourlli Quarlors 1907,*' 
for Spilt Rock MilUeflecting reduced monitoring program, per Amend 20 to License 
SUA SG.Water quality for Well 23 remained Class I 

BAKER, SJ Wflslern Nuclear, Inc (subs of Phelps Dodge Corp) 80/03/01 
PEHENGILL.HJ Uranium Recovery Field Ole, R4 Ip 44859 260-4 40^0 214 

-8803260318 "Water Quality Sampling Rosults, Third A Fourih Quarters 1987.'' 

* Western Nuclear, fnc (subs of Phelps Dodge Corp) 07/12/31 308pp 44859 269 
44860 214 

8603250132 Informs that GMiX facility Is part of Items being purchased A requests out* 
lirte of application required to transfer Llconso SUA-S6 from Western Nuclear.Inc to 
US Energy Corp/ Crested Corp 

SVILAR.DP US Energy Corp SVILAR.DP. Croslod Corp 06/01/26 SMITH.RD 
Uranium Recovery Field Ofc, R4 1p 44062 163*44862 163 

8803250264 Forwards LW Hersloff 800110 Hr to SJ Baker re semiannual radiation 
safety audit/ ALAR A review on 880105 06, per License Condlion 42 
BAKER, SJ Western Nuclear, fnc (subs of Phelps Dodge Corp) 88/02/16 
PETTENGILL.H J Uranium Recovery Field Ofc, R4 6pp 44859 063*44859 060 

8803280312 Forwards Rev 1 to 080301 “Split Rock Mill Silo Joffroy City, WY Reclama- 
tion Plan," per E Hawkins 071020 Hr 

BAKER,SJ Western Nuclear, Inc (subs of Phelps Dodge Corp) 08/03/01 
PETTENGILL.HJ Uranium Recovery Field Ofc. R4 Ip 44889 177-44889 234 

-8003290110 Rev 1 to 870630 “Split Rock Mill Site, Jeffrey City.WY, Reclamation Plan " 
W/Q oversize figures. 

* Western Nuclear, Inc (subs of Phelps Dodge Corp.) 88/03/01, 66pp 44889,178- 
44889 234 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8803080425 Application for amend lo License SUA-0 16, revising Condition 21 by stating 
lhat ticensee shall clean up windblown tailings A contaminated soli at mill site, per 
870424 cooperative agreement W/one oversize end 

QRIDLEY.R Tennessee Valley Authority 88/02/05 SMITH.SO. Uranium Rocovery 
Field Ofc, R4 21pp 44657 206-44657‘227 


8803180118 Discusses review of TVA 880121 environ monitoring rept for Edgemont Mill 
for period 870501-1031 Lower limits of deleclion reported for alf analyses 
approprrate No further licensing action necessary at present lime 
OLSEN.TT , HAWKINS, E F Uranium Recovery Field Ofc. R4 88/02/18 Uranium Re 
covery Field Ofc. R4 5pp 44736 330-44736 334 


DOCKET 40-2081 KERR-MCQEE CHEMICAL CORP,, WEST CHICAGO. IL 

8803140220 Requests update on status of compact site selection process, per NRC is- 
suance of draft suppi to FES re decommissioning of Rare Earths Facilty.West 
Chicago, tL in June 1987 

ROUS^E.L C Fuel Cycle Safety Branch 80/03/04 BULURD.C W Central Midwest 
Compact Commission for Low Level Radioactive Waste Management 1 p 44673 357- 
44673 357 

8B03090061 Order * Extends lime until 880404 for Commission to determine whether lo 
review ALAB 885 Senred on 800307 

HOYLE.J Office of the Secretary of the Commission //108 5765 88/03/07 Commis- 
sioners Ip 44630 202 44630 202 

8803220018 Forwards Kerr McGee Chemical Corp response lo comments on draff 
suppi to final environ slatemanl re decommissioning of Rare Earths Facility, West 
Chic^.lL.per 080202 request 

MES^VE.R A Covington & Burling 88/03/10 SWIFT.J J Fuel Cycle Safety Branch 
204pp 44790 068 44790 271 

8803310032 Memorandum lo parlies * Attached memo from BP Colter, chief adminislra 
live judge, self explanatory Parties lo proceeding requested lo conform to sve 
request Served on 880329 

FRYE.J.H Atomic Safely and Licar^sing Board Panel //1BB 5951 BB/03/29 ip 
44697 230-44697 231 


DOCKET 40-3392 ALLIED-SIGNAL, INC , METROPOLIS, IL 

8603300041 Fonvards updated Page C-24 of license condition seclion to reflect latest 
revs to radiological contigency ptan.per S Penninglon request 
BISHQP.JC Allied Signal Corp 08/03/14 HOUSE.L Office of Nuclear Material 
Safety A Safeguards, Director, 2pp 44905 016 44905 108 

-8603300043 Forwards revised radiological conlingency plan S Pennington 870406 Hr 
addressed as appropriate A revised pages dtd 080201 

BISHQP.JC Alliod Signal Corp 88/01/21 ROUSE.L Office of Nuclear Material 
Safely A Safeguards.Dlrector 2pp 44905 018 44905 108 

-8803300062 "Radiological Conlingency Plan " W/six oversize drawings 
HONEY.JG, BISHQP.JC Allied Signal Corp 08/01/10 f07pp 44905 020 
44005 108 


DOCKET 40*3453 ATLAS MINERALS, INC , DENVER, CO 

8803240004 Forwards SER supporting renewal of License SUA-917 for Allas Minerals 
Moab U mill located In Grand Counly.UT 

SCOVILL.VR, PETTENGILL,H J Uranium Recovery Field Ofc. R4 88/02/22 Urani- 
um Recovery Field Ofc, R4 Ip 44807 061-44807 051 

8803240304 Forwards environ assessment prepared in support of ronowal of License 
SUA-917 for Atlas Minerals Moab U mill located in Grand County UT W/o end 
SCOVfLL.V R . PEnENGIlL.H J Uranium Recovery Field Ofc. R4 00/02/22 Urani 
urn Recovery Field Ofc. B4 1p 44852 101-44852*101 

6803280347 Licensee response to order of 800204 ' Licensee contemplates NRC re 
Issuing (icenso A withdrawing 070713 order upon reaching agreement on renewing 
license Cerldicate of Sve end. 

POTTS, R D Alias Corp POTTS.R D Shaw, Pittman, Polls & Trowbridge 08/02/22 
12pp 44890 214 44890 225 

8803250152 Forwards results of effluent A monitoring programs for second half of 
1087 Ropt on groundwater hydrology, deleclion monitoring program will be forwarded 
under separate cover W/o end 

BLUBAUGH.R.E, Allas Corp 00/02/24 SMITH.R D Uranium Recovery Field Ofc, R4 
2pp 44059,098 44859 099. 

8803280226 Forwards “Groundwater H/drology Deleclion Monitoring Program.Allas 
Minerals Moab U Mill, Grand County, UT, In response lo oxisling License Condition 40 
BLUBAUGH,R.E Allas Corp 00/02/24 SMITliR.D. Uranium Recovery Field Ofc. R4 
Ip 44089 235 44089 343 

-8803280235 '‘Groundwater Hydrology Detection Monitoring Program.Allas Minerals 
Moab U Mill Grand Counly.UT." W/three oversize drawings 
* Enocotech. Inc 88/02/25. 101 pp 44809 236 44089 343 

8803240481 Forwards final finding of no significant impact re issuance of renewal of 
License SUA 917 for publication In FR as soon as possible 

PETTENGILL,H J Uranium Recovery Field Qfc, R4 08/02/25 MEYER, D Rules A 
Procedures Branch Ip 44808 124 44808 127 

-8803240474 Notice of final finding of no significant impact re renewal of License SUA- 
917 authorizing Atlas Minerals Corp to continue operation of Moab Mill located in 
Grand County.UT 

PETTENGILL.HJ Uranium Recovery Field Ofc, R4 08/02/19 3pp 44608 125- 
44008’ 127 

0803250216 Forwards renewal to License SUA-917, authorizing conlinued operation of 
Moab U Mill A revoking 870731 order to licensee SER A environ assessment also 
encLW/o SER & environ assessment 

MARTIN.R D Region 4, Ofc of the Director 88/02/25 BLUBAUGH.R E Atlas Corp. 
2pp 44851*214 44851 246 
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2 DOCKETED ITEMS 


• 08^3250232 Renews License SUA 917 for Allas Corp 
SMITH n D Uranium Rccon’ry Field Ofe, RA 08/02/25 t-^pp M851 216 44851 946 

8003040029 f/RC Siaff response lo order of 600204 ‘ Order den'es NRC & licensee 
request to conhnue to hold proceeding m abeyance pending completion of settlement 
negotiations Certificate of Sve end 

SERRY G A Assistant General Counsel for Hearings #188 5718 88/09/29 Commis 
Sioners I6pp 44564 167 44564 162 


DOCKET 40*7102 SHIELDALLOY CORP., NEWFIELD, NJ 

0803300055 Advises that Shieldalloy conlacled & Informed of approval of extension 
unitl 880405 for submittal of responses re renewal application.per liconseo QQ0925 re 
quest 

PENNINGTON.W S NRC No Doiailed Affiliation Given 87/03/23 NRG • No Do 
tailed Affiliation Given Ip 4490Q 332 44908 332 


0803230201 Ack receipt of 871124,800127 & 0229 responses to Items 3 & 4 of NRC 
070612 confirmation of action Itr Corrective actions called for by Confirmation of 
Adion Ltr B7 15 satisfactorily resolved 

SMITH RD Uranium Recovery Field Qfc R4 08/03/03 BLUBAUGH.R Atlas Corp 
2pp 44794 163 44791 164 

8803230183 Suppi to petition to intervene • Requests due process consideration to m 
tervene m proceed no 

DARKE, J Affiliation Not Assigned #166 5893 86/03/21 Atomic Safety and Licens 
ing Board Panel 4pp 14779 129 44779 132 

6803290005 Licensee motion to terminate hearing proceeding * Atlas Minerals Oiv of 
Atlas Corp withdraws hearing request & requests that presiding officer issue order ter- 
minating proceeding Certificate of Sve 8 Sve l(sl eticl 

POTTS RD Atlas Corp #188 5931 86/03/24 /Atomic Safety and Licensing Board 
Pane! 3pp 44871 107 44671 110 


DOCKET 40*7455 WHITTAKER METALS, LOS ANGELES, CA 

8603300048 “Audit Repl of Radioactive Mat! Located Next to Groonvillo 
Metals, Greenville, PA 

MILLER.F Whittaker Corp 80/03/ 14 2pp 44907 345 44907 34G 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP,, OKLAHOMA CITY, OK 


DDOdUTUjj^ Appncation for amend lo License SUB 1010, revising Chapters 1 & 10 of 
treatment sys Improved processing sys incorporates slanorj rnffi 
2 xa®. through several eJariffo/i Foo paid 

of Kerr McGee Nuclear Corp ) 87/12/28 
44539 980^ ^ Nuclear Material Safely & Safeguards, Director 7pp 44539 272* 


8803310077 Memorandum to parlies * Attached memo from BP Cotter,chtef administra 
live iudge self explanatory Parties to proceeding requested to conform to ^vc 
request Served on 660329 

FRYE.sfH Atomic Safety and Licensing Board Panel #IBB 5952 88/03/29 to 
44897 321*44897 322 


DOCKET 40 4492 AMERICAN NUCLEAR CORP , CASPER, WY 


’ JACKSnwr ( appltcatfon for amend to Llconso SUB 1010 

/ Ucense Fee Management Branch 08/02/04 STAUTEFT.J C Sonuovah 
Fuels Corp Isubs of Kerr McQce Nuclear Corp ) Ip 44539 270 44530 279 ^ ^ 

-aaM010340 Ramus Isa lor rovlow ol 071328 request lor Improved rallinalo IroaimonI 
4«3i’aM'44539®2ao‘°®® ‘ 'P 


8803240385 Requests submittal of proposed detection rroniloring program & analytical 
current seepage recovery efforts within 30 days.per licensee 

880108 amend request 

HAWKINS E F Uranium Recovery Field Ofc, R4 86/02/01 American Nuclear Corp 
2pp 44852 139 44B52 140 ^ 

DOCKET 40-6500 ENERGY. DEPT OF. CANONSBURQ, PA 

0803280229 Forwards review & comments re 871120 addi field investigaiion mfo per 
request Rock placement at Burrcfl site Indicates that DOE has not provided adequate 
^2- determine if required rock has been placed 
44885068 44085^073 88/02/23 FUEGEL.M Operations Branch 6pp 

DOCKET 40 6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8803240053 Forwards reissued corrected Amend 15 to License SUA-442, correctino 
830^21 telco ® 

IM^iSsffes 4485719/“^^^^^ Palhfinder Mines Corp 

-.8803240076 Reissued Amend 15 to License SUA 442 for Pathfinder Mino 
selenium concenb^^^ ramnnoer Mino 

bMlIH.R D Uranium Recovery Field Ofc, R4 88/01/22 lOpp 44851 166 44051 193 

in accordance w/License SUA 442. Condition 36 
448 ^^ 238^44859240 ^^’"°^^^^^ 68 / 02/22 Uranium Recovery Field Ofc. R 4 3 pp 

DOCKET 40 6659 GETTY OIL/PETROTOMICS CO., SHIRLEY BAStN, WV 

Pf Bnwon Quality 880129 itr of acceplanco of 
PPAPP c f'erm^s 342 & 351C per 880202 telcon w/Rose ^ ^ 

WAwiTiVic c c 1 1 (formerly Gelty/Pelrotomics Co) 88/02/02 
HAWKINS.E F Uranium Recovery Field Ofc. R4 2pp 44649 0B3 44649 084 ^ 

lqWo.o"Sc™orir-.'^e6ff67°^^^ ^ 

U M ?' '’“’'OIOTCS Co,aullionarg osa ol un 

iSsM TW a r! U niiijmg facilities focaled in Carbon County. WY 

SMITH, R D Uranium Recovery Field Ofc, R4 88/02/02 7pp 44055 169 44055 192 

“*covDrsrtV„™«SS;l'"'''’?* SUA 551 be amended lo revise inin suretv 

" 

Re«veq,“F;ewSc"''RT3frp'd4%";T^^^ °"=' 

'^dan^’^lfcenSe^tSooS.hiiM * '’'“"h” 551, revising License Conddion 23 to 

■■ e“?rlS’^” P^'ralorracs Co, amending l,conse m 

SMirKRO Uranium Recovery Field Ole, R 4 58/02/11 16 pp 44794 277 44794 328 

* mdbnT mea'Tfailmqs® area 'tom e( 

»V Si Xi'SS'MS.ZTS 

Ersss-2.*?s;iE5S7 "a s ;sa 


P I puiVJ 1 ,J 


1 nrcDArt ec o a iiquia ortiuonis for Second Hn 

MUNSQMq W/B80224 Ur 

EVefElT'lj RS°n 4 ^np.® ®t?h“'’n**“V'* McGee Nuclear Corp ) 87/12/31, 

irvtMtrT.R J Region 4, Ofc of the Diroclor, 2pp 44556 147 44556 14o’ 

*^224 lb assooiis S liquid ollluonts (or Socond Hall 1087 W/ 

EVE^R^m'lj ol KOI' McQooNucloor Corp) 07/l?/3l 

tvtHt rr.H J Region 4, Ofc of the Diroclor 3pp 44502 330 44582 04o! ^ 

“"sUBdOlo 'Of 9? "23 application lor amond to Llconao 

sr«ryK»ssaa?i r.«i Ui'SESis,”'"”" 

1#S#|SSS3!1*S£“ 

ROUSE L^C Oltice ol' ^urfBnr°^*lim'‘'l®i ® MoQoo Nucloar Corp ) 08/02/29 
44638 195 44638 2*6 ^ * Sa1ogunril3,Olroclor 21 pp 

dl’llndZ“r"GMu^^^^^ P'“”==“'' "om rodwaaloa on 

44680 057 C.HAhfcE,JH Sonalo 4pp 44060,053 

’ MZr48lTmtfer*riIln°to“Zte Corp^rmod Rogton IV iha. 


IIIVIUUU UUIUMU UU I & 

BANffil Sc > 8“'33/ 10 

j'® 0 [ jjrjijess Tankai'carS Molals'lifc 'BarnwoTscforTW f*dP'u™ OlAuv 

to DUF4 facility ' • Darnwoii.bu on 070815 to company DUFC 

RoI^Tc Fuar3?2IL*Sate?rB™Z‘ 3pp Jie'sTaoO 4405^2*' 


ROUSE, LC Fue^Sa'ioteh''’^^ 

H'nqk, o.pross,no 

Senate 2 pp 44907 356 44907 369 ^ Operations 80/03/16. CRANSTON, A 

-888338«,38 Fomarda 871122 Hr Iron, L6 Hmck re use ol (or, (User ra.llpate by Korr- 
54Ml'73l?':|^907®35r OBlallod Allilialion Given Spp 



DOCKETED ITEMS 3 


DOCKET 40-8004 RIO ALGOM MINING CORP , MOAB, UT 


680323Q222 Recommends that License Conditions 1 1 & 54 be revised to read as stated 
re mill site decommissioning program Decision based on review of 880112 regupst for 
l2-rTionth extension for disposal of contaminated malls 

SCOVILL.VR Uranium Recovery Field Ofc, n4 PETTENGILL.H J Region 4. Ofc of 
the Director 80/03/01 Uranium Recovery Field Ofc. R4 3pp 44794 160 44794 170 

8603230313 Forwards Amend 16 1o License SUA-II 19, revising Llconso Conditions 11 & 
54 to rncorporale updated mill site decommissioning prograrn.per 800112 request 
SMITH, R D Uranium Recovery Field Ofc, R4 88/03/01 LAWTON, M D Hio Algom 
Mining Co rp 2pp 44790 07 l'4479a 096 

-8803230320 Amend 16 to Llconso SUA‘1119 for Rio Algom Mining Corp, authorizing 
use of unlimited U at licensee milling lacilitios in San Juan County, UT 
SMITH, RD Uranium Recovery Field Ofc, R4 BO/03/01 14pp 44798 073 44798 096 

8803240313 Requests proposed surety instrument as defined by 10CFR4O, App 
A.Cfilerion 9 NRC has agreed to accept figure as reasonable estimate for tailings area 
reclamalion & mill decommissioning 

PETTENGILL.H J Uranium Recovery Field Ofc, R4 08/03/03 LAWTON, M Rio 
Algom Mining Corp 1p 44852 102-44852 102 


DOCKET 40*8102 EXXON CO , USA, HOUSTON, TX 


8803250118 Concurs w/uHI 800205 fir that radiation safety refresher training, as roouirod 
In Reg Guide 8 31, will not be required for engineering & earthwork activities at High 
land facility due to decommissioned nature of site 

HAWKINS, EF Uranium Recovery Reid Ofc, R4 80/02/11 Exxon Corp Ip 
44859 255 44059 255 

8803240087 Advises that review of 871105 submillal completed Several issues musl bo 
resolved before reclamation plan can be approved Updated costs if plan revised 
requested Comments & formal for estimating costs end 

HAWKINS, E F Uranium Recovery Field Ofc, R4 08/02/23 RANGE.O Exxon Corp 
lopp 44807 220 44807 229 

B60324Q090 Forwards Amend 22 to License SUA 11 39, revising Licenso Conditions 11 & 
33 to modify delcclion monitoring program & change compliance audit frequency from 
quarterly to semiannually 

SMITH, R D Uranium Recovery Field Ofc, R4 88/03/03 Exxon Corp 3pp 44007 230- 
44807 252 

”8803240096 Amend 22 lo Licenso SUA- 1139 for Exxon Corp, revising License Condi- 
tions 1 1 & 33 to modify deteclion monitoring program & change complJanco audit fre 
quency from quarterly lo semiannually 

SMITH, R D Uranium Recovery Retd Ofc. n4 00/03/03 lOpp 44807 233-44807 250 

”8803240111 Recommends that Llconso Condllions 11 & 33 of Licenso SUA-1139 bo 
revised lo modify groundwater detection monitoring program & to reduce frequency of 
compliance audits from quarterly to semiannually 

KOfmlNSKI.G R , HAWKINS, E F Uranium Recovery Field Ofc, n4 00/03/02 UranI 
urn Recovery Reid Ofc, R4 2pp 44807 251-44007 252 


DOCKET 40-0452 BEAR CREEK URANIUM CO., CASPER, WV 


6603250113 Forwards list of addi Info, including outline of financial Info needed to allow 
independent verification of licensee 1906 tailings reclamation plan for response by 
8QD229 Engineering comments also end 

HAWKINS, EF Uranium Rocovory Reid Ofc. R4 88/02/03 SCOTT.E Boar Crook 
Uranium Co 20pp 44859 210 44859 237 


DOCKET 40-6502 MALAPAI RESOURCES CO., PHOENIX, AZ 


6B03250026 Forwards amended (tr of credit ro tngaray Ranch project 
DREWNOWSKI.K Malapal Rcsourcos Co 87/12/11 JORDAN,? Wyoming, Slate of 
2pp 44857 056 44057 057 

8803260033 Forwards amend to Ltr of Credit SB-9255,Pofmit 478 Amend accepted lo 
extend expiration date to 090311 & make hr of credit automatically renewable 
JORDAN, P Wyoming. Stale of 87/12/18 DREWNOWSKf.K Malapal Resources Co, 
Ip 44855 196 44865.190 

8803090311 Forwards "Final Rept ro Conclusion of Monitor Wolf DM20 Excursion 
Status Production Unit 3,lrigaray Mine," per Condition 29 of License SUA* 1341 Cause 
of Well DM 20 event result of fixivlant movement down annular spacing of well 
WICKERS, OL Malapai Resources Co 08/01/22 KONWINSKI,G H Uranium Recov- 
ery Field Ofc. R4 Ip 44655 272 44655 343 

-8803090315 "Final Rept ro Conclusions of Monitor Well DM-20 Excursion Status Pro- 
duction Unit S.lngaray Mine " 

WICHERS.DL Malapai Resources Co 80/01/22 91 pp 44655 273 44655 343 

6803240261 Discusses baseline water quality data & upper control limits for Producfion 
Units 0 & 9 & recommends that License SUA- 1 341 bo amended by revising License 
Conditions 14,25,26 & 26 lo read as stated, per liceiiseo 880128 amend request 
KONWINSKI.G R , HAWKINS.E F Uranium Recovery Field Ofc. R4 08/02/10 Urant- 
urn Recovery Field Ofc, R4 4pp 44807 200-44807 203 

8803240391 Advises of issuance of Amend 8 to Licenso SUA- 1341, revising listed li 
cense conditions per baseline & upper control limit data 

SMITH, RD Uranium Rocovery Reid Ofc. R4 08/02/10 WICKERS, D Malapai Re 
sources Co, 3pp 44852 056 44852 073 

”8803240392 Amend 0 lo License SUA- 1341 for Mafapai.Rosourcos Co, authorizing un- 
limited use of U 

SMITH, RD Uranium Recovery Reid Ofc, n4 88/02/10 lOpp 44852 059-44052 073 


DOCKET 40-8504 MINERALS EXPLORATION CO, LOS ANQELES, CA 

0803230190 Documenls NRC review of Minerals Exploralion Co 871027 update of de 
commisslonmg/reclamation cost estimate Recommends that mod of Licenso Condi 
tion 42 be read as stated 

ROSE.HD, PETTENGILL,HJ Uranium Recovery Field Ofc. H4 58/02/05 Uranium 
Recovery Field Ofc, R4 4pp 44794 169 44794 162 

B603240092 Forwards Amend 7 to License SUA 1350, reissued in entirety to incoporale 
amend to Condition 42, revising total NRC licensed decommissioning & reclamation 
activitos to new approved total 

SMITH.R D Uranium Recovery Field Ofc, R4 88/02/05 Minerals Exploration Co 
(subs of Union Oil Co of California) 4pp 44860 300 44850 331 

”8803240100 Amend 7 lo License SUA-1350 for Minerals Exploration Co, revising Con 
dition 42 to reflect new total for NRC licensed decommissioning & reclamation acli 
viles 

SMITH.R D Uranium Rocovery Field Ofc, R4 08/02/05 lipp 44850 304-44050 331 


DOCKET 40-0681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8803240275 Recommends that corrected copy of Amend lO.Condilions 38B & 42 to Li- 
cense SUA 1358 be Issued w/Irsted changes 

SCOVILL.VR Uranium Recovery Field Ofc, R4 88/01/25 Uranium Recovery Rold 
Ofc. R4 2pp 44862 097-44852 098 

6003240379 Forwards amend lo License SUA- 1356, revising License Condllions 38B & 
42 requiring doconlaminallon of taborfllory surfaces used for bloassay analyses prior 
to sample analysis & disposal of contaminated mall per 051218 Hr 
SMITH.R D Uranium Recovery Fiofd Ofc, R4 08/01/25 UMETCO Minerals Corp 
(subs of Union Carbide Corp ) 2pp 44890 301 44890.334 

”8003240410 Amend 10A to License SUA-1358 for Umetco Minerals Corp, authorizing 
use of unlimited amount of natural U at milling facifilios In San Juan County, UT to 
produce max amount of 4 380 tons uranium oxicTo W/encI 

SMfTH,RD Uranium Recovery Field Ofc. R4 08/01/25 32pp 44890 303 44890 334 

8603240265 Forwards amend to Licenso SUA 1358 revising License Condition 
1 1 Changes consistent w/guldanco approval In Reg Guide 8,31 
SMITH.R D Uranium Recovery Field Ofc, R4 80/02/01 UMETCO Minerals Corp 
(subs of Union Carbide Corp ) 2pp 44607 165 44007 199 

”8803240281 Amend 11 to License SUA 1350 for UMETCO Minerals Corp, authorizing 
use of unlimited amount of U in any chemical or physical form at licensee facilities in 
San Juan County, UT 

SMITH.R D Uranium Recovery Field Ofc. R4 08/02/01. 14pp 44007 1 67-44807 199 

8803240383 Discusses Amend 11 to Llconso SUA 1356, for UMETCO Minerals Corp re 
update of organizational structure w/cerrosponding duty descript ions, per 
871214,050107 & 15 requests Licenso Condillon 11 revised as slated 
SCOVILL.V R . PETTENGILL.H J Uranium Rocovory Field Ofc. R4 08/02/01 Urani- 
um Rflcovorv Field Ofc, R4 2pp 44056 259 44856 260 


DOCKET 40-8604 MALAPAI RESOURCES CO., CASPER, WY 

0803250142 Forwards amended Ltr of Credit 8770 lo RD0014 ro Willow Creek R&D 
projqcl 

uRuWNOWSKI.K Malapai flesourcos Co 07/11/30 JORDAN,? Wyoming, Stale of 
2pp 44069 037-44859 030 

8803250094 Informs fhal Amend 5 to Ltr of Credit SB 8770, R&D 14, acceptable Amend 
end W/o end 

JORDAN,? Wyoming, Stale of 87/12/01 DREWNOWSKI.K Malapai Resources Co 
Ip 44857 013 44857 013 

0803010316 Forwards Tabfo 1 of sixth quarterly operalions rept for Oct Dec 1087 for 
Willow Creek R&D submitted to NRC by 880120 Hr Table was inadvorlonlfy omitted 
from quarterly rept 

WICKERS, DL Malapai Resources Co 08/02/01 GRACE, S Uranium Rocovery Field 
Ofc, R4 2pp 44541 041 44541 042, 

0803250111 Advises that Stale of WY authorizes reduclton of leak dejection monitoring 
frequency at Willow Creek R&D evaporation ponds, per request Monitoring shall be 
conducted monthly 

FIELDS.S Wyoming, Stale of 08/02/02 WICHERS.D Malapai Resources Co Ip. 
44850 217 44850 217 

8803250112 Informs of R&D License 14nD renewal until 890227 per recommendation 
of Q Mooney of Land Quality Div District III ofc. 

SHAFFER, R Malapai Resources Co 88/02/11 WICHERS.D L Wyoming, Stale of 
Ip 44055 197 44055197 


DOCKET 40-8696 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8803250090 "Effluent Monlloring Rept (10CFR40e5) for Jul-Oec 1007" W/a00226 Hr 
MORRILL, VW Plateau Resources. Ltd 87/12/31 15pp 44059.188 44059 202 

0803180246 Discusses review of licensee 1987 ALARA rept for Shoolaring Canyon 
Mill Radiation safety program not conducted In complete compliance of License SUA 
1371 Items ro radon sampling & fire extinguisher inaps will be reviewed 
SCOVILL.V R . PETTENGILL.H J Uranium Recovery Field Ofc, R4 00/03/03, Urani- 
um Recovery Field Ofc, R4 4pp 44736 356 44736 360 


DOCKET 40-0714 CLEVELAND-CUFFS IRON CO., CLEVELAND, OH 

8803090141 Ack receipt of 871215 fir re proposed transfer of process equipment & 
resins from Collins Draw Pro]ect site Regulatory opinions & decisions on listed add) 
questions & concerns re transfer requested 

LOUDERBACK.T E Cleveland Cliffs Iron Co 87/12/22 HAWKINS.E F Uranium Re- 
covery Field Ofc. R4 3pp. 44657,283 44657 285 
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8803Q90260 Notifies of sate & removal of process equipment from Collins Draw plant lo 
B Wining of Albuquerque, NM Analyses for samples coHccied by Energy Labs on 
880105 06 ericl Samplmg scbedulod again for 880303 0-1 

AHO,G 0 Cfeyeland Cliffs Iron Co 08/02/11 HAWKINS, E F Uranium Recovery Field 
OfC, R-1 HOGG,S Wyoming Slate of 31pp M649 306 44649 336 


DOCKET 40^8724 CHEMETRON CORP , CHICAGO, IL 

8803290441 Ack receipt of telcon advising that for NRC to consider substance ol 
8801 22 itr & end NRC would require request lo amend license or some olher request 
for action 

ZELLNEfl,R J McGean Roheo, Inc (formerly McGean Chemical Co , Inc ) 60/03/01 
LAROCHE, G Fuel Cycle Safely Branch 3pp 41897 004 44037 087 


DOCKET 40 8768 KERR MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 

8803090052 "Quarterly RepbFourth Quarter 1987 0 Sand In SUu U R&D 
Project, Converse County, WY," submitted per Condition 52 of License SUA 1307 W/ 
8B0208ltr 

FREEMAN, M D Sequoyah Fuels Corp (subs of Kerr McGee Nuclear Corp) 87/12/ 
31 GRACE, S, HAWKINS, e Uranium Recovery Field Ofc, R4 45pp 44649 030 
44649 082 

0803240427 Forwards renewed License SUA 1387 for Sequoyah Fuels Corp, per 
10CFfl40 

SMITH, RD Uranium Recovery Field Ofc, R4 8B/01/29 Sequoyah Fuels Corp (subs 
ol Kerr^McGoo Nuclear Corp) Ip 44007 310 44807 340 

••8803240441 Renewed License SUA 1367 for Sequoyah Fuels Corp, authorizing use ol 
aqueous solution & slur^ of natural U & byproduct matls per l0CFR40 4(a 1} m leach 
ing facility in Converse County, WY 

SMITH.RD Uranium Recovery Fiefd Ofc. R4 88/01/29 31pp 44807 311 44007 340 

8803210494 Forwards oaghl listed memos S Mrs re NPDES permit discharges from 
facility.per BB021 1 request 

GRACE, SR Uranium Recovery Field Ole, R4 88/02/18 JOHNSON, S Wyoming, 
State ol Ip 44760 322 44760 341 

800325-0078 Forwards updated organization & reporting chart & emergency commumca- 
lions link lable Documents revised Figure X 4 • App K & Table A App XII of applica 
lion for renewal of License SUA 1387 

FREEWAN,M D Sequoyah Fuels Corp (subs o( Kerr McGoo Nuclear Corp) 88/02/ 
18 HAWKINS.E Uranium Recovery Field Ofc, R4 3pp 44B57 010 44857 012 

8803180265 Reviews issues identified by Stale of WY.Dept of Environ Quality (WDEQ) 
re monitoring wells & gradient reversal at ficonsee Q Sand R&D wolf field Issues ado- 
qiralely addressed by Lcenseo & no further action required 
GRACe.Sn , HAWKINS.E F Uranium Recovery Fiefd Ofc. R4 80/03/02 NRC No 
Detailed Affiliation Given 2pp 44737 001 44737 002 


-8803250143 "Summary Ropt & Cover Plan Geotectmicaf Test Cover Const at Anacon 
da Bluewater Tailings Facility " 

' Dames & Moore 06/02/09 200pp 44866 003 4485b 219 

8803250219 "Radiological Effluent & Environ Data for Sluewatcr Millsite, Grants for Jul- 
Dec 1987 " W/a80222 fir 

PATEL.N Anaconda Co (div of 'Atlanlic Richfield Co ) 87/12/31 PETTENGILL,H J 
Uranium Recovery Field Ofc. R4 51 pp 44651 259 44051 309 

6803090933 Application for amend to License SUA- 1470 per end Bluewater U mill 
groundwaler deteclion monitoring plan Foe paid 

BERGSTROM, P D Allanlrc Richfield Co (ARCO) 88/01/19 HAWKINS.E F Region 4, 
Ofc of Ihe Director 56pp 44645 337'446<l6 030 

8803250202 Forwards facility health physics & environ monitoring license iipdalo for Li 
cense SUA 1470 flems listed in update numbered to correspond w/specific (toms 
agreed lo tn 880129 meeting 

BERGSTROM.PD At lanlic Richfield Co (ARCO) 08/02/24 PETTENGILL.H J Urani 
urn Recovery Field Ofc. n4 13pp 44859 1 18 44059 130 


DOCKET 40 8903 HOMESTAKE MINING CO, GRANTS, NM 


8803090095 Application for amend lo Licetiso SUA 1471 per provisions of onci pro 
posed groundwaler monitoring & mgt plan Fee paid 

KENNEDY, EE Homeatake Mining Co 00/01/29 PETTENGILL.H Uranium Recovery 
Field Ole, H4 4pp 44649 357 44649 360 

8803060501 Forwards fee inadvertently omitted from 600129 Hr to cover procossinq 
costs 

KENNEDY, EE Homeslako Mining Co 60/02/03 PETTENGiLL.H Uranium Rorovery 
Field Ofc. R4 Ip 44632 200 44632 200 


DOCKET 40 6904 BP AMERICA, (NC /L-BAR URANIUM FACILITY, SALT LAKE 

8803240467 Forwards "Semiannual Environ Monitoring R^f for L Gar U Mino, Cibola 
Counly.NM," per Items 12 & 20 of License StjA-1472 Rept inclucfos Iwo quarterly 
nroundwater monitoring repts & results of last four well samplings 
OSBORN, TG INTERA Technologies, Inc Gfl/02/26 GRACE.S Uranium Recovory 
Field Ofc. R4 4pp 44004 300 44806 311 

• 8003240473 "Semiannual Environ Monitoring Ropt for I Bar U Mino, Cibola 
County, NM " W/one oversize map 

• INTERA Technologies, Inc 80/02/26 300pp 44004 304-4 4 805 212 

-8003240477 "Groundwaler Moniloring Near LBar Tailings.ScconcI Semiannual 19B7 
Analysis " W/oighl oversize drawings 

PLAyTON.S, HOFFMAN, GL I lydro Enninoering 80/02/29 300pp 44805 213- 

44006 311 


DOCKET 40 6020 AMAX ENVIRONMENTAL SERVICES, INC , GOLDEN, CO 

8803140309 Forwards renewal of License SMB 14 18, finding of no significant 
Imp act, environ assessment & SCRUcenso renewal has elfecl of continuing surveil 
lance & conirol of slabilrzod mall to assure secunly & mainl 
ROUSE.LC Fuel Cycle Safely Branch 80/03/00 KEPPLER.P AMAX, Inc 2pp 
44673 097-44678 105 

"8803140313 Renewed License SMD-141G for Amax.fnc.aulhormng use of natural fhori 
um & U in accordance w/statemonts, ropresenlations & condilions in 070529 applica 
tion 

ROUSE.LC Division of Industrial & Medical Nuclear Safety (Post 070729) 00/03/08 
Ip 44678 099 44678 099 

••8303140315 EIA supporting renewal ol License SMB-1410 Determinalion not to pro 
pare EfS based on semiannual repl of well moniloring performed by State of WV t5opl 
of Health & info supplied by licensee 670615 Hr 

ROUSE.LC Fuel Cycle Safely Branch 80/03/07 3pp 44670 100 44678 102 

--8303 140348 EIA supporting renewal of License SMB 14t0Confinuod moniloring of 
four wells for release of radioactive mall from stabilization area required & yearly insp 
to ensure integrity of channel against corrosion recommended 
LAROCHE, G Fuel Cycle Safely Branch 80/03/08 2pp 44678 103 44670 104 

-8803140352 SER supporing renowal of License SMa-1418 for 5 yrs 
LAROCHE,G , SWIFT, J J Fuel Cycle Safety Branch 80/03/00 Ip 44678 105 
44670 105 


DOCKET 40-BOZ9 FERRET EXPLORATION CO OF NEBRASKA, INC., CRAWFORD, 


8803090213 Forwards fourth quarter ropt for Crow Butfe Profect, License SUA 1441 Ropt 
contains results of all monitoring data & other info W/o end 
COLLINGS.S P Ferret Exploration Company of Nebraska, Inc 80/02/00 GRACE.S 
Uranium Recovery Field Ofc, R4 Ip 44657 301 44657 301 


8003240021 Discusses 67 101 5 & 1103 applications for amend lo License SUA 14 72, re 
vising License Condition 27 ro new organizational structure Recommonds that License 
Conditions 1,27 & 28 bo modified to road as stated 

HEYER.n S , PETTENGILL.H J Uranium Recovery Field Ofc, n4 06/01/25 Uranium 
Recovery Field Ofc. R4 3pp 44007 048 44007 050 

0803240384 Forwards Liconso SUA 1472 amended lo aulhorizo changos ui liconsoo 
namo.organi/ational structure & date for submitting gamma survey info by cltangirig 
Liconso Conditions f,27 & 26 as listed 

SMITH.RD Uranium Recovery Field Ofc, R4 08/01/25 DP America, Inc 2pp 
44055 234 44855 248 

• 8003240389 Amend 4 to Liconso SUA-1472 tor BP America, Inc.aulhorizing possession 
of U waste tailings & other byproduct wastes genoratod by hcenseo past milling oper- 
ations 

SMITH.RD Uranium Recovery Field Ole. R4 80/01/25 7pp 44055 236 44055 248 

6003240390 Responds to violations noted In in^p of Liconso SUA-1472 Corrocllvo 
actions wnlton procedures for environ moniloring program & instrument calibr placed 
on silo & oporalmg procedures ro licensed activities being developed 
GRISAK.GE INTERA Technologies. Inc 00/01/29 PETTENGIL.HJ Uranium Recov 
ery Field Ofc. R4 2pp 44807 258 44807 259 

6803090026 Forwards replacomonl pages for pages w/lypos m L Bar Mine reclamation 
& closure plan revs submitted on 080129 

GRISAK.GE INTERA Technologies. Inc 88/02/03 GRACE.S Uranium Recovery 
Field Ofc, R4 Opp 44649 013 44649 020 

0803100167 Forwards correspondence ro British Polroleum (BP) L-Bar mill site, including 
BP 880205,1 1 & 26 submiUals, "Oolectlon Monitorinq Program," "Soil Gamma Survey 
Repl" & "L-Bar Semiannual Environ Monitoring Ropi, rospoclivoly 
GRACE.S Uranium Recovery Field Ofc, R4 88/03/02 ROMER.J Cebollota, NM Ip 
44737131-44737 131 


DOCKET 40-0905 KEflR-MCGEE CORR/QUIVIRA MINING CO., OKLAHOMA CITY, 


DOCKET 40 0057 EVEREST MINERALS CORP, CONVERSE COUNTY, WY 

88032501 95 Advises lhat Everest Minerals Corp has no moniloring data lo submit & for- 
wards summary of inflatable packer tests performed during Fourth Quarter 1987 
MORZENTI.S P Everest Minerals Corp 08/02/01 SPEARS, R Wyoming, State of 
6pp 44856 313 44856 316 . i w 


DOCKET 40 8902 ANACONDA MINERALS CO., GRANTS, NM 


8003240101 Forwards Amend 7 lo Liconso SUA-1473.rov(sing Condifion 27 to imple 
mont slabilizalion schedule for cleanup of contaminated aroas.per licensee 871015 & 
1207 Itrs 

SMITH, R.D Uranium Recovery Field Ole, R4 08/02/05 STAUIER.J C Quivira 
Mining Co. 2pp 44856 226 44866 242 

"8003240191 Amend 7 lo License SUA 1473 for Quivira Mining Co.roquiring implemen 
lalior) of interim stabilizafion program for ladings areas spocified in 061001 repl & 
modified 1^ 870320 Itr 

SMITH, R D Uranium Recovery Freld Ofc. R4 08/02/05 lOpp 44856 228 44856 242 


0803250130 Forwards "Summary Rept & Cover Plan, Geotechnical Test Cover Const 
Anaconda Bluewater Tailings Facilify." responding lo remaining NRC technical cc 
slimes stabilization, per schedule ref m 870520 & 1 110 submillals 
BERGSTROM.PD Atlantic Richfield Co (ARCO) 60/02/17 PETTENGILL.H J Urn 
urn Recovery Field Ofc, R4 Ip 44856 001-44856 219 


8803240246 Reviews licensee 071015 & 1207 rosulls of comprehonsivo gamma survey 
& soil sampling program identifying areas of windblown tailings contaminafion Cleanup 
proposal & schedule for interim stabilization adequate License mod recommended 
HEYEfl.R S . PETTINGILL.H J Uranium Recovery Field Ofc, R4 80/02/05 Uranium 
Recovery Field Ofc. R4 4pp. 44865 359-44855 362 
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8803210203 AdviSGS that no further action necessary at time on case re review of rept 
entitled, "Update of Groundwater Monitoring of Bedrock at Qjivira Mining 
Co,Ambrosfa Lake Facility " 

GRACE,SR. HAWKINS.E F Uranium Recovery Field Ofc, R4 Q8/02/1fl Uranium 
Recovery Field Ofc, R4 ip 44737 319 44737 319 

8803250151 Forwards annual ALAR A summary review for Guivira Mining Co Ambrosia 
Lake.NM facifity.pcr License Condilion 10 Summary reviews actions taken to maintain 
health physics & environ radiation exposures to bo ALARA 

CLEVELAND, J E Ouivira Mining Co Q8/02/24 GARCIA, P Uranium Recovery Field 
Ofc, R4 14pp 44059 084 44859 097 


DOCKET 40 8907 UNITED NUCLEAR CORP , SANTA FE, NM 


8603250013 Forwards redraft MOU ro remedial action at United Nuclear Corp 
Churchrock.NM U mill silo 

HANNESSCHLAG6R Environmental Protoclion Agency 08/01/29 PETTENGILL.H 
Uranium Recovery Field Ofc, R4 llpp 44Q56 291 44056 301 

8803260001 Forwards list of questions from preliminary review of hydraulic, surface liy* 
drology & erosion aspects or Church Rock reclamation plan Response would assist in 
evaluating reclamation plan 

ABT,S R Colorado Slate Univ , Fort Collins, CO 00/02/10 HAWKtNS,E Uranium Ro 
covery Field Ofc, R4 5pp 44860 248 44860 252 

8B03090328 Responds to NRC 080105 Itr re violations noted in Insp Ropt 40 8007/87- 
01 No violation of Condition 20 occurred Requests that altogod violations bo with 
drawn & rephrased os comment to program element responses 
VELASQUEZ, JR United Nuclear Corp {subs of UNC Resources, Inc) 88/02/11 
SMITH,R D Uranium Recovery Field Ofc, R4 Opp 44655 060 44655 057 

8603290149 Forwards fee inadvoitontly omitted from application for amend to licenso 
for leak detection program 

VELASQUE2,dR United Nuclear Corp (subs of UNC Resources, Inc) 88/03/11 
HAWKINS.E Uranium Recovery Field Ofc, R4 Ip 44897 122 44Q07 229 

-8803290152 Applicalion for amend to License SUA 1475.implomonllng foak detoclion 
monilortng program W/one oversize drawing Foe paid 

VELASQUEZ,J R United Nuclear Corp (subs of UNC Resources, Inc) 88/03/01 
HAWKINS,E F Uranium Recovery Field Ofc, R4 106pp 44897 123 44807 229 


DOCKET 40'6909 MOBIL DIVERSIFIED BUSINESSES, ALBUQUERQUE, NM 


8003240439 Advises that License SUA-1477 terminated offeclivo immodJnlely.por 
880119 request 

SMITH,R 0 Uranium Recovery Hold Ofc, R4 80/02/05 CULLEN.J F Mobil Coal Pro 
ducing, Inc Ip 44856 243 44856244 

-8803240445 Recommends lhat Licorrso SUA 1477 ho iQrrninnlod.por 080119 roquobt 
SHOPENN,NM Uranium Recovery Field Ofc, R4 PETTENGILL.H J, Region 4, Ofc of 
the Director 08/02/05 Uranium Rocovory Field Ofc, R4 Ip 44856 244 44856 244 


DOCKET 40-8911 MOBIL ALTERNATIVE ENERGY, INC., BOULDER, CO 


8803240378 Forwards draft fmdmo of no significant ImpacI re termination of License 
SUA 1479 lor publication in Ffl.per 10CFR51 35 Comments on draft should bo submit 
ted within 60 days from date of publication 

HAWKINS.E F Uranium Recovery Field Ofc, R4 88/02/04 MEYER, D Rules & Pro 
cedures Brancti Ip 44855 253 44055 255 

-0803260108 Draft finding of no significant impact ro termination of License SUA'1470 
for operation of Mobil Oil Corp Crownpoint in situ pilot lost project In McKinley 
County.NM 

HAWKINS.E F Uranium Recovery Field Ofc, R4 80/02/04 2pp 44055 254- 
44655 255 

8803260120 Forwards regulations governing public hearing & review procoduros for pro- 
posed discharge plans before director or environ Improvement div Mootings planned 
for G803OB to explain subj procedures for regulatory closeout 
REQUCK.E a, GORDON, LJ Now Mexico, Slate of 88/02/00 HAWKINS.E Uranium 
Recovery Field Ofc, R4 llpp 44059 256 44069 266 

8803250060 Notifies of public meeting on mod to ground wolor discharge plan (DP-26) 
for Mobile Coal Producing, Inc Reasonable opportunity available for interested persons 
to submit relevant evidence, data, views or arguments 

• Now Mexico, State of 88/02/24 New Mexico. Slate of Ip 44059 180-44059 100 


DOCKET 40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 


8803040326 Recommends issuance of Amend 1 to Ltcenso SUA-1472.rovi8fng License 
Conditions 10 & 1 1 to extend time staled for ropts & proposed amend 
SHOPENN.NM, PETTENGILL.H J, Uranium Rocovory Ftold Ofc, R4 OQ/Ol/26 
HOLLOWAY.CJ License Fee Management Branch Ip 44602 341-44502 341, 

8803040349 Forwards Amend 1 to License SUA- 1482, changing dates of submissions 
required in License Conditions 10 & 11 for Johnny M Mine 

SMiTH.RD Uranium Recovery Field Ofc, R4 86/01/26 Hecia Mining Co 2pp 
44583 001-44583 004 

-8603040352 Amend 1 lo License SUA- 1482 for Hecia Mining Co.authorizing use of U 
byproducts at licensee mine backfilling locations in McKinley County.NM 
SMiTH.RD Uraniuhi Recovery Field Ofc, Ft4 88/01/26 2pp 44583 003-44583 004 

8803070018 Issues Amend 1 lo License SUA 1482,changing date of site survey submit- 
tal in License Condition 10 & cleanup or stabilization plan in License Condition 
1 1 Changes due to inclement weather Conditions 10 & 11 amended as stated 
SHOPENN.N M , PETTENGILL.H J Uranium Recovery Field Ofc, fl4 88/01/26. Urani- 
um Recovery Field Ofc. R4 2pp 44605 159 44605,160 


DOCKET 40-8943 FERRET EXPLORATION CO OF NEBRASKA, DENVER, CO 

6803250211 Forwards revised pages for Slate UlC application Changes rosulled from 
state completeness review NOEC questions & FEN fobponsos also and W/o end _ 
COLLINGS.SP Ferret Exploration Company ol Nebraska. Inc 88/03/01 GRACE.S 
Uranium Rocovory Field Ofc, R4 Ip 44059 132-44859 132 


DOCKET 40-8949 WOOD, HEWITT & HAUGAN AKA RADIOLOGY ASSOCIATES, 
RAPID 

B803010158 Forwards four samples of slag collected from Shioldalloy silo In 
Cambridge, OH, per 080203 telcon Analyses for Th 232, Ra 226 & U 238 roquoslod W/ 
0 end 

BERGER, JD Oak Ridge Associated Univs 00/02/03 DOERR.W Cnvironmontaf Ro- 
search & Technology, fnc 2pp 44540 001 44540 002 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F Security, medical, emergency & fire protection piano 

8803 14 0268 Advisos that 8801 15 proposed cluingo lo cmcrgoncy plan clocroasos offoc 
livenoss of curronlly approved omorgency plan,por 10CFR50 54 (q) Response request 
ed within 30 days of Hr date 

MICHAELS, T S Standardization & Non Power Reactor Projocl Dirrclorato 00/03/09 
KERR.WF Michigan. Umv of, Ann Arbor, Ml 3pp 446/3 059 44673 361 

8693240209 Fonvards revised Page 17 ol omorgency plan ro modifying Scctrcn 
3 2 1j)or 880309 request 

KERR,W Michigan, Umv of. Ann Arbor, Ml 00/03/15 MICHAELS, T S Stnndnrdizrt 
liorr & Non Power Reactor Projocl Dirodornto (p 44083 242 44083 243 

-8803240354 Revised Page 1 7 to omorqoncy plan 
• Michigan, Umv of. Ann Arbor, Mi Q8/03/15 Ip 44883 243 44803 243 


R Periodic operaling reports & related corrospondonco 

0003210179 "Ropl ol Ronclor Oiroralions.lt)87 ” W/8n0300 Ur 
KEHR.W Michigan, Umv of, Ann Arbor, Mi 07/12/31 DAVIS. A H Region 3, Ofc of 
the Director 22pp 44724 262-44724 203 


DOCKET 60-3 INDIAN POINT STATION. UNIT 1 


F. Security, medical, emergency & fire protecllun plans 

8603150345 "Emargoncy Plan for Indian Point Units 1 & 2” One ovorsizo map onclW/ 
880229 Itr 

BRAM.SB Consolidated Edison Co of Now York, Inc 08/02/ M 22Spp 44G05 197- 
44686 093 


J. Insurance & Indemnity Information 

8803300307 Forwards nuclear property inburanro plared on hchnil of util for fncilitios 
BRAM.S B Gonsolidalod Edison Co of New York. Inc 89/03/22 Oociimonl Control 
Branch (Document Control Desk) 2pp 44004 273 44004 274 

8603310013 Forwards listed ondorsomonts lo listed poficios.includinn EndorsQiiiont 102 
lo MAELU Policy Mr-26,Endofsomonl 123 lo NELIA Policy NF-70,uncforaomonl 71 Ip 
MAELU Policy MF 56 & Endorsomenl 09 lo NELIA Policy NF-109 
O'CONNOR.DJ Marsh & McLennan. Inc 00/03/22 DJNITZ.I OPico of Nuciqar Re- 
actor Regulation, Director (Post 870411) 53pp 440 10 099 44910 15! 


P. Operating Ncenso stage documents & correspondence 

0803030019 Requests addi Info ro 871201 prosonlation describing dolicioncios In in&lru* 
mentation & control splicos.per 10CFR50,49 & 60 72, notification of oquipmont qualifi- 
cation doficionclos 

JOHNSTON, WV Region 1, Ofc of the DIroclor 07/12/04 SELMAN.M, Gonsolidalod 
Edison Co of New York, Inc 2pp 44557 238 44557 230 

0002250195 Generic Llr 08 04 to all nonpower reactor liconsoes re disirihution of gemB 
Irradiated In research reactors Sve list onci 

MIRAGLIA.F J Associalo Director for Projects (Post 87041 1) CUNNINGHAM.R G Di- 
vision of Indusirlaf & Medical Nuclear Safely (Post 870720) 88/02/23 Consolidated 
Edison Co of New York, Inc 1 ipp 44553 345 44553 355 

0803220364 Generic Llr 08 05 lo all licensoos of ope ruling PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon stool reactor pressure boundary components 
In PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projecls (Post 070411) 08/03/17 Consolidated 
Edison Co of Now York. Inc 43pp 44079 084 44879 126, 


Q. Inspection reports, IE Bulletins & correspondence 

8802230636 NRC Info Notice 08 006, ‘’Foreign Objects in Sloam Genorolora " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/02/20, 
Consofldatod Edison Co of New York. Inc 1 18pp 44554 253 44555 009 
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0803020036 hRC Info Notice 88 007 (narf<fertenl Transfer of Licensed Mall to Uncon* 
(foiled Locations ' Sue liai end 

CUNNINGHAM, H E Division of Indosinal & Medical Nudear Safety (Post 870729) 
08/03/07 Consof dated Edison Co of Ne<v YofK. Inc 12pp 44673001 44673012 

6603040062 NflC Qoltelm 88 003 Inadequalo Latch Engagemenl in HFA Type Latch 
mg Rel^ Wfg by GE " Sve lisl encl 

ROSSI, CE Division of Oporalional Events Assessment (Posl Syo-lll) 68/03/10 
Consolidated Edison Co of Ne^v York, Inc 128pp 44673 192*44673 319 

6603080146 NRC Info Notice 60 006 ‘Charrijcal Reactions VV/Radwaste SoNdification 
Aden Is " S VC list end 

ROSSI, CE Diviston of Operational Events Assessment (Posl 870411) 08/03/14 
Consolidaled Edison Co of Ne.v York, Inc 120pp 44772 253 44773 012 

8003140284 NRC Info Noiice 88 009, Redecod Reliabifily of Steam Driven Auxiliary 
Peedwale/ Pomps Caused" by Inslabifity of Woodward PG-PU Type Governors” Sve 
list end 

ROSSI.CE Division of Operational Events Assessmer>l fPosI 870411) 68/03/16 
Consolidated Edison Co of New York, fnc 121pp 44857 050 44857 17B 


R perjodlc operalfng reports A refated correspondence 

8803070093 Forwards Semiannual Effluent S Waste Disposal Repl.Jul Dec 1987*' & 
‘Semiannual Effluent & Waste Disposal Rept,Addendum to 1sl & 2nd Quarter 1987” 
BRAM,S B Consolrdaied Edison Co of New York, Inc 08/02/29 Document Control 
Brarveh (OocumenI Control Desk^ Ip 44612 236 44612 316 

•>8603070096 ' Semiannual Effluent & Waste Disposal Repl.Jul Dec 1907 '' 

* Consolidated Edison Co ol New York, Inc 87/12/31 57pp 44612 237 44612 292 

>>8803070099 Semiannual Effluent & Waste Disposal Repl Addendum 10 1st & 2nd 
Quarter 1907 ' 

• Consolidated Edison Co of New York. Inc 87/06/30 24pp 44612 293 44612 316 


8803070290 Advises that util released from 870306 commitmenl to provide equipment 
oul*ol SVC list to NRC on weekly basis Amounl of equipment oul of-sve reduced 1o 


level consistent w/good maini practreos 

OAVlS,A B Region 3. Ofc of the Director 88/03/01 REED.C Commonwoallh Edison 
Co 2pp 44596 047 44596 040 


0803040176 Final response to FOIA request Forwards App M dacurnonls Oocumonis 
also available in PDR App N documents withhold (ref FOIA Exemption 5) 
GRiMSLEY.DH Division of Rules & Records fPosl 070413) 60/03/02 GOLEV, K 
Public Citizen’s Cniical Mass Energy Project 4pp 44503 015 44503 079 


>•8003040244 Forwards preliminary post accreditation audit roviows at Susquehanna on 
051021-23,81 Dresden on 851118 21 & at Oconee on 851210 10 & ropl on INFO 
851210 follow-up visit at Susquehanna 

DENTON.HR Office of Nuclear Roaclor Rogulatlon, Director (051 125 070411) 86/ 
01/28 PATE.Z Institute of Nuclear Power Operations 40pp 44503 032 44503 079 


8803090204 Requests remittance of fee for review of 071222 application re (lecommis 
sroning documents for facility 

DIGGS, R M License Fee Wanagemer^l Branch 00/03/04, BUTTER FIEl D,L Com 
monwoallh Edison Co Ip 44651 001 44651 001 

8003220364 Generic Llr flO 05 to all licensees of operating PWRs & liolt/ors of CPs for 
PWRs re boric acid corrosion of carbon steel roaclor prossuro boundary compononlg 
tn PWR plants Sve list encl 

MIRAGLIA.F Associate Director for Projects (Post 870411) 80/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44079 004 44079 126 


Q fnspeclfon reports, IE Bulletins & correspondence 

0802230035 NRC Info Notice 86 006, ‘ Foreign Objects in Steam Gonoralors " Sve list 
encl 

ROSSI.C E Division of Operational Events Assessment (Posl 0704 1 1 ) 88/02/29 
Consolidated Edison Co of New York, Inc tiepp 44554 253 44555 000 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


H General correspondence 

6803640037 fnforrrs ol charges m administrative personnel per Tech Spec 6 6 2b(1)J 
Bnghlon new dean of engineering effeclive 680201 

HOSLER,CL Pennsylvania State Univ , University Park, PA 08/02/15 Document 
Coniro! Branch (OocumenI Conlrof Desk) ip 44610 309 44610 309 


V. Operator Examlnatfons 

8803140232 Requests that revised operator & senior operator requafification program 
submitted on 871021 be revised to include addi info identified in encl request for addi 
info Response requested within 30 days of Itr date 

ADAMS A Standardization & Non Power Reactor Project Direclorale 86/03/10 
HOSIER, C L Pennsylvania Stale Umv. LIniversity Park, PA 5pp 44660 305 
44680 309 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


P. Security, medical, emergency 0c fire protection plans 


8003020036 NRC Info Notice 66 007, “Inadvoftont Trsnsfor of Lloonscd Moll to Uncon 
Irolfed Locations ” Sve list encl 

CUNNINGHAM, R E Division of Induslrial & Medical Nuclear Safely (Post 070720) 
66/03/07 Consolidaled Edison Co of Now York, Inc 12pp 44073 001 44673 012 

8603090164 Advises that facility to be included In emorgoncY opornling procoduro 
(EOP) insp program Insp will ovalualo applrcabflity A usoabifily of oxistpng bOPs across 
nation D Florek team loader for facility 

WRIGHT, GC Region 3, Ofc of Iho Director 80/03/07 nEED,C Common wonllh 
Edison Co 2pp 44664 359 44664 360 

8003040962 NRC Bulletin 06 003, “Inadequate Latcfi Engagement In UFA Typo Lnlcb 
ing Relw Mfg by GE " Sve list end 

ROSSI.CE Division of Oporalionat Everils Assessment (Post 670411) 60/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 198 44073 3 1 9 

0803000148 NRC Info Nolico 86 006, “Chemical Hoactfons W/RiUlwasto Solidification 
Agents " Sve list end 

ROSSI.CE Division of Operational Events Asso&smonl (Posl 6/0411) 06/03/14 
Consolidated Edison Co of Now York, Inc I20pp 44772 253 44/73 01? 

8003140284 NRC Info Noltco 68 009, "Reduced Rofltibllity of Sloam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-Pl Typo Governors " Sve 
list onci 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 06/03/10 
Consokdaled Edison Co of Now York, Inc laipp 44857 050 44657 1 70 


8893090028 Cfifinge to Page M of Rev 5 to EPfP 300 7, ' Personnel Exlernal Contami- 
nalfOrii Record ’’ 

RJPSCH.M Commonwealth Edison Co 68/02/23 2pp 44675 204-44675 205 

8602290145 Rev 5 to Emergency Plan Implementing Procedure EPiP 300 7, ''Roulme 
Personnel Deconlaminalion (Primary Responsibility • Radiation Chomistry Director) " 

* Commonwealth Edison Co 88/02/29 21pp 44539 072-44539 092 


J. Insurance & indemnity Infornnatlbn 


R. Periodic operating reports & related correspondence 

0803180016 Forwards "Effluent & Waslo Disposal Semiannual Ronl.Jul-Doc 100/" & 
Rev 1 to 'Dresden Nuclear Power Stalion Process Control Program ” 

EENfQENBURG.E Commonwoellfi Edison Co 86/02/10 OAVIS.AD Radon 3, Ofc 
of the Director Ip 44716 261-44716 203 

-8003169321 "Effluent & Waste Disposal Sormannual Ropl.Jul Doc 1007 ” 
Commonwealth Edison Co 87/12/31 I6pp 44716 262 44716 277 


8803040109 Forwards Endorsements 1 to NELIA Cerlificates WWie6.MW20. NW 
150.NW-95 & NW lOa.Erdorsemenis 2 to MAELU Certificates MW-9aMW5MW- 
74,MW-28 & MW 37 & Endorsement 3 to MAELU CerUficale MW-37 
OSTER.J Commonwealth Edison Co 88/02/29 OINITZ.I Office of Nuclear Reactor 
Regulation, Director (Posl 07041 1) lOSpp 44573 165 44573 269 


-8003180021 Rev 1 to "Dresden Nuefoar Power Station Process Control Pronram " 
Commonwealth Edison Co 80/02/29 6pp 44716 278 44716 263 

occupalionaf radialion exposure portions of plant onoraling ropls 

fto(,lcn'9,0(oof'.hc 


P. Operating license stage documents & correspondence 

8003180016 Forwards "Effliient & Waste Disposal Semiannual Rept,Juf*Dec 1907’* & 
Rev 1 to “Dresden Nuclear Power Station Process Control Program " 
EENiGENBURG.E Commonwealih Edison Co 88/02/10 DAVIS. A B Reqron 3 Ofc 
of the Director 1p 44716 261 44716 263 

-88O310OD21 Rev 1 to ’'Dresden Nuclear Power Station Process Control Prooram" 
Commonwealth Edison Co 88/02/29 6pp 44716 278-44716 283 

8802250195 Generic Ltr 88-04 to all nonpower reactor licensees ro distribution of gems 
irradiated in research reaclors Sve list encl ^ 

MIRAGLIA.F J Associate Director for Projects (Posl 070411) CUNNINGHAM RE Di 
vision oMndustrial & Medical Nuclear Safely (Posl 870729) 88/02/23 Consolidaled 
Edison Co of New York, Inc lipp 44553 345 44553 355 

8003070325 Forwards Rev 49 to CE-1-A, “QA Program for Nuclear Generating Pro 
grams, consisting of listed revised pag^ss Rev refiecls organization & lille changes as 
well as changes resullifiig from mock ASME surveys 

MORGAN.W Cornmonwealth Edison Co 88/02/26 Document Conlrol Branch (Docu 
ment Conlrol Desk) Ip 44604 306-44604 325 ' 

-0003070344 Rev *19 Jo CE-I A “QA Program for Nuclear Generating Stations *' 
Commonwealih Edison Co CE-1-A R49 88/02/09 17pp 44604 lo9 44604 325 


Occupational Porsonne) Radiation Dosos " W/ 060210 llr 
EENIGFNBURG.E Commonwealth Edison Co DRP1 160-5 R01 07/12/31 OAVIS.B 
Region 3. Ofc of tho Dffoclor 4pp 44612 310 44612 321 

‘ flepl of Occupational Porsonnol Radiation Dosos " W/ 660229 llr 

?o^ 4pp^446T2%2T44^^^^ 87/12/31 DAVIS, B Rogion 3, Ofc oi the Dlrac- 

Rept of Occupational Porsonnol Radfalton Dosos " W/ 000220 llr 
PL^L,G J Commonwealih Edison Co 2RP 1101 4 ROO 67/12/31 DAVIS.O Rogion 
3. Ofc of me Director 4pp 44612.326 44612 329 nugfun 

" nj?T?rS?rSr Occupalionaf Porsonnol Radiation Dosos " W/ Q002I0 Hr. 

® 3- 0"= o"ho 

of Occupaffonal Personnel Radiation Doses " W/ 000219 llr 
Edison Co BRP 1100-16 ROT 67/12/31 DAVIS.A B. 
Region 3, Ofc of the Director App 44612 334-44612 337 

’ operating ropl Is being submiMod pnor to Mar 1 

^ f f^^corded annual whole body oxjernat exposure for 

exposure of 100 mrem or more 

3, Otc o( 



DOCKETED ITEMS 
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DOCKET SO-13 B&W CRITICAL EXPERIMENT FACILITY 


P Operating license stage documents & correspandence 

8B03030213 Forwards Amend 22 to Indemnity Agroomenl B 8, order terminating License 
CXOO.safely evaluation & environ assessment 

ADAMS, A Standardization & Non-Power Reactor Project Dtrcclorale 80/02/26 
OLSEN.A F Babcock & Wilcox Co 5pp 44566 018 44566 029 

-8803030222 Order terminating License CX 10, per 840807 request 
CRUTCHFIELD, D Division ol Reactor Projects HIJV.V a Special Projects (Post 
870411) 80/02/26 Babcock a Wilcox Co 2pp 44566 023 44566 024 

-8803030233 Safety evaluation supporting order terminating License CX-10,pcr 640807 
request 

' Office of Nuclear Reactor Regulation, Director (Post 870411) 8B/02/26 2pp 
44S66 025 44566 026 

■ 8803030241 Environ assessment a finding of no significant Impact re ternriinalion of 
License CX-10 

RUBENSTEIN.L S Standardization a Non Power Reactor Project Direclordle 88/02/ 
18 3pp 44566 027 44566 029 

8803070121 Submits daily highlights On 060226, order torminaling License CX-10 issued 
ADAMS.A Slandardizalion a Non-Power Reactor Project Oirocloralo 88/03/02 
MURLEY,T, SNIEZEK.J, MIRAGLIA,F NRC No Delallcd Affiliation Giyon 2pp 
44607 049 44607 050 


DOCKET 60.10 VALLECITOS BOILING WATER REACTOR 


L Financial Information 


8803140364 "GE 1987 Annual Rept ” W/080300 Itr 
WELClUF. 80SSIDY,LA. HOOD.E E General Eleciric Co 87/12/31 65pp 
44713 119 44713 102 


P Operating license stage documents a correspondence 

8803210305 Informs of relocation of NRR to staled address in Rockville, MD 
RUBENSTEIN.L S Standardization a Non-Power Reactor Projecl Directorate 88/03/ 
15 DARMITZEL,R W Gonoral Electric Co 3pp 44772 1 16 44772 1 18 


DOCKET 60.20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


P Operating license stage documents a correspondence 

8603030217 Rcriuests that recipient rosubmit proposal to convert to low enriched U fuel 
to meet 10CFR50.64(6)(2) or (3) requirements by 880327 Identical llrs sent to listed 
dockets 

RUBENSTEIN.L S Standardization & Non.Powor Roaclor Proiocl Direcloroto 88/02/ 
29 CLARK, L Massachusolls Institute of Technology. Cambridge, MA 7pp 
44566 100-44566 106 

8803140256 Forwards Rov 34 to MITNE.115, "SAR for MIT Rosonreh Roaclor (MITR 
11),” to provide new analysis of ECCS taking Into account ECCS flow distribution ox 
peeled to result from installation in & above core 

CLARK, L Massachusetts Institute of Technology, Cambridge, MA 00/03/08 Docu 
menl Control Branch (Document Control Desk) Opp 44705 142 44705 140 

880322024 1 Advises that notification received from DOE that federal funding not avail 
able for conversion to low enriched U for FVOO.DOE 000311 Ilf end 
CLARK, L Massachusetts Institute of Tochnolony, Cambridge, MA 88/03/17 Docu 
menl Control Branch (Document Control Desk) 2pp 44804 133 44004 134 

8803280083 Forwards missing page from Rov 34 to MJTNE-115, ”SAR for MIT Re- 
search Reactor (MITR-II) ” 

CLARK, L Massachusetts Institute of Technology, Cambridge, MA 88/03/21 Docu- 
menl Conirol Branch (Documonl Control Desk) 2pp 44000 122-44900 123 


Q. Inspection reports, IE Bulletins & correapondence 

8803160289 Ack receipt of 080127 Ur Informing NRC of steps taken lo corrocl violations 
noted in In^ Rept 50 020/87-03 

BELLAMY, H R Region 1, Ofc of Iho Director 88/03/03 CLARK.L Massachusetts In 
slitute of Technology, Cambridgo, MA 2pp. 44717 034 44717 036 

8803220163 Forwards Operator Licensing Exam Rept SO 020/00 01OL for oxam admin- 
istered on 800125 26 

GALLO.R M Region 1, Ofc of the Director, 86/03/16 CLARK, L Massachusetts fnsli. 
tulG of Technology, Cambridgo, MA 2pp 44804 001-44004 111 

"8803220165 Exam Rept 50 020/88 01OL on 080125 26 Exam Results all candidates 
passed exam 

NORRIS,BS. ESELGROTH.PW Region 1, Ofc of the Director 08/03/10 lOOpp 
44604 003 44804 1 1 1 


V. Operator Examfnatfons 

8803220153 Forwards Operator Licensing Exam Rept 50 020/80 01 OL for exam admin- 
islered on 880125 26 

GALLO.R M Region 1, Ofc of the Director 80/03/16 CLARK, L Massachusolls fnsti 
lute of Technology, Cambridge, MA 2pp 44804 001-44804,1 11 

-8803220165 Exam Rept 60-020/88 01OL on 800125 26 Exam Results all candidates 
passed oxam 

NORRIS.BS., ESELGROTH.PW Region 1, Ofc of the Director 88/03/10 lOBpp 
44804 003 44804 111 


DOCKET 50-29 YANKEE*ROWE NUCLEAR POWER STATION 


F Security, medical, emergency & fire protacNon plans 

8803020201 Errata to Change 71 lo Rov 5 to Emergency Plan Implernonting Procodirro 
OP 3300, ' Classificalion of Emergencies ” 

’ Yankee Atomic Eleclnu Co 88/02/26 6pp 44548 260-44548 265 

6803090068 Change 16, Rov 12 to ‘Yankee Nuclear Power Station Emergoncy Plan” 
* Yankee Atomic Elociric Co 06/02/29 200pp 44664 065 44664 334 


J Insurance & Indemnity Information 

8803310013 Forwards listed endorsements lo listed policies, Including Endoraomonl 102 
to MAELU Policy MF 26, Endorsement 123 lo NELIA Policy NF 76,EndorsGm0nl 71 lo 
MAELU Policy MF-56 & Endorsement 89 to NELIA Policy NF 1C9 
O’CONNOR.DJ Marsh & McLennan. Inc 88/03/22 DfNfTZ,! Offico of Nuclonr Re 
actor Regulation. Director (Post 870411) 53pp 44918 009-44918 151 


P Operating license stage documents & correspondonco 

0803140015 Notilication of cancelled 080322 24 meetings w/util,EG&G & CVGNA in 
Walnut Crook, CA to discuss case by case reviews of seismic piping analysis 
FAIRTILE.M Project Direcloralo I 3 80/02/16 WESSMAN.R Proiocl Diroclorala I 3 
Ip 44737 337 44737 337 

8802290009 Discusses SEP Topic fll 6. “Reactor Pressuro Vos&ol/ Neutron Shlokl Tank 
Seismic Response & Amplified Response Spectra'' Util pfanir no furlhor action on 
matter & all ollorts lo engineer plant mod suspended 

PAPANIC.G Yonkoo Atomic Electric Co 88/02/18 FAIRTILE.M Project Diroctorate I- 
3 2pp 44895 1/4 44095 175 

8803010402 Forwards response lo questions in Gonortc Lir 88 02 ro participation in 
ISAP II program Util not mleroslod in pdrlicipnUng in (SAP Concerns ro parlicipalion 
Inctudo questions on practicality of formal licensing process 

PAPANIC.G Yankee Atomic Electric Co 80/02/ 15 FAIRTILE.M D Proiocl Dircctoralo 
13 3pp 44542 207-44542 209 

8802250195 Generic Ltr 88 04 to nii nonpowor reactor llconsoos re (fislribulion of gems 
Irradiated in research reactors Sve list end 

MfRAGLIA.F J Associate Director for Proiocls (Post 07041 1) CUNNINGHAM.R E Di 
vision of Industrial & Medical Nucloar Safety (Post 870720) 88/02/23 Corsoirdated 
Edison Co of Now York. Inc t Ipp 44553 345 44553 355 

8803170244 Applicalicn for amend lo License OPR 3, modifying Tech Spec Section 6 2 
& moving organization charts (Figures 6 2 t & 6 2-2) to Section 501 of FSAR 
DEVINCENTIS.J Yankee Atomic Electric Co 88/03/11 FAIRTILE.M D Proiucl Diroc 
toralo l-a 3pp 44731 21 1-44731 217 

-8803170240 Proposed Tech Specs modifying Section 02 & moving ornonlzntlon 
charts (Figures 6 2-1 a 6 2*2) to Section 501 of FSAR 

• Yankee Atomic Eioctric Co GG/03/tl 4pp 44731 214 44731 217 

8803220364 Generic Ltr 88 05 to all (iconseoB ol Ojjeraling PWRs & holdora of CPs for 
PWRs ro boric acid corrosion of carbon stool roaclor prossuro boiindnry campon onh 
irr PWR plnnls Sve list onci 

MIRAGLIA.F Associdto Diroclor for Projects (Post 8704 1 1 ) 80/03/ 1 7 Consolldnietl 
Edison Co Of Now York, Inc 43pp 44879 084 44079 126 

0603260203 Notitrcation of contract oxocution,Mod l.to '“local Tolepliono Gve for 
Yankee Rowo.Vormonl Vnnkoo, Maine Yankeo.Pilijrlm & Soabfook Rosidonl Silos” 
Contractor Now England Tolophono Co 

OORSEY.M Coniroct Administration Branch HN C-10t2 88/03/17 GODY.A Region 
1, Ofc of Iho Director YATCZILIA,G NRC - No DGlalled Affilinllon Given Ip 
44056 310 44856 321 

-8803250210 Mod 1 .tfeobllgallng funds from total obllgatocf amount of contract a lo 
correct FIN number.lo “Local Telephone Sve for Yankoo Rowo,Vcrnnon1 
Yankoo.Maiiio Yankee, Pilgrim & Soabrook Resident Sites ” 

* Now England Boll Tefophono Co W!QGtNS,EJ Division of Contrncts (Post 
870413) FIN 0 1012 80/09/17 2pp 44856 320 44056 321 

8B03260081 Clarifies Items in safely evaluation of SEP for NUREQ 0825, Socllan 4 1 1 & 
provides brief summary of NRG posltion.per util request LLL 870917 Mr & EG&G tech- 
nical evaluation rept end 

FAIRTILE.M B Project Direcloralo I 3 88/03/21 PAPANIC.G Yankee Atomic Eioctric 
Co 4pp 44085 172-44805 195 

-8803200090 Submits results of review of throe items in SEP Topic III 6 re structural 
area.per util 870B31 request for clardicatlon of NRC position 

SHIEHLC, Lawrence Livermore National Laboratory 07/09/17 CHENQ.T M Ofc of 
Special Pfojocts 2pp 44885 176 44805 179 

-8803280095 Forwards “Resolution of Conflicts Between DC 1 Criteria Document & 
870717 SER for Yankee Atomic Pfant," per request 

OBENCHAfN.CF EG&G Idaho. Inc (subs ol EGAG, Inc) FIN A-6D08 07/11/30 
CHEN.P.y Mechanical Engineering Branch Ip 44685 180-44Q05 195 

-8803200101 “Rosolulion of Conllicls Botwoon DC 1 Criteria Doctiment & 870717 SER 
for Yankee Atomic Plant ” 

RUSSELL.M J EGAG Idaho. Inc (subs of EGAG, Inc ) RUSSELL, M J Idaho Nalional 
Engineering Laboratory FIN A 8008 87/11/30 NRC - No Dolabled Affiliation Givon 
15pp 44085 181-44805 195 


Q. Inspection reports, IE Bulletins & correspondence 

6802230035 NRC Info Notice 00 006, “Foreign Objocts in Steam Generators “ Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/02/20 
Consolidated Edison Co of Now York, Inc 1 18pp 44554 253 44555 009 
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BBQ306032& Responds to Bulletin 88 001 re Westinghouse DS senes circuit break 
ers used in safety related applications Plant does not have any Westinghouse DS 
senes circuit breakers 

DEVINCEMTIS J Yankee Atomic Electric Co 88/03/01 Document Control Branch 
(Docurnent Control Desk) Ip 4<1666 0<11 44666041 

8803020036 NRC Info Notice 88 007, ‘ Inadvertenl Transfer of Licensed Mall to Uncon 
trolled Locations " Svc Pisl end 

CUNNINGHAM.R E Division of Industrial 8 Medical Nuclear Safety {Post 870729) 
88/03/07 Consolidated Edison Co ol New York. Inc 12pp 44673 001 44673 012 

BB0321015Q Provides addi info re ulil 860111 response to Compliance Bulletin 67* 
002 Info includes results ol proof load testinq 8 safety significance & limits of applica- 
tion of ouS of tolerance nuts & tesimg of add! fasteners 

OEVINCENTIS.J Yankee Atomic Efeclric Co 08/03/07 Document Control Branch 
(Oocumenl Conlrol Desk) Itpp 44782 107 44782 117 

8803040062 NRC Bulletin 8B 003, 'Inadequate Latch Engagement in HFA Type Latch 
inq Relay Mfg by GE " Svc list end 

ROSSI', C£ Division of Operational Events Assessment (Post 870411) 86/03/ 10 
Consolidated Edison Co of New York. Inc I28pp 44673 192 44673 319 

8B03140247 Notifies that util 870911 response to NRC Bulletin 87 001 re programs for 
monitoring thickness ol pipe wall in high energy single phase & two phase carbon 
steel piping sys has been reviewed No further planl specific aclion required 
FAIRTILE.MB Project Directorate I 3 88/03/10 PAPANIC.G Yankee Atomic Electric 
Co Ip 44678 186 44678 186 

8003080 1 4 a NRC Into Notice 88 OOB, "Chemical Reactions W/Radwasle Solidification 
Agents ” Svc list end 

ROSSI CE Division ot Operational Events Assessmonl (Post 870411) 68/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253 44773 012 

Q0O33OO2B4 Responds to NRC 080212 Hr re violations noted in Insp Repl 50 029/87' 
ISCorreclivo actions all shift supervisors & operators reinstrucled on need to make 
proper determination 8 timely notifications on reportable events 
DRAWBRIDGE, B L Yankee Atomic Electric Co 68/03/14 Document Control Branch 
(Oocumenl Control Desk) 3pp 44902 347 44902 349 

B603210017 For>vards Sately Insp Rept 50 029/86 01 on 860120 0222No violations 
noted Concerns idenlilied re licensee performance in area of dedrcaling commercial 
grade componcnls for uso in safely-related sys 

WIGGINS.JT Region 1, Ole of the Director 68/03/15 DRAWBRIDGE, B L Yankee 
Alomic Electric Co 2pp 44771 166 44771 216 

‘-86D32 10019 Insp Rept 50-29/68 01 on 880120 0222 No violations noted Major areas 
inspected actions on previous insp findings 8 opoiational safely verification Items of 
concerns include dedicating commercial parts for saloly class generators 
HAVERKAMP.DR Region 1, Ofc of the Director 86/03/14 29pp 44771 166 
44771 216 

8B03210453 Advises that based on guidance received after 860310 Itr re carbon steet 
pipe lhinrrng,NRC revises second paragraph to delermino induslry parlicipalion & im 
plementation ol erosion/corrosion msp programs 

FAIRTtLE.MB Projecl Direclorale 1 1 88/03/15 PAPANIC,G Yankco Atomic Eloclric 
Co 2pp 44755 213 44755 214 

8003140284 NRC Info Nolico 66 009, "Reduced Relrability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Inslabifily of Woodward PGPL Typo Governors” Svc 
list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/03/18 
Consolidated Edison Co of New York Inc 121pp 44857 058 44857 178 

0333300114 Responds to NRC Bulleltn 68 002, "Rapid Propagating Fatigue Cracks in 
Steam Generator Tubes " Delailed melhodology & rosulls ol analysis will be submil- 
led by 880901 

DEVINCENTIS.J Yankee Atomic Electric Co 86/03/25 Document Control Branch 
(Document Control Desk) 2pp 44901 174-44001 175 


R. Periodic operating reports & related correspondence 

8002290028 "Personnel & Man Rom by Work & Duty Function Final End of Yr Root for 
1987" W/0B0219 Itr 

PAPANIC.G Yankee Atomic Electric Co 87/12/31 2pp 44539114 44539 115 

6003070268 "Yankee Nucloar Power Station 1967 Annual Repl " W/e80229 Ur 
PAPANIC.G Yankee Alomic Electric Co 87/12/31 21pp 44628 216 44628 238 

6803070351 "Effiuenl & Waste Disposal Semiannual Repl for Third S fourth Quarters 
of 1987" W/880226l|r 

PAPANIC.G Yankee Atomic Electric Co 87/12/31 20pp 44597 293 44597 313 

8803150114 Monthly operaling rept for Feb 1968 W/Ba0307 Ur 
WHIPPLE.S, BERRY, R L Yankee Atomic Electric Co 06/02/29 6pp 44715 269 
44715 264 


V Operator Examinations 

6803310198 Advises that wriUen & operating exams for senior reactor operator sched 
uled for wk ot 880620 Request that facility furnish approved ref mall listed in encl by 
880420 Rules, guidance & requirements for exams also end 
ESELGROTH.PW Regloni 1, Ofc of Iho Director 08/03/16 DRAWBRIDGE.B L 
Yankee Alomic Efeclric Co 8pp 44915 333 44915 340 


DOCKET 50-54 CINTJCHEM 


J Insurance & Indemnily informalipn 


8803170319 Forwards Endorsements 1 2 lo NELIA Certificate NW 187, Endorsements 
1-2 to MAELU Certificate MW 202.Endorsemonls 1 3 to NELIA Certificate NW 78 & 
Endorsements 1-3 to MAELU Certificate MW-18 

O'CONNOR, DJ Marsh & McLennan, Inc 86/03/09 DiNITZ.I Office ot Nuclear Re 
actor Regulation, Director (Post 870411) 137pp 44726 001 44726 142 

6803310013 Forwards listed endorsements to listed policies, inctudinq Endorsement 102 
lo MAELU Policy MF-26, Endorsement 123 to NELIA Policy NF-76.EndorsQmen1 71 to 
MAELU Policy MF 56 & Endorsement 89 lo NELIA Policy NF-189 
O’CONNOR.D J Marsh & McLenr>an, Inc 86/03/22 DINITZ.I Office of Nuclear Re 
actor Regulation, Director (Post 87041 1} 53pp 44918 099 44916 151 


P Operaling license stage documents & correspondence 


0803030217 Requests that recipient resubmit proposal to convert to low enriched U fuel 
to meet 10CFR5064(6)(2) or (3) requirements by 880327 Identical Mrs sent to listed 
dockets 

RUBENSTEIN,L S Standardization & Non Power Reactor Project Directorate 88/02/ 
29 CLARK, L Massachusetts Institute of Technology. Cambridge, MA 7pp 
44566 100 44566 106 


8603150208 Final response to FOIA request Forwards App E document App E docu 
menl also available In PDR App F document partially withheld & App G document 
completely withheld (ref FOIA Exemptions 4 & $),r 0 speclively 
GRIMSLEY.O Division of Rules & Records (Post 870413) 08/03/08 AFTERGOOD.S 
Committee to Bridge the Gap 5pp 44690 071 44690 107 

-B603150212 Partially deleted Ur submitting addI info in response lo NRC 861230 & 
870211 requests re 860918 application for oxemplion from requirement to convert 
from high enriched U to low enriched U for reactor fuel, per Generic Llr 86 1 2 
MCGOVERN, JJ Cintichem, Inc 87/07/09 Office of Nuclear Reactor Regulation, Di 
rector (Post 870411) IBpp 44690 090 44690 107 


R, Periodic operating reports & related correspondence 


8003210339 "Annual Repl for 1987 for Cintichom.Inc Nuclear Reactor" W/8Q0310 Ur 
JOHNSON, MD CInlichem, Inc 67/12/31 5pp 44724 352 44724 356 


S. Reportable occurrences, LERs & related correspondence 


8603160333 PNO 1 68 028 on 860309, conlamlnalod individual entering facifily alarmed 
orlal monitor Surveys identified shoe & clolhtng contamination Individual worked w/ 
ot cell windows at CINTICHEM, Inc during period 000225 0303 
SHANBAKY. BELLAMY. CONGEL Region 1, Ofc of Iho Direclor 08/03/11 2pp 
44726 261-44726 262 


V. Operator Examinations 


6803010344 Nolilicaifon of License Meeting 87 066 on 870528 w/ltconsoo in King of 
Prussia,PA to discuss plan to upgrade requalificatlon Iramtng 
COE,D Region 1, Ofc of the Director 67/05/18 Region f, Ofc of Iho Diroclor 2pp 
44652 043 44552 044 


DOCKET 50-69 TEXAS A&M UNIV. RESEARCH REACTOR 


F, Security, medical, emergency & tire protection plans 


6803010407 Notifies that security plan amended as result of annual review required by 
Tech Specs Section 4 1 changed to delete ref lo digital locks that were lo bo Installed 
on conplelion of work & specific brand of lock to allow flexibility 
BREINER.EM Texas A&M Unlv, Collogo Slalron, TX 08/02/24 Document Control 
Branch (Oocumanl Control Desk) Ip 44531 107*44531 107 


H. Genera) correspondence 


8603220179 Notifies that KL Peddicord replaced w/JW Poston as Dept Head of Nuclear 
Engineering 

BREINER.E Texas A&M Unlv, Collego Stalion, TX 86/02/24 Region 4. Ofc of the 
Director Ip 44786272-44786 272. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 
R. Periodic operalfng reports & related correspondence 


8803070376 Forwards proposed addition to Tech Spec 3 6 re pool water sampling & 
radroassoy frequerrcy.per discussion w/A Adams 

MULOER*R U Virginia, Unlv, of, CharloltosvillG, VA 80/02/26 Document Control 
Branch (Document Conlro) Desk) 2pp 44604 229 44604 230 



0803100021 Forwards signed orrqinal of order Imposing monetary penally issued on 
880308 for Iransmlllal lo Ofc of FR (or publication W/o encl 
LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/03/09 MEYER.DL Rules & 
Procedures Branch Ip 44666 155 44666 165 



DOCKETED ITEMS 9 


Q. Inspection reports, f£ Bulletins & correspondence 

0803090109 PoAwards order imposing civil penally in amount of SI, 250. per Insp Rept 
50 062/87*03 

TAYLOR, J M Deputy Executive Director for Regional Oporalions. EDO (Post 870413) 
80/03/08 STARKE, E A Virginia, Univ of, Charlollesville, VA 2pp 44665 226- 
44665 234 

-8603090197 Order imposing civil monetary penalty Violation I B 2 withdrawn & remain- 
ing violations occurred as slated In consideration of licensee extensive corrective 
actions, civil penalty mitigated by to SI, 250 

TAYLOR. J M Deputy Executive Director for Regional Operations, EDO (Post 870413) 
80/03/08 Virginia, Unw of. Charlottesvitfe, VA 7pp 44665 228 44665 234 

6603090329 EN-87 090A on flB030B.no1ice of proposed imposition of civil por>ally in 
amount of $1,250 issued to licensee based on withdrawal of one violation & licensee 
extensive corrective action 

FUCK.E, LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/03/08 Ip 
44674 086 44674 086 


R Periodic operating reports & related correspondence 

8803240315 “Reactor Facility Annual Rept 1987 " W/8Q0316 Hr 
FARRAR.J P Virginia, Univ of, Charlottesville, VA 87/12/31 ADAMS, A Standardiza- 
tion & Non Power Reactor Project Oirecloralo 40pp 44890 027 44890 068 


S, Reportable occurrences, LERs & related correspondence 

8803170236 Forwards update on Univ of Virginia neutron radiography facility improve 
ments in fight of 870702 personnel overexposure incident 

MULDEfl,R U, COPCUTT.BG Virginia. Univ of. CharlottosvillG. VA 88/03/04 Ofc of 
Enforcement (Post 870413) 8pp 44747 247 44747 254 


DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F Security, medical, emergency & fire protection plans 

0803090211 Revised pages to radiological emergency plan W/8Q0229 Hr 
CUNNfNGHAM.G E General Electric Co 08/^2/29 MICHAELS, TS Slnndardization 
& Non-Power Reactor Project OifOCloralo I5pp 44665 21 1-44665 225 


L FInanefal Information 

8803140354 “GE 1987 Annual Rept ” W/080300 Hr 
WELCH.JF, aOSSIDY.LA, HOOD.E E Gonorol Eleclric Co 87/12/31 65pp 
44713 119 44713 182 


R. Periodic operating reports & related correspondence 

6603010294 “GE Test Reactor (Deaclivatod) Annual Rept 29 “ W/880224 Hr 
TITUS.GW, CUNNfNGHAM.G E General ElocUiC Co 07/12/31 6pp 44552 064 
44552 069 


DOCKET 50-72 UNIV OF UTAH RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 

8603260043 Forwards Special Team Insp Rents 50-072/08 01 a 50 407/00-01 on 
080216-19 Violations noted 

YANDELL.L A Region 4, Ofc of the Director 08/03/22 BROPIfY.JJ Utah. Univ of, 
Salt Lake City, UT 3pp 44880 099 44080 lie 

--6603250050 Special fnsp Repls 50 072/08-01 & 50-407/00 01 on 800216-19 Viola- 
lions noted Major areas inspected reactor operation, emergency pFanning, physical se- 
curity a radiological controls associated w/reactor a physical security a decommis- 
sioning 

CHANEY, H D , EVANS, R , POWERS, D A Region 4. Ofc of Iho Oiroclor 08/03/21 
23pp 44800 096 44800 118 


Q. Inspection reports, IE Bulletins & correspondence 

6803250043 Forwards Special Team Insp Repls 50 072/00 01 a 50 407/00 01 on 
08021 6-19 Violalions noted 

YANDELL.L A Region 4, Ofc of llio Director 88/03/22 BROPHY.J J Utah. Univ of, 
Salt Lake City. UT 3pp. 44800 093 44QOO 110 

-BB03250050 Special Insp Repls 50 072/08-01 & 50-407/80 01 on 800216-10 Viola- 
tions noted Major areas inspected reactor oporallon, emergency planning, physical so- 
cunly a radiological controls associated w/reactor a physical security a decommis 
sioning 

CHANEY.HD, EVANS, R , POWERS, DA Region 4. Ofc of Ihe Director 08/03/21 
23pp 44880 096 44880 118 

6603250065 Nolificallon of significant licensee mooting on 080320 in Region IV ofc re 
enforcement conference /^enda end 

YANDELL.L A Region 4, Ofc of the Director 88/03/22 Region 4, Ofc of the Director 
3pp 44681 069 44881 071 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


I. Financlaf fnformatfon 

6603140354 “GE 1907 Annual Rept " W/800308 Hr 
WELCH.JF, BOSSIDY.LA, HOOD,E E General Electric Co 87/12/31 65pp 
44713 119 44713 182 


P, Operating license stage documents & correspondence 

6603030217 Requests that recipient resubmit proposal to convert to low enriched U fuel 
to meet 10CFH50 64(6)(2) or (3) requirements by 880327 Identical firs sent lo listed 
dockets 

RUBENSTEIN.LS Standardization a Non Power Reactor Project Directorate 88/02/ 
29 CLARK.L Massachusetts Institute of Technology, Cambridge, MA 7pp 
44566 too 44666 106 

8803140359 Forwards DOE 080229 negative response to GE application for funding lo 
convert nuclear lest roaclor from high enriched U lo low enriched U during FY08 
CUNNJNGHAM.G E General Electric Co 88/03/08 Documeni Control Branch fDocu 
menl Control Desk) 2pp 44698 150 44698 151 


R. Periodic operating reports & related correspondence 

6802290047 “GE Nuclear Test Reactor Annual Rept 28," for 1987 W/080217 Hr 
SMITH.DR, CLfNNINGHAM.G E General Electric Co 87/12/31 6pp 44539 151- 
44539 156 ^ 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


P. Operating license stage documents & correspondence 

8803140170 Forwards revised Amend 17 Tech Spec pages to 870602 application for 
amencLpor 880205 request Rev addresses areas of concern iisled in BB0205 Hr 
VERNETSON.WG Florida, Univ of, Qaincsvilie, FL 08/03/07 Documeni Conlrol 
Branch (Document Conlrol Desk) 4pp 44712 272 44712 275 

-6603140175 Revised proposed Tech Specs, amended per NRC 880205 requesl 
* Florida. Univ of. QainoiiVillG, FL 88/03/07 3pp 44712 276 44712 278 


S Reportable occurrences, LERs & related correspondence 

8003250325 RO on 8B0315.failure of Safety Channel 1 circuit occurred Failed compo 
nenl roplacemonl has restored Safely Channel 1 to normal 

VERNETSON.WG Florida. Univ of. Gainesville, FL 88/03/15 GRACE, JN Region 2, 
Ofc of the Otrectof Ip 44903 042*44903 042 


DOCKET 50-89 GENERAL ATOMIC CO. 


P. Operating license stage documents & correspondence 

8603300136 Application for amends to Licenses R 38 & R 67,chang.ng name of 
licensee Fee paid 

ASMUSSEN.K.E, GA Technologies, Inc /General Atomic Co fl8/0J/25 ADAMS, A Oi 
vision of Roaclor Projects - HUV.V & Special Prelects (Post 870411) 2pp 44901 195 
44D01 196 


R. Periodic operating reports & related correspondence 

8603010277 Annual operating rent for 1907 
ASMUSSEN.K E GA TGchnoloqios, Inc /General Atomic Co 88/02/22 
RUBENSTEIN.L Office of Nuclear Roaclor Regulation, Director (Post 070411) 12pp 
44543 270 44543 209 


DOCKET 50-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

6803140292 Forwards Amend 12 lo License R-53 & safety GvaluatfOr> Amend authorizes 
ossesslon.bul not operation, of Univ of OK AGN211P research roaclor & includes 
ech Spec changes requested in application 
CRUTCHFIELD, 0 Division of Reactor Projects - fll,)V,V & Special Projocls (Post 
870411) 88/03/08 JENSEN.C Oklahoma. Univ of. Norman. OK 3pp 4467D 207- 
44670*225 

-6803140301 Amend 12 lo Ltconso R-53, authorizing possession, but not operation, of 
Univ of OK AGN 21 IP research reactor & Tech Spec changes requostod in applies 
tion 

CRUTCHFIELD, D Division of Roaclor Projocls - III.IV.V & Special Projects (Post 
870411) 88/03/08 14pp 44678 210 44670,223 

'8803140303 Safely evaluation si^porling Amend 12 lo License R-53 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/03/08 2pp 
44670,224 44670 225 


DOCKET 50-113 UNIV OF ARIZONA RESEARCH REACTOR 


Q. fnspectlon reports, IE Bulletins & correspondence 

6803220166 Forwards fnsp Rept 50 1 13/86 01 on 880125-26 & notice of violation 
WENSLAWSKI.F A, Region 5. Ofc of IhG Director 88/03/03 SMEROON.ET Arizona, 
Univ of, Tucson, AZ 2pp 44003 065 44803 070 

-0603220173 Notice of violation from Insp on 880125 26 Violation noted reactor opera- 
tor/senlor reactor operator exam for 1987 did not include topic area of 
normal, abnormal & emergency operating procedures provided in lectures of previous 
yrs 

WENSLAWSKI.F A Region 5, Ofc of the Director 88/03/03 2pp 44803 067- 
44603 068 
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8-903220177 Insp Rept 50 113/08 01 on 080125 26 Violalions noled Major areas 
irispectedfeaclor operations program radiation proteclion program emergency pre- 
paredness program & radioaciive mall shipment & receipt program 
CILLIS,M YLIHAS,GP Rpgton 5, Ofc ol the Director 60/03/03 lOpp 44803 069 
44803 078 


V. Operator Examinations 


Q. tnspecUon reports, IE Bulletins & correspondence 

8803300143 Conlirmalory Action Llr 88 03 re 880316 convcrsalion that listed actions 
being taken m responsa to concerns in insp on 880306 09 Nuclear Science Ctr Reac- 
tor Safely Committee will perform detailed review if neutron diffraction slurJies 
MARTIN.RD Region 4, Ofc of the Direclor BQ/03/17 RICHARDSON, H H Texas 
A&M Univ . College Station, TX 3pp 44901 210 44901 212 


8803090418 Forwards operator license certificates lor RJ Kehoe JM Ledford & NS 
Moyer in response to Cornmission direclion & recognition ol achievement W/o end 
KIRSCH.DF Region 5. Ole of Ihe Direclor 88/03/01 NELSON, GW Arizona, Unv 
or, Tucson, AZ ip 44625 069 44625 069 

8803220168 Forwards Insp Rept 50 1 13/88 01 on B80125 26 & notice of violation 
WENSLAWSKI,F A Region 5. Ofc of the Director 88/03/03 SMERDON.E T Arizona, 
Univ of, Tucson, AZ 2pp 44803 065 44803 070 

”8803220173 Nohce of violaiion from insp on 860125 26 Violation noted reactor opera- 
lor/senior reactor operator exam for 1987 did nol include topic area of 
ncrmal, abnormal & emergency operating procedures provided in feclures of previous 
yrs 

WENSLAWSKI,FA Region 5, Ofc of the Director 68/03/03 2pp 44803 067 
44803 058 

-8603220177 Insp Ropt 50 113/08 01 on 8801 25 26 Violalions noledMaJor areas 
inspected reactor operalions program radiation proleciton program, emergency pre 
paredness program & radioaclive matl shipment & receipt program 
CILLIS,M YUHAS.GP Ronton 5, Ofc ol Ihe Direclor 8B/03/03 lOpp 44803 069 
44803 076 


DOCKET SO 116 IOWA STATE UNIV RESEARCH REACTOR 


P, Operating license stage documents & correspondence 


8803300232 Forwards current schedule to meel requirements tor conversion from highly 
enriched U to low enriched U fuel & VH Ohisson 870727 llr informing univ lhat funding 
available for Sepl 1987 Aug 1909 for fuel conversion 

SPINRAD.B I Iowa Slate Univ . Ames, I A 68/03/24 Document Control Branch (Doc 
umenl Control Desk) 34pp 44902 135 44902 168 


Q. Inspeclion roporls, IE Bulletins & correspondence 


8803220297 Forwards Safely insp Repl 50 116/88 01 on 080209 10 No violations 
noled 

SHAFER,WD Region 3, Ofc of the Direclor 88/03/17 SPINRAD.B I Iowa Slate 
Univ, Ames. fA 1p 44603 029 44803 037 

• 8603220298 Insp Repl 50 116/88 01 on 880209 10 No vjDlalions noted Major aroas 
inspeclod records, logs & organizalion.rcviow & audit functions,proceduros,surveillance 
& maint.fuol handling activilies & radiation protection 

PAUL.R A . GREGER.L R Region 3. Ofc of the Director 80/03/17 Opp 44B03 030 

AJiano ' 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-HOLLA 


V, Operator Examinations 


8803160435 Forwards Rev 2 to “Operator Requalilication Program," for review & 
approval Program revised in order lo conform w/ ANS1/ANS 15 4 1977 & NUHEG 
1 021, Rev 4 & salisfy 1CCFR55, App A cnleria 

STRAKA,M Missouri, Univ of, Rolla, MO 08/03/10 Document Control Branch (Doc- 
ument Conlroi Desk) Ip 44729 310 44729 329 

”88031 60437 Rov 2 to “Operator Requalilication Program “ 

* Missouri, Univ of, Roira, MO 87/12/31 19pp 44729 311-44729 329 


DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR 


DOCKET 60-131 OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 
REACTOR 


F. Security, medical, emergency & fire prolecllon plans 


8803090018 Forwards changes to Omaha Veterans Admin Medical Ctr TRIGA reactor 
emergency plan Changes do not decrease ejfecliveness of plan 
TURCOTTE,fl L Veterans Administration 88/03/03 ADAMS.A Document Control 
Branch (Document Control Desk) 2pp 44666 035*44666 036 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


P. Operating license stage documents & correspondence 


8802250195 Generic Ltr 88 04 to all nonpower reactor licensees re dislnhution of gems 
irradiated in research reactors Sve list end 

MinAGLIA,F J Associate Director for Projects (Post 870411) 80/02/23 Consolidated 
Edison Co of Now York, Inc 1 1pp 44653 346 44553 355 

6803220488 Forwards edited Rev 3 lo proposed SAFSTOR Tech Specs, initially trans 
milled on 871116.for NRC approval & issuance as Rev OAck of receipt requested 
MANEATIS.G A , LOCKE, R F Pacific Gas & Electric Co 80/03/16 Document Conlroi 
Branch (Document Conlroi Desk) Ip 44705 172 44785 251 

”8803220489 Proposed Rev 0 lo SAFSTOR Tech Specs 
* Pacific Gas & Electric Co 08/03/16 70pp 44785 173 44705 251 

8803220364 Generic Llr 00 05 to all licensees of operating PWRs & holders of CPs for 
PWRs (0 boric add corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve fist end 

MIRAGLIA,F Associate Director for Pro|ocls (Post 070411) 00/03/17 Consolidated 
Edison Co of Now York. Inc 43pp 44079 004 44079 126 


0. Inspection reports, IE Bulletins & correspondence 


8802230035 NRC info Notice 88 006, "Foreign Objects in Steam Gonoralors " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/02/29 
Consolidated Edison Co of New York, Inc 1 18pp 44554 253 44555 009 

8803020036 NRC Info Nolico 88 007, "Inadvortent Transfer of Licensed Malt lo Uncon 
trolled Locolions." Sve list end 

CUNNINQHAM.R E Division of Indusirinl & Medical Nweioar Safety (Post 070729) 
00/03/07 Consofidalod Edison Co. of New York, fnc 12pp 44673 001 44673 012 

8803040062 NRC Bullelin 00 003, "Inadequate Latch Engagomonl In HFA Typo Latch 
ino Rol^ Mfg by GE " Sve list end 

ROSSI, CE Division of Operallonal Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc lEOpp 44673 192-44673 319 

8803080140 NRC fnfo Notice 88 008, "Chemical Roaclions W/Radwaslo Solidification 
Agents " Sve list end 

ROSSI.CE Division of Operationaf Events Assossmont (Post 070411) 80/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 

8803140284 NRC Info Notice 00 009, "Reduced Roliabilily of Steam Driven Auxiliary 
r eedwalof Pumps Caused by Instability of Woodward PG PL Type Governors " Sve 
list erret 

ROSSI.CE Division of Operational Events Assessment (Posl 070411) 00/03/18 
Consolldalod Edison Go of New York. Inc 121pp 44857 058 44057 170 


P. OpsraUng license stage documents & correspondence 


R. Periodic operating reports & related correspondence 


8803010260 Summarizes termination of liconseo fmai repl on decommissioning, as 
follow up lo recipient 840202 memo Requests lhat survey oJ univ landfill be conduct- 
ed at earliest convenience m order lo proceed w/lormination 
MfCHAELS.T S Standardization S Non Power Reactor Project Directorate 00/02/24 
COLLINS.D W Region 2, Ofc of the Director 3pp 44540 340 44540 355 


”8803010301 Provides a ddl clarification to final decommissioning mpt Data from rosur 

00/02/05 


8003070179 “Semiannual Radioaclive Effluent Release Ropl,JuJ Doc 1907." W/800301 
ltr 

SNIFFER, J D Pacific Gas & Efeciric Co 07/12/31 f9pp 44627 279 44627 297 

8803020299 Monthly operating ropt for Jan 1900 W/8Q0204 llr 
KWOK.ee, NELSON, R.T Pacific Gas & Electric Co 80/01/31 5pp 44580 230 
44580 234, 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


DOCKET 50*128 TEXAS ASM UNIV. RESEARCH REACTOR 


F. Security, medfeal, emergency A fire protection plans 


P. Operating license stage documents A correspondence 


8803010478 Submits Info to correct 860121 ltr addressed to Berkow ro change In ad 
minslration of nuclear scjence ctr reactor Effective date for ciiango is 680201 

College Slatlon, TX 88/02/23 
^ Reactor Project Oireclorale 2pp 


8802 180 191 Fonvards proprietary rev to physical security plan ro removal of reaclor fa- 
cility k^s from glass box.EncI withheld (ref 10CFR2 790(d)) 

NEWTON.TH, Worcostor Polytechnic Inslltule, Worcester, MA 80/02/15 Document 
Conlroi Branch (Document Conlroi Desk) Ip 44595 20Q 44595 296 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 
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P. Operating license stage documents & correapontfence 

aa03030217 Requests that recipient resubmit proposal to convert to tow enriched U fuel 
to meet 10CFR50 64(6){2) or (3) requirements by 880327 Identical Urs sent to listed 
dockets 

RUBENSTEIN.L S Standardization & Non Power Reactor Protect Directorate 08/02/ 
29 CLARK.L Massachusetts Institute o( Technology, Cambridge, MA 7pp 
44566 too 44566 106 

8003220038 Forwards DOE,Ofc ot Energy Research, Div of Univ & Industry Programs 
800224 Itr notifying that funds for conversion of reactor from highly enriched U to low 
enriched U will not be available during FYas 

ROBKIN,MA Washington, Univ of. Seattle. WA 88/03/17 MICHAELS.! Office of 
Nuclear Reactor ReguTalion, Director (Post 870411) 2pp 44774 313 44774 314 


Q. Inspection reports, IE Bulletins & correspondence 

8603290201 Forwards fnsp Rept 50 139/08 01 on 880111 No violations or deviations 
noted 

WENSLAWSKI.F A Region 5, Ofc of the Director 88/03/ tO BOWEN. J R Washing 
ton, Univ of. Seallle. WA 2pp 44904 079*44904 084 

-6603290206 tnsp Rept 50-139/88-01 on 0880111 & 0216 No violations a deviations 
noted Major areas inspected review of events reported by licensee involving excessive 
insertion time of Shim Rod 3 & gradual loss of excess reactivity of reactor 
CREWS.JL, YUHAS.G P Region 5. Ofc of the Director 88/03/10 4pp 44904 081 
44904 084 


DOCKET 50'161 UNIV OF ILLINOIS RESEARCH REACTOR 


R Periodic operating reports & related correspondence 

8803010409 "Annual Repl lor 1987 W/080229 Ur 
POHLOD.es , WILLIAMS.J G , MICKLICH.B J Illinois, Univ of, Urbana. JL 07/12/31 
Gpp 44543 262 44543 269 


DOCKET 50-155 BIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8802290160 Rov 85 lo Emergency Plan Implementing Procodure Vol 0, "Silo Emergen 
cy Plan" W/G80219 Itr 

HOBE.MA, THOMAS, P Consumers Power Co 88/02/19 14pp 44539 097- 
44539 110 

8603010333 GORT/EOF emergency plan imptomontmg procedure annual verilication 
• Consumers Power Co 88/02/19 Spp, 44542 131-44542*136 

6603040159 Forwards addi info in response to NRC 800125 request ro special App R 
firo pro loci ion insp 

FRISCH.R R Consumers Power Co 08/02/29 Document Control Branch (Documonl 
Control Desk) 75pp 44572 027 44572 102 


I. Financial Information 


6603140300 "CMS Energy Corp 1987 Annual Ropl " W/8D0309 Ur 
MCCORMICK. W T, MCNISH.T A CMS Energy Corp 07/12/31 DENTON, H,R Offtco 
of Nuefoar Reactor Regulation, Director (Post 870411) 41pp 44713 075 44713‘1 15 


J, Insurance & Indemnity Information 

6B030B0422 Forwards Endorsements 1,2 & 3 lo MAELU Certificate MW-137 & Endorse- 
ments 1.2 & 3 to NELIA Certificate NW-53 

FROUNFELKER.R Consumers Power Co 88/03/01 DINITZ.I NRC * No Detailed A(- 
(tlialion Given 50pp 44625 330 44626 018 

8803310161 Forwards Endorsemont 116 to NELIA Policy NF-117 
FROUNFELKER,R Consumers Power Co 88/03/24 DINIT2.I NRC No Delailed Af- 
filiation Giver) 2pp 44915.350 44915 351 


P. Operating license stage documents & correspondence 

6602250195 Generic Ltr 88 04 to all nonpower reactor licensees re dislributlon of gems 
irradiated in research reactors Sve iist ertci 

MiRAGLi/V.FJ Associate Director for Projects (Post 87041 1) 00/02/23 Consolidated 
Edison Co of New York, fne lipp 44563*345-44553 355 

8803070204 Ack receipt of Revs 6 & 7 of QA Topical Rept CPC-2A & proposed QA 
program changes described in 880116 Hr Revised topicaf rept continues to satisfy re- 
quirements of 10CFR50, App B & acceptable 

MILLER,HJ Region 3. Ofc of the Director 88/03/01 BUCKMAN.FW Consumers 
Power Co 2pp 44599 300 44599 301 

8603070398 Approves proposal to develop & implement plant-specific procedures & In- 
struclions based on NRC-approved BWR Owners Group emergency procedure 
guidelines Detailed review of emergency operating procedure will be done.per 
NUREG 0737. 

SCOTT, W. Project Directorate III-1 80/03/02 BERHY.KW Consumers Power Co, 
3pp 44610 078-44610 080 

8603210141 Fonvards Pro|ect Directorate fll-1 slides for 800317 briefing of Exocutive 
Team Slides marked "P" primary slides directorate plans to show Other slides backup 
for possible ref 

VfRGILIO,MJ Project Directorate III-1 88/03/14 NOVAK.T Division of Safety Pro- 
grams (Post 870413) 89pp 44760 186-44760 268 


8803220364 Generic Ltr 88 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re bone acid corrosion of carbon steel reactor pressure boundary componcnls 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 084 44879 126 

8603230017 Responds lo 880307 request for info re mods to plant power range moni 
tonnq instrumentation 

KUEMiN.J L Consumers Power Co 88/03/17 Document Control Branch (Document 
Control Desk) 32pp 44843 315 44843 346 

8803300053 Forwards addI info lo further clarify confidentiality of info contained on 
DOE/NRC Forms 741 & 742, allowing NRC lo deem info as commercial or 
linancial.per 10CFR2 790(d) Info m NRC 871215 Ur can be made publicly availablo 
JOHNSON, B D Consumers Power Co 88/03/24 Document Conlrol Branch (Oocu 
monl Control Desk) 2pp 44901 087 44001 OQB 

6603290091 Forwards table of general guidelines for operator action lor severe wealhor 
as cfarilication of inlent of NRC 870922 SER re winds & tornado 
FRISCH.R R Consumers Power Co 08/03/25 Oocurnent Conlrol Branch (Documonl 
Control Desk) 3pp 44945 093 44945 005 


Q. Inspection reports, IE Bulletins & correspondence 

6802230035 NRC Info Notice 08 006. "Foreign Objects in Steam Geroralors " Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Posi 870111) 88/02/20 
Consolidated Edison Co of New York, Inc IIOpp 44554 253 44555 009 

6803040159 Forwards add! info in response to NRC 800125 request re special App R 
fire protection insp 

FRISCH.R R Consumers Power Co 88/02/29 Document Control Branch (Documonl 
Control Desk) 75pp 44572 027-44572 102 

6603080059 Forwards Safely Insp Rept 50 155/08 04 on 080201 05 No violalfons 
noted 

SHAFER.WD Region 3, Ofc of the Director 08/03/01 BUCKMAN.FW Consumera 
Power Co 2pp 44622 053-44622 074 

-0803060082 Insp Ropl 50 155/88 04 on 880201 05 No violations or deviations 
noted Major areas inspected organization & mgt controlsjraining & 

qualiftcalrons, outage planning & preparation & conlaminaKon conlrol 
SLAWINSKLWJ. GREGER.LR Region 3. Ofc of the Dlreclor 80/03/01 21 
44622 054 44622 074 

8803160157 Forwards Safety Insp Repl 50-155/68 02 on 871214 880216 No violations 
noted 

GULOEMOND.WG Region 3, Ofc of the Oireclor 06/03/04 BUCKMAN.FW Con 
sumora Power Co 2pp 44696 297-44696 310 

-8003160166 Insp Ropl 50*155/86 02 on 871214 880216 No violations or dovlations 
noted Major areas inspected operational safety, mainl & sun/eillanco 

operation, regional requests, reactor trips, lE bullolins.LER followup & training 
JACKIWJ N Region 3, Ofc of the Director 80/02/29 l2pp 44696 299 44696 310 

6803020036 NRC Info Notice 88 007, "Inadvertent Transfer of Licensed Matl to Uncon 
trolled Locations" Sve list end 

CUNN INGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870720) 
00/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001 44673 012 

8803040062 NRC Bulletin 86 003. "Inadequate Latch Engagomont fn UFA Type Latch 
Inn Relay Mfn by GE " Sve list end 

ROSSI.CE Division of Oporaticnal Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of Now York, Inc 128pp 44673 192 44673 319 

8803080148 NRC Info Notice 88 008, "Chomicaf Reactions W/Radwaslo Soiidiflcalion 
Agents " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 

8803140284 NRC Info Notice 88 009, "Reduced Rollobility of Steam Driven Auxiliary 
Foodwaler Pumps Caused by instability of Woodward PG-PL Typo Governors ’’ Sve 
list end, 

ROSSI.CE Division of Operational Evenis Assessment (Post 070411) 80/03/16 
Consolrdalecl Edison Co of New York, Inc 121pp 44857 058-44857 178 

8803260148 Ack receipt of 070914 response to NRC Bulletin 07-001, "Thinning of Pipo 
Walls al Nuclear Power Plants " Info provided used lo determine industry participation 
& implomontation of oroston/corrosion insp program 

SCOTT, WE Pro Get Ofrectofato III 1 88/03/21 BERRY.K W Consumers Power Co 
3pp, 44850 030 44859 041 

8803300139 Notifies (hat util has no circuit breakers sub] to Bulletin 88 001, "Defects in 
Wostinghouse Circuit Breakers." 

BERRYiK W, Consumers Power Co 88/03/21 Document Conlrol Branch (Document 
Control Desk) Ip 44901 206 44901 206 


R. Periodic operating reports & related correspondence 

8803030208 "1987 Annual Occupalional Exposure Repl " W/880229 Hr 
FRISCH.R R. Consumers Power Co 87/12/31 5pp 44602 237-44602 241. 

8603140235 "1907 Annual Repl of Facility Changes, Tests & Exporimonls." W/080310 
Hr 

FRISCH.R n. Consumers Power Co 87/12/31 16pp 44698*072-44698 087 

8803040060 Fonvards "Issue Index for Big Rock Polnl Integrated Plan" & provides up- 
daled summaiy of integrated plan aclivities 

FRISCH.R R Consumors Power Co 88/02/29 Documenl Control Branch (Document 
Conlrol Desk) 4pp 44610 283-44610 308 

-8803040085 "Issue Index for Big Rock Polnl Integrated Plan " 

* Consumers Power Co 88/02/29 22pp. 44610*287 44610 300 
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08O3O&OO17 Monthly operating repi for Feb 1908 W/fi80302 lli 
JOHNSTON, J R, ELWARD.TVV Consumers Power Co 08702/29 6pp 44643 341- 
44643 346 

6803080337 Fofwartis comments on draft rept of radioactive effluents released during 
1986 per NRG request 

JOHNSON, 0 D Consumers Power Co B8/03/04 TICKLER, J Brookfiaven Nalional 
Laboratory 16pp 44675 207-44675 223 


S Reportable occurrences, LERs & related correspondence 

8803110153 LER 68 002 00 on 080205, plant operalors manually Inpped reactor in re 
sponse to loss of recirculation Ilow Caused by personnel error Equipment testing per 
formed 1o insure that no matiunctions occurred or damage present VV/800307 Itr 
ALEXANDEH,RJ. FRISCH, RR Consumers Power Co 88/03/07 4pp 44679 011- 
44670 014 

8803140196 LER 6D 003-00 on 080207, primary sys leak rale calculation determined un 
idsnlilied leak rale in excess of one gpm required by Tech Specs & reactor 
shutdown Caused by age o( component Failed cooler replaced W/080308 Itr 
ALEXANDER.RJ FRISCH.R R Consumers Power Co 08/03/06 4pp 44709 357 
44709 360 


V Operator Examinations 

8803240402 Forwards rev to guidance lor trial NRC requalilication exams reflecting los 
sons learned from Doc 1 987 exams AddJ revs will be made based on lessons learned 
from trial program & incorporated into NUREG 1021 

WRIGHT ,GC Region 3, Ole of Iho Director 88/03/18 HEINS.GL Consumers Power 
Co 2pp 44880 237-44880 230 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Security, medical, emergency & lire protection plans 

0803260064 Forwards summary of 880223 enforcement conference re NRC concerns 
w/mgl control of health physics & operalions program based on Aug 1967 conlamina 
lion event, per In&p Rept SO- 160/87 08 Related info & incident rept also and 
GRACE.JN Region 2. Ofc of the Director 86/03/14 STELSONJE Georgia Inshlule 
of Technology, Atlanta, GA lOpp 44879 142 44860 079 


P Operating license stage documents & correspondence 

8603030217 Requests lhal recipienl resubmit proposal lo convert to low enriched U fuel 
to moot 10GFR50 64(6)(2) or (3) requirements by G80327 Identical Itrs scnl to listed 
dockets 

flUBENSTEIN,L S Standardizalion & Non Power Reactor Project Diroctoralo 80/02/ 
29 CLARK, I Massachusetts Institute of Technology, Cambridge, MA 7pp 
44566 too 44566 106 

8803110007 Application for amend to License R 97.aulhori2inG receipt, possession & 
use at any one lime in connection w/opcration of reactor up to 13 5 kg of contained 
U 235 Related info end 

KARAM.R A Georgia Institute of Technology, Atlanta, GA 88/03/01 Office of Nude 
ar Reactor Regulation, Director (Post 070411) lipp 44675 021 44675 031 

8803280035 Requests deletion of all names in corrospondenco re incident rept before 
being placed in PDR Deletion may bo achieved either by marking out name or remov- 
ing enliro document 

MACDONALD, RN Georgia Institute of Technology. Atlanla, GA 86/03/00 
FREORICKSON.P Region 2, Ole of the Direclor Ip 441145 234 44945 234 

8803220263 Advises that federal funding unavailable for conversion of reactor fuel from 
high to low onrichmont DOE has wilhdrawn oiler lo inilfHfo conversion bocauso reac 
lor operalions may not bo continued DOE 680304 Itr end 

KARAM,fl A Georgia fnslitute of Technology, Alianla, GA 08/03/15 Oflrco of Nuefo 
ar Reactor Regulation, Director (Post 07041 1) 2pp 44804 135 44804 136 

0803220037 Forwards order modifying licensQ,effochve immediately, confirming verbal 
commilmeni re suspension of reactor operations until resolution of all safely questions 
made at 680223 enforce mont conference 

TAYLOR,J M Deputy Executive Director lor Regional Operations, EDO (Post 070413) 
8B/03/17 CRECINE.JP Georgia Inslilute of Technology, Atlanta, GA Ip 44790 272- 
44790 277 

-8803226047 Confirmatory order modifying License R 97 to prohibit resumption of reac- 
tor until licensee has Identified root causes of problems that may impocl on safo opor 
ation of reactor & provided listing of Issues lo NRC 

TAYLOR, J M Deputy Executive Director for Regional Operations, EDO (Post 070413) 
80/03/ 17 Georgia Inshlule of Technology. Atlanla, GA. 5pp 44790273 44700 277, 

8803300157 Advises of lypo In dale of Ur notifying NRC lhal federal funding nol avail 
able for converting research reactor from high to low fuel enrichment Correct dale 
should read 800315 instead of 870315 

KARAM,R A Georgia fnslilute of Technology, Atlanla, GA 08/03/23 Office of Nucio 
ar Reactor Regulation, Director (Post 07041 1) Ip 44901 225 44901 225 


Q, Inspection reports, IE Bulletins & correapondenco 

8B0325DOB4 Forwards summary of 800223 enforcemenl conference re NRC concerns 
w/mgt conlrof of health physics 5 operalions program based on Aug 19B7 contamina- 
tion Qvenliper Insp Repi 60-160/07 OB Related Into & incident rept also oncl 
GRACE, J N Region 2. Ofc of the Director 60/03/14 STELSONJE Georgia tnslilule 
of Technology, Atlanla, GA lOpp 44879 142 44080079 

-8003250060 "Inctdonl Rept of Cadmium Spill on 870018 ” 

• Georgia Institute of Technology, Atlanla, GA 08/03/14 250pp 44079 151- 
44080079, 


8003210142 EN 68 002A on e0O12O.Commi5sion informed that conftrmalory order modi- 
fying license issued Order confirms licensee commitmeni to continue suspension of all 
reactor operations until licensee resolved all safety queslions 
FLACK E, LIEBERMAN.J Ofc of Enforcemenl (Post 070413) 80/03/17 Ip 

44795 063 44795 063 


DOCKET 50 163 GA TECHNOLOGIES 


P, Operaifng license stage documents & correspondence 

8803300136 Applicalior^ tor amends to Licenses R-30 & R 67. changing name of 
licensee Fee paid 

ASMUSSEN.K.E. GA Technologies, Inc /General Atomic Co 88/03/25 ADAMS, A Di- 
vision of Reactor Projeefs - III.IV.V & Special Projects (Post 87041 1) 2pp 44901 195- 
44901 196 


R. Periodic operating reports & related correspondence 


8003010335 Annual operating rent for 1967 

ASMUSSEN.KE GA Technologies. Inc /General Atomic Co 68/02/23 
RUBENSTE!N,L NRC - No Detailed Affiliation Given 14pp 44552 072 44552 085 


DOCKET SO-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


H. General correspondence 


8602260020 Forwards fist of attondoes & draft of slides used in 671120 presentation on 
proposed reorganisation 

GALlagHERJW Philadelphia Electric Co 87/11/23 KANE.W Region 1. Ofc of the 
Director 32pp 44747 001 44747 032 

8803040127 Comment supporting proposed rule 10CFR62 ro emergency access lo low 
level radwaslo disposal sites Believes proposod criteria well dovelopod & will bo effec- 
tive in maintaining control of amounl of radwaslo sent to sites 
KEMPER, JS Philadelphia Eloclric Co 08/02/24 CHILK.SJ Offico of Iho Secretary 
of tho Commission Ip 44573 164 44573 164 


P. Oporating license stage documents & correspondence 


6002250195 Generic Lir 88 04 to all nonpower reactor licensees ro distribution of gems 
irradiated in rosearch reactors Sve fist oncl 

MIRAGLfA.F J Associalo Director for Projocis (Post 07041 1). 00/02/23 Consolidatod 
Edison Co of Now York, fnc f Ipp 44553 345-44563 355 

8803220364 Generic Llr 88 05 lo all licensees of operating PWRs a holders of CPs for 
PWRs ro boric acid corrosion of carbon stool reactor pressure boundary components 
in PWR plants Sve list end 

MiRAGLlAiF Associate Oiroclor for Projects (Post 070411) 00/03/17 Consolidaied 
Edison Co of New York, Inc 43pp 44879 004 44879.126 


S. Reportable occurrences, LERs A related correspondence 

8803020093 NPDES noncompfianco nollfication total phosphorus of samples taken from 
Discharge Point 501 oxcoedetf monthly average & max permit limit Caused by inability 
of sewage troalmonl plant to continously reduce pttosporus level 
SMITH, OM Philadelphia Eleclnc Co 08/02/23 Pennsylvania, Commonwealth of 
2pp 44544 187 44544 108 

8003020164 NPDES noncomplianco nolificalion on 800106 26 samples from Discharge 
Point 501 sewage iroatment plant oxcoedod monthly average & instantaneous max 
limits Cause unknown Program of wasting will be Implemonteo (o reduce solids 
SMITH,DM Pfiiladelphia Efoctric Co 88/02/23 Pennsylvania, Commonwealth of 
2pp 44548 244 44540 245 


DOCKET 50*182 PURDUE UNIV. RESEARCH REACTOR 


P, Operating ffeenso stage documents & correspondence 

8803300200 Provides annual update to proposed schedule for conversion from highly 
enriched U lo low enriched U 

CLIKEMAN.r M Purduo Unlv . West Lafayette, IN 80/03/23 Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) Ip 44904 208 44004 '208 


V. Operator Exatnfnatfons 

8803180213 Advises that licensee 800212 revised operator requalilication program ad 
dresses concern raised rn request for addi info & acceptable 
REGAN, WH Human Factors Assessment Branch 80/02/26 RUBENSTEIN,L S 
Sfandardizalion & Non Power Reactor Project Directorate 1p 44737 171-44737 170 


DOCKET 60'183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


f. Financial Information 


8803140354 '’GE 1907 Annual Rept W/86030B Itr 
WELCH.JF, CUNNINGHAM,G E General Electric Co 87/12/31 65pp. 44713 119- 
44713 182 
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DOCKET 50 184 NATIONAL BUREAU OF STANDARDS REACTOR 


P. Operaifng license stage documents & correspondence 

6803010309 Informs lhal funding for conversion of N0S reactor to low enriched U fuel 
not available Schedule for conversion of N0S reactor cannot be submitted at this 
time 

CARTER, R S Commerce, Dept of, National Bureau of Standards 88/02/26 Office of 
Nuclear Reactor Regulation, Director (Post 870*11 1) 2pp 4*1530 359 44538 360 

8803030217 Requests that recipient resubmit proposal to convert to low onnehed U fuel 
to meet lOCf^RSO 64(6)(2) or (3) requirements by 800327 Identical Ifrs sent to listed 
dockets 

RUBENSTEIN.L S Standardization & Non-Power Reactor Project Directorate 8Q/02/ 
29 CLARK.L Massachusetts Institute of Technology. Cambridge, MA 7pp 
44566 100 44566 106 


DOCKET 50-185 PLUM BROOK REACTOR - MOCK-UP 


R, Periodic operating reports & related correspondence 

8603300197 "Annual Status Repl 1987 " W/B00229 Hr 
PFANNER.HG, RICHLEY.E A National AeronauKcs & Space Admin 67/12/31 
lOpp 44904 204 44004 293 


DOCKET 50-186 UNIV OF MISSOURI RESEARCH REACTOR-COLUMBIA 


P, Operating license stage documents & correspondence 

8003030217 Requests that recipient resubmit proposal to convert to low enriched U fuel 
to meet 10CFH50 64(6)(2) or (3) roquiremonis by 800327 Identical lirs sent to listed 
dockets 

RUBENSTEIN.L S Standardization & Non-Power Reactor Project Directorate 00/02/ 
29 CLARK, L Massachusetts Institute of Technology, Cambridge, MA 7pp 
44566 100 44566 106 

0003160036 Responds to 880111 Jtr requesting addl info re 060012 application for 
amend to License R-103 Amend would aullionro use in newly developed extended life 
aluminlde fuel elemonl reactor containing higher densities of U & burnabfe poison 
MCKIBBEN.JC. ALGER, DM Missouri, l/niv of. Columbia. MO 80/03/11 Standard! 
zation 8 l Non Power Reactor Project Directorate 36pp 44729 106 44729 251 

"0003160047 Proposed Tech Specs, authorizing use in reactor of newly developed ex 
tended life afurntnido fuel efomont 

* Missouri, Umv of, Columbia, MO 87/08/03 30pp 44729 222-44729 251 

0003300061 Forwards DOE Itr as response for FV8Q re federal funding for conversion 
of roacfor.per 10CFR50 64(c)(2) Licensee will respond again prior to 880327, unless 
dolorminalion made by NRC that faclliiy should bo granted oxomption 
MCKIBBEN.J C , ALGER.D M Missouri, Univ of, Columbia. MO 88/03/23 Office of 
Nuclear Reactor Rcgutatlon, Director (Post 07041 1) 3pp 44001 1 12 4490 M 14 


DOCKET 50-200 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. SGcurlly, medical, emergency & fire proloctfon plans 

8803080173 Forwards Insp Repts 50 206/88 05,50 361/88-05 & 50 362/00'05 on 
080120 20 No doficloncios or violalions nolod 

WENSLAWSKI.F A Region 5, Ofc of tho Director 80/02/10 BASKIN.K P Southern 
California Edison Co 2pp 44626 104 44626 111 

.-8803080166 Insp Ropls 50 206/80 05,60-361/88-05 & 50 362/00 05 on 800126- 
29 No deficiencies or violations noted Major areas Inspected nine open items Idonllftod 
during previous emergency preparedness insps Followup discussions hold 
GOOD.G M Region 5 , Ofc of the Director 00/02/10 6pp 44626 106 44626,111 

8003010202 Revised manual of emergency events procoduroa,lncluding Rev 2 01 to Un 
usual Events Dl-S, 'loss of RCS Heal Removal Capability," FI-1. "Sacurily Compro 
mise" 8 General Emergency F4 1, "Loss of Physical Control of Protected Area " 

* Southern California Edison Co 80/02/1 D 9pp, 44642 275 44542 203 

8803080134 Revised emergency plan Implementing procedures, including Rov 5 to SOI- 
VIII-1, "Recogrtition & Classification of EmergencTes" & Rov 5 to S023-VIII-1, "flccog- 
nitlon & Classification of Emergencies " W/800226 Itr 

WHARTON.MA Southern California Edison Co 00/02/26 2O0pp 44620115- 
44621 042 

0003140333 Forwards Addendums 10- IB & 10-1C to physical security plan Temporary 
changes In addendums implemented on 8G0217 Addendums withhefa (ref 
10CTO3 21) 

MORGAN, H E Southern California Edison Co 88/03/03 Documenl Control Branch 
(Document Control Desk) tp 44712 294-44712 294 

0803140335 Forwards Addendum 10-1 A to physical security plan Addendum withhold 
(ref 10CFR73 21) 

MORGAN, H E Southern California Edison Co 88/03/03 Document Control Branch 
(Documenl Control Desk) Ip 44713 116-44713 116 

8603210140 Notification Of 860323 mooting w/util in Rockville.MD to resolve Tech Spec 
Issues for fire protection 

TRAMMELL, CM Project Directorate V 00/03/09 KNIGHTON, GW Project Direclor- 
alo V 3pp 44737 187-44737 189 


I. Ffnanclal Information 

6003300384 Forwards annual rept to SecuriliBS & Exchange Commission cash Now 
statement for yr ending Dec 1987 

ADAMS, J B Southern California Edison Co 88/03/21 Documenl Conlro) Branch 
(Documenl Control Desk) 44pp 44079 143-44979.186 


P Operating license stage documents & correspondence 

860225019S Generic Llr 86 04 to all norpower reactor licensees re dislnhution of gems 
irradiated in research reactors Sve list end 

MIRAGLIA.PJ Associate Director for Projects (Post 870411) 88/02/23 Consolirfalod 
Edison Co of New York. Inc 1 1pp 44553 345 44553 355 

8803010370 Advises that application fee for util request to have NRC review corporate 
restructuring provided to Document Control Desk by 880205 Hr.in response to NRC 
860208 Hr 

MEDFORD.M O Southern California Edison Co 80/02/23 Document Control Branch 
(Document Control Desk) ip 44531 089 44531 089 

8803080005 Forwards application lor amend to License DPR-13,consfSling of Amend 
Application 147, revising Tech Specs to clarify manual aclualion swilchos for purge A 
exhaust valves & operational requirements of radialion monitors Fee paid 
BASKIN.K P Soulhern California Edison Co 88/02/26 Documenl Control Branch 
(Document Control Desk) ip 44613 272 44613 295 

"8G030B0093 /^plication for amend to License DPR 13, consisting of Proposed Change 
147, revising Tech Specs to clarify manual acluation switches for purge A exhaust 
vafvos & oporalional requirements of specific radiation monitors F oe paid 
BASKIN.K P. Southern California Edison Co 86/02/26 lipp 44613 273 44613 203 

"0003060096 Proposed Tech Specs re manual acluation switches for purge & exhaust 
valves & operational requirements of specific radiation monilors 

* Southern California Edison Co 80/02/26 l2pp 44013 284 44613295 

8003090117 Requests foe for 871220 application re inservice lesling program & rollol 
for pumps & valves 

DIGGS, R M License Fee Mnnaqomenl Branch 80/03/07 BASKIN.K T Soulhern 
California Edison Co tp 44665 360 44655 360 

8003100204 Forwards info re unit ATWS mitigation sys isolation devices for NRC 
review Util plans lo uso one or more of listed three devices in design of sys 
MEDFORD.M 0 Soulhorn California Edison Co 88/03/07 Documonl Control Branch 
iDocumonl Conirol Desk) I3pp 44681 101-44661203 

8803160452 Forwards change Notice 25 lo Amend 10 to QA Topical Ropt SCE-I 
A, reflecting changes in organization A rosponsibililios Changes will bo Incorporated in 
nox\ amend 

MEDFORD.M O Southern California Edison Co 00/03/09 Document Conlrol Branch 
(Documenl Conlrol Desk) Ip 44703 094 44703 110 

"0803160454 Changes Notice 25 to Amend 10 lo QA Topical Repl Program SCE 1 A 
BASKIN,KP Southern Calitornia Edison Cq 08/03/09 IGpp 44703 095 44703 110 

0803210100 Notification of 880316 meeting w/ulil in Rockvillo.MD to view util info on 
Improvomonls to safety injection sys 

TRAMMELL.CM Project Directorate V 88/03/09 KNIGHTON, GW Project Director 
ate V 3pp 44771 350 44771 352 

8003160303 Forwards Amend Application 149 lo License DPR-13,consisl(ng of Pro 
posed Chango 102 to Tech Spec Section 4 16 ro inscrvico msp of slonm gonomtor 
tubing to inefudo modified plugging limit F ce paid 

BASKIN.K P Soulhern California Edison Co 88/03/10 Document Conlrol Branch 
(Documonl Control Desk) 2pp 44695 263 44695 295 

••8803160306 Application for amend lo License DPR-ia.consisimg of Proposed Change 
182 to Tech Spec 4 16 ro insorvico insp of steam generator tubing to include modified 
plugging limit for tubes w/inporfoc1ionb in regions not offocling safely 
BASKIN.K P Southern California Edison Co 00/03/10 14pp 44605 265 44695 270 

"6803160310 Proposed Change 182 to Tech Spec 4 16, "Inservice insp of Stonm Gun 
orator Tubing " 

* Soulhern Caiifornia Edison Co 08/03/10 1 7pp 44695 279 44695 295 

6803230242 Informs of action planned lo correct deficiencies in environ qualification 
program Work being performed will result in equipment fioing qualfiiotJ for postulated 
narsh environ before restart Irom current maim outage 

MEDFORD.M O Southern CafifornJa Edison Co 88/03/1 1 Document Conlrol Branch 
(Documonl Conlrol Desk) 2pp 44866 10/ 44066 180 

6803210449 Forwards request for addl Info ro Gonena Ltr 83 28, Horn 4 2, Parts I & 
^.concerning response lime testing for roactor trip broakers Response requested 
within 60 days of receipt of Itr 

TRAMMELL.CM Protect Directorato V 80/03/15 BASKIN.K P Southern Cafifornia 
Edison Co 3pp 44769 354-44769 356, 

0803210397 Forwards SER accepting 031128 response lo Generic Llr 03 28. Horn 
21, Parts 1 & 2 ro equipment classification & vendor interface 

program.respectivoly, concerning reactor trip sys components 
TRAMMELL.CM Projocl Directorate V 00/03/16. BASKIN.K P Soulhorn California 
Edison Co 2pp 44769 346 44769 353 

"0803210412 SER accopling utif 831120 response lo Genoric Llr 63-28. Horn 2 1 (Pari 

1) , requiring confirmation that all reactor trip sys components ideniiliod, classified & 
troalcd as safely related Util program exists to ensure compliance 

* NRC • No Detailed Affliialion Given 80/03/16 3pp 44769 348-44760 350 

"0003210420 SER accepting util 031128 ro.sponso to Generic Llr 83-20, Hem 2 1 (Port 

2) , requiring conlirmalion Inal Interface established w/NSSS or w/vondors of each 
component of reactor trip sys Acceptable util vendor inierlaco program exists 

* NRC • No Detailed Affliialion Given 80/03/16 3pp 44769 361 -14769 353 

0803220364 Generic Ltr 80 05 lo all liconseos of operalihQ PWRs & holders of CPs for 
PWRs ro boric acid corrosion of carbon steel reactor pressure boundary components 
In PWR plants Sve list cnct 

MIRAQLIA.F Associate Director for Projects (Post 870411) 08/03/17 Consoiidated 
Edison Co of New York, Inc 43pp 44079 004 44879 126 

8803310174 Notifies that util intends lo conduct design & Impiemenlation review of facil 
ity safety injoclion sys Review will include sys & components necessary to fulfill 
safely inleclfon function including charging pumps 

MORQAN.H E Soulhern California Edison Co 80/03/17 MARTIN. J B Region 5, Ofc 
of the Director. 2pp 44916 327-44916 320. 
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8G03250035 Forwards Rgv 1 to 6S0310 Proposed Chango ie2,rovising Tech Spec 4 16. 
“Inservice Insp o1 Stoarn Generator Tubing," to mefudo modified lube plugging limit 
for imperfections located in tube roll expansion region 

MEDFORD M O Soulhern California Edison Co 60/03/22 Documanl Control Branch 
(Document Control Desk) lOpp 44091 044 44Q91 076 

-8003250050 Revised proposed Tech Spec 4 16, "Inservice Insp of Steam Generator 
Tubing, ' modifying lube plugging limit lor imperfections located in tube roll expansion 
region of steam generator lube 

’ Soulhern California Edison Co 68/03/22 23pp 44691 054-44B91 076 

6003300106 Confirms 800316 & 16 telcons between PH Johnson & MA Wharton re 
800324 mgi mealing m Region V ofc to discuss facility environ quariltcalion deftcien 
CI 0 S & planned corrective actions before resuming operation Meeting notice end 
KIRSCH.or Regions, Ofc oflhe Director 68/03/22 BASKIN, KP Southern Califor- 
nia Edison Co Ip 44901 171 44901 173 

-08033001 12 Nolification of 880324 meeting w/licenseo in Reqton V ofc to discuss en 
viron qualification concerns & correclive acitons to be taken Dy licensee before start 
up 

KIRSCH.DF Region S, Ofc of the Director 88/03/22 Region 5, Ofc of the Director 
2pp 44S01 172-44901 173 


Q Inspection reports, IE Bulletins & correspondence 

80O3OBO173 Forwards Insp Bepts 50 206/68 05,50 361/80 05 & 50 362/68 05 on 
880126 29 No deficiencies or violations noted 

WENSLAWSKI.FA Regcon 5. Ole of the Director 88/02/18 BASKIN.KP Southern 
California Edison Co 2pp 44626 104 44626 1 1 1 

-6803680186 Insp Repts 50 206/88 05,50 361/68 05 a 50 362/86 05 on 8B0126 
29 No deficiencies or violations noted Major areas inspected nine open items identified 
during previous emergency preparedness insps Followup discussions held 
GOOD.GM, FISH,RF Region 5, Ofc of the Direclor 80/02/18 6pp 44626106 
44626 111 

8603020049 Requests addi relief from insp requirements of Tech Spec 4 10 for feed- 
wafer piping Weld 604 a Mam Feedwater Piping Welds 253,263 & 264 due to past 
in^ difficulties 

ME DFOflO.M O Soulhern California Edison Co 86/02/24 Document Control Branch 
{□ocumonl Control Desk) 2pp 44592 163 44592 164 

8003140192 Forwards Insp Repts 50 206/87 29,50 361/87 31 & 50 362/87 31 on 
871122-880120 & notico of Violation 

ZIMMERMAN, RP Region 5. Ofc of the Director 60/02/26 BASKfN,KP Soulhern 
Calif orrra Edison Co 2pp 44709 247-44709 271 

-0803140200 Notice of violation from insp on 871 122 800120 Viofalion noted failure of 
14 safoty valves to satisfy operability requiremenls of Tech Specs 
ZIMMERMAN, R P Region 5, Ofc of the Direclor 88/02/26 2pp 44709 249- 
44700 250 

-8803140206 fnsp Hepis 50 206/87-29.50 361/87-31 & 50-362/07-31 on 871122 
680120 Violation noted Major areas inspected operational safely 
verification, evaluation of plant trips & events, monihly surveillance activities & LERs 
review 

HUEY.FR, 7ATLIM,JE, HON.Al Region 5, Ofc of the Director 08/02/10 21pp 
44709 251 44709 271 

8602230035 NRG Info Nolico 88 006, "Foreign Objects in Steam Generators" Sve list 
one! 

ROSSI, CE Division of Operational Events Assossmenl (Post 670411) 80/02/29 
Consolidated Edison Co or New York, Inc 1 t8pp 44564 253-44555 009 

8803220007 Forwards Insp Repts 50 206/88 04.50 361/88 04 & 50 362/BB 04 on 
880119-22 & 0201 05 & noltce of violation 

WENSLAWSKI.FA Region 6, (Die of the Director 88/03/03 SCARANO.RA South 
ern California Edison Co 2pp 44799 246 44799 259 

-0803220016 Nofice of violation from insp on 080110-22 & 0201-05 Violation noted no 
specific procedure or checklist existed to assure that comprehensive sys of planned & 
periodic audits carried out 

SCARANO.RA Region 5, Ofc of the Director 88/03/01 Ip 44709 249 44799 249 

-8803220021 Insp Repts 50 208/60 04,50 361/68 04 & 50-362/80-04 on 860119-22 & 
0201 05 Major areas inspected licensee action on unresolved & open items, afiegation 
followup, liquid & gaseous waste & occupational exposure during extended outages 
RUSSELl.J E , YUHAS.G P Region 5, Ofc of the Director 00/03/01 9pp 44799 250- 
44799 259 

8803020036 NRG Info Noirco 68 007, "Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations ” Sve list encf 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
08/03/07 Consolidated Edison Co of New York. Inc 12pp 44673 001-44673 012 

8003290005 Forwards Insp Repts 50 206/88 02,50-361/08 02 4 50-362/80 02 on 
880104 06 & 0201 05 No Violations noted 

ZIMMERMAN,R P Region 5, Ofc of the Director 88/03/09 BASKIN.KP Southern 
Caldorna Edison Co 2pp 44003 247 44903 256 

-8803290007 Insp Repis 50 206/88 02,50 361/86 02 & 50 362/88 02 on 600104 00 & 
0201 05 No violations noted Major areas Inspeclod licensed & non licensed operator 
Iralninn programs, info notices & Part 21 repl followup 

QUALLS.PM, O'BRIENJ , JOHNSON, PH Region 5, Ofc of Iho Oireclor 68/03/09 
6pp 44903 248 44903 256 

6603040062 NRG Bulletin 08 003, "Inadequate Lalch Engagement in HFA Type Latch 
ing Rel^ Mfg by GE " Sve list end 

ROSSLCE Division of Oparalionat Events Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192-44673 319 

8803160303 Forwards Amend Appllcalion 149 to License DPR 13, consisting of Pro 
posed Chanpo 102 to Tech Spec Section 4 16 re inservic© msp of steam generator 
lubinn to include modified plugging limil Fee paid 

BASKIN.KP Southern Calilornlo Edison Co 68/03/10, Document Control Branch 
(Documonl Control Desk) 2pp 44695 263 44695 295 


-8803160306 Applicalion for amend to License DPR 13.consislinp of Proposed Change 
182 to Tech Spec 4 16 re inservice insp of steam generator tubing to include modified 
plugging limil tor tubes w/mperfecUons in regions not affecting safely 
BASKIN.KP Soulhern California Edison Co 88/03/10 14pp 44695 265 44695 278 

- 8803160310 Proposed Change 162 to Tech Spec 4 16. "fnservica Insp of Steam Gen 
eralor Tubing " 

• Southern Calitornta Edison Co 86/03/10 17pp 44695 279 44695 295 

8603080148 NRC fnlo Notice 66 008, "Chomteal Reactions W/Radwaste Solidification 
Agents " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253-44773 012 

8803140284 NRC Info Notico 00 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors ” Sve 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co of New York, Inc 121pp 44857 058 44657 178 

8803250035 Forwards Rev 1 to 860310 Proposed Change 102.revisirg Tech Spec 4 16. 
"Inservice Insp of Steam Generator Tubing," to include modified lube plugging (Imil 
for imperfections located in tube roll expansion region 

MEDFORD,M 0 Southern California Edison Co 88/03/22 Document Conlrof Branch 
(Document Control Desk) lOpp 44891 044-44091 076 

-6803250050 Revised proposed Tech Spec 4 16, "Inservice Insp of Steam Generator 
Tubing," modifying lube plugging limil tor imporfeclions located in tube roll expansion 
region of steam generator lube 

* Soulhern California Edison Co 88/03/22 23pp 44891 054 44091 076 


R Periodic operating reports & related correspondence 

86Q3010153 "Rept of Leaking Radioactive Sources for 1967 " W/800222 Ur 
MORGAN,HE Soulhern California Edison Co 87/12/31 2pp 44551 192-44551 193 

6603070104 "Semiannual Effluent Rept.Jul Doc 1987 " W/e0O22y Ur 
MORGAN.HE Soulhern California Edison Co 07/12/31 115pp 44626 341- 

44627 095 

0803070266 Annual personnel monilorino rept for 1987 W/880229 Ur 
MORGAN,HE Soulhern California Edison Co 07/12/31 3pp 44596 050-44596 052 

8803030211 Forwards annual RCS specific aclivity ropl for 1987 Unil 2 activity exceed- 
ed limits of Tech Spec 34 7 on four separate occasions during 1987 but Units 1 & 3 
did not exceed Tech Spec limit 

MORGAN.HE Soulhern California Edison Co 08/02/29 Documonl Control Branch 
(Document Control Desk) 9pp 44565 276 44565 284 

8803230007 Monthly operating rept for Feb 1008 W/88031 1 Ur 
SlACOR,ER, MORGAN.HE Soulhorn California Edison Co 08/02/29 6pn 
44849 080 44649 085 


S. Reporlabfe occurrences. LERs & related correspondence 

8603070013 LER 80 SOI 00 on 680107,reportof of local newspaper contaclod util re in- 
lernal investigalion Invesligalion resulted from unsupported assertion made by former 
util employee re drug test program fataificalions W/680205 (Ir 
MORGAN, H E Southern California Edison Co 88/02/05 2pp 44604 083 44604 084 


DOCKET 50 213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plans 

8803080188 Revised corporate organisation lor nuclear incidents procodures, including 
Rev 45 to CONI table o1 contonls.Rev 27 to CONI 1 02, "Corporation Organization for 
Nuclear Incidents" 8 Rev 16 to CONf 1 03 W/0BO3O1 Itr 

MROCZKA,E J Northeast Nuclear Energy Co (subs, of Northeast Utilities) 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J. Norlhoasl Util 
ities 80/03/01 217pp 44656 310 44697 156 

6803140204 Summary of GQ0208 maeling w/ulil re NRC 870930 request for addI info 
concerning facilily fire prolecllon of safe shutdown capability 
WANG, A 6 Project Directorate J 4 60/03/07 Project Directorate I 4 5pp 44679 320- 
44670 330 

6003160004 Informs of discrepancies in fire watch prolocllon program, per 071226 
missed fire watch patrol during personnel shift change & one on duty contract fire 
watch technician not receiving proper training Retraining will be conducted 
MROCZKA.E J Connecticut Yankoo Atomic Power Co 88/03/07 Document Control 
Branch (Document Conlrof Desk) Ip 44696 251 44696 2B1 

8803210216 Forwards Insp Ropt 50 213/66 02 on 0601 13-0229 No violations 
noted Receipt of 660209 Ilf providing addi info re compromise of salety- 
related, environ qualified equipment ack Matter will be reviewed during future Insps 
BETTENHAUSEN.L Region 1, Ofc of the Director 80/03/11 MROCZKA.E.! Con- 
neclicul Yankee Atomic Power Co 2pp 44793 241-44793 254 

-8803210219 Safety Insp Repts 60-213/88 02 on 880113 0229.No violations 
noted Major areas inspected outage activities, radiation protec lion, fir© 

prolecllon, security, malnt,survelllance testing & events occurring during insp period 
MCCABE, EC Region t, Ofc of Ihs Director. 68/03/11 12pp 44793 243-44793.254 


J. Insurance & Indemnity Information 

8003310013 Forwards listed endorsements to listed po!icies,incfuding Endorsement 102 
1o MAELU Policy MF 26,Endorsomonl 123 to NELIA Policy NF-76, Endorsement 71 to 
MAELU Policy MF-56 & Endorsomenl 09 to NELIA Policy NF-189 
O'CONNOR, OJ Marsh & McLennan, fnc 88/03/22, DINITZ.I Office of Nuclear Re- 
actor Regulation. Director (Post 870411) 53pp 44918 099-44918 151 
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P Operating license slage documents & correspondence 

ae030aO047 FOIA request for documents re pufchase.shipmonl, distnb'jtion.inslallalron 
& removal of asbestos & asbestos* containing products at various nuclear power sla 
lions in Stale of CT tor Jan 1966 Dec 1975 

FIEDLER.R L Ashcraft & Gerel 80/02/18 GRfMSLEY.D Division of Rules & Records 
(Post 870413) 2pp 44633 237-44633 238 

8602250427 Application for amend to License DPR 61 changing Tech Specs by adding 
five containment isolation valves to Table 3 11*1 a deleling Iw/o containment isolation 
valves from same table Fee paid 

MROCZKA.E J , SEARS.C F Connecticut Yankee Atomic Power Co GQ/02/19 Docu 
menl Control Branch (Document Control Desk) 9pp 44552 265 44552 277 

'*8802250434 Proposed Tech Specs adding five containment isolation valves to Table 
3 11*1 & deleting two containment isolation valves from same table 

* Connecticul Yankee Atomic Power Co 08/02/1 D 4pp 44552 274 44552 277 

6802250195 Generic LIr 80 04 to all nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve fist end 

MIRAGLIA.FJ Associate Director for Proiects (Post 87041 1) 00/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 

8803070151 Forwards Amends 100,14,125 & 15 to Licenses OPR 61,DPR-21, DPR 65 
& NPF*4 5, respectively & safely evaluation Amends modify Tocb Spec 6539b to 
identify nuclear review board minutes as acceptable moans to forward certain repls 
STOLZJF ProlQCt Directorate f4 88/02/23 MROCZKA,EJ Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 6pp 44607 065 44607 096 

-8803070173 Amends 100,14,125 & 15 to LiconseS OPR 61,DPR 21.DPfl-65 & NPF 
45,respDcllvoly,ameriding Tech Specs to identify nuclear review board minutes as ac 
ceplable means to forward certain repts S having max of 12 h continuous pfannod 
inoperability 

STOLZ.JF Project Directorate I 4 08/02/23 23pp 44607 071-44607 093 

-8803070187 Safely evafualion supporting Amends 100,14,125 & 15 to Licenses OPR 
61, OPR 2l.DPn-65 A NPF 45, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 80/02/23 3pp 
44607 094 44607 096 

8803040265 Application (or amend to License DPR 61, revising Tech Spec 3.6 0 2 re re- 
numbering of manual hiqh pressure safety injection throttle valves for consistency w/ 
plant loop numbering scheme 

MROCZKA.E J ConnecUcul Yankee Atomic Power Co 88/02/25 Document Control 
Branch (Document Control Desk) 4pp 44574 082*44574 087 

-8803040271 Proposed Tech Specs, renumbering manual high pressure safety Injection 
throttle valves for consistency w/plant loop numbering scheme 

* ConnocKcul Yankee Atomic Power Co 80/02/25. 2pp 44574 086 44574 087 

8803010122 Forwards comments on NRC 071112 SER re Cycle 15 reload licensing 
amend Incorporalion of comments Into SSER requested 

MROCZKA.E J , SEARS, C F Connecticut Yankee Atomic Power Co flO/02/26 Docu- 
ment Control Branch (Document Control Desk) 6pp 44535 253 44535 258 

8803000000 Responds to Generic Llr 83 28, Items 423 &424 ro reactor trip clrcull 
breakers Util does not bcliave life cycle testina required or appropnato 
MROCZKA.E J Conneclicul Yankee Atomic Power Co MROCZKA.E J Northeast Nu* 
efoar Energy Co (subs of Northeast UllMios) MROCZKA,EJ Northeast Ullhiios 80/ 
03/03, Document Control Branch (Document Control Dosk) 4pp 44641 OGO 
44641 071 

8003150361 Forwards rosponso to 880225 request for add! Info consisting of six ques- 
tions on NUSCO 151 Info will enable NRC complelo review of NUSCO 151 
MROCZKA.E J Conneclicul Yankee Atomic Power Co flQ/03/08 Documonl Control 
Branch (Document Control Dosk). 4pp 44689 015-44689 020 

8603220364 Generic Ltr 08 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re bone acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MinAGLIA,F Associate Director for Projects (Post 070411) 08/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44079 084 44079 126 

8803230086 Informs of mods compfelod by ulif to resolve open SEP Topic VI If 2 ro 
onsite emergency power sys diosel generators Util Instnlloa trip bypass circuitry for 
generator reverse power & generator loss of field trips during 1984 outage. 
MROCZKA.E J Connecticut Yankee Atomic Power Co 88^3/17 Document Control 
Branch (Document Control Dosk) 2pp, 44049 166 44049 167 

8803230326 Notification of 0BO4O6 07 moelinga w/util in Rockville, MD (o discuss util re- 
sponse to NRC request for add) info re seismic & wind/ tornado SEP topics 
WANG, A Project Directorate I 4 80/03/10 STOLZ.JF Project Dlrectoralo 1-4 3pp 
44807 022 44807 024, 

8803240134 Noliftcalion Of 880428 meeting w/util in Rockville, MD to discuss pfan for 
Zircaloy cladding conversion from stainless steel 

WANG, A B, Project Directorate 1*4, 08/03/10 STOLZJ F Project Directorate f-4 3pp 
44800 350 44800 352 


Q. Inspection reports, IE Bulletins & correspondence 

8802290289 Nolificalion of SALP Board Meeting 07-055 on 870514 w/ulil In King of 
Prussia PA 

MCCABE, E.C Region 1, Ofc of the Director 87/04/27 Region 1, Ofc of the Director 
2pp. 44539 120 44539 121 

8802290250 Notification of SALP Mgt Meeting 87 076 on 870610 w/util at Haddam 
Neck site 

MCCABE, E C Region I, Ofc of the Director 07/06/01 Region 1, Ofc of the Director 
2pp 44895.178*44095 179 

8003010458 Provides addi info requested at meeting & informs staff of status of repairs 
to thermal shield Summary of evaluations conducted m conjunction w/lhprmal shield 
repairs end, 

MROCZKA.E J . SEARS.C.F Connecticut Yankee Atomic Power Co 08/02/25 Docu- 
ment Control Branch (Document Conlrcl Desk) 24pp 44642 095*44542 118 


8802230035 NRC Info Notice 08 006, ‘Toreign Objacls in Steam Generators " Sve fist 
end 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1) 80/02/29 
Consolidated Edison Co of Now York, Inc 1 18pp 44554 253 44555 009 

8803140417 Foiwards Insp Rept 50 213/08 05 on 080202 05 No violations 
noted Incident involving unplanned radiation exposure of diver dunng diving operation 
reviewed 

MARTfN.TT Region l, Ofc of the Director 88/03/04 MROCZKA.E J Connecticut 
Yankee Atomic Power Co 2pp 44702 1 17-44702 124 

-8803140422 Insp RepI 50*213/80 05 on 8B0202 05 No violations noted Major areas 
inspected radiological controls program including organizalion & mgt controls, staff 
qualifications & Iramino, procedure development & review 

SHERBINI.S, SHANBAKY.MM Region 1, Ofc of the Oireclor 08/02/24 6pp 
44702 119 44702 124 

0803150292 Forwards Safety Insp Rept 50 213/80 04 on 800125 20 No violations or 
deviations noted 

BELLAMY, RR Region t, Ofc of the Director 00/03/04 MROCZKA.E J Connecticut 
Yankee Atomic Power Co 2pp 44717 007-44717 014 

-8603150302 Insp Rept 60*213/88 04 on 880125*28 No violations or rfeviations 
noted Major areas inspected licensee liquid & gaseous radioactive effluents 
program, including effluent release records & repts 

DAVIDSON.BS, PASCIAK.W J Region 1, Ofc of the Dfroclor 08/02/24 6pp 
44717 009 44717 OU 

8603020036 NRC Info Notice 80 007, "Inadverlenl Transfer of Licensed Mall to Uncon 
trolled locations ' Sve list enc) 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
00/03/07 Consolidated Edison Co of. New York, Inc t2pp 44673 001 44673 012 

8603040062 NRC Bulletm 80 003, "fnadequale Latch Ennanemonl in UFA Type Latch 
Ing Rel^ Mfg by GE Sve list end 

ROSSI, CE Division of Operational Evonis Assessment (Post 070411) 08/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192 44673 319 

8803210216 Forwards Insp Rept 50 213/00 02 on 8001 13 0229 No VioJalions 
noted Receipt of 860209 ftr providing nddi info re compromise of safoly- 
rofaled.onviron qualified equipment ack Matter will bo reviewed during future insps 
BETTENHAUSEN.L Region 1, Ofc of the Oiroclor 00/03/11 MROCZKA.E J Con 
nocticul Yankee Atomic Power Co 2pp 44793 241*44793 254 

-0003210219 Safely Insp Repts 50 213/08 02 on 0801 13 0229 No violations 
noted Major areas inspected outage activities, radiation prolection.iiro 
protec1ion,security,main1, surveillance lasting & events occurring during insp period 
MCCABE, EC Region 1. Ofc of the Director 08/03/11 12pp 44793 243 44793 254 

8803080148 NRC Info Notice 08 008, "Chemical Reactions W/Radwaste Solidificalion 
Agents'' Sve list end 

ROSSI.CE Division of Oporalionol Events Assessment (Post 870411) 80/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253 44773 012 

0803140284 NRC Info Notice 80 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by fnstabiMy of Woodward PG PL Typo Governors " Sve 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/03/18 
Consolidated Edison Co of Now York, fnc 121pp 44057 058 44057 178 

0003220433 Forwards request for addI Info on tE Buliolin 85*003 to evaluate valve opor 
ability considerations per IE Bulletin 65 005, ''Motor Operated Valve Common Mode 
Faifures During Transient Duo To Improper Switch Sotting " 

BETTENHAUSEN.L Region 1. Ofc ol the Director 00/03/10 MROCZKA.EJ Con- 
necticut Yankee Atomic Power Co 4pp 44709 107 44789 113 

-8002260042 Forwards request for add! info ro ulil 86061 1 response to IE Buliolin 85 
003, "Molof-Oporatod Valve Common Mode Failures During Pinnl Trar>slGn1s Due to 
Improper Switch Settings " Info requested for completion of review 
BERLINQER.GH Generic Communications Branch 88/02/ 10 KANE.WF Region l, 
Ofc of the Director 4pp 44789 1 1 1*44789 113 

8803240320 Forwards request for addi info re third 10 yr Interval inservico Insp program 
plan Info requested wdhfn 60 days of receipt of Mr 

WANG, A 0 Project OIrocloralo 14 80/03/18. MROCZKA.EJ Connoclicut Yankee 
Atomic Power Co 7pp 44852 103 44052' 109. 

0803280036 Fonvards Safety Insp Ropi 50*213/88 01 on 880111-31 & notice of viola 
tion 

DURR.JP Region 1, Ofc of the Director 80/03/21 MROCZKA.EJ Conneclicul 
Yankee Atomic Power Co 2pp 44921 079 44921 008 

-8803200041 Notice of violation from insp on 080111-21 Violation noted on 
0801 12, opening time for Sve Water Valve SW-AOV-129 not recorded during survell 
lance tost 

• Region 1. Ofc of Iho Director 80/03/21 Ip. 44921 081 44921.081 

-8003280044 Insp Rept 50*213/88 01 on 8801 1 1-21 Violations noted Major areas 
Inspected inservice lesi program which included review of procedures, witnessing of 
test & interviewing test personnel 

KUCHARSKIS D . HUNTER, J . EAPEN.P K Region 1, Ofc of the Director 88/03/11 
6pp 44921 082*44921 080 


R. Periodic operating reports & related correspondence 
6803020066 "Annual Rept for 1987 " 

MROCZKA.E J Conneclicul Yankee Atomic Power Co MROCZKA.E J Northoast Nu 
clear Energy Co (subs of Northeast Utilitios) MROCZKA.EJ Northeast Utilities, 07/ 
12/31, 494pp, 44692 317-44694 090 

6003290166 "Annual Radioaclivo Effluents Dose Ropt for 1987 " W/8a0325 ltr 
MROCZKA,EJ Conneclicul Yankee Atomic Power Co 87/12/31 lOpp 44917 328 
44917 346. 
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8803030061 forv^a^ds scrnrjjnnual facloac(iA.e cliluenis release rept, including sunnmary 
of quantities of soNd rad/vaste S liquids S gaseous elfluenls for Jul Doc 1987 
F.'tnOCZKA E J , SEARS, C F ConnccUcut Yankee Atomic Po,^er Co 88/02/24 Ooco 
mcnl Contra! Branch (Document Control Desk) Ip 44555 219 44555 236 

*•8803030063 Semiannual RadioactjT,e Efiiuenls Release Repl for Jul Dec 1967 ‘ 

• Connecticut Yankee Atomic PoAer Co 37/12/31 17pp 44555 220 44555 236 

8603170195 Month!/ operating repi for Feb 1980 W/fi803l5 Itr 
VVAUL,KC MILLER, DB Connecticut Yankee Atomic POiver Co 80702/29 lOpp 
44730 025 M730 034 


S Beportahfo occurrences, LERs & related correspondence 

8803080050 LER 88 003 00 on 8 8 02 04 .electric fire pump declared inoperable due to 
high amperage Caused b/ physical damage lo stuffing box brass bushing m electric 
t^u^cn fire pump Repa'rs initiated on pump W/880303 Hr 

BEGANSKi.RC MILLER DB Conneclrcut Yankee Atomic POi/ver Co 86/03/03 4pp 
44641 181 44611 187 

8803280119 LER 80 006 00 on 800227, leak path identified in cable vault flood 
barrier Ficoding could cause loss of safet/ related funchons lo achieve safe shutdown 
of plani Open ends of duct bank conduits ini cable vault sealed W/8B03ia Hr 
DBnRIG,MP MILLER 0 0 Connecticut Yankee Alomte Power Co 68/03/18 4pp 
44903 062 44903 065 

8003200122 LER 00 006 00 on 000227, containment cable vauH C02 declared 
in operable Caused by excessive leakage of C02 from lower level of vault Conhnuous 
fire watch posted & ability to manually acluate C02 maintained per Tech Spec W/ 
800316 Hr 

KAZUKYnAS,TB MILLER OB Connecticut Yankee Atomic Po*ver Co 08/03/16 
6pp 44916 176 41916 161 
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F Security, medical, emergency & fire protection plans 

0802230433 Forwards response lo violations noted in Insp Rept 50 219/87 37 ro secu 
rity plan W/o enci 

MANANAROFF General Public Utililtes Corp GPU Service Corp 68/02/16 Docu* 
ment Control Branch (Documenl Control Desk) ip 44749 204-44749 204 

0803080197 Revised emergency plan impfemonling proceditres.includmg Rev 5 to 9473 
ADM 1319 01, ' Oyster Creek Emergency Preparedness Program’* & Rev 4 lo 9473- 
IMP 1300 24, "Emergency Respiratory Equipment Issue & Conirol ’’ W/880301 Hr 
SULLlVAM,fl J, BARTON JiJ General Public Utilities Corp GPU Service Corp 08/ 
03/01 44pp 44641 024 44641 067 

8803220084 Forwards Safely Insp Rept 50 219/07 42 on 871220 880206 No violations 
noted 

BETTENHAUSEN.L Region 1, Ofc of the Director 86/03/15 FIEDLER, PB Goneral 
Public Utilities Corp - GPU Service Corp 2pp 44604 286 44004 299 

-8803220086 Insp Repi 50 219/87 42 on 871220-080206 No violations noted Major 
areas inspected activities m progress.incfuding opera1ions.radialion control,physical 
secufily.survei Nance & maint 

COWGILL.C Region 1. Ofc of the Director 68/03/14 12pp 44804 286*44604 299 


G Adjudicatory correspondence 


-0803010372 Application for amend to License DPR 1 6, including Rev 1 lo Tech Spec 
Chango Request 126 re exemption from lOCFRSO.AppJ. Section III A 3 lo allow ulili 
zaiion ol mass plot calculalional method in lieu of point lo point mQthod 
FIEDLER, PB General Public Utilities Corp GPU Sorvico Corp 66/02/19 6pp 
44565 322 44565 327 

-8803010376 Proposed Tech Specs re exemption from 10GFR50,App J.Soclion HI A 3 
to allow use of mass plol calculalional meinod m Nou of point to point or lolal timo 
melhod 

* General Public Utilities Corp GPU Service Corp 68/02/19 15pp 44565 328 
44565 342 

8802250195 Generic LIr 88 04 lo all nonpower reaclor liconsoos ro distribulion of gems 
irradiated in research reactors Svc list end 

MIRAGLIAFJ Associale Director for Projects (Post 67041 1) 66/02/23 Consolidaled 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 

8803080070 Forwards Rev 3 lo Corporate Procedure 1000 ADM 1291 01, "Procoduro 
for Nuclear Safely & for review New process requires assessment of proposed 
change -re certain screening criteria lo determine need for written safety ovniualion 
CLARK, PR General Public Utilities Corp - GPU Service Corp 8f)/02/2G Documonl 
Control Branch (Document Control Desk) 2pp 44656 227 44656 274 

-0803080075 Rev 3 lo Procedure 1000 ADM 1201 Ol, "Procoduro lor Nuclunr Snfoly & 
Environ Impacl Review & Approval of Documonts " 

CLARK.Pfl General Public UlilHies Corp - GPU Service Corp 67/Ofl/25 46np 
44656 229 44656 274 

8803110081 Forwards response to ISAP II queslionnalro.por Gonortc Ltr 60 02 
CLARK.P R General Public Utilities Corp GPU Service Corp 66/03/04 Docurnonl 
Conirol Branch (Document Control Desk) 4pp 44661 153 44661 156 

8803140049 Forwards safety evalualion concluding that 031114,650600. 0509,1023 & 
1223 descriptions of planned & completed ac lions comply w/Gononc Ltr 03 20,1 loms 
3 1 1,3 1 2,3 2 1.3 22 & 4 5 1. based on ItrsA Insp Rept 50 210/64 31 
DROMERICK.AW Projecl Directorate 14, 86/03/04 FIEDLER, P 0 General Pubicc 
Ulilities Corp GPU Service Corp 2pp 44680 249 44600 255 

• 8003140051 Safely evaluation concluding util compliance w/Genoric Hr 03 20,1 loms 
3 1 1,3 1 2,3 2 1.3 22 & 4 5 1, based on ulii 831114,050009,0509,1023 & 071223 tJo- 
scrmiions of planned & comploled actions & Insp Rent 50 219/04 31 on 04 1 120 30 

* Office of Nuclear Reaclor Regulalion, OIrcclor (PosI 070411) 00/03/04 5pp 
44680 251 44680 265 

8603150071 Forwards Amend 110 lo License DPR-16 & safely ovnlualiork Amond ro 
vises Tech Spec 3 7 B lo allow 7 days of oul ol svc time for 1 2b voll <lc Molor Conirol 
Ctr DC 2 

DROMERICK.A W Projecl Dircclorato I 4 88/03/07 FIEOLLR.P B GonurnI Public 
Ulililies Corp - GPU Service Corp 2pp 44693 053-44693 061 

-8803150077 Amend 1 19 to License DPR le.rovismg Tech Spec 3 7 B to nilow 7 tfays 
of out of svc time for 125 volt dc Motor Control Ctr DC-2 
STOLZ.J F Project Directorate I 4 86/03/07 6pp 44C93 055 44693 000 

-0803150079 Safely evaluation simporling Amend 1 10 to License DPR 16 

* Office ol Nuclaar Reaclor Regulalion, Director Post 670411) 06/03/07 3pp 
44693 061-44603 063 

8803150125 Summary of 680224 meeting w/ul»l In RockvdIo.MD ro hlalus ol plant II 
censing actions List of allendeos.marked up licensing aclion rept did 660222 & updat- 
ed SEP Issues end 

DROMEfliCK.KA Project Diroclorale 14 68/03/07 Pfojocl Dirnctoralo 1-4 /np 
44690 040 44690 046 


8803020025 Motion lo wilhdraw request for hearing* NRC Staff has no objaction to 
granting motioriUiil will be submitting separate reply concurring in grant of 
motion Ccrlificale of Svc end 

■ Gf'U Service Corp GALLO, J Hopkins & 
Licensing Board Panel lipp 

44DJt> 144 445JB 154 

8803040022 Licensee response lo F Aller motion to withdraw request for hearing * Con 
° motion to withdraw hearing request Certificate of Svc end 
BAXTER.T A General Public Ulililies Corp - GPU Service Corp BAXTER.TA Shaw, 

8003230089 Order * Grants pelitioner F Alter 860225 motion to withdraw reouesi lor 
SS? "'204Ag,eem5rt reached detweerNRC S pSnet ISied on 

4473i'l'm447°8t'‘i20*'*''' ‘•“*"*''’5 ^0^'“ '’a"®' 88/03717 2pp 

J Insurance & Indemnlly fnformalfon 

Ccrtficale NW.187, Endorsemonts 
Endo^ements I 3 ?oMAe“^ "'V'* * 

0 CONNOR, pJ Marsh & McLennan, fnc 86/03/09 OINITZ.I Office of Nuclear fle 
actor Regulalion, Director (Post 8704 11) 137pp 44726001-44726142 

P Operating license stage documents & correspondence 

8802290240 Notification of Licensee Meeting 67-065 on 870511 w/ulil rn Kma of 
Pmssia,PA to discuss adequacy of safety review proceTs & core^Siay 

'’'=9™ '.Ofeonheoaecio, 


8803220082 Informs that Tech Spec chango roquosl ro standby liquid conirol nvs will bo 
subnnHted by 880501 ' 

THORPE.J R Genera! Public Ulililies Corp - GPU Sorvico Corp 06/00/16 Documont 
Conirol Branch (Document Conirol Desk) 2pp 44802 222 44802 22G 

8003230365 Forwards revised plan for long range planning prog ram, por NRC roriuosl ro- 
di) 870713 application tor amends to Licenses DPR 50 & DPR 16 
CLARK.Pfl General Public Ulililies Corp - GPU So/vico Corp 60/03/10 Docurnonl 
Control Branch (Documenl Control Desk) 20pp 44794 320 44794 346 

8803290236 Revises application for amend to License DPR 16,conslsllncj of Toch Spoc 
Request 1 63, m response to W Brooks 6Q0308 roquosl 

• GPU SoiVlOO Cotp 88/03/ 16 Oocurhom 
Conirol Branch (Documenl Conirol Desk) Ip 4491 1 061 44911 063 

-a8(j3290240 Proposed revised Tech Specs, consisting of Pagos 5 3-1 & 5 3 2 of appK 
caHpn for amend lo License DPR-l6,Tech Spec Chango Roquosl 163 

Utilities Corp - GPU Sorvico Corp 00/03/ 1C 2pp 44911 062 

licensees of operating PWRs & holders of CPs for 
in^wVpIanlsVvU^^^^^^^ boundary comjjononls 

Projects (Post 870411) 80/03/17 Gonsolidatod 
Edison Co of New York, Inc 43pp 44079 084-44879 126 

safety evaluation accepltno util Topical Rept TR 033, "Mothods 
for Generalton of Core Kinetics Data for RETRAN 02*' Accoplanco of molfiods In root 
does not es ablish adequacy of RETRAN-020 D or l-D model m ropi 

pROMERlCK,AW Project Directorate i4 66/03/21 FfEDLERPa Gonornl Puhlir 
Ulilities Corp - GPU Service Corp 2pp 44059 027-44659 032 

^ TR-033, ‘’Methods lor Genoralion of 

RPTmAw’ J UncertalnliGs In Input paromotors & impact on 
RETRAN results should be determined lor qualification of moclel ^ 

44859‘o29''44e59 032 ^^^''‘°' Regulation, Oireclor (Post 870411) OB/03/21 4pp 

0803250237 Forwards topical repi evaluation of Rev 0 to TR.040. “’Stoadv Slate & 
Quasi-Steady Stale Methods for Analyzing Accidents & Transients*' 
onflMFRirK methodology accoplable w/lislod exceptions 

^ 60/03/21 FIEDLER.PB Geneml Public 
Utilities Corp - GPU Service Corp 2pp 44659 048*44659 054, 
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<-86Q32S0238 Topical rapt evaluation of Rev 0 to TR 040, *'Steady State & Quasi 
Steady Slate Methods for Analyzing Accidents & Transfonts " Util methods acceptable 
for performing reload assembly misTocation analysis w/lisled exceptions 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 88/03/21 5pp 
44Q59 050 44059 054 

8803300010 Forwards Amend 120 to License DPR-16 & safety evaluation Amend 
changes listed sections of Tech Specs to incorporate new pressure temp operating 
curves for operation beyond 10 EFPYs 

DROMeRICk.AW Protect Directorate I 4 80/03/21 FIEDLER, PB General Public 
Utilities Corp ' GPU Service Corp 3pp 44908 190 44908 215 

.,8803300019 Amend 120 to License DPR-16,chang(ng sections of Tech Specs to incor 
porale new pressure temp operating curves for operation beyond 10 EFPYs & require 
menls of mall surveillance specimens & neutron flux monitors 
STOLZ.JF Project Directorate (-4 88/03/21 19pp 4490B 193-44908 211 

-8803300022 Safety evaluation supporting Amond 120 to License OPR 16 
‘ Office of Nuclear Reactor Regulation, Director (Post 070411) 88/03/21 4pp 
44906 212-44908 215 

6603300315 Nolilication of 8B0414 meeting w/util in Forked Rivor,NJ to discuss status 
of licensing activities 

DROMERICKA W Protect Directorate 1-4 88/03/24 STOLZJ F Project Oireclorato I- 
4 3pp 44906 069-44906 071 


Q. Inspection reports, IE Bulletins & correspondence 

88022902S2 Rev 1 to Notification of Enforcement Conference Meeting 87 074 on 
870610 w/ulil m King of Prussia, PA to discuss containment violations associated w/ 
blocked open vacuum breakers 

BLOUGH.A R Region 1, Ofc of the Director 87/06/03 Region 1, Ofc of the Director 
2pp 44552 224 44552 225 

8803070293 Responds to four findings noted in Integrated Performance Team Insn Rept 
50-219/87 24 Corrective actions ALARA Procedure 1000-ADM 4010 02 formalizing tibl 
ALAR A program in draft form & targeted for implemonlolion in Feb 1908 
FIEDLER, PB General Public Ulililies Corp - GPU Service Corp 08/01/15 

KANE.WF Region 1, Ofc of the Director lOpp 44604 103-44604 112 

8802230433 Forwards response to violations notod In Insp Rept 50-219/07-37 ro socu 
rily plan W/o end 

MANANARO.FF General Public Utilities Corp • GPU Service Corp 88/02/16 Docu 
ment Conirol Branch (Documoni Control Desk) Ip 44749 204 44740 204 

8803220207 Responds to NRC 880128 Itr re violations noted in Insp Rnpt 50-210/87- 
41 Corrective action operations dept Incident critique rept for event will be Incorporat- 
ed into required reading program for aft dept personnel 

FIEDLER, PB General Public Utilities Corp - GPU Sorvico Corp 80/02/26 

MARTIN, T T Region 1, Ofc of the Oiroctor 4pp 44002 089-44002 092 

8802230035 NRC fnfo Notice 08 006, "Foreign Objects in Steam Generators " Sve list 
end 

ROSSI,CE Division of Operational Events Assossmont (Post 870411) 80/02/20 
Consolidated Edison Co of Now York, Inc 118pp 44554 253 44555 009 

8B03170077 Forwards Insp Rept 50-219/86 02 on 080125 29 & notice of 
violation Response to App 0 ro addi design review & followup into on ovonls that oc- 
curred on 060106 requested 

KANE.W.F Region 1, Ofc of Iho Director 80/02/20 FIEDLER.Pa Gonoral Public 
Utililioa Corp GPU Sorvico Corp, 2pp 44725,106 44725 120 

"B0O317OO79 Nolice of violalion from insp on 080125 29 Violations notod no written 
safety evaluation performed or other compensating oporationnl or design measures 
implemented for inoperative condition of reactor bldg heating sys 

* Region 1, Ofc of Ine Director 88/02/29 2pp 44725 108 44725 109 

-8803170084 Insp Rept 50-219/88 02 on 680125-29 Violations notod Major areas 
inspected safety impilealtons of freozing conditions identified in roaclor bldg on 
8801 06 & effeclivness of licensee corrective moasuros 

COVVGILL.C Region 1, Ofc of the Director 88/02/29 Itpp 44725 110 44725 120 

6803140049 Forwards safety evafualion concluding that 031114.850809, 0509,1023 S 
1223 descriptions of planned comploted actions comply w/GonorIc Ltr 03 28, Items 
3 1 1,3 1 2,3 2 1,3,2 2 & 4 5 1, based on Itfs & Insp Rept 50-219/84 31 
DROMERICK.AW Project Directorate 14 88/03/04 FIEDLER.PB Gonoral Public 
Utilities Corp * GPU Service Corp 2pp 44680 249-44680 265 

-6603140061 Safely evaluation concluding util complianco w/Gonerlc Hr 83-20, Homs 
3 1 1.3.1 2,3 2 1.3 22 & 4 5 1, based on util 631114,050809.0509,1023 & 871223 de 
scriptions of planned & completed actions & Insp Rent 60 219/84-31 on 841 126-30 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/03/04 5pp 
44680,251-44680 255 

8803020036 NRC Info Nolice 88 007, "Inadvertent Transfer of Licensed Matl to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM.R E Division of Industrrat & Medical Nuclear Safely (Post 870729) 
88/03/07, Consolidated Edison Co of New York, Inc 12pp 44673 001 44673 012 

8803040062 NRC Bulletin 88 003, "fnadequate Latch Engagomont in HFA Typo Lalch- 
ing Relay Mfg by GE " Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc 12epp 44673 192-44673 319 

8603080148 NRC Info Notice 88 008, "Chemical Reactions W/Ftadwasle Solidification 
Agents " Sve list end 

ROSSI, CE Division of Operational Events Assessment (PoJ>t 870411) 88/03/14 
Consolidated Edison Co. of Now York, tnc 120pp. 44772 263-44773 012 

8803220070 Forwards Safety Jnsp Rept 50 219/88 01 on 880104 08 No violations 
noted. 

GALLO.R.M Region 1, Ofc of the Director. 08/03/15 FIEDLER.PB General Public 
Utilities Corp - GPU Service Corp 2pp 44774.335-44774 350 


-8803220076 Insp Rept 50-219/08 01 on 8801 04 08 No violations or deviations 
noted Major areas inspected licensee actions on previously identified NRC 
concerns, util offsite review committee & organization & administration & QA audits 
DEV.M . OLIVEIRA.W . BLUMaERG.N Region 1, Ofc of the Director 88/02/19 14pp 
44774 337 44774 350 

8803220084 Forwards Safety Insp Rept 50 219/87-42 on 871220 860206 No violations 
noted 

BETTENHAUSEN.L Region 1, Ofc of the Director 06/03/15 FIEDLER.PB General 
Public Utilities Corp GPU Service Corp 2pp 44804 206 44004 299 

-8803220086 Insp Rept 50-219/87 42 on 871220 800206 No violations noted Major 
areas inspected activities in progress.inctuding oporations, radiation control, physical 
sQcurily.surveillance & mainl 

COWGtLL.C Region 1, Ofc of the Director 80/03/ 1 4 12pp 44804 288 44804 299 

8803140284 NRC Info Notice 08 009, ’ Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instabifily of Woodward PG PL Type Governors " Sve 
list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 80/03/18 
Consolidated Edison Co of New York, Inc 121pp 44B57 050 44857 178 


R. Periodic operating reports & related correspondence 

8803070117 "1987 Annual Environ Operating Repl " W/000226 Ur 
FIEDLER.PB Genera) Public Utilities Corp - GPU Service Corp 87/12/31 31pp 
44637 251-44637 281 ^ 

0803290215 Monthly operating repl for Feb 1908 W/680315 l(r 
BARAN.R , FIEDLER.PB, SEDAR.J M General Public Uiililies Corp GPU Service 
Corp 80/02/29 7pp 44904 064-44904 070 

8803210456 "Headquarters Daily Repl for 860314 " 

• Radiation PrOteclion Branch 88/03/14 63pp 44759 351 44760054 


S. Reportable occurrences, LERs & rotated correspondence 

0803020276 LER 66 035 01 on 86 1231. results ot leak lost revealed that both valves 
were foaking excessively Caused by linkage being out of adjustmont Linkage robuill & 
adjusted AddI chocks will be performed W/080225 Hr 

MCGRANE.J P . FIEDLER, P B Gonoral Public Utilities Corp - GPU Servico Corp 08/ 
02/25 6pp 44590 148 44590 163 

0003070157 LER 86 001 00 on GQOIOS.umisual insirument indications on shutdown 
cooling sys & roaclor recirculation pump seal pressure notod Caused by hoalmg sys 
out of SVC, low tomp S porsonnol insensitivity to bldg temp W/0dO325 Hr 
GALANTO.J , FIEDLER, P B General Public Utilities Corp - GPU Service Corp 80/02/ 
25 4pp 44505 356 44505 359 

8003090268 LER 83 024/01 T-1 on 03 1 220.d!SCOVsrGd that torque switches sol below 
mfg recommended setpoint Caused by lack of sufficient knowledge re sotpoint design 
basis Torguo switch setpoints reset on all applicable valves W/Q80226 Ur 
ROGERS.JJ, FIEDLEn.P.Q Gonoral Public Utilities Corp - GPU Service Corp 88/ 
02/26 6pp 44662 023 44G62 028 

8803090246 LER 80 002 00 on 880 128, containment radiation monitoring sys delermlnod 
to be loft out-of-spec from 861119 until 871109 Caused by unclear info for testing m 
vendor instruction manual Monitors repaired & retested W/080229 Ur 
LEITMAN.LW. FIEDLER.PB General Public Utilities Corp - GPU Service Corp 80/ 
02/20. 5pp 44662 010 44662 022 

8803110076 LER 86 009 01 on 060501, scram signal received duo 1o electronic noise In- 
duced spikes on nuclear insirumonlatlon Intermediate range monitors (IRMs) Caused 
by manipulation of IRM cables during mainl Procedures reviewed W/0GO3O4 Ur 
EIQON.K , FIEDLER.PB General Public Utilities Corp - GPU Service Corp 88/03/04 
4pp 44674 004 44674 007 

8803240393 Discusses 800315 Operating Reactors Events Meeting 88 11 List of 
attendees.evonts discussed & tabulation of long term followup assignments dolailed in 
ends 

LANNING.W Events Assessment Branch 80/03/15 ROSSI, CE Division of Oper- 
ational Events Assessment (Post 8704 1 1) 1 7pp 44890 284-44890 300 

0603290246 LER 84 034-01 on e41214,MSIV Isolation sensor switches tripped at values 
lower than spocitied in Tech Specs Caused by Instrument ropeatabilily Pressure 
switches reset to trip within selpomt limit W/880317 Ur 

ROGERS, J J , FIEDLER, P B General Public Utilities Corp ■ GPU Service Corp 08/ 
03/17 5pp 44899,100 44099*104 


DOCKET 60-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluatton Report (SER), suppis & correspondonco 

8603240256 Informs NRC of error In Section 3 2 of Amond 27 to SER for 
facility Proposed Tech Spec 3 5 3 refleclinn change in bases end 
MANGAN.CV Niagara Mohawk Power Corp 80/03/16 Documoni Conirol Branch 
(Document Control Desk) 2pp 44850 126 44850 127 

-8003250334 Proposed Tech Spec Section 3 5 3.reflecling change In bases 
• Niagara Mohawk Power Corp 00/03/16 Ip 44850 127-44850.127 


F. Securily, medical, emergency & fire protection plans 

0803030231 Forwards Insp Repls 50 220/87-25 & 60 410/87-45 on 071211- 880202 & 
notice of violation Insufficient bases provided to retract 870504 nclico of violation re 
inadequate reporting of substantial safety hazard 

KANE.WF Region 1, Ofc of the Director. 88/02/26 MANGAN.CV Niagara Mohawk 
Power Corp 2pp 44556 163 44556 181 
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-e«030302<a Insp Rcpis 50 220/87 25 & 50 410/87 45 on 87)211 680202 Violations 
noted Majof areas mspecicd station activities indudinij Unit 1 poiver operalrons & Unit 

2 po^^er ascension tesirng plant tours, surveillance, mamt & physical Security 
JOHNSON J R Region 1, OJe of the Director 80/02/19 26pp 44556 156 44556 181 

8803070252 Forwards change to security training & qualification plan End withheld (ref 
IOCFn2 790) 

BERAfTA.JP Niagara Mohawk Power Corp 88/03/01 MURLEYJE Office of Nu 
clear Reactor Rcgulalion Director (Post B70111) ip 14695 181 44695 164 

8803300006 Forv/ards lechnical evaluation repl (TER) re fire protection OA program, per 
071013 ItrNRC concurs w/TER & finds Rev 1 to fire protection QA program accepla 
b!e 

HAUGHEY.M F Project Directorate I 1 08/03/26 MANGAN.C V Niagara Mohawk 
Power Corp 4pp 44908 216 44908 223 

“8803300012 ' Nine Wile Point Units 1 & 2,Fire Protection QA Program," technical eval 
□atjon rept 

• Scienca Applications fnlernational Corp (formerly Science Applrcations, Inc ) NRC 

03 87 029 80/02/18 NRC - No Detailed Affiliation Given 4pp 44908 220 4490B 223 


J Insurance & indemnity Information 

8803170319 Forwards Endorsements 1 2 to NELIA Certificate NVV 187 Endorsements 
1 2 to MAELU Ccrtificale MW 202.Endorsemenls 1 3 to NELIA Certificate NW 78 & 
Endorsements 1 3 to MAELU Certificate MW 18 

OCONNOR.DJ Marsh & McLennan, Inc 80/03/09 DINITZ.I Oflice ol Nuclear Re 
actor Regulation, Director (Post 870411) 137pp 44726 001 44726 142 

8803310013 Forwards listed endorsements to listed polictes,including Endorsemant 102 
to MAELU Policy MF 26. Endorsement 123 1o NELIA Policy NF'76, Endorsement 71 lo 
MAELU Policy MF 56 & Endorsement 89 lo NELIA Policy NF 189 
0'CONNOR,OJ Marsh & McLennan, Inc 60/03/22 DINITZ I Ofhee of Nuclear Re 
actor Regulalion Director (Post 870411) 53pp 44910 099 44918 151 


P Operating license stage documents & correspondence 

8712280046 Summary of 670909 10 meeting w/ulil re NRC questions & comments on 
facility inservice insp testing program Discussion of queshons/comments end 
BENEDICT.RA Project Directorate II 87/12/17 MANGAN,CV Niagara Mohawk 
Power Corp 42pp 44562 285 44562 327 

8802290334 Forwards ulil response to Generic Hr 88 02 formal re ISAP II Requests info 
ro program scope, schedule & engineering acceptance criteria before definitive com 
mitment made 

MANGANCV Niagara Mohawk Power Corp 88/02/19 Document Control Branch 
(Document Control Desk) 4pp 44567 311 44567 314 

8802250195 Generic Llr 88 04 to all nonpower reactor licensees ro distribution of gems 
irradiated in research reactors Sve list end 

MIRAGLIA,FJ Associate Director for Projects (Post 87041 1) 88/02/23 Consolidated 
Edison Co of New York, Inc 11pp 44553 345 14553 355 

8803070067 Forwards application lo use alternalive lo requiremenls of 10CFR50 55a re 
liydrostatic testing associaled w/removal of mam stream warmup valves Fee paid 
LEMPG£S,TE Niagara Mohawk Power Corp 08/03/01 Document Control Branch 
(Document Control Desk) 4pp 44633 135 44633 138 

8803090016 Fonvards corrected copy of End 1 to NRC 071217 summary of 870909 10 
meeting on inservice testing program W/o end 

BENEDi^CT.R A Project Directorate I 1 BB/03/03 MANGAN,CV Niagara Mohawk 
Power Corp Ip 44649 012 44649 012 ^ 

8803170254 Application for amend to License OPR G3.revising Tech Specs 31 2 & 
4 1 2 re liquid poison sys & associated bases 

MANGAN.C V Niagara Mohawk Power Corp 88/03/07 Document Control Branch 
(Document Control Desk) 4pp 44731 199 44731 210 

”®®03J^70256 Proposed Tech Specs 3 1 2 & 4 1 2 re liquid poison sys & associated 

’ Niagara Mohawk Power Corp 88/03/07 0pp 44731 203 44731 210 

9 ^ oposb 6 Tech Spec amend re reload Cycle 
GEBxflEB bundle lOiBKhdle Type BD321B.is 

MANGAN.C V Niagara Mohawk Power Corp 88/03/09 Document Conlrof Branch 
(Document Control Desk) 3pp 44717 052-44717 054 wranen 

8803150183 Provides add! info to support NRC review of util 800301 cxemolton reauest 

requQsl (or relief from Section XI of ASME Boiler & 
Pressure Vessel Code ro performance of sys leakage lesf of RCPB Sufficient basis to 
provided Request for reltef denied ^I'Titciom oasis to 

Co,;Tp '^■agaraMohawh Power 

8883210457 Fonwards Amend 95 to License DPR 63 a safely evaluaiion Amend re 
''^sse! temp for preLSor& assSted 
bases Change necessary due to measured ml ductility temp shifts of vessel mall sam 

MANGAN,CV Niagara MohawK 

CAPflA.RA Projecl Directorate M 80/03/15 tOpp 44738 226 4473B 235 


8803210373 Trip rept of site visits to Nine Mile Point 1 & Susquehana 1 & 2 on 800210 
& 11, respectively, to review venting operating emergency procedures jointly w/associ 
ated P&IDs & plant waikdowns (or possible implementatior^ problems 
BUTLBR.WR PfOjDCl Directorate 12 REGAN WH Human Factors Assessment 
Branch 88/03/16 VARGA,S A Division of Reactor Projecls * I/ll (Post 070411) 
ROE.J W Division of Licensee Performance & Quality Evaluation (Post 0704 1 1 ) 2app 
44755 232 44755 287 

8803220113 Summary of 880301 meeting w/util to discuss potential failure of scram 
discharge vol (SDV) level insirumenlalion lo detect high water levels In SDV List of 
altendees & agenda end 

HAUGHEY.M F Projecl Directorate II 88/03/17 Project Diroclorato f1 9pp 
44790 283 44790 291 

8803220364 Generic Ur 80 05 to al) licensees ol operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
m PWR plants Sve Nsl end 

MIRAGtIA.F Associate Director for Projects (Post 070411) 08/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44079 084 44079 126 

8803300101 Ack receipt ol 861230, Rev 3 lo NMPC QATR 1, "QA Topical Rept" 
Changes acceptable 

JOHNSTON, WV Region 1, Ofc of the Director 80/03/23 MANGAN.C V Niagara 
Mohawk Power Corp 2pp 44901 169 44901 170 


Q Inspection reports, IE Bulletins St correspondence 


0712280046 Summary of 070909 10 mooting w/util ro NRC quoslions & comments on 
facility inservice insp teslmg program Discussion of quoalions/commonis end 
BENEDICT.RA Projed Directorate I 1 87/12/17 MANGAN,CV Niagara Mohawk 
Power Corp 42pp 44562 285 44562 327 

8802290287 Rev 1 to nolifrcalion of Enforcement Conference Mooting 07 140 on 
000107 w/util rn King of Prussia.PA to discuss inacfoqualo dispositioning of Insorvico 
insp findings & licensee idonlified Toch Spec violations 

JOHNSON, JR Region 1, Ofc of the Director 87/12/22 Region 1, Ofc of Iho Diroc 
tor 2pp 44639 056 44539 057 


0803030231 Fowards Insp Ropls 50*220/87 25 & 50-410/87 45 on 071211- 800202 & 
notice of violalion Insufficient bases provided lo retract 870504 nollco of violation re 
inadequate reporting of substantial safely hazard 

KANE.WF Region 1. Ofc of the Director 80/02/26 MANGAN.C V Nlogora Mohawk 
Power Corp 2pp 44556 153 44556 181 

“0803030237 Notice of violalion from insp on 071211 000202 Violalion nolodtrip bot 
points for primary containment isolation sys Inslrumonts found lo have boon originally 
sot below trip setpoint specified in Toch Spec Table 3 3 2 2 
* Region 1, Ofc of the Director 80/02/26 Ip 44566 155 44550 155 

“8003030248 Insp Repls 50 220/07-25 & 50 410/87-45 on 071211 000202 Violations 
noted Major areas inspected slalion aclivilies including Unit 1 power operations 8 Unit 
2 power ascension tosting.plant tours, survoillanco.mainl & physical sociirily 
JOHNSON.JR Region 1, Ofc of Iho Director 80/02/19 26pp 4455G 156 44556 101 

8802250343 ‘'Rept on Fastener Testing to Dolormfno Conformanco W/ Apnllonblo Mall 
Specs" W/0802 19 Itr 

MANGAN.C V Niagara Mohawk Power Corp 00/02/20 50pp 44530 180 44539 229 

6802230035 NRC Info Notice 60 006, "Forofgn Objocls In Steam Qonoralors " Sve fist 
end 

ROSSI, CE Division of Operational Events Assessmoni (Post G70411) 80/02/29 
Consolidated Edison Co of New York, Inc 1 1Qpp 44554 263 44555 000 

8803(520036 NRC Info Notice 80 007, ‘‘Inadvorlont Transfer of Licensed Mall lo Uncon 
trolled Locations Sve list end 

^ Division of Industrial & Medical Nuclear Safely (Post 070/29) 
86/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001-44673 012, 

1 1 14 No violations notod 

JOHNSTON, WV Region 1, Ofc of the Director 00/03/07 MANGAN.C V Niagara 
Mohawk Power Corp 4pp 44715 267-44715 290 ^ 

‘-B8031S0095 Insp Repl 50 220/00 02 on 800111 14 No violation noted Major areas 
Iransionl & reviewed plant logs & equipment history records 
& prefiminary event re pipe stress analysis work 

447^5^1 44715 298*° ‘ Region 1, Ofc of Iho Dirodor 80/03/04 28pp 

violation & proposed imposition of civil pon 
ally in amount of $100,000 on or about 8B0314,based on operation of plant w/o dis- 
certain weld flaw indfcalions between June 19B6 & Sept 1907 
44726 m4li726 302^*^"* EnforcomonI (Post 870413) 00/03/00 Ip 

E Wmont In HFA Typo Latch- 


[n^ Rd^y Mfg by GE " Sve list end 

Sion of Operalional Evonis Assessment (Posl B70411). 00/03/10 

l.‘;or) nn. nf Nauj VnTU lt^r^ A^c-rn Anty m ' 


I'S f tvwdia nssussmeni u'osi 

Consofidaled Edison Co. of New York, Inc 120pp 44673.192-44673.319 


Reactions W/Radwasle Solidification 

ROSSI.C E Division of Operalional Events Assessment (Post 070411) 08/03/14 
Cor>sollda(ed Edison Co of New York, Inc 120pp 44772 253 44773 012 

8803220152 Discusses Insp Repts 60 220/07-21 & 50 410/07 39 on 071005- 30 & for- 
RuqsFn WT f proposed imposition ol civil penalty in amount of $100,000 

S u Region 1, Ofc of the Director 88/03/14 MANGANCV Niaoara 

Mohawk Power Corp 5pp 44803 020-44003 028 v. Niagara 


oval^jation supporting Amend 95 lo License DPR 63 
447381361)4738 237 '’‘’Bulation, Diteclor (Posl 870411) 08/03/15 2pp 


».wi«.iv,i u uiujjuacii Kii^jybmgn o) civii penally in amount of 
f measures for promptly identifying & correclmg conditions ad 
pnlqpi ? w nonconformances In insp program 

RUSSELL, WT Region 1, Ofc of the Director 08/03/14 4pp 44003,025 44803 020 
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8003210524 Advises lhaf ASME Code Cases N 278 & N-37S'2 lo bo used in mservico 
insp program acceptable & per Reg Guide 1 47.use provides acceptable tevel of qual 
ity & safely & will rot endanger life or property or common defense & security 
CAPRA. R A Project Directorate l-l 88/03/15 MANGAN.C V Niagara Moliawk Power 
Corp 4pp 44760 342 44760 345 

8803230068 Forwards response to 87 121 5 request for addi info re Inservice tnsp 
program AddI exams & evaluations performed as necessary to support requests tor 
relief Revit»ed relief requested will be submitted within 3 months after outage 
MANGAN.C V Niagara Mohawk Power Corp 08/03/15 Document Control Branch 
(Document Control Desk) 4pp 44Q49 1 17 44849 120 

8803210373 Trip repl of site visits to Nine Mile Point 1 & Susquehana 1 & 2 on 080210 
& 11. respectively, to review venting operating emorgency procedures jointly w/associ- 
ated P&lbs & plant waikdowns for possible implementation problems 
BUTLER.WR Projecl Directorate 1-2 88/03/16 VARGA, S A Division of Reactor 
Projects - I/ll (Post 870411) 28pp 44755 232-44755 287 

8803140284 NRC Info Notice B8 009, ’'Reduced Rofiability of Sloam Driven Auxifiaiy 
Foedwaler Pumps Caused by Instability of Woodward PG PL Type Governors ” Svc 
list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/03/18 
Consolidaied Edison Co of Now York. Inc 121pp 44857 056-44857 178 


H Periodic operating reports * related correspondence 


8803 160024 Monthly oporalinn rept for Feb 1988 W/8B0309 Itr 
ROMAN.T. LEMPGES.TE Nfagara Mohawk Power Corp 80/02/29 7pp 44727 034- 
44727 040 

8803040032 Forwards "Semiannual Radioactive Effluent Release Repl. Jul-Doc 1987 " 
Summary of hourly meteorological data collected for 1987 not provided w/rcpl,bul 
available upon request 

LEMPGES.TE Niagara Mohawk Power Corp 86/03/01 Document Control Branch 
(Document Control Desk) Ip 44571 332 44571 360 

-8603030291 "Semiannual Radioactive Effluent Release Ropl.Jul Dec 1907 " 

* Niagara Mohawk Power Corp 87/12/31 28pp 44571 333-44571 360 

8803210466 “Headquarters Daily Repl for 800314 '* 

* Radiation Pfoteclion Branch 00/03/14 63pp 44750 351 44760 054 


S. Reportable occurrences, LERs A related correspondence 


8803070219 Forwards "Repl for Feedwater Sys Transient of 871219" Rept Includea 
evaluation of transiont.ldonlifies mods to feedwater flow control valves & concludes 
that plant will bo safe for restart fallowing current refueling & maint outage 
LEMPGES.T E Niagara Mohawk Power Corp B0/O3/Of Document Control Branch 
(Document Control Desk) 2pp 44596 331-44597 259 

-8803070240 "Repl for Feedwater Sys Transient of 871219 " 

* Niagara Mohawk Power Corp 88/03/31 75pp 44596 332-44597 259 

-8003070245 Rev 3 to "Special Waikdown Procedure to Assess Effects of Dec 1987 
Feedwater Transient at Nine Mile Poinl-1 " 

KLOSOWSKf.LA Niagara Mohawk Power Corp 88/01/13 9pp 44597 046- 

44597 053, 

-8603070248 Rev 2 to "Special Supplemental Exam Procedures to Assess Effects of 
Dec 1907 Feedwater Transient at Nine Milo Polnt-I " 

KLOSOWSKI.LA Niagara Mohawk Power Corp 08/01/15 7pp, 44597*064- 

44597 061 

”8803070267 Rev 0 to "Special Snubber Insp & Testing Procedure to Access Effects of 
Doc 1987 Feedwater Transient at Nine Mile Point LfniF I " 

KLOSOWSKI.LA Niagara Mohawk Power Corp 80/01/07 6pp 44597 062- 

44597 067 

-8803070276 Rev 0 to "Fecdwater/HPCI Sys (From Feedwater Booster Pumps to Re- 
actor) Sys Description," for Numbers 26,29,29 1,30, 30 1.31,49,50 & 51 
QASSER.MT, BARRETT, HT Niagara Mohawk Power Corp 05/05/29 Slop 

44597.060 44597 118 

“8803070280 Rev 0 to "Engineering Invesligalion of Feedwater Sys Transient of 
871219" 

* Niagara Mohawk Power Corp 80/02/18 44pp 44597 119-44597 163 

-8803070306 "Research Repl on Melallurgical Investigations of Two Failed 
Compononls,Part One Plug & Valve Stem, Part Number FW-13A FCV.Part 
Two Stainless Steel Weld Metal From Feedwater Pipe to Niagara Mohawk Power 
Corp " 

BU(jHHEIT,R.D , GROENEVELD.T P Ballelle Memorial Institute, Columbus Laborato 
nos 8B/02/17 96pp 44597 164-44597 259 

8803250085 LER 88 005-00 on 0B0220,llquid poison sys isolation valves local leak rate 
tost failed Cause undetermined Valve Insp scheduled Work requests to repair valves 
generaled.W/860321 ilr 

MAZZAFERRO.P A . LEMPGES.TE Niagara Mohawk Power Corp BO/03/21 4pp 
44002089 44002.092 


V. Operator Examinations 


8803300140 Requests util review listed requirements for renewal of license & program 
requirements for req u all f I cation training Response as to how Jdivlduals meet require- 
ments requested within 30 days 

JOHNSTON.W V. Region 1, Ofc of the Director 08/03/22 MANGAN.C V. TU Electric 
(formerly Texas Utilities Generating Co) 3pp. 44901 207 44901,209 


DOCKET 50-225 API CRITICAL EXPERIMENT 


P. Operating license slago documents & correspondence 

8803150208 Final response to fOlA request Forwards App E document App E docu 
meol also available in PDR App F documanl partially withheld & App G document 
completely withhold (rof FOIA Exemptions 4 & 5),respectiv0fy 
GRIMSLEY.D Division ol Rules & Records (Post 870413) 88/03/08 AFTERGOOD.S 
Committee to Bridge the Gap 5pp 44690 071-44690 107 

-8707250228 Draft Commission paper re order modifying ficense to convert from high 
to low enriched U fuel for nonpower reactors Ofc of General Counsel reviewed paper 
& has no legal obleciton 

STELLO.V Ofc of the Executive Director for Operalions 87/07/13 t3pp 44690 077 
44690 009 


DOCKET 60-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

8803090028 Change to Page 14 ol Rev 5 to EPIP 300 7, "Personnel External Conlami 
nation Record " 

RIPSCH.M Commonwealth Edison Co 08/02/23 2pp 44675 904 44675 205 

8802290145 Rev 5 to Emergency Plan Implementing Procedure EPIP 300-7, "Roulino 
Personnel Oeconlaminatron (Primary Responsibility - Radiation Chemistry Director) " 

* Commonwealth Edison Co 88/02/29 21pp 44539 072-44539 092 

8803220343 Clarifies past App A submilials re common end.high impedenco faults & 
fuse pulling Listed questions documented in new submittal 

SILADY.JA Commonwealth Edison Co 88/03/15 MURLEY.TE Office of Nuclear 
Reactor Rogulalion, Director (Post 870411) 3pp 44787 196 44767 19B 


J. Insurance & Indemnity Information 

8803220401 Provides onsilo property damage insurance at listed facilitios.pur 
10CFR50 54(w}(4} which requires licensees to rept present sources & level of Insur 
ancQ 

MORGAN.WE Commonwealth Edison Co 08/03/15 Document Control Branch 
(Documont Control Desk) Ip 44789 101-44789 101 


P> Operating license stage documents correspondence 

0803100016 Forwards "Efliuenl & Waste Disposal Semiannual Ropl.Jul Dec 1987" & 
Rev 1 to "Dresden Nuclear Power Station Process Control Pronram " 
EENIGENBURG.E Commonwealth Edison Co 08/02/10 DAvIS.AB Region 3. Ofc 
of the Director Ip 44716 261-44716 283 

-0803180021 Rev 1 to "Dresden Nuclear Power Station Process Conlrol Program " 

• Commonwealth Edison Co 88/02/29 6pp 44716 270 44716 203 

0803010310 Forwards Amends 98 & 03 to Licenses DPR-19 & DPR 25. respectively & 
safely evaluation Amends dolele certain diesel gonarntor testing requirements to elimi 
nate unnecessary & excessive testing 

GROTENf lUIS.M Project Directorate 111-2 08/02/19 DUnERFIELD.L Common 
wealth Edison Co. 2pp 44541 013 44541 040 

-0803010318 Amends 98 & 93 to Licenses DPR 19 & DPR-25,rGspcctively. deleting 
certain diesel generator testing requiromonls to eliminate unnecessary & excessive 
testing 

MULLER.OR Project Directorate 111-2 68/02/19 23pp 44641 015 44541 037 

-8803010323 Safety evaluation supporting Amends 96 & 93 to Licenses DPR-19 & 
DPR 25,rospoclivoly. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/02/19 3pp 
44541 038 44541.040 

6002250195 Generic Ltr 80 04 to all nonpowor reactor licensees ro distnbution of gems 
Irradiated In research reactors Svc list end 

MIRAGLIA.FJ Associate Director for Pfojecis (Post 070411) 88/02/23 Consolidated 
Edison Co of New York. Inc. 1 1pp 44553 345 44553 355 

6803020160 Fonvards response to questions raised during 871123 telcon re executive 
summary rept for embedment plate assessment program 

JOHNSON,! M Commonwealth Edison Co. 08/02/24 MURLEY.T.E Office of Nuefear 
Reactor Regulation, Director (Post 870411) 4pp 44540 317*44548,320 

8803070325 Forwards Rev 49 to CE-1-A, *'OA Program for Nuclear Generating Pro 
grams," consisting of listed revised pages Rev reflects organization & lille changes as 
well os changes resulting from mock ASME surveys 

MORGAN, W Commonwealth Edison Co 00/02/26 Document Conlrol Branch (Docu 
menl Control Desk) tp 44604.306 44604 325 

8803160333 Lists steps already taken to estabtlsh onsite engineering & nuefear safety 
groups Duo to required experlonce level, vacant positions should bo filled by 800601 
SILADY,J A Commonwealth Edison Co 80/02/26 CRUTCHFIELD, 0 Division of Re 
actor Projects - 111,1 V.V & Special Projects (Post 870411) 2pp 44730 295 44730 296 

8803070290 Advises that util released from 870300 commitment to provide equipment 
out of*avc list to NRC on weekly basis Amount of equipment out-of-svc reduced to 
level consistent w/good main! practices. 

DAVIS,A B Region 3, Ofc of the Director, 88/03/01 REED.C Commonwealth Edison 
Co 2pp 44696 047 44596 04B. 

8803040176 Final response to FOIA request Forwards App M documents. Documents 
also available In PDR App N documents withheld (ref FOIA Exemplion 5). 
QRfMSLEY.DH Division of Rules & Records (Post 870413) 06/03/02 BOLEY.K 
Public Cilizon’s Critical Mass Energy Project 4pp 44583 016-44S83 079 
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—8512090317 Discusses post accredtdalton audits of util irarnmg p/ograms NUMARC & 
INPO requested NRG not to conduct audits Staff directed to proceed w/second post 
accredidation audit Dresden during wk of 651 118 

DIRCKS.WJ Otc of the Executive Director for Operations 85/11/18 PALLADINO. 
ROBERTS, ASSELSTINE Commissioners 3pp 41503 029 4-1583 031 

-8BO3040244 Forwards preliminary post accreditation audit reviews at Susquehanna on 
e51021*23.at Dresden on B5U16 21 & at Oconee on 851216 IB & repl on INPO 
B51210 follow up visit at Susquehanna 

DHNTON, HR Office of Nuclear Reactor Regulation, Director (851125 870411) 86/ 
01/28 PATE, 2 Institute of Nuclear Power Operations 48pp 41683 032 44583079 

S0O316O318 Application for amend to License OPR 25 revising Tech Specs to support 
refueling & startup for Cycle t1 operation Reload analyses performed by Cycle 11 fuel 
supplier.Advanced Nuclear Fuels & summary of reload design end Fee paid 
SI LADY, J A Commonwealth Edison Co 88/03/09 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 23pp 44714 262 44715 170 

-8803150342 Analysts Of Dresdsn Units 2 & 3 Operation W/One Relief Valve Oul Of 
Sve " 

SWOPE.DR. COLLINGHAM.R E , STOUT.R B Advanced Nuclear Fuels Corp (for 
merly Exxon Nuclear Co , Inc ) XN NF 64 49 84/09/28 25pp 44715 091 44715 115 

-0803150360 LOCA-ECCS Analysis for Dresden Units During Single Loop Operation 
W/Advancod Nucloar Fuels Corp Fuel’' 

SWOPE, 0 R Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc } ANF- 
87-111 97/09/28 55pp 44715 116 44715 170 

8803230105 Forwards response to Generic Llr 88 02, “ISAP H" Partial listing of ISAP 
resource requirements also enc) 

MORGAN.WE Commonwealth Edison Co 68/03/16 MURLEYJE Office of Nuclear 
Reactor Regulation, Director (Post 870411) 3pp 44849 095 44049 097 

8803220364 Generic Llr 86 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in P WR plants Sve list end 

MIRAGLIA,r Associate Director for Projects (Post 670411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 004 44879 126 


Q Inspecifon reports, IB Bulletins & correspondence 

8B022S0310 Forwards Safety Insp Repts 50 237/88 02 & 50 249/80 02 on 800112 
28 No violations noted 

HARRISON, JJ Region 3, Ofc of the Oireclor 86/02/19 REED.C Commonwealth 
Edison Co 2pp 44552 228 44552 239 

-8802250311 Insp Repts 50 237/89 02 & 50 249/88 02 on 0801 12 28 No Violations or 
deviations noted Major areas inspected licensee implementation o( Generic Llr 03 28 
in areas of equipment classification & vendor interface 

NEfSLER.JH, GARDNER, RN Region 3, (3fc of the Director 88/02/19 lOpp 
44552 230 44552 239 

0802230035 NRG Info Notice 88 006 "Foreign Objects in Steam Generators’' Sve list 
end 

ROSSI, CE Division! ol Operational Events Assessment (Post 870411) 88/02/29 
ConsolidalGd Edison Co of New York Inc llBpp 44554 253 44555 009 

0803020036 NRC fnfo Notice 88 007, "inadveriont Transfer of Licensed Mall to Uncon 
troifed Locations “ Sve list end 

CUNNING HAM, R E Division of Industrial & Medrcal Nuefear Safely (Post 870729) 
68/03/07, Consolidated Edison Co of Now York. Inc I2pp 44673 001 44673 012 

8803QD0164 Advises that faafily to bo included in omorgoncy oporaling procoduro 
<EOP) insp program Insp will evaluate applicability & usoability ol oxisling EOPs across 
nation D Florek loam leader for facility 

WRIGHT, GC Rogron 3, Ofc of Iho Director 08/03/07 REED.C Commonwonllh 
Edison Co 2pp 44664 359 44664 360 

Q803{f4D062 NRC Bulldim 08 003, "Inadequate Latch Engagement In HFA Type Latch 
mg RgI^ Mfq by GE •• Svc list end 

ROSSI, CE uivjsion of Operational Events Assessment (Post 670411) 68/03/10 
Consolidaled Edison Co of New York, Inc 128pp 44673 192 44673 319 

0803080148 NRC Into Notice 68 009, "Chemical Reactions W/Radwasle Solidification 
Agents" Sve list ond 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 86/03/14 
Consolidaiocf Edison Co of New York, Inc 120pp 44772 253 44773 012 

0003220208 Responds to NRC 88021 1 nolico of violation & proposed imposition of civil 
ponally in amount of $50, 000, Corrective actions limiling condition for operation & Tech 
Spec limedock board established in control room Remits penally 
REED.C Commonwealth Edison Co 68/03/15 LIESERMAN.J Ofc of Enforcement 
(Post 870413) 7pp 44843 014 44943 020 

0803140284 NRC Info Notice 68 009. "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors " Svc 
list and 

ROSSI, CE Division of Operational Events Assessment (Post B7041I) 88/03/18 
Consotidaied Edison Co of Now York, inc 121pp 44857 058 44857 178 

8003250176 FoAvards Safely Insp Repts 50 254/87-28 & 50 265/87-20 on 070914- 
860304 & riotice of violation 

HARRISON, JJ Region 3. Ofc of the Director 88/03/10 REED.C Commonwealth 
Edison Co 2pp 44913 005 44913 0B4 

-0803260182 Forwards "Evafualion Rept on Ffued Head Anchor Design” Repl pro- 
pared based on audjt of design calculations by ulil, Sargent & Lundy & Impel) Corp 
BANDYOPADHYAY Brookhaven Nalronal Laboratory 88/02/10 KUO.PT Mechanical 
Engineering Branch Ip 44913 050 44913 050 

-0003250189 ''Evaluation Rept on Flued Head Anchor Design " 

BANDYOPADHYAY, GROSSMAN.W Brockhaven National Laboratory, 00/02/29 
14pp. 44913 051 44913 064 


8803300958 Forwards response to NRC 880205 Bulletin 80 001 requesling holders of 
OLs or CPs for Weslinghouse designed nucloar power reactors w/steam generators 
having carbon steel support plates, implement actions specified in bulletin 
MORGAN.W E Commonwealth Edison Co 80/03/24 DAVIS, A B Region 3, Ofc of 
the Director 6pp 44913 212 44913 217 


R, Periodic operaUng reports & related correspondence 


8003180016 Forwards "Effluent & Waste Disposal Semiannual RepLJul Dec 1907” & 
Rev 1 to "Dresden Nuclear Power Station Process Control Program " 

EENIGENflURG.E Commonwoallh Edison Co 08/02/10 DAVtS.A B Region 3, Ofc 
of the Director Ip 44716 261-44716 283 

-0803160321 "Effluent & Waste Disposal Semiannual Repl.Jul Dec 1987 " 

* Commonwealth Edison Co B7/12/31 16pp 44716 262 44716 277 

6803040061 Forwards occupational radiation exposure porlrons of plan! operating ropls 
KOVACH,T J Commonwealth Edison Co 08/02/29 DAVIS, B Region 3, Ofc of Iho 
Director Ip 44612317-44612 338 

-8803080360 "1987 Rept Of Occupational Personnel Radialion Doses ” W/ 080218 hr 
EENIGENBURG.E Commonwoallh Edison Co DRP 1160 5 R01 87/12/31 DAVIS, 0 
Region 3, Ofc of Iho Director 4pp 44612 318-44612 321 

8803170108 Monthly operating repts for Feb 1088 W/0aO3O7 hr 
MAXWELL,OC, EENIGENBURG.E Commonweallli Edison Co 88/02/29 20np 
44730 040 44730 059 


8803150267 Forwards monlhly status rept for 880121 0219 to provide NRC mgt & 
p^ubtic w/overview of plant aclivilios & NRC Insp aclwilies 

RING, M A Region 3, Ofc of the Direclor 80/(33/09 GREENMAN.E G Region 3, Ofc 
of the Direclor 3pp 44720 026 44728 028 

8803210456 "Headquarters Daily Rept for 080314 ' 

' Radralton Proleclion Branch GG/03/14 fa3pp 44759 351 44760 054 


S Reportable occurrences. LERs & related correspondence 


0803040211 LER 88 002 00 on 80020 l.idonlifiod deficiency in weekly APRM survoil 
lance procedure operational surveillance, APRM rod block & scram function 
tost Caused by procedural deficiency Procoduro to be revised to ensure weekly 
teslsW/060229llr 

MAGROW.R, EENIGENBURG.E Commonwealth Edison Co 08/02/29 4pp 
44601 226 44601 231 


V. Operator Examinations 


8803150180 Requests thal ulil provide end ref matls for operator & senior operator li 
censing exams scheduled for wk of 080711, per 000229 lelcon between J Bjorgon & 
8 Scotl Rules & guidance for administering wrltlen exams listed in Enel 3 
WRIGHT, GC Region 3, Ofc of the Director 08/03/08 REED.C Commonwoallh 
Edison Co lipp 44720 011 44720 021 

0803250089 Forwards revs to guidance for trial NRC requalificalion exams re lessons 
learned from exams at H8 Robinson plant W/o end 

WRIGHT ,GC Region 3, Ofc of the Direclor 88/03/18 REED.C Commonwealth 
Edison Co 2pp 44801 095 44801 096 


DOCKET 60-238 NUCLEAR SHIP SAVANNAH 


0. Inspection reports, IE Bulletins & correspondence 

0803280045 Forwards Insp Repl 60 238/87 01 on 071125 27 & 1211 & nolico of 
violation Deficiencies re reactor compaflmonl access Inlrusion alarm & lime spent in 
foslricled areas should be addressed in response to violations 
VERRELLI.DM Region 2. Ofc ol the Director, 88/03/14 Soulh Carolina, Stale of 
2pp 44921 069 44021 096 

-8803200047 Nolice of violation from msp on 871125-27 & 121 tViofalions 
noted entrances to Cargo Hold 4 at Deck D found unsecured w/ no warning signs or 
seats 

VERRELLI.DM Region 2, Ofc of the Oireclor 88/03/14 Ip 44921 091-44921 091 

-8803280052 Insp Repl 50-238/87 01 on 871125 27 & 1211 Violalions noted Major 
areas inspected radiation protection 

MCCOY.FR. BASSEn.dH, FREDRIGKSON.P Region 2, Ofc of the Director 88/ 
03/09 5pp 44921 092-44921 096 


R. Periodic operating reports & related correspondence 

0803070211 Forwards "Annual Survey Repl NS Savannah" & "ConlroJIod Area Sun/ey 
Repl,” including status of facility, results of annual radiation surveys & monitoring of 
stalic dosimelGf readings & semiannual environ sample analysis survey submitted 
WALDROP, C G South Carolina, State of 08/02/28 Document Control Branch (Docu- 
ment Control Desk) 6pp 44893 056 44893 092 

-8003070214 "Annual Survey Repl NS Savannah.” consisting of TLD monitoring 
repi.envifon sample analysis ropLdirect radiation survey & contamination survey re- 
sults 

♦ Soulh Carolina, Slate of 87/03/26 16pp 44893,064 44893 079 

“0803070216 "NS Savannah Controlled Area Survey Repl ” Areas surveyed lower sec- 
ondary containment starboard & port stabilizer, cola chom tab & hot chem fab 

* South Carolina, Slate of 87/04/10 13pp 44893 080 44893 092 
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DOCKET 50-24 1 MISSISSIPPI STATC UN|V, RESEARCH REACTOR 


Q Inspection reports, JE Bulletins & correspondence 

6803280005 Discusses Insp Repis 50 250/87 44 & 50 251/07-44 on 871010 1112 & 
proposed violation ro manipujation ol reactivity controls by non-Iiccnsed shift techni 
cian on 0709 13, contrary lo 10CFR50 54(0 

GRACE.JN Region 2, Ole of the Director 88/03/17 WOODV.CD Florida Powers 
Light Co 2pp 44912 001-44912 002 


DOCKET 50'243 OREGON STATE UNIV. RESEARCH REACTOR 


V Operator Examinations 

8803220331 Forwards "Requalification Program for Licensed Operators of Oregon State 
Unv Triga Reactor (OSTR) " 

JOHNSON, AG Oregon Slate Univ, Corvallis, OH 88/03/15 Document Control 
Branch (Document Control Desk) lp 44843 007 44843 013 

'-8803220369 ‘‘Requalification Program lor Licensed Operators of Oregon State Univ 
Trraa Reactor (OSTR)” 

* Oregon Slate Univ , Corvallis, OR 88/03/15 6pp 44843 008 44843 013 


DOCKET 50-244 ROBERT EMMET QJNNA NUCLEAR PLANT, UNIT 1 


P. Security, medical, emergency & fire protection plans 

8803080408 Forwards SALP Repl 5o 244/86 99 on June 1986 - Nov 1987 Informs of 
meeting to be scheduled to discuss assessment & plans lo improve mgt effective use 
ol QA/QC uTgaryiafions as mgt 

RUSSELL, WT Region 1, Ofc of the Director 88/03/02 SNOW, BA Rochester Gas 
& EfeClric Corp 2pp 44841 087 44641 139 

-8BO3O0O416 SALP Rept 50 244/06 99 for Juno 1986 - Nov 1907 

* Region 1, Ofc of the Diroctor 08/03/02 51 pp 44641 089 44641 139 

8803160256 Forwards revised emergoricy plan Implementing proceduros, including Rev 
11 lo SC 240, "PfOteclive Action Recommendations" & flov 13 to SC 601, "Unusual 
Even! Notification " & Rev 6 to "Nuclear Emergency Responso " 

SNOW, BA Rochester Gas & Electric Corp OD/03/09 Documenl Control Branch 
(Oacumenl Conlrof Desk) STAHLE,C PWR Prolecl Directorate 1 Ip 44730 310 
44731 035 

-8803180141 Revised emergency plan implementing procedures, Including Rev 11 to 
SC 240, "Protective Action Recommendalions," Rev 13 to SC 601, " Unusual Event 
Notification’' & Rev 18 lo SC 602, "Alert Nolifrcatlon " 

SPECTEn,SN Rochester Gas & Eloclric Corp 88/02/24 GOpp 44730 311 
44731 011 

-8803180144 Rev 6 lo "Nuclear Emergency Response Plan" 

* Rochester Gas & Electric Corp 87/12/31 25pp, 44731 012 44731 035 


J, Insurance & Indemnity Information 

8803310013 Forwards fisted endorsements to listed poNcios, Including Endorsement 102 
to MAELU Policy MF 26.Endor9emont 123 to NELIA Policy Nr-76.Endor8om0nt 71 lo 
MAEIU Policy MF-56 & Endorsement 89 to NELIA Policy NF-189 
O'CONNOR.OJ Marsh 6 McLennan. Inc 08/03/22 DINITZ.f Office of Nuclear Re 
actor Regulation, Director (Post 870411) 53pp 44918 090 44918 151 


P, Operating license stage documents & correspondence 

8803020101 FOIA request for end stated documents re reactor vessel mail repts 
CONNOR, L Doc Search Associates 00/01/15 Division of Rules & Records (Post 
870413) lOpp 44554 001-44554 010 

8803010317 Forwards util response to Generic Ltr 08-02 ro ISAP 11 Participation in pro 

g ram declined 

NOW.B A Rochester Gas & Electric Corp 08/02/22 NRC ' No Detailed Affiliation 
Given app 44551 280 44561 290 

8802250195 Generic Ltr 68'04 to all nonpower reactor llconsoos ro distribution of gems 
irradiated in research reactors Sve list end 

MIRAGLIA,F J, Associate Director for Projects (Post 870411) 80/02/23 Consotidated 
Edison Co of Now York, Inc 1 1pp 44553 346-44553 355 

8603030139 Forwards corrected summary rept on Multi-Plant Action D 05 re upper plen 
lum inloclion.recommondalion concerning generic priority & Items for senior mgt atlon 
lion 

Dl lANNLOC Project Direclorate fIM 00/03/01 VARGA.SA Division of Reactor 
Proiacls ' \{\\ (Posl 87041 \) Spp. 44566 057-44566 059 

8803090169 Discusses facility sleam generator snubber roplacoment program & plans 
to replace snubbers w/rigfd slrucfured members NRC will request that util submit Info 
as amend lo license to complete technical review within 90 days 
WESSMAN,R H Project Dfrectorata 1-3 86/03/04 MARSH,B Mechanical Engineering 
Branch 2pp 44657:312.44657 313 

8803220364 Generic Ltr 88 05 to all licensees of oporalmg PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

M1RAGLIA,F Associate Difodor for Projects (Post 870411) 80/03/17 ConsoJidaled 
Edison Co of New York, Inc 43pp 44079 004-44879 128 

8803220412 Final response to FOfA request for documents Forwards App C 
documents Documents available in PDR, 

QRfMSLEY.D, Division of Rules & Records (Post 870413) 88/03/18 CONNOR.L 
Doc-Search Associates 2pp 44791.016-44791-178, 


-8803220430 "Analysis of Capsule V from Rochester Gas & Electric RE Ginna Unit 1 
Reactor Vessel Surveillance Program ” 

MAGER.TR Westmghouse Electric Corp 73/04/01 55pp 44701 028 44791,061 

0803250288 Provides minor clarification lo safely evaluation accompanying 880223 
Amend 95 to License DPR IB 

SNOW.B A Rochester Gas & Efecinc Corp 88/03/21 STAHLE.C NRC No Detailed 
Affiliation Given Ip 44913 153 44913 153 

0803290387 Notifies of Change of mailing address for monthly operating repls to slated 
address 

STAHLE.C Project Directorate I 3 88/03/24 KOBER.R W Rochester Gas & Electric 
Corp 2pp 44896 355 44896 356 


Q Inspection reports, lE Bullotfns & correspondence 

8803030181 Forwards Exam Rept 50 244/U7.220L of exam administered during week 
of 871005 

GALLO, R M Region 1, Ofc of the Director B7/ 12/07 KOBER.R W Rochester Gas & 
Electric Corp 2pp 44557 032 44557 233 

-8803030192 Exam Rept 50 244/07 220L during week of 071005 Exam rosulfs six 
senior reactor operators & four reactor operators passed all exams & one reactor op 
erator failed written exam 

TEMPS.RR, KELLER.RM Region 1. Ofc of the Director 07/11/24 200pp 
44557 034 44557 233 

8802230035 NRC Info Notice 88 006, "Foreign Objects in Steam Generators " Sve lisl 
end 

ROSSI, CE Division of Operational Evenls Assessment (Post 070411) 08/02/29 
Consolidated Edison Co of Now York, Inc l iflpp 44554 253 44555 009 

8603150261 AcK receipt of ufil 0801 15 Hr informing NRC of steps taken lo correct violfi 
lions noted m fnsp Rept 50 244/87 23 

JOHNSTON.WV Region 1, Ofc of itie Director 80/02/20 SNOW.BA Rochester 
Gas & Efodric Corp 2pp 44717043 44717047 

0003080408 Forwards SALP Rapt 50 244/06 99 on Juno 1986 - Nov 1907 Informs of 
meeting to bo scheduled lo discuss assessment & plans to improve mgl effective use 
of OA/QC organizations as mgt tool 

RUSSELL.WT Region 1, Ofc of the Director 80/03/02 SNOW.BA Rochesfor Gas 
& Eledric Corp 2pp 44641 087*44641 139 

-0003080416 SALP Rept 50 244/86 99 for Juno 1980 Nov 1907 
• Region 1. Ofc of Iho Director 88/03/02 51 pp 44641 089 44641 139 

8803020036 NRC Info Notice fifl 007, "Inadvertonl Transfer of Licensed Mall lo Uncon 
trolled Locations " Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
08/03/07 Consotidated Edison Co of Now York. Inc 12pp 44673 001 44G73 012 

8803180001 Forwards "Summary Exam Repl for fOyo Steam Generator Eddy CurronI 
Insp" qf plant Repl tdenliftes tubes inspected, location & extent of indication & lubes 
that have been plugged or sleeved 

SNOW.BA Rochester Gas & Electric Corp 80/03/0/ STAHLE.C NRC No Detailed 
Affiliation Givon ip 44778 253 44778 205 

-8803180002 "Summary Exam Rept for 1988 Sioam Generator Eddy Current Insp " 
HENRY,GL, CURTIS, A E Rochester Gas & Electric Corp 88/02/29 42pp 
44770 254 44778 295 

8803040062 NRC Bulletin 88 003, "Inadoquafe Latch Engagemenf in HFA Type Latch' 
mg Relay Mfg by GE ’’ Sve list end 

ROSSI, CE Division of Onerational Evenls Assossmonf (Post 070411) 08/03/10, 
Consotidated Edison Co of New York, fnc 128pp 44673 192 44G73 310 

8803080148 NRC Info Notice 06 008. "Chomical Roacliens W/Radwaslo Solidification 
Agents " Sve list end 

ROSSkCE Division of Opernttonal Events Assessment (Post 070411) 08/03/14 
Consolidated Edison Co or Now York, Inc 120pp 44772 253 44773 012 

0003140284 NRC Info Notice 88 009, "Reduced RQliobillly of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governor*!" Sve 
Ust end 

ROSSf.CE Division of Operational Events Assessment (Post 070411) 88/03/18 
Consolidated Edison Co of Now York, (nc 121pp 44857 058-44057 170 

8803290222 Forwards Safely Insp Ropi 50 244/08 01 on 000124 0306 Apparent viola- 
tion noted in area of radiation controls Request that ulil address addi violation in re- 
spouse to notice of violation in Insp Rent 50-244/08 02 

BETTENHAUSEN.L Region 1. Ofc of Iho Director. 80/03/22 KOBER.R W Rochesler 
Gas & Electric Corp 2pp 44903 207-44903 309 

-8003290226 fnsp Ropf 50 244/88 01 on 800124 0306. Violations noted Maior areas 
Inspeded, station activities including followup of open items, plant shutdown for 
refueling.rofuoling activities & safety sys waikdowns 

COWGILL.CJ Region 1, Ofc of Iho Diredor 88/03/21 lipp 44903 209 44903 309 


R. Perlodfc operating reports & related correspondence 


8003020136 Monthly operating rept for Jnn 1988 W/OB0210 Ur 
MCNAMARA AEv SNOW.BA Rochester Gas & Electric Corp 80/01/31 6pp 
44589 113 44589 110 

8803210456 Monlhly operating repl for Feb 1988 W/88031 1 Mr 
MCNAMARA.AE, SNOW.BA Rochester Gas & Electric Corp 00/02/29 Opp 
44802 346 44002 353 

0803210456 "Headquarters Dally Repl for 000314 " 

* Radiation Protection Branch 8B/03/14 63pp 44769 351 44760 0S4 
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S Reportable occurrences, LEFfs & related correspondence 

0003140134 LER 68 001 00 on B 8 020 5 reactor inp occurred Caused by hiqher ihan 
noffTial count rale on source range (SR) nuclear inslrumenlalion sys due to faulty con* 
neclors a1 detedors SR detectors roptacedW/ 880307 Ur 

b;\CKUS.WH, SN0W.8A Rochester Gas & Eleclric Corp 68/03/07 Bpp 
44702 244 44702 25 1 

0003170225 PNO 1-88 031 on a80314.sleam generator jel air ejector radiation monitor 
alarmed Caused by steam generator 8 leakage grealer lhan Tech Spec limit Reactor 
shut dotvn from 60% power to repair steam generator B 

MARSCHALL.C COWGILLC Region 1. Ofc o1 the Director 88/03/15 Ip 
44739 246 14739 246 

8603240270 ROon 6B0314,radiatJor) process monitor R 15 alarmed, indicating possible 
steam generator tube leak Leak confirmed by analysis of steam generator blowdown 
& air in^eclor sys grab samples Reactor shut down 

SNOW, 0 A Rochester Gas & Electric Corp 68/03/15 Document Control Branch 
(Document Control Desk) 3pp 44844 060 44844 062 


V. Operator Examinations 

6803030101 Forwards Exam Repl 50 244/87*2201 of exam adminislored during week 
o! 871005 

GALLO.R M Region 1, Ole of the Director 87/12/07 KOBER,R W Rochester Gas 8 
Efociric Corp 2pp 44557 032*44657 233 

-8003030192 Exam Repl 50 244/87-220L during week of 871005 Exam results six 
senior reactor operators & four reactor operators passed all exams & one reactor op- 
erator failed written exam 

TEMPS.flR. KELLER, RM Region 1. Ofc of Ihe Director 87/11/24 2D0pp 
44557 034*44557 233 

8803080408 Forwards SALP Rept 50 244/86 99 on Juno 1986 Nov 1987 Informs of 
meeting 1o be scheduled to discuss assessment & plans to improve mgl effective use 
of OA/QC organizations as mgt tool 

RUSSELL.WT Region I.Ofcoflhe Director 88/03/02 SNOW, BA Rochester Gas 
& Electric Corp 2pp 44641 087 44641 139 

-88030804 1 6 SALP RopI 50 244/86 99 for June 1986 Nov 1 987 
* Region 1, Ofc of the Director 88/03/02 5lpp 44641 069 44641 139 


DOCKET 50*245 MILLSTONE NUCLEAR POWER STATION, UNJT 1 


F. Security, medical, emergency & fire protection plans 

6603010392 Ack receipt of 880129 response to violations noted in Insp Repis 60 245/ 
87-22,50 336/87*20,50 423/07-18 8 50 423/87-21 NRC maintains that violation ro 
glass insert on door forming portion of vilaf area barrier occurred as staled 
□EBERMAN.J Ofc of Enforcement (Post 870413) 88/02/29 MROCZKA.EJ North 
oasL Nuclear Energy Co (subs of Northeast Utilities) 3pp 44531 065 44531 087 

6003060188 RevisccT corporate organization for nuclear incidents procedures Including 
Rev 45 lo CONI labfe of cements, Rev 27 to CONI 1 02, “CorporaKon Organization for 
Nuclear Incidents" 4 Rev 16 to CON1 1 03 W/6B0301 Hr 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Uliimes) 

MROC2KA,E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Utif 
ities 88/03/01 217PP 44656310 44657 156 

8803080206 Revised emergency plan implementing procedures, including Rev 81 lo 
£PIP forms index & Rev 6 to EPIP Form 4701 4, "Reportabilily " W/fl80303 ftr 
MROCZKA,EJ Northeast Nuclear Energy Co (subs of Noilheasl Utililies) 

MROCZKA.EJ Northeast Utilities 88/03/03 20pp 44656182-44656 201 

8803170069 Forwards Insp Rept 50 245/68 02 on B80101 0206NO violalions 
noted Repl discusses three incidents atiributable lo failure to follow established 
procedures No enforcement will be taken 

BETTENHAUSEN.L Region 1, Ofc of Ihe Director 86/03/04 MROCZKA.EJ North- 
east Nuclear Energy Co (subs of Northeast Ulililies) 2pp 44725 089 44725 105 

-6803170075 Insp Repl 50-245/80 02 on aBOtOI'0208 No violations noted Malor 
ereas inspecteo plant operations, physical security, second 10 yr insorvico tosling 
program, unplanned radwasie discharge, spent fuel pool overflow & fE DuHelin 87*002 
WCCABE.eC Region 1, Ofc of the Director 88/03/01 15pp 44725 091 44725 105 


J. insurance & Indemnity Information 

8003170319 Forwards Endorsemenls 1-2 lo NELfA Corlificale NW-187. Endorsements 
1-2 to MAELU Cerliricate MW 202,Endorsemen1s 1-3 to NEtiA Certificate NW-78 & 
Endorsemenls 1 3 to MAELU Cemiicato 

O'CONN0R,OJ Marsh & Mclennan, fnc, 88/03/09 DINITZJ Office of Nuclear Re- 
actor Regulalron. Direclor (Post 870411) 137pp 44726001 44726 142, 


P Operating Ifcenso stage documents & correspondence 

8603080047 FOIA requesl for documenis re purchase.shipmeni, distribulion.fnsiaflalion 
& removal of asbestos & asbestos containing products at various nuclear power sta- 
tions in State of CT for Jan 1966 Doc 1075 

FIEDLER,RL Ashcraft A Gerel 88/02/18 GRIMSLEY.D Division of Rules & Records 
(Post 670413) 2pp 44033 237 44633 230 

8002250195 Generic Llr 88*04 to all nonpowor reactor licensees re distribution of gems 
irradiated in research readers Sve list end 

WlRAGLfA,FJ Associate Director for Projects (Post 870411) 06/02/23 Consolidated 
Edison Co of New York. Inc 1 1pp 44553 345 44553 355 

8803070151 Forwards Amends 100,14,125 & 15 (o licenses DPR 61, DPR 21. DPR 65 
& NPF-45, respectively & safety evaluation Amends modify Tech Spec 653 9 b to 
Identify nuclear review board minufes as acceptable moans to forward certain repts 
SrOL2,JF Project Directorate f4 68/02/23 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Norlheast Utililies) 6pp 44607065 44607096 


-8803070173 Amends 100.14,125 & 16 to Licenses DPR-61.DPR*ai,DPR 65 & NPF 
4 Sjespectivoly, amending Tech Specs lo iper^lify nuclear review board minutes as ac 
ceptable means lo forward certain repts & having max of 12 h conllnuous planned 
inoperability 

STOLZJF Prelect Directorate I 4 88/02/23 23pp 44607 071-44607 093 

-8803070187 Safely ovafualion supporting Amends 100,14,125 A 15 lo Licenses DPR 
61. DPR 21. DPR 66 & NPF 4 5. respectively 

* Office of Nuclear Reactor Regulation, Direclor (Post 070411) 00/02/23 3pp 
44607 094 44607 096 

8803220364 Generic Ltr 80 05 to all licensees of operatirig pWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in PWfl plants Sve list end 

MIRAGUA.F Associate Director for Pfoiecls (Post 870411) 88/03/17 Consolldaled 
Edison Co of New York, Inc 43pp 44879 084 44879 126 

8003240344 Forwards Amend 15 to License DPR-21 & safety evaluation Amend do 
letes Tech Spec Tables 361aA36lbrd listing of safety related hydraulic & me 
chanical snubbers A changes testing & su/veiilonce requirements 
BOYLE.ML Project Oiroctorate <4 88/03/17 MROCZKA,EJ Norlheast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 44055 324 44055 338 

-8803240381 Amend 15 to License DPR-21. deleting Tech Spec Tables 361a & 
3 6 1b re listing of safely related hydraulic & mocnanlcal snubbers, respectively & 
makes cliangos to testing & surveiHance requirements tor snubbers 
STOL2.JF Project Directorate ( 4 88/03/17 9pp 44855 326 44855 334 

-8803240383 Safety evaluation supporting Amend 16 to License DPR-21 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/03/17 4pp 
44855 335 44655 330 

8803310269 Forwards notice of consideration of Issuance of amend lo License OPR-21 
A opportunity for hearing on 070317 request to delete ref to etoclrical power & 
change scram bypass setpoints & inp sellings In Tech Specs 
BOYLE.ML Pfolecl Directorate 14 88/03/24 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Northeast Ultlilfes) 2pp 44920 322 44920 328 

-0803310284 Notice of consideration of issuanco of amend to License OPR-21 & op 
portunity for hearing on util requesl to delete ref to efaclncal power A change scram 
bypass selpoints to 50% of rated thermal power & flux scram trip sotting 
STOL2.JF Project Oirociorato 14 80/03/24 4pp 44920324-44920 320 


Q, Inspection reports, IE Bulletins & correspondence 

0803010083 Forwards Insp Repts 50*245/08 01,50*336/08*01 S 50 423/08 01 on 
880112 15 No violations noted Radiation program effochvely implemented during 
outage 

BELIAMY.RR Region 1, Ofc of the Director 08/02/25 MROCZKA.EJ. Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 44535 217-44535 226 

-0803010102 Insp Repts 50-246/88 01.50 336/88 01 S 50 423/08 01 on 000112 
15 No violations noteo Major areas inspected radiation protection activities associated 
w/UnIt 2 outage, including internal & external exposure controls A labeling 
THOMAS.W, WEADOCK.A. SHANBAKY.M Region 1. Otc ot the Director 88/02/16 
0pp 44535 219 44535 226 

8802230035 NRC Info Notice 00 006, "Foreign Objects in Steam Generators " Sve list 
end 

ROSSI, Ce Division of Operational Events Assessmenl (Post 870411) 80/02/29 
Consolidated Edison Co of Now York, Inc 1 18pp 44554 253 44565 009 

8603010392 Ack receipt of 080129 response to violations noted in Insp Repts 50 245/ 
07-22,50 336/87 20.50 423/87-18 A 50 423/87-21 NRG maintains Dial violation re 
glass insert on door forming portion of vilaf area barrier occurred as stated 
UEOERMAN.J Ofc of Enforcement (Post 870413) 08/02/29 MROCZKA.EJ North* 
east Nuclear Energy Co (subs, of Northeast Utilities) 3pp 44531 085 44531 087 

8803150321 Forwards Enforcement Conference Repts 50 245/07-22, 50-336/87-20,50 
423/07 18 A fnsp Rept 50 423/07-21 on 871 103 

BELIAMY.RR Region 1, Ofc Of the Direclor 00/03/04 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs of Northeast Ulilifios) 2pp 44715-299-4471 5,303 

-8803150330 Enforcemenl Conference Ropis 60-245/87 22.50-336/87-20. 50-423/87* 
18 A Insp Rept 50 423/87-21 on 071103 Major areas discussed findings of combined 
Insp reals 

MADDEN.TP , KEIMIG.RR Region 1, Ofc of the Director 00/02/24 3pp. 44716'301* 
44715 303 

0003170069 Forwards fnsp Repl 50 245/80 02 on 86O1O1-O2O0.No violations 
noted Repl discusses three incidents attributable lo failure to follow established 
procedures No enforcement will bo taken 

BETTENHAUSEN.L Region 1, Ofc of the Director 88/03/04 MROCZKA.E.J North- 
east Nuclear Energy Co (subs of Norlheast Utifilies) 2pp, 44725 089 44725- 1 05 

- 8803170076 fnsn Rept 50 245/86 02 on 800101-0208 No violations noted Major 
areas inspected plant operations, physicaJ security, second 10-yr msorvfco testing 
propram.unplanned radwasie discfwgo.spenl fuel poof overflow A IE Buifslin 87-002, 
MCCABE.EC Region 1. Ofc of the Director 88/03/01 15pp 44725,091-44725 105 

8803020038 NRC fnfo Notice 08 007, "Inadverlonf Transfer of Licensed Mall to Uncon- 
trolled Localicins " Sve fist end 

CUNNINGHAM, R E Division of industrial A Medical Nuclear Safety (Post 870729) 
88/03/07 Ccnsolidalod Edison Co of Now York, Jnc, 12pp 44673 001-44673 012. 

8603040062 NRC Quilelin 86*003, "inadequate Latch Engagement in HFA Type Latch 
inn Relay Mf(i by GE " Sve list end. 

ROSSJ.CE Division of Operational Events Assossmenl (Post 870411) 00/03/10 
Consolidated Edison Co or New York, Inc 128pp 44673 192 44673 319, 

8803080148 NRC Info Notice 88*008, "Chemical Roaclions W/Radwasle Solidification 
Agents '* Sve iisl end 

ROSSI.CE Division of Operalional Ever^ls Assessment (Post 870411) 88/03/14 
Consolidated Edison Co of New York, Inc, 120pp 44772 253 44773 012 
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8803140284 NRC Info Notrce 88 009, "Reduced Reliabilily of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors " Svc 
list end 

ROSSI.Ce Division of Operational Events Assessment (Post 870411) 88/03/18 
Consolidated Edison Co of New York Inc 12lpp 44857 058 44657 178 


R Periodic operating reports & related correspondence 
BB03020065 "Annual Rept for 1967 " 

MROCZKA,E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Ulililios 87/ 
12/31 494pp 44592 317*44594 090 

8803290183 "Annual Radioactive Effluents Dose Repl for 1967 ’’ W/680235 Itr 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 
WROCZKA,EJ Northeast Utilities 67/12/31 26pp 44899 106 44899 130 

8603020194 Forwards "Senninnnual Radioactive Effluents Release Ropl, Jul Der 1967 ' 
Annual radioactive offluont dose rept tor assessment ot radiation doses duo to radio 
active liquid & gaseous reloased during Cy87 to bo submitted Mar 1966 
MROCZKA.E J , SEARS, C F Northeast Nuclear Energy Co (subs ot Northeast Utili 
ties) MROCZKA E J Northeast Utilities 88/02/24 Document Control Branch (Docu 
menl Control Desk) Ip 44566 243 44666 316 

-8802290272 "Semiannual Radioactive Effluents Release Rept, Jul Dec 1987 " 

* Northeast Nuclear Energy Co (subs ot Noilhoast Ulililies) 87/12/31 73pp 
44566 244 44566 316 

8803150127 Monllily operating repl for Feb 1968 W/680310 Ur 
NEWBURGH.G , SCACE.S E Northeast Nucloar Energy Co (subs of Northeast Utili- 
ties) SCACE.se Northeast Utilities 88/02/29 5pp 44715 171-44715 175 

8803210456 "Headquarters Daily Repl for 880314 " 

• Radiation ProtGclion Branch 08/03/14 63pp 44759 351-44760 054 


S Reportable occurrences, LERs & related correspondence 

6803230093 Discusses 871116 investigation to determine cause tor umdonlificd leakage 
in containment Snubbers disassemblQd in order to delermino modes ol failure Both 
determined to have been improperly reassombled, during 1067 refueling outage 
MROCZKA.EJ Northoasl Nucloar Energy Co (subs of NorlTioast Utilities) 
MROCZKA.E J Northeast Utifilios 86/03/14 Document Control Branch (Document 
Control Desk) 3pp 44849 006 44049 OOB 


DOCKET 50 247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & ffre protection plans 

6803150345 "Emergoncy Plan tor Indian Point Units 1 & 2 One oversize map end W/ 
660229 Hr 

BRAM.Sa Consolidated Edison Co of Now York, tnc 86/02/11 225pp 44605 197 
44686 093 


J. Insurance & Indemnity Information 

8603300307 Forwards nuclear properly insurance placed on botialf ot util for facililios 
BRAM.S B Consolidated Edison Co of New York, Inc 80/03/22 Document Control 
Branch (Document Control Desk) 2pp 44904 273 44904 274 


P. Operating tlcense stage documents & correspondence 

6803030010 Requosis addi Into ro 671201 prosentalion describing deficiencies in inslru 
montalion & control splices.per 10CFR50 49 & 50 72,nolification of oquipmonl qualifi 
cation deficiencies 

JOHNSTON.WV Region 1, Ofc ot the Director 87/12/04 SEIMAN.M Consolidated 
Edison Co of New York, Inc 2pp 44557 236 44557 239 

9802250195 Generic Ltr 86 04 to all nonpowor reactor Itconsecs ro distribution of gems 
irradiated In research reactors Svc list end 

MIRAGUA.FJ Associate Dlroclor tor Projects (Post 670411) 88/02/23 Consofidalod 
Edison Co of Now York. Inc Mpp 44553-345 44553 355 

8803040094 Discussps enhancements to Manhole 21 to Improve maint of cable separa- 
tion & qualification of throe way splices 

BRAM.S B Consolidated Edison Co of Now York, Inc 08/02/25 Document Control 
Branch (Document Control Desk) lOpp 44629 146 44629 155 

8803080046 Forwards comments on NRC SER & technical evaluation rept re 120 
month Interval inservico testing program tor pumps & valves.per 871120 request 
BRAM.SB Consolidated Edison Co of New York, Inc 88/03/01 Documont Conlrol 
Branch (Document Control Desk) 5pp 44641 179-44641 163 

0809180167 Notification of 080321 meeting w/util in Rockville, MD to discuss licensing 
action status 

SLOSSON.MM Pfojacl Directoralo H 00/03/11 CAPRA.RA Project Directorate I 
1 2pp 44737,157 44737 158 

8603220364 Generic Llr 00 05 to alt licensees of operating PWRs & holders of CPs tor 
PWRs re boric acid corrosion ot carbon stool reactor pressure boundary components 
in PWR plants Svc list end 

MIRAGLIA.F Associate Director for Projecls (Post 070411) 88/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44879 004 44079 126 

6803240367 Summary of 880209 meeting w/util.NUS Com & Westinqhouso ro util inton 
lion to submit application tor ameno to License DPR-26 to increase unit power 
rating List of attendees, agenda & viowgraphs encf, 

SLOSSON.MM Project Directorate 1-1 88/03/18 Project Direclorale 1-1 24pp 
44850.33? 44050 355 


8Q0325Q036 Forwards application tor amend to License DPR 26, involving editorial 
changes, correcting typos, adjusting fine space & text lormals Amend deletes portinont 
portions of IP 2 & dates expired extensions Fee paid 

BARILS.J A Consolidated Edison Co ol New York, Inc 88/03/ 10 Document Control 
Branch (Documont Control Desk) 2pp 44883 273 44085 01 1 

-8603250040 Application for amend to License DPR 26, revising Tech Specs as sot 
lorlh in Attachment 1, involving editorial changes, correcting typos.adjuslmg fine spac 
mg & toxt formats & deleting pGrlinenl portions ot IP 2 Tech Specs 
BRAM.SB Consolidated Edison Co of New York, Inc 80/03/18 94pp 44883 275 
44884 006 

-8803250042 Proposed Tech Specs revised as set forth in Allacfiment 1. involving edi 
tonal changes, correction of typos adjusting Imo spacing & toxt formats Amend dololos 
pertinent portions of IP 2 Tech Specs & dates expired extensions 
* Consolidated Edison Co of New York, Inc 08/03/18 300pp 44884 007*44885 011 


Q Inspection reports, IE Bulletins 6( correspondence 

0802290262 Notification of SALP Board Meeting 88 003 on 880121 w/ulil in King of 
Prussia.PA to discuss SALP regional evaluation phase 

SWETLANO.P Region 1. Ofc of the Director 08/01/05 Region 1, Ofc of the Director 
2pp 44639 135 44519 136 

0802170246 Responds to vtofalions noted in Insp Repl 50 247/87 26 on 871116 
20 Corrective actions lanyards replaced w/chains & hasps mslalfed on RCP access 
hatches 

BRAM.SB Consolidated Edison Co ot New York, fnc 88/02/05 Document Control 
Branch (Document Control Desk) 3pp 44353 360 44353 361 

6603040100 Forwards responso to IE Bulletin 05 003, "Motor Operated Valvo Common 
Mode Failure During Plant Transients duo to Improper Switch Settings " 

BRAM.S B Consofidalod Edison Co of Now York. Inc 08/02/26 Document Control 
Branch (Documont Conlrol Desk) 13pp 44643 121 44643 135 

8602230035 NRG Info Notice 88 006. "Foreign Objccls m Steam Goneralors ** Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/02/29 
Consolidated Edison Co of New York, Inc 1 18pp 44554 253 44555 009 

8803020036 NRC Into Notice 88 007, "fnadvorlonl Transfer of Licensed Mall to Uncon 
Irolfcd Locations" Svc fisl end 

CUNNINGHAM.R E Division of Industrial & Medical Nuefoar Safety (Post 870729) 
80/03/07 Consolidated Edison Co ol New York. Inc 12pp 44673 001 44673 012 

0003160376 Provides tolfowup to 871125 rosponse to NRC 071028 llr re violalions 
noted in Insp Repl 50 247/87-25 Mods to procedure & channel chock process to en 
hance surveillance portormanco will be accompfished by 880328 
BRAM.S 0 Consolidated Edison Co of Now York, Inc 88/03/00 Documont Control 
Branch (Document Conlrol Dosk) 2pp 44733 218 44733 219 

8803220437 Forwarcis Insp Repl 50 247/88 01 on 800104-00 & notice of violation Posl- 
mainl testing rovoalod problems w/improper or incomplole outage work performed by 
offsite maint organizations indicating addI oversight necessary 
WENZINQER.FC Region 1. Ofc of the Director GO/03/08 BRAM.S Consolidated 
Edison Co ot New York, Inc 2pp 44700 114*44789 130 

-0003220441 Notice of violation from insp on 880104 08 Violalion noted hydroslalic 
lest stand rofmf valve sol & lost stand nol isolated from connected portion of auxiliary 
feedwater sys under test loading to possibility of exposure to pressure 

• Region 1. Ofc of the Director 88/03/08 Ip 44709 1 16 44/80 1 16 

-6803220446 Insp Repl 50 247/88 01 on 000104 08 One violation noletJ Major areas 
rnspoclod post maint lesUnq.obsen/alion ot control room aclivilios.plannlng/scliGdul 
ing/coordirmlion/ administrative controls & safely committee oversight 
SWETLAND.P Region 1, Ofc ot the Oireclor 08/03/02 I4pp 44709 117-44789 (30 

0603160222 Advises that unit chosen as one of four Westinghouse plants to bo inspect 
ed as p«ul of NRC nail special insp effort for verification that emargoncy operating 
procedures technically accurate Insps to be conducted in Apr-June time frame 
GAILO.RM Region 1 , Ofc of the Director 08/03/09 BRAM.S Consolidated Edison 
Co ot New York. Inc 2pp 44703 239 44703 240 

8803040062 NRC Bullolin 88 003, 'Inadcqualo Latch Engagement in HFA Type Lalch 
mg Relay Mtg by GE " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of Now York, tnc 120pp 44673 192-44673 310 

0603220095 Responds to NRC 880211 Kr re violations noted in Insp Rept 50 247/87 
SDCorreclivo action Engineering Spec El 6009 & Maint Procedure MP 16 77 revised 
DRAM.S 8 Consolidated Edison Co of Now York, Inc 80/03/ 1 1 Document Conlrol 
Branch (Document Control Desk) 2pp 44804 142 44804 143 

6603060143 NRC Into Notice 08 008, "Chemical Reactions W/Radwoste Solidification 
Agents " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253-44773 012 

8603210046 Forwards Augmented Insp Team Rent 50-247/08-03 on 080107-12 & 
notice of violatiori Insp also rtesignod to provide basis for continuing or relaxing ac 
lions 1o which util committed as documer^ted in Confirmatory Action Ltr 80 01 did 
880107 

RUSSELL. WT Region 1, Ofc of the Director 88/03/ 14 BRAM.S Consolidated 
Edison Co of Now York. Inc 4pp 44799 152-44799 240 

-6803210055 Notice of violation from insp on 880107-12 Violations noted requirements 
of operations administrative directives not met & no action taken until 880104 to re 
store water level when water level dropped in Steam Generator 23 on GB0102 

* Region 1, Ofc of the Director 88/03/14 3pp 44799 156 44799 161 

-8603210050 Augmented Insp Team Insp Rept 50 247/88 03 on 080107-12 Violations 
noted Major areas inspected steam generator dryout event on 080103 during routine 
plant heatup following refueling outage 

SWETLAND.P D, Region 1. Ofc of the Director 88/03/04 46pp 44799 162 
44799 207 
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•*3803210061 Dircclb rticipient to ptffofm augmented team insp of causes safely tmp!i 
cal ons & associatcj operaiof acnons during sieam generator dryout on 080103 
flUSSELLV/T Reg on 1 Olu of Ihe Director 80/01/07 KAME.W F Regror^ 1 , Ofc of 
the Director 3pp 41799 200 41799 212 

••8603210062 informs of status of investigition of e^rent ref in 800107 Confirmatory 
Ac-t'on Ltr 88 Oi Analysis of cperabihty of affected components complete No safety 
impact resulting from evolution adverse lo ptant startup 

BRAM S 0 Consolidated Edison Co of New York Inc 88/01/ 13 Region 1, Ofc of 
the Director 9pp 44799 213 14799 221 

-8603210065 Provides suppi lo 680113 submitlal re steam generator dryout event Work 
schedule & operaltonal planning functions reinforced to more fully emphasize preplan 
mng & evaluation of planner! plant evolutions in advance of implementation 
BRAM.S Consolidated Edison Co of New York, fnc B8'D1/16 Region 1, Ofc of Ihe 
Director 3pp 44799 222 44799 240 

-8603210068 Rev 1 to Interim Procedure Work Scheduling & Operational Planning 
BLATT M BASILEJ Consolidated Edison Co ol New York Inc 88/01/17 8pp 
44799 22b 41799 233 

- 8803210070 Rev 0 to NPQA Interim SP for Correctiva Action Taken in Response to 
Steam Generator Dry Out Event ’ 

MARGUGLIOB, BASILEJ Consolidated Edison Co of New York Inc 69/01/16 
7pp 44799 234-14799 240 

8803140284 fJRC Info Notice 08 009, Reduced Reliability ol Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors" Sve 
list end 

ROSSI C£ Division of Operational Events Assessment (Post 870411) 08/03/18 
Consolidated Edison Co of Ni^w York, fnc 121 pp 44057 058 44657 170 

88Q3220220 Forwards Insp Rcpi 50 247/88 05 on 680229 0304 No violations 
noted Adherence to procedures & station administrative orders may need further at* 
tention 

BELLAMY, RR Region 1, Ofc of Ihe Director 88/03/18 BRAM,S Consolidated 
Edison Co of New York, Inc 3pp 14787 316 44787 326 

*8803220224 Insp RepI 50 247/80 05 on 880229 0304 No vtolaltons noted Major 
areas inspected organization qualifications & training of radiological protection 
staff Adherence to procedures & station orders may need further licensee altenlron 
SHERBINIS, SHANBAKY,M M Region 1, Ofc of the Director 86/03/16 8 dp 
44787 319 44767 326 


8803220343 Clarifies past App R submiltais re common encl.high impedonco faults & 
fuse pulling Listed questions documented in new submittal 

SILADYJA Commonwealth Edison Co 08/03/15 MURLEY.T E Office of Nucloar 
Reactor Regulalion. Oireclor (Post 870411) 3pp 44787 196 44787 198 


J Insurance & Indemnity Information 

8803220401 Provides onsite property damage insurance nl listed facilities, per 
10CFR50 54(w)(4) which requires licensees lo repl prosoni sources & fovel of insur 
ance 

MORGAN WE Commonwealth Edison Co 80/03/15 Documonl Control Branch 
(Document ConIfOl Desk) Ip 44789 101 44789 101 


P Operating license stage documents & correspondenco 

8003180016 Forwards "Effluent & Waste Disposal Semiannual Ropl,Jul Dec 1987" & 
Rev 1 to "Dresden Nuclear Power Station Process Control Prorirnm " 

EENIGENBURG.E Commonwealth Edison Co 08/02/10 DAVIS,AQ Hogion 3, Ofc 
of the Director Ip 44716 261*44716 283 

“8803180021 Rov 1 to "Dresden Nucloar Power Statron Process Control Program " 

* Commonwealth Edison Co 80/02/29 6pp 44716 270-44716 203 

8803010310 Forwards Amends 98 & 93 to Lfcensos DPR* 19 & DPn'25. rospectivoly & 
safely evaluation Amends delete certain diesel generator tosling roqulrcmonls lo olimi 
nato unnecessary & excessive testing 

GROTENHUfS.M Project Directorate 1112 08/02/19 BUTTERFIEUD.L Common 
wealth Edison Co 2pp 44541 013-44541 040 

**8803010318 Amends 90 & 93 to liccnsos DPn-19 & DPR 25,fospoclivoly, doloting 
certain diesel generator teslrng requirements to olimiriato unnocobsnry & oxcossivo 
testing 

MULLER.DR Project Oireciorate III 2 68/02/19 23pp 44541015-44541037 

-8803010323 Salety evaluation supporlmg Amends 98 & 93 lo Liconsos DPR 19 & 
DPR 25,respQclively 

* Olfjce of Nuclear Reactor Regulation. Director (Post G/0411) 00/02/19 inn 

44541 038-44541 040 / i I 


R Periodic operating reports & related correspondence 

8802290110 Monthly operating repl for Jan 1988 W/080219 Hr 
KREIGER,K, BRAW.S B Consolidated Edison Co of New York. Inc 80/01/31 5dd 
44893 122 44093 126 

8803070093 Forwards Semiannual Efliuenl & Waste Disposal Rept,JufDec 1987" & 
■ Semiannual Efliuenl & Waste Disposal Repl, Addendum to 1st & 2nd Quarter 196? " 
BRAM S B Consolidated Edison Co of New York, Inc 88/02/29 Document Control 
Branch (Document Coniro! Desk) ip 44612 236 44612 316 

• 8803070096 "Semiannual Effluent & Waste Disposal Rept Jul Dec 1987 " 

* Consolidated Edison Co of New York, Jnc 87/12/31 57pp 44612 237 44612 292 

“8803070099 ' Semiannual Effluent & Waste Disposal Rept Addendum lo 1st & 2nd 
UUdnsf 1987 

* Consolidated Edison Co of New York, fnc 87/06/30 24pp 44612 293 44612 316 


S Reportable occurrences, LERs & related correspondence 


8802290035 Notification of Mgl Meeting 88 007 on 800115 in Region I to discuss Ncens 
corrective actions associated w/steam generator dryout evonl 

88/01/14 Region 1, Ofc of Ih© Director 

2pp 44552 156 14552 157 


8G022S0195 Generic Ltr 00 04 lo all nonpower reactor liconsoos ro dlslnhulion of qoms 
irradiated in research reactors Sve list onci 

MIRAGLIA.FJ Associate Difoclor for Pro|OCls (Post 87041 1 ) 80/02/23 Consolidniod 
Edison Co of Now York, Inc 1 1pp 44553 345 44553 355 


8803020160 Forwards response lo questrons raised during 87 1123 lolcoii ro oxocutivo 
summary repl for errhedment plate assossmonl program 

JOHNSON.IM Commonweaflti Edison Co 08/02/24 MURLEYJE Offrro of Nucloar 
Reactor Regulation, Director (Post 87041 1) 4pp 44548 317 44540 320 


8803030200 Forwards environ assessment & finding of no significant imijocl ro 880110 
request lor schodular oxomplions from roquiromonls of 1OCFR50,App J.Sorlions 
III D 2(a) & III D 3 re primary reactor conlarnmoni leakago lostinu 
GROTENHUIS.M Project Diroclorato 1112 06/02/26 OUTTEnnCLD.l Common 
wealth Edison Co Ip 44566 085 44566 060 


“6603030212 Environ assessment & finding of no significant impact sujjpo 
posed schodular exemptions from l0CFR50,App J. Soclions III D 2(n) & III D 
MULLER.DR Project Directorate 1 11-2 88 / 02/26 4pp 44506 086 4456(3 080 


pro 


8803070325 Forwards Rev 49 lo CE I A, "QA Program (or Nucloar Gonornling Pro 
grams, consislmg of listed revised pages Rov roflocls organizallon & llllo chnmios as 
well as changes resulting from mock ASME surveys 

MORGAN.W Commonwealth Edison Co 08/02/26 Documonl Control Drnncll (Docu 
menl Conirol Oosk) Ip 44604 306 44604 325 


8803010068 LER 38 002 00 on 060125 reactor tripped on iniermediat© rang© hiqh flux 
signal Caused by rapid load increase following synchronization & operate ovircom 
pensatjon w/ control rod withdrawal Setpoint readjusled W/a80223 Ur 
4|fp^44^5«'?22l45^2^25^^ Consolidated Edison Co of New York, Inc 08/02/24 

of 880223 Operating Reactors Events Meeting 88 008 List of 
Of ?eacto?'scmmS encT assignments lo be compfeted a summary 

LANNING.W Evonl s Assessment Branch 88/02/28 flOSSLCE Division of Ooer- 
ational Events Assessment (Post 870411 ) 20pp 44609 001-44609 020 ^ 

LER 87-013 01 on 871105,1085 of 460 volt vilal power occurred due lo ac 
tuatjon of safely imection sys signal Caused by lack of pre established oarametor 
SI 21X released W/080310 ft> parameter 

5pp^ 4™ 9 057 44809 061 ^ ^ Consolidated Edison Co of New York, fnc 00/03/10 

880315 Operating Reactors Events Meeting 09)1 List of 
attendees, Gvenis drscussed & labufaiion of long lerm followup assignments detailed fn 

Assessment Branch 88/03/15 ROSSI, CE Division of Oner 
ational Events Assessment (Post 870411) 17pp 44690 284 44890300 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 

F Security, medical, emergency & fire prolecifon plans 

R ®co?d ® Conlam 

RIPSCH.M Commonwealth Edison Co 88/02/23 2pp 44675 204 44675 205 


uuvoiouojo Libis Slups aireaay taken to estaliiisii onsite onglnoorihg & nucloar safely 
• A experience level, vacant positions should ho filled by 860601 

00/02/26 CRUTCHFieLD.D Division of Re 
actor Profccts III.IV.V a Special Projects (Post 870411) 2pp 44730 295 44730 296 

commitment to provide equipment 
Co'^pM®«96r7 4d5%04r'’''“'‘’' Commonwoallh Edison 


flooje40 178 Final response to FOIA request Forwards App M docunionls Documonts 
rmMQfc^n 1? withhold (ref FOIA Exemption 5) 

^ Records (Post 070413) 00/03/02 BOLEYK 
Public Citizen s Critical Mass Energy Projecl 4pp 44503 015 44583 020 

' Ppst-accredrdation audits of util training pronrams NUMARC & 

? conducl audits Staff directed to procood w/socond post 
n?D^i/e ^ Dresden durmg wk of 851 1 1 8 

RQBFRTR Difoclor (Of Oporalions 85/11/16 PALLADINO, 

RUbtHTS. ASShLSTlNE Commissioners 3pp 44503 029 44563 031 


' 851021 S accredHaiion audit reviews at Susquehanna on 

of/2a^PATF7 R^ulalion, Director (851125-870411) 86/ 

01/28 PATE, 2 fnsliiuto of Nuclear Power Oporallons 46pp 44563 032 44503 079 

8803150318 Application for amend lo License DPR-25.revlsinn Toch Sonca to suoonrt 
«nnni n 11 oporalion Reload analyses performed Cycle 1 f fuel 

lyLAnv 'J Nuclear Fuels & summary of reload design end Fee pal^ 

Commonwealth Edison Co 88/03/09 MURLEYTE Olf co of Nurfoar 
Reactor Regulation, Director (Post 87041 1), 23pp 44714 262 44716 1 70 


Specs, supporling retuellng a startup lor Cycio 11 opar- 
' Commonwealth Edison Co 88/03/09 53pp 44714 265 44714 337 



DOCKETED ITEMS 25 


-8803150337 "Dresden Unil 3 Cycle 11 Reload Analysis " 

WHITE, J A Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc ) ANF- 
87 097 87/09/30 47pp 44714 338 44715 023 

-8803150339 "Dresden Unit 3 Cycle 1 1 Plant Transient Analysis " 

BRAUN, DJ Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) ANF- 
B7 096 67/09/30 67pp 44715 024 44715 090 

-8803150342 "Analysis of Dresden Units 2 & 3 Operation W/One Relief Valvo Out Of^ 
Svc 

SWOPE, D R . COLLINGHAM.R E , STOUT R B Advanced Nuclear Fuels Corp (for- 
merly Exxon Nuclear Co , Inc ) XNNF 84 49 04/09/28 25pp 44715 091 44715 115 

-8803150360 "LOCA ECCS Analysis for Dresden Units During Single Loop Operalion 
W/ Advanced Nuclear Fuels Corp Fuel 

SWOPE.D R Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co . Inc ) ANF- 
87-111 87/09/28 55pp 44715 116 44715 170 

8803230105 Fonvards respor^se to Generic Ltr 08 02, "ISAP II " Partial listing of ISAP 
resource requirements also end 

MORGAN.W E Commonwealth Edison Co 08/03/16 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 070411) 3pp 44849 095 44849 097 

8603220364 Generic Ltr 80 05 lo alt licensees of operating PWRs & holders of CPs for 
PWRs re boric acicf corrosion of carbon steel reactor pressure boundary components 
in PWR plants Svc list end 

MIRAGLIA,F Associate Director for Projects (Post 87041 1) 80/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 084-44879 126 


0 Inspection reports, IE Bulletins & correspondence 

BB02250310 Forwards Safety Insp Repls 50 237/86 02 & 50 249/86 02 on 000112- 
28 No violations noted 

HARRISON.J J Region 3, Ofc of Ihe Director 08/02/19 REED.C Commonwcallh 
Edison Co 2pp 44552 226 44552 239 

-8802250311 Insp Ropls 50 237/68-02 & 50-249/86 02 on 860112 28 No violations or 
deviations noted Major areas inspected licensoo implementation of Generic Ltr 83 28 
in areas of equipmenf classification & vendor interface 

NEISLER,JH, GARDNER,RN Region 3. Ofc of the Director 88/02/19 lOpp 
44552 230 44552 239 

8802230035 NRC Info Notice 06 006, "Foreign Objects in Steam Generators " Svc list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/02/29 
Consolidated Edison Co of New York, tnc 1 lOpp 44554 253-44555 009 

8803020036 NRC Info Notice 86 007, "Inadvertont Transfer of Licensed Mali to Uncon 
trolled Localions " Svc lisl end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 070720) 
6B/03/07 Consolidated Edison Co of Now York, Inc 12pp 44673 00144673 012 

SS030001G4 Advises that facility to be included In omorgency opornling procedure 
(EOP) insp program Insp will ovalualo applicabilily & useabllily of oxisling COPs across 
nation D Florok loam leader for facility 

WRIGHT,G C Region 3, Ofc of the Oireclor 80/03/07 REED.C CommomA/oallh 
Edison Co 2pp 44664 359 44664 360 

6B03040D62 NRC Bullolin 00 003, "Inadequalo Lalch Engagement in HFA Typo Latch 
inn Relay Mfo by GE " Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc 120pp 44673 102 44673 319 

8803080148 NRC Info Notice 80 008, "Chemical Roaclions W/Radwaslo Solidificalion 
Agents " Svc list end 

ROSSI,C E Division of Operational Events Assessment (Post 070411) 08/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253-44773 012 

8803140284 NRC Info Nolico 80 009, "Reduced Reliability of Stonm Driven Auxiliary 
Feedwater Pumps Caused by Instabllily of Woodward PG-PL Typo Governors " Svc 
list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of New York, Inc 121 pp 44857 058 44857 170 

8603250176 Forwards Safety Insp Ropls 50-254/07-20 & 50-265/07-20 on 07(3914- 
800304 & notice of violation 

HARRISON, JJ Region 3, Ofc of the Diroctor 06/03/18 REEO,C Commonwealth 
Edison Co 2pp 44913 005-44913 064 

"8803250182 Forwards "Evaluation Rept on Fluod Hoad Anchor Design" Ropl pre- 
pared based on audit ol design calculations by util, Sargont & Lundy & Impell Corp 
BANDYOPAOHYAY Brookhavsn National Laboratory 00/02/10 KUO,PT Mechanical 
Enginoonng Branch Ip 44913 050 44913 050 

-BB03250189 "Evaluation Rent on Flued Hoad Anchor Design " 

BANDYOPADHYAY, GROSSMAN, W Brookhavon National Laboratory 00/02/29 
14pp 44913 051-44913 064 

6603300358 Forwards response to NRC 000205 Bullolin 08 001 requesting holders of 
OLs or CPs for Weslinghouse designed nuclear power reactors w/sleam generators 
having carbon steel support plates, imploment actions specified in bulletin 
MORGAN,W E Commonwealth Edison Co 88/03/24 DAVIS.A B Region 3, Ofc of 
the Director 6pp 44913 212 44013 217 


R. Periodic operating reports & related correspondence 

8803180016 Forwards "Effluent & Waste Disposal Semiannual Ropl,Jul-Dec 1987" & 
Rov 1 lo "Dresden Nuclear Power Station Process Control Program " 
EENIGENBURG.E Commonweallh Edison Co 08/02/10 DAVIS,A B Region 3. Ofc 
of the Direclor Ip 44716 261-44716 203, 

-8603160321 "Effluent & Waste Disposal Semiannual Repl,Jul-Dec 1907 " 

" Commonweallh Edison Co 07/12/31, 16pp 44716 262-44716 277 

8803040061 Forwards occupational radiation exposure portions of plant operating repts 
KOVACH,! J Commonweallh Edison Co 08/02/29 DAVIS,B Region 3. Ofc of the 
Director Ip 44612 317-44612 330 


-8803080360 "1907 Rept of Occupational Personnel Radiation Doses " W/ 080216 ltr 
EENIGENBURG.E Commonwealth Edison Co DRP 1160 5 R01 07/12/31 DAVIS, B 
Region 3. Ofc of the Director 4pp 44612 310 44612 321 

0803170186 Monthly operating repls lor Feb 1988 W/B0O3O7 ltr 
MAXWELL.DC, EENIGENBURG.E Commonwealth Edison Co BB/02/29 20pp 
44730 040 44730 059 

8803150267 Fonvards monthly slalus rept for 8B0121 0219 lo provide NRC mgl & 
public w/overview of plant activities & NRC insp activities 

RING, M A Region 3, Ofc of the Director 80/03/09 GREENMAN,EG Region 3. Ofc 
of the Director 3pp 44728 026 44720 020 

6803210456 "Headquarters Daily Rept for 080314 " 

* Radiation Protection Branch 88/03/14 63pp 44759 351 44760 054 


V Operator Examinations 


6603150160 Requests that util provide end ref mails for operator & senior operator li 
consing oxams scheduled for wk of 000711, per 060229 tolcon between J Bjorgon & 
^ ^ guidance for administering written exams listed in End 3 
WRIGHT.GC Region 3, Ofc of tho Director 60/03/08 REEDC Commonwealth 
Edison Co lipp 44728 011 44720 021 

8803250089 Forwards revs to guidance for trial NRC roqualificalion exams re lessons 
learned from oxams al HB Robinson plant W/o end 

WRIGHT, GC Region 3, Ofc of tho Director 00/03/18 REED.C Commonwealth 
Edison Co 2pp 44661 095 44081 096 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & (ire protection plans 

0802290100 Forwards Physical Securily Insp Repls 50 250/07 30, 60 251/87-38,50 
250/87 47 & 50 251/87 47 on 870824 28,1 116 20 & 23-24 & nolico ol violation & 
proposed imposition of civil penalty End withheld (ref 10CFR2 790) 

GRACE, J N Region 2, Ofc of the Director 08/02/11 WOODY ,CO Florida Power & 
Light Co 4pp 44543 356 44543 359 

0003170094 Forwards Insp Repls 50 250/88 03 & 50-251/08-03 on 880208 12 & nolico 
ol violation Ulil should bo prepared to discuss implemenlalion of security program at 
000301 mot meoling Noltce of violation withheld (rof tOCFR2 790(d) & 73 21) 
GRACE.JN Region 2. Ofc of Iho Director 00/02/25 WOODY,CO Florida Power & 
Light Co 2pp 44710 352 44710 354 

-6803170109 Partially withheld Physical Socunly Insp Repls 50 250/80 03 & 50-251/ 
60 03 on 000206 12 (ref 10CFR2 790(d) & 73 21) Violations noted Major areas 
mspocled socunly organlzalion.lesling & mnint.locks.keyb & combinations 
MASNYK.OM, MCGUIRE, DR Roqion 2. Ofc of tho Director 08/02/24 Ip 
44710 354 44710 354 

Q803160434 Emorgoncy Plan Impfemonling Procedure 11550 91, 'Emergency Radiation 
Team Response Onsite " W/000310 ilr 

CONWAY,W F Florida Power & Light Co 00/03/10 lipp 44/00 254 44/00 264 

6003170103 Forwards proprietary response lo violations noted In Insp Repts 50 250/87 
30,50 251/07-36,60 250/07 47 & 50 251/07-47 Response withhold (rol 10CFR2 790 
& 10CFn73 21) 

CONWAY,WF Florida Power & Light Co 80/03/14 Ofc of Enforcement (Post 
070413) 3pp 44749 247 44749 249 


J Insurance & Indemnity Information 


8603220067 Forwards Endorsement 71 lo NELIA Policy NF-227,Endorsomonl 56 lo 
MAELU Policy MF OB.Endorsomonl 00 to NELIA Policy NF 105 & Endorsomonl 75 lo 
MAELU Policy MF 55 

CARTER, RJ Marsh & McLennan, Inc 88/03/17 DINITZ.I Office ol Nuclear Roector 
Rogufqlion, Director (Post 870411) 5pp 44774 330 44774 334 


P. Operating license stage documents & correspondence 

8802260195 Generic Lir 88 04 to all nonpower reactor liconsees re dislribulion of gems 
irradiated In research reactors Svc list end 

MIRAGLIA.F J Associate Director for Projecls (Post 67041 1) 88/02/23 Consolidated 
Edison Co of Now York. Inc 1 1pp 44553 345 44563 355 

8803010110 Forwards response lo ISAP survey from Genoric Ltr 00 02 Induslry/NRC 
seminar consisling of brief discussion by NRC followed by question 8 answer period 
would bo beneficial to making decision on ISAP II program 

CONWAY.W F Florida Power & Light Co 08/02/26 Document Control Branch (Docu 
ment Control Desk) Opp 44592 103 44592 105 

8803010118 Advises thal util will revise current Tech Specs using STS for guidance 
rather than submit amends to procedures Procedure schcdiiiod for issuance bv 
060401 

CONWAY.W F Florida Power & Light Co 80/02/26 Document Control Branch (Oocu- 
menl Control Desk) 3pp 44562 134-44552 136 

6803040163 Roquosts that author be sent NRC corrospondonce re plants at listed ad- 
dress 

CONWAY.W F Florida Power & Lighl Co 60/02/26 Document Control Branch (Docu 
ment Control Desk) Ip 44633 133 44633 133 

8803090218 Nolilication of 880329,30 & 31 meetings w/ulil In Florida Cily,FL lo discuss 
open Hems re oleclrical portion of Tech Specs conversion effort 
EDISON, GE Project Directorate 112 fl8^3/04 BERKOW.H N Project Directorate II 
2 3pp 44657 304-44657 306 



26 DOCKETED ITEMS 


800 so 160 Provrdes summary rep I of inlegraled schedule generaied for Jan 1988 Repi 
roflects mfo as of 8801 16 & updated info will be provided in subsequent repis 
CONWAY, WF Florida Power & Light Co 68/03/07 Document Control Branch (Oocu 
nritnt Control Desk) 2 pp 44717 039-44717 040 

8803300199 Withdraws 0801 15 request for relief from offsild organizalion Tech Specs 
to implement changes in organization of nuclear energy dept because util decided to 
maintain Tech Spec organization A. submit license amends 

CONWAY,WF Florida Power & Light Co 88/03/07 GRACE.JN Region 2, Ole of Ihe 
Director 2pp 44904 296 44904 297 

80O321I>42'4 Forwards notico of consideraiion of issuance of amends lo facility OUs & 
opportunity for hearing in response lo 871222 applicaiion for amend to revise Tech 
Spec concerning dc sources surverlfance requirements 

EDISON, GE Projccl Direclorale II 2 38/03/10 WOODY, CO Florida Power & Light 
Co 2pp 44771 321 44771 327 

"00032 10434 Notice of considaralron of issuance of amends lo Licenses DPR 31 S 
DPR 41 S opportunity for hearing Amends Tech Specs re dc power sources to con 
form closely ID STS 

0ERKOW,MN Proicct Directorate 11-2 88/03/10 5pp 44771 323'44771 327 

8003220364 Generic Ltr 08 05 lo all licen>sees of operating PWRs & holders of CPs for 
PWRs re hone acid corrosion of carbon steel reactor pressure boundary components 
in PWfl plants Siic Lsv end 

MIfTAGLfA.F Associate Director for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co o( New York, Inc 43pp 44879 084 44079 126 

66032203BS Advises lhat util rovtsed Cateaory A & B clecfroivte level limits specified in 
Table 4 6 2 lo agree w/requiremont m STS,m response to NRC question re 860929 
request to amend Tech Specs Revised Tech Spec Table 4 8 2 end 
CONWAY.WF Florida Power & Light Co 88/03/ 17 Document Control Branch (Oocu 
menl Conirol Desk) 2pp 44789 188 44783 190 

-'0803230055 Revised proposed Tech Spoc Table 4 B 2, ' Battery Suivoilfance Require 
ments ’* 

' Florida Power 8 Light Co 88/03/17 ip 44789 190 44789 190 

8003310261 Confirms agreement from 600315 meeting lhat operability of intake cooling 
walor/componenl cooling waiar NXs will be verified by determining that every combi 
nation of HXs capable of romoving design basis heat loads 
CONWAY.WF Florida Power & Light Co 88/03/18 Document Control Branch (Docu 
men1 Control Desk) 2pp 44916 330-44916 339 

8803250165 Notification of 860405 meeting w/ulil in Rockville, MD to discuss surveil 
larco Tech Specs for conlatnmeni vessel tendons 

EDISON.G E Projcci Direclorale If 2 68/03/21 BERKOW,MN Project Direclorate II 
2 2pp 44851 203 44651 204 


Q Inspection reports^ IE BulfetJns A correspondence 

0802290180 Forwards Physical Security Insp Repts 50 250/67 36, 50 251/07 38,50 
250/G7 47 8 50 251/07 47 on 670024-20.1116 20 8 23-24 & notice of violation 8 
proposed imposition of civil penally End withheld (rel 10CFR2 790) 

GRACE, J N Region 2, Ole of Ills Director 80/02/11 WOODY, CO Florida Power 8 
Light Co 4pp 44543 356 44S43 359 

8803160177 Forwards Insp Ropts 50 250/87 62 & 60 251/87 52 on 871214 10 No vio 
lations or dovielfons noted, 

HERD! A n Region 2, Ofc of the Diroclor 08/02/23 WOODY, CO Florida Power & 
Light Co 2 pp 44703 191 44703 199 

"0803160183 Insp Ropts 50 250/87 52 & 60 251/87-52 on 871214 18 No violations or 
deviations noted Maior areas inspecled previous open Items & pipe support baso 
plate design using concrolo oxpansron anchor bolls 

CHOU.RC. BLAKE, JJ Region 2, Ofc of the Director 00/02/22 7pp 44703 193 
44703 199 

8B03160241 Forwards summary of 8001 25 w/util,BechLol & Encrcon,fnc re ulil indo- 
pendent nigt appraisal plan & mgl-on shift program, per Enforcement Actior> FA 87* 
005 List of atlondoes & agenda afso end 

GRACE,JN Region 2 , oTc of tho Director 08/02/24 WOODY ,CO Florida Power & 
Light Co 6 pp 44703 348 44703 353 

0603170094 Forwards Insp Repts 50 250/86-03 & 50 251/08 03 on 680208 12 & notico 
of viclalion Util should be prepared to discuss implemontallon of security program a 1 
800301 met meeting Notico of viola lion withheld (re) 10CFfl2 700(d) & 73 21) 
GRACE.JN flogfon 2 . Ofc of the Director 88/02/25 WOODY, CO Florida Power & 
LighI Co 2 pp 44710 352 44710 354 

"0803170109 Partially withheld Physical Security fnsp Repts 50 260/88 03 & 50 251/ 
88 03 on 880200 12 (rof 10CFR2 790(d) & 73 21) Violations noted Major areas 
inspected security orqani 2 atlor>,tos[fng & m a int, fecks, keys & combinations 
MASNYK.OM. MCGUIRE, D R Region 2. Ofc of Ihe Director 88/02/24 Ip 
44710 354 44710 354 

8003040123 Responds to violations noted In Insp Repts 50 250/87 40 & 60 251/87- 
4fl Corrective actions personnel disctphnod 

CONWAY, W F Florida Power & Light Co 08/02/26 Docurtienl Controf Branch (Oocu 
mont COfiifol Desk) 5pp 44633 \ 24 44633 12fi, 

0802230035 NRC Info Notice 80-006. "Foreign Ob|ecls in Steam Gonoralors " Svc list 
ercl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/02/29 
Consofidaled Edison Co of Now York, Inc 1 1Bpp 44554 253 44655009 

0003020036 NRC Info Notice 08 007, "Inadvertent Transfer of Licensed Matt (o Uncon 
trolled Locations" Svc list end 

CUNNINGHAM, R E Division Of Industrial £ Medical Nuclear Safety (Post 870729) 
80/03/07 Consolidated Edison Co of New York, Inc 12 pp 44673 0()1-44673 012 

0803140225 Responds to NRC 080125 ltr re violations noted In Insp Repts 50250/07- 
08 & 50 251/87 00 Corrective actions & enhancement program for equipment 
qufllitf cation splices initialed S Procedure GMI 102 2 revised 
CONWAY.W F Florida Powers Light Co 80/03/09 Oocumerii Control Branch (Docu 
merit Conirol Desk) epp 44697 243 44697 250 


6803300092 Ack receipt ol 880226 Hr informing NRC of steps taken lo correct violations 
noted in Insp Repts 60 250/87 40 & 50 25t /87 48 

COLLINS.DM Region 2, Ofc of Ihe Director 80/03/09 WOODY C 0 Florida Power 
& Light Co ip 44901 129 44901 129 

6603040062 NRC Bulletin 88 003, Inadequate Latch Engagemonl in HFA Type Latch 
ing Rel^ Mfgby GE " Svc list end 

ROSSI.CE Division of Operalronal Even 1 & Assessment (Post B70411) 80/03/10 
Consolidated Edison Co of New York, Inc l28pp 44673 192-44673 319 

0603060146 NRC fnfo Notice 88 008, "Chemical Reactions W/Radwaste Solidification 
Agents ’ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/03/14 
Consolidated Edison Co of New York. Inc I20pp 44772 253 44773 012 

6603170103 Forwards proprietary response lo violations noted in Insp Repts 50 250/87 
38.50 251/87 30,50 250/67 47 & 50 251/07 47 Response withheld (ref 1 DCrR 2 790 
& 10CFR73 21) 

CONWAY.WF Florida Power & Light Co 88/03/14 ofc of Enforcement (Post 
870413) 3pp 44749 247 44749 249 

8803210176 Responds lo NRC ltr re violations noted in Insp Rapts 50 250/07-51 & 50 
251/87 51 Corrective actions entries made in short term instruction & shift info book 
reminding operators to pay attention to detail 

CONWAY.WF Florida Power & Light Co 08/03/14 Document Control Branch (Docu 
menl Conirol Desk) 3pp 44724 284 44/24 286 

8603280005 Discusses Insp Repts 50 250/87 44 S 50 251/87 44 on 071010 1 1 12 & 
proposed violation re manipulation of reactivity controls by non licensed shift techni 
cian on 8709t3.contrary lo 10CFR50 54(i) 

GRACE.JN Region 2, Ofc ol tho Director 08/03/17 WOODY.C O Florida Power & 
Light Co 2pp 44912 001 44912 002 

6803140284 NRC Into Notico 88 009, 'Reduced Rolrability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors " Svc 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/03/10 
Consolidated Edison Co of New York, Inc 121pp 4405/058 44057 178 

6003250093 Responds lo NRC Bulletin 86 002 , "Rapidly Propagating Fatigue Cracks in 
Steam Generator Tubes" Replacement generators fabricated w/405 stainless steel 
support plates 

CONWAY.W F Florida Power A Light Co 60/03/ 18 GRACE.J N Region 2 , Ofc of the 
Director 2pp 44882 063 44602 0G4 

8603300134 Advises that no plant specific action w/respect lo NRC Bulletin 07 001, 
"Thinning of Pipe Walls at Nuclear Power Plants" required Info provicJed used to de 
termino dxlonl of industry participation of crosion/corrosion insp programs 
TOURIGNY.EG. EDISON.G E Project Directorate 112 80/03/22 CONWAY.WF 
Florida Power & Light Co 4pp 44907 265 44907 268 


R. Periodic operating reports A related correspondence 

0603070206 "Semiannual Radioactive Effluent Release ReolJul Dec 1007 " W/880229 
ltr 

CONWAY.W F Florida Power S Light Co 87/12/31 20pp 44596 172 44596 199 

8802220114 Forwards monthly operating repts for Jan 1988 & corrected operating data 
ropts tor Apr Dec 1987 

WOOOY.CO Florida Power & Light Co 00/02/16 Document Control Branch (Docu 
menl Control Desk) Ip 44523 21G 44523 255 

"6602220117 Monthly operating ropts tor Jan 1988 
GRANT, N W Florida Power 1 Light Co 06/0 f /3 1 1 7pp 4 4523 2 1 7 44523 233 

"6802220122 Corrected operating dala repis for Apr 1087 
GRANT.N.W Ftorida Power A Light Co 87/04/30 ?pp 44523 234 44523 235 

"6802220125 Corrected operating data repts for May 1907 
GRANT.N W Florida Power & Light Co 87/05/31 2pp 44523 236 44523 237 

"8602220127 Corrected operating dala repts for June 1987 
GRANT.N W Florida Power 5 Light Co 8//06/30 2 pp 44523 238 44523 239 

"6602220129 Corrected operating data repts for Jut 1987 
GRANT.N W Florida Power & Light Co 07/07/31 2pp 44523 240 44523 241 

- 6802220133 Corrected operating data repts for Aug 1907 
GRANT.N W Florida Power a Light Co 07/00/31 2 pp 44523 242-44523 243 

"0802220139 Correcled dala oporaling ropts lor Sopl 1987 
GRANT.N W Florida Power & Light Co 07/09/30 2 pp 44623 244 44523 245 

"8B02220143 Corrected oporaling dala ropts for Oct 1087 
GRANT.N W Florida Power & Light Co 07/10/31 2pp 44623 246-44523 247 

"0802220145 Coffocled operating data ropts for Nov 1987 
GRANT.N W Florida Power & Light Co 87/11/30 2 pp 44523 248 44523 249 

"6602220147 Corrected operating dala ropts for Doc 1907 
GRANT.N W Florida Power & Light Co 67/12/31 2 pp 44523 250 44523.251 

-6002220150 Corrected operating data rept (or Sept 1907 
GRANT.N W Florida Power & Light Co 87/09/30 Ip 44523 252 44523 252 

"8602220154 Corrected operating data rept for Oct 1907 
GRANT.N W Florida Power & Light Co 87/10/31 1p 44523 253 44523 253 

"6802220161 Corrected operating data rept for Nov 1907 
GRANT.N W Florida Power A Light Co 87/11/30 Ip 44523 254-44623 264 

"8002220164 Corrected operating data rept for Dec 1907 
GRANT.N W Florida Power A Light Co 07/12/31 Ip 44623255 44523 255 
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aa03150368 Forwafds summary of mgl on shiff repts for wk beginning 880215, per 
871019 NRC order 

CONWAY ,W F Florida Power & Light Co 88/02/24 GRACE, J N Region 2, Ofc of Ihe 
Director 3app 44688 263 4468B300 

6809160122 Forwards biweekly status repi re operating events & performance trends 
GRACE, J N Region 2, Ofc of the Director 88/02/25 WOODY.CO Florida Power & 
Light Co 3pp 44695 186 44695 190 

“8603160126 Forwards biweekly status rept on plant re operating events & perform 
ance trends 

GRACE.J N Region 2. Ofc of the Director 80/02/24 MURLEYJ E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 2pp 44695 189*44695 190 

8803160243 Forwards mgl on shill repts for 880222-29, per NRC 071019 order 
CONWAY .W F Florida Power & Light Co 80/03/01 GRACE.J N Region 2. Ofc of the 
Director 32pp 44703 258 44703 209 

8603300264 Forwards summary of mgt on shift weekly rept tor wk starting 880229, per 
NRC 871019 order 

CONWAY .W F Florida Power & Light Co 88/03/00 GRACE.J N Region 2, Ofc of the 
Director 35pp 44902 215 44902 249 

8803210182 Forwards Feb 1968 progress summary of select sys assessment 
CONWAY.WF Florida Power & Light Co 08/03/14 Document Control Branch (Oocu 
mont Control Desk) 2pp 44795 065 44795 066 

8803250313 Forwards monthly operating repts for Feb 1988 & revised operating data 
repts for Jan 1988 

CONWAY,W F Florida Power & Light Co 86/03/15 Documonl Control Branch (Oocu 
merit Control Dosk) 1p 44844 065 44844 086 

“8803210463 Monthly operating repts for Feb 1988 
GRANT.N W Florida Power & Light Co 80/02/29 17pp 44844 066 44844 082 

“8003250328 Revised monthly operating repts for Jan 1080 
GRANT.N W Florida Power & Light Co 88/01 /31 4pp 44044 083 44844 086 

8803280110 Forwards NRC biweekly status ropl discussing reccr't operating events & 
performance trends 

GRACE.J N Region 2, Ofc of the Director 88/03/15 WOODY.CO Florida Power & 
Light Co 3pp 44912 160 44912 172 

”8803280117 Advises senior mgl re status of plant project End discusses reconl oper- 
ating events & performance trends 

GRACE.J N Region 2. Ofc of the Director 88/03/10 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 2pp 44912 171 44912 172 

8803250021 Forwards summary of mgt on shift weekly repts 
CONWAY.W F Florida Power & Light Co 08/03/16 GRACE.J N Region 2, Ofc of Iho 
Director 33pp 44800 070 44890 102 


S. Reportable occurrences, LERs & related correspondence 

6603070301 Special rept on 880 125, underground firo mains ruptured during excavation 
to install storm drains & catch basins Caused by improper work controls & lire mam 
no! accurately located prior to excavation tmtial break repaired 
CONWAY ,W h Florida Power & Light Co 88/03/03 Documonl Control Branch (Oocu 
ment Conlrol Desk) 3pp 44627 276 44627 278 

6B031S0278 Special ropl fire barrier penetration brcachod for longer than 7 days & other 
(iro protection Impairment noted Caused by number of impairments being 
performed Plant conlinues to Implement compensatory measures 
CONWAY, W F Florida Power & Light Co 88/03/07 Documonl Conlrol Branch (Docu 
mont Conlrol Desk) 3pp 44728 029 44728 031 


U. Coiigresslonal/Exoculive CorrcapondencG 

6803250166 Responds to 0002 12 Ur lo CC Kammerer forwarding J Flaxman Hr re con 
corns about util operations Util has major inittalives in placo.IncFuding porformanco on 
hancement program lo enhance overall safe oporation of plant 
STELLO.V Ofc of the Executive Director for Operations 08/03/10 GRAHAM, B 
Senate 6pp 44856 326-44856 333 

“8803250165 Forwards J Flaxman 871202 Hr expressing concern ro safo operation of 
facility for review & response 

QRAtlAM.B Senate, 80/02/12 KAMMERER, C Congressional Affatrs, 2pp 
44056 332 44056 333 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & lire protection plana 

6602290160 Forwards Physical Security Insp Repts 50-250/07 30, 50 261/87-38,50* 
250/87 47 & 50*251/07 47 on 870824*28,1116- 20 & 23 24 & notice of violation & 
proposed Imposition of civil penally End withheld (ref 10CFR2 790) 

GRACE.J N Region 2, Ofc of the Director 88/02/11 WOODY.CO Florida Power & 
Light Co 4pp 44543 356 44543 359 

6803170094 Forwards Insp Repts 50*250/88-03 & 50 251/88 03 on 080208*12 & notice 
of violation Utit should be prepared to discuss Implementation of security program at 
880301 mgl meeting Notice of violation withhold (ref 10CFR2 700(d) & 73 21) 
GRACE.J N Region 2, Ofc of tho Director 88/02/26 WOODY ,C O Florida Power & 
Light Co 2pp 44710352 44710 354 

“6803170109 Partially withheld Physical Security Insp Repts 50-250/80 03 & 50-251/ 
00 03 on 880208-12 (ref tOCFRa 790(d) & 73 21) Violations noted Major areas 
Inspected security organization, to si mg & mainl, locks, keys & combinations 
MASNYK.O M Region 2. Ofc of the Director 80/02/24 Ip 44710 354*44710 354 

8603160434 Emergency Plan Implementing Procoduro 11550 91, "Emergency Radiation 
Team Response Onsllo " W/880310 Hr 

CONWAY.WF Florida Power A Light Co 88/03/10 lipp 44700 254-44700 264 


BB03170103 Forwards proprietary response to violations noted in Insp Repts 50 250/87 
38,50*251/87-38,50 250/87 47 8 60 251/87 47 Response withheld (rof 10CFR2 790 
&10CFR73 21) 

CONWAY.WF Florida Power & Light Co 88/03/14 Ofc of Enforcement (Post 
070413) 3pp 44749 247-44749 249 


J. Insurance & Indemnity Information 


8803220067 Forwards Endorsement 71 lo NELIA Policy NF*227.Endorsemenl SO lo 
MAELU Policy MF 80, Endorsement 88 to NELIA Poiicy NF-185 & Endorsement 75 o 
MAELU Policy MF 55 

CARTER.R J Marsh & McLennan, Inc 88/03/17 DINITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 870411) 5pp 44774 330 44774 334 


P. Operating license stage documents & correspondence 

8802250195 Generic Ltr 88*04 to all nonpower reactor licensees ro distribution of gems 
irradiated in research reactors Sve list end 

MIRAGLfA.F J Associate Diroclor for Projects (Post 8704 1 1 ) 88/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 

8803160223 Ack receipt of 080203 Hr roquesling relief from action statement of Tech 
Spec 3 01 Util will bo granted discretionary enforcement action extending ref action 
slatemenl by 24 h.per 880129 letcon 

GRACE.J N Region 2, Ofc of tho Director 88/02/24 WOODY.C 0 Fiorida Power & 
light Co ip 44705 001 44705 001 

8803010110 Forwards response to ISAP survey from Generic Ltr 88 02 Irdustry/NRC 
seminar consisting of brief discussion by NRC followed by question & answer period 
would bo beneficial lo making decision on ISAP II program 

CONWAY.W F Florida Power & Lighi Co 08/02/26 Document Control Branch (Docu- 
ment Conlrol Desk) 3pp 44592 103 44592 105 

8803010118 Advises that util will revise current Tech Specs using STS (or guidance 
rather than submit amends to procedures Procedure scheduled for issuance by 
880401 

CONWAY.WF Florida Power & Light Co 88/02/26 Document Control Branch (Docu 
menl Control Desk) 3pp 44552 134 44552 136 

8803040163 Requests that author be sonl NRC corrospondonc© ro plants a1 listed ad 
dress 

CONWAY.WF Fiorida Power & Light Co 88/02/26 Documonl Conlrol Branch (Docu 
mont Control Dosk) Ip 44633 133 44633 133 

8803090210 Nollficaticn of 880329,30 & 31 mootings w/util in Florida Cily.FL to discuss 
open Hems ro electrical portion of Tech Specs conversion oifort 
EDISON.G E Project Oirectoralo 11*2 08/03/04. 8ERKOW.H N Projoct (Direclorato fl 
2 3pp 44657 304 44657 306 

8803150160 Provides summary ropl of inlogralcd schedule generated for Jan 1908 Ropl 
refiecls Info as of 880116 & updalcd info will bo provided Tn subsoqiionl repts 
CONWAY.W F Florida Power & Light Co 08/03/07 Documonl Conlrol Branch (Docu 
mont Conlrol Dosk) 2pp 44717 039 44717 040 

8603300199 Withdraws 880115 request for relief from offsHo organization Tech Specs 
to implement changes in organization of nuclear energy dept because ulil decided to 
maintain Tech Spec organization & submit license amends 

CONWAY.WF Ronda Power & Light Co 88/03/07 GRACE.J N Region 2, Ofc of the 
Director ?pp 44904 298 44904 297 

8003210424 Forwards nolico of consideration of issuance of amends lo (acilily OLs & 
opporlunily for hearing in response to 071222 application for amend lo revise Tech 
Spec concerning dc sources surveillance requirements 

EDISON.G E Proioct Diroctorafo II 2 08/03/10 WOODY.CO Ronda Power & Light 
Co 2pp 44771 321 44771 327 

“0803210434 Notice of consideration of issuance of amends to Licenses OPR 31 A 
OPR 41 & opportunity for hearing Amends Tech Specs re dc power sources to con 
lorm closely to STS 

BERKOW.H N Project Direclorato II 2 88/03/10 5pp 44771 323 44771 327 

6603200170 Informs thal on 880129,ulil granted 24 h extension of lime to action state 
menl of Tech Spec 3 0 1 to verify Instrument setpoints since procedures acceptance 
criteria & as found values fall wilhin allowable value 

GRACE.J N. Region 2. Ofc of the Director 88/03/11 MURLEY.T E Office of Nuclear 
Roaclor Regulation, Director (Post 870411) TAYLOR, J M Ofc of the Executive Diroc 
lor for Operations LIEBERMAN.J Ole of Enforcement (Post 870413), 2pp 
44901 049 44001 056 

8803220364 Gononc Ltr 06 05 to all licensees of operating PWRs & holders of CPs for 
PWRs ro boric acid corrosion of carbon steel reactor pressure boundary compononls 
in PWR plants Sve list end 

MIRAQLIA.F Associate Diroclor for Projects (Post 07041 1) 88/03/17 ConsolldaUid 
Edison Co of Now York, Inc 43pp. 44879.084-44879 126 

6603220385 Advises that ulil revised Category A 8 8 electrolyto level limits specified In 
Table 4 8 2 lo agree w/roquiremont in STS.In resp^onse lo NRC question re 060929 
request to amend Tech Specs Revised Toch Spec Table 4 0-2 end 
CONWAY.W F Florida Power & Light Co 88/03/17 Document Control Branch (Docu- 
ment Control Desk) 2pp 44789 108*44789 190. 

“8803230055 Revised proposed Tech Spec Table 4 8*2, "Battery Surveillance Require 
menls " 

‘ Florida Power & Light Co 88/03/17 Ip. 44709 190 44709 190 

0603310261 Confirms agreement from 880315 meeting that operability of intake cooling 
waler/component cooling water HXs will be verified by determining that every combi 
nation of KXs capable of removing design basis heal loads 
CONWAY.W F Florida Power & Light Co 80/03/18 Document Control Branch (Docu 
mont Control Dosk) 2pp 44916 338 44916 339 
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88032SO165 Notificai on of BflOlOS mceling w/ulii in Rockville.MD to discuss surveil 
laric^- TccitSp-'t*) lot tcndO'^B 

EDISON, G£ Project areclorate II 2 86/03/21 BERKOW.HN Project Diredorate II 
2 2pp 2i)3 t4fl5l 201 


Q Inspetlion repoTls. \t k correspondence 


6602290180 Pf^S'cal Secunty hsp Rcpls 5Q 25Q/Q7 3B 50 251/07-38i5O 

250/67 47 & 50 251/67 17 on 870021 20 1 116 20 & 23 2A & notice of violation & 
propoioef imposition of cmI penalty Enel wdthheld (ref l0CFfl2 790) 

GRACE J N Region 2 Ofc of the Director 60/02/11 WOODV.CO Florida Power & 
Light Co 4pp 4 1543 3:a6 44543 359 ♦ 

0803160177 Forwards Insp Repls 50 250/07 52 8 50 251/67 52 on 8712)4 18 No vio 
lations Of dvriiations noted 

MERDT,A fl Region 2 Ofc of ihe Director 80/02/23 WOODY, CO Florida Power & 
Light Co 2pp 4470J 191 44/03 199 

-8803 160183 Insp Ropis 50 250/67 52 & 50 251/87 52 on 071214 16 No violations or 
dw.iaiions rioted Major areas inspected previous open items & pipe support base 
plate des gri using concrete expansion anchor bolts 

CHOURC 0LAKB,Jj Reg on 2, Ofc of the Director 88/02/22 7pp 44703 193 
44703 103 


8803160241 Forwards summarv of 060125 w/uttl,BGchlsl & Enerconjnc re uti! inde 
pendent mgi appraisal plan & mgt on shift program, per* Enforcement Action EA 87- 
065 List of ciltendacs & agenda also end 

GRACE Region 2, Ofc ot Ihe Dircclor 80/02/24 WOODY >CO Florida Power & 
Light Co 6pp 14703 310 14703 353 

8803170094 Forwards Insp Repts 50 250/08 03 & 50 251/88 03 on 680208-12 & nolrco 
of violation Ulrf should be prepared to dscuss implementation of security program at 
880301 mgt meeting Notice ol violation wilnhetd (rel lOCFn2 79010) S 73 21) 
GRACE.JN Region 2, Ofc of the Director 68/02/25 WOODY,CO Florida Power & 
Uyhl Co 2pp 44710 352 447 IQ 354 


• 8803170109 Parttall/ withheld Physical Security Insp Rents 50 250/08 03 & 50 251/ 
BS 03 on 080208 12 (ret 10CFR2 790(d) 73 21J Violations noted Major areas 

security organization.testing & mamt, locks, keys & combinations 
44^7^0 3 sfd^Vl 2, Ofc fit (he Oweclcr 06/02/24 Ip 


8803040123 Responds to violations noted rn Insp Rdpts 50 250/87-48 & SO 251/87 
40 Corrective actions parsonncl disciplined 

CONV/AY W F Ftctida Power & Light Co 66/02/26 OocumenV Conuol Branch lOocu 
meni Control Desk) 5pp 44633 124 44633 126 

8802230035 NRC Info Notice 60 0C6 "Foreign Objects in Steam Genetatorr. " Sve list 
end 

ROSSi GE Division of Operaiional Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Jnc nspp 44554 253-44555 009 

0803020036 NRC irifo Nohee 08 007. "inadvertent Transfer of Licensed Mall lo Uncon 
trolled Locations Sve fist end 

^ ^ Divison Dl Industrial & Medical Nuciear Saleiv fPosl 8707291 
&B/03/07 Consolidated Edison Co ol New York, Inc 12pp 44673 001 44673 012 

680125 itr ro viofalionts noted in Insp Repls 60 260/87 

“(■ghf'atj woody, CO FloNdaPowe, 

®°Sg“S\!iaby®GE®'' SvuK HFA Typo Ulch 

Division Of Operational Events Assessmenl (Post 870411) 88/03/10 
CQ^BO'KlateU Edison Co of New York, inc 128pp 44673 1^ 44873 319 ^ 

”AMn?s ^ Sv/llit Rsapirans W/Radwasle SoHdtoUon 

of Opsyaijonal Events Assessment (Post 670411) 88/OT/ia 
Consol dated Edison Co York. Inc I20pp 44772253 44773 d12 ^ 

‘“sTbO eM850%To?S?^^^^ "O'*'' "> '"SP Hepts 50 250/87- 

& it)CFR73 21)' ^ 50*251/87 47 Response withheld (ref 10CFR2 790 

Entocement (Post 

M Itr re violations noled in Insp Ropis 50 250/87-51 A 

OeT 3 pp“ 4T724 IDoeu 

Sleam^Genetato’fubes "'n'eplaS 

si^PQrl p'aie^ nepiacement generators fabricated w/405 stainless steel 

DJrectot Jpp'dA^BBj'oBj'AllBatow'' GRACE, JN Regton J, Ole of ihs 

Walls atVuS'p^lJei Plarts'V,^f°rtV? 

?o3'srG'NTe"'G“’ 

FtOf,daPowl-lL,gh7co'lipp^4Mtli5°^7^^^^^^^^ Bs/ol/a'a ^SwAY.W F 


R. Periodic operating reports & related correspondence 


8803070206 "Semiannual Radioactive Effluent Release Ropt,JuJ-Doc 100/ " W/0RO229 
Itr 

CONWAY, WF Florida Power & Light Co 87/12/31 28pp 44590 172 44596 1D9 

8802220114 Forwards monthly operabng repts for dan 1988 & conoUed operadnQ data 
repts for Apr*Dec 1987 

WOODY, GO FfQuda Power & Light Co 80/02/ 16 Oocumonl Control tfrnnch (Docii 
menl ConlroJ Desk) Ip 44523 216 44529 255 

-8602220117 Monthly operating repts for Jan 1988 
GRANT, NW Florida Power a Light Co 88/01/31 17pp 44523 217 44623 233 

8803150368 Forwards summary of mgtonshifl ropis (or wk brrninnitH) 0B02l5,|)<'r 
071010 NRC order 

CONWAY.W F Florida Power & Lighl Co 88/02/24 GRACE.J N HOgion 2, Ofc of llio 
Direclor 36pp 44668 263 44688 300 


8803160122 Forwards biweekly status rept ro operating ovonia & performance tronds 
GRACE.JN Region 2, Ofc ol tho Oircdoi B6/02/25 WOODY .CQ Flond^ Powot A 
Light Co 3pp 44695 186 44695 190 


-8803160126 Forwards biweekly stales rept on plant ro oporalmn ovonts & peiform 
ance trends 

GRACE.JN Region 2. Otc ot the Director 0B/O2/24 MURLEY,7 E Olfico of Nuclmir 
Beaclor Regulation, Director (Post 870411) 2pp 44698 100 44695 100 


0803160243 Forwards mgt on-shifl ropIs for 0G0222-20.pof NRC 071019 ordor 
CONWAY W.F Power aLielil Co 88/03/01 GRACE JN Rorjlon 2. Ofc of Iho 
Director 32pp 44703 256-44703 209 


^^NRC^aT^OlO^ordef^ summary ot mgt on-snitl weekly rept for wK Martino hnir?2lj,fir<r 

88/03/06 GRACE, JN Roglon 8, Ota ot tlw 

Director 35pp 44902 215 44902 249 


/-nK tT/AVJui r r i « wou u yyfU5& nummary or sefoci sys assessmenl 
CONWAY.W F Floric^ Power & Light Co 08/03/14 Docurnonl Control Druncli (Oocu 
meat Comrof Desk) 2pp 44795 085 44795 066 

oporaling uipis for Fob loGO & rovt<TQd C4wraltn<} data 

Spii'r-niiSIfi Docurnonl Control [Iranrh (Dot'll 

menl Control Desk) Ip 44844 065 44844 0B6 


"8603210463 Monthly opoTaling lepls for Fob t96Q 
GRANT.N W Florida Power & Light Co Ofl/02/29 1 /pp 44844 OGO 44tl44 082 


'^oniiify oporaling rupls for Jan 1988 

GRANT.N W Florida Power & Light Co 80/01/31 4pp 44644 083 44844 086 


0003280110 Forwards NRC biweekly status 
podormancG Uonds 

GRACE, J N RogJon 2. Ofc of (ho Director 
Light Co 3pp 44912 168M0i2 172 


ropi discussing roconl o|3ornliii(i evnnts A 
08/03/ f 5 WOODY.CO rioridn IY)W(-r A 








I, 9UIIIUI 11)^1 lo a 

ating events & porformanco trends 
GRACE.J N Hemon 2, Ofc of the Direclor 80/03/10 MURLEY,T E Of flea of NuLfnar 
Reactor Pegulation, Ouoclot (Post 670411) 2pp 44912 171 44912 1 /2 

V summary of mgt on-stufi weekly ropta 

D?ecRp^?8“^ R00lon?.Ofc.<,f,he 


8. Reportable occufTencGS, LERe & related correepondonco 


nz-rifiT H p 6 fl0O2O2,cosMfiinmon1 A control room vonitlahon isulhiron 

performing mod to fortiovo romoto alnrrli 
eff techn clan involved courisollod W/000303 Itr ^ 

CONWAY, WF Florida Power A Light Co 88/03/03 4pp 44012 079 


uj un oDuuiii, auxiliary foodwnler sys train ducinrod out nf «iur 

MS KS?Aa"*»^ »»?SKK 

WM’roa P'O'"'*' Powof & Llolfl Co 8B/0S/25 App AA5OI00O- 

roquitomoms ot Tocli Spoc 3 5 f lor 

arforSaUA of 

AAKaaeo' ‘^°^WAY,WF norrda Power & Lioht Co 00/02/26 5pp AA582350 




Control Branch (Dqcu- 
ta?mSolDe”^ appT?® Oooumoni Conirol B,a„cl,(Docu 

A4702 070 FlorWo Poivor & light Co aem/OB 5^p 44702 066 
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U. Congressional/Executive Correspondence 

BBO325016& Responds to 8fl0212 tlr to CC Kammorer forwardino J Flaxman Hr re con* 
corns about ulil operations Ulil has major initiatives in place, including performance en 
hancemont program to enhance overall safe operation of plant 
STELLO.V Ofc of the Executive Director for Operations 80/03/18 GRAHAM, B 
Senate Gpp <1^656 326 ^<1856 333 

“8803250185 Forwards J Ffaxman 671202 Itr expressing concern re sale operation of 
facility for review & response 

GRAHAM, 0 Senate flfl/02/12 KAMMERER.C Congressional Affairs 2pp 
44856 332 44056 333 


DOCKET 50 254 QUAD-CITIES STATION, UNIT 1 


Fh Security, medical, emergency & fire protection plans 


6003010483 Revised procedures, including Rov 24 to QEP 340 0. "Corroclive Actions.” 
& Rev to to QEP 340 5, "’Station Fire Fighting ” 

* Commonwealth Edison Co 88/02/09 8pp 44531 227 44531 234 

6803160103 Rev 29 to Station Procedure QEP 330-0, "Assessment Actions," Rov 0 to 
QEP 330 3. "SPING Control Terminal Operation" & Rov 4 to QEP 330-10, "Onsite 
Environ Sampling During Emergency Situations " 

* Commonwealth Edison Co 08/02/29 12pp 44695 174 44695 165 

6603230077 Rovisod ornorgency plan implementing proceduros.includinn Rev 2 to QEP 
520 3, ''Trainirtg Program for Station Emorgoncy Preparedness Coordinator" & Rev 4 
1o QEP 520 SI, "Checkfisl for Initial Requirements for Generating Station " 

* Commonwealth Edison Co 88/03/02 19pp 44650 222 44650 239 

8603290200 Revised QEP procedures, including Rov 39 fo QEP 310 0, "Nolification of 
Responsible Authonlios" & Rev 23 to QEP 310 T3, "Prioritized Notification Listing" 

* Commonwealth Edison Co 88/03/07 14pp 44911 341-44911 354 


J. Insuranco & Indoninily Information 


8603040109 Forwards Enclorsemonts 1 to NELIA Cortilicatos MW-186,MW-20, NW 
150,NW 95 & NW-108.Endorscmonts 2 to MAELU Certificates MW-9fl.MW-5,MW 
74,MW-2e & MW-37 & Endorsement 3 to MAELU Corlificaie MW 37 
OSTDR.J Commonwealth Edison Co 88/02/29 DINITZ,! Office of Nuclear Reactor 
Regulation, Director (Post 870411) 105pp 44573 165-44573 269 

6803220401 Provides or>silo property damage insuranco at listed faciNlies,por 
10CFR50 54(w)(4) which requires licensees to ropt present sourcos & lovol of insur- 
ance 

MORGAN, WE Commonwealth Edison Co 80/03/15 Document Control Branch 
(Document Control Desk) Ip 44700 101 44709 101 


P. Operating license stage documents & correspondonco 

0802250195 Generic LK 80 04 to all nonpowor roaclor llconscos ro dtslrlbulion of gems 
Irradiated in research reactors Sve fist oncl 

M1RAGLIA,FJ Associolo Director for Projects (Post 87041 1) 80/02/23 Consolldatod 
Edison Co of New York, fnc lipp 44553 345 44653 355 

8803020160 Forwards responso lo quoslions raised during 871 123 lolcon to oxpcutivo 
summarv ropt for ombcdmonl plalo assossmont program 

JOHNSON,! M Commonwealih Edison Co 88/02/24 MURLEY.T E Office of Nuclear 
Roaclor Rogulalion, Direclor (Post 870411) 4pp 44540 317-44540 320 

8803070325 Forwards Rev 49 lo CE-1-A, "OA Program for Nuclear Genoralmg Pro- 
grams," consisling of listoil rovised pages Rov roflecls organization & title changes as 
well as changes resulting from mock ASME surveys 

MORQAN.W Commonwealth Edison Co OB/02/26 Documonl Control Branch (Docu 
mor:il Control Desk) Ip 44604 306 44604 325 

8003160053 forwards "Quad Cities Nuclear Power Station Unil 1 Cycio 10 Startup Test 
Results,'’ per NRC requests & Tech Spec roquiromonts 

JOHNSON.IM Commonwealth Edison Co 88/03/09 MURLEYJE Of fico ol Nuclear 
Reactor Regulation, Director (Post 870411) Ip 44703,057*44703 067 

“8603160057 "Quad Cities Nuclear Power Station Unit 1 Cycle 10 Startup Tost Re- 
sulls " 

* Commonwealih Edison Co 68/03/09 lOpp 44703 058 44703 067 

8803160175 Provides commllmonl lo review potential problems ro possibility that high 
pressure reactor coolant could leak Into core spray, LPCI.H PCI & RCIC sys Revlow will 
bo completed within 60 days 

JOHNSON.IM Commonwealih Edison Co 88/03/09 MURLEYJE Office of Nucloar 
Reactor Regulation, Director (Post 870411) 2pp 44729 299 44729 300 

8803230070 forwards imdated affidavit for propriotary Rev 1 lo NEDC 31345P, "Quad 
Cities Nuclear Power Station Units 1 & 2, SAFER /GESTR-LOCA.LOCA Analysis " 
SILAOY.J.A Commonwealth Edison Co 08/03/16 MURLEY.T E Olfic© of Nucloar 
Reactor Regulation, Direclor (Post 87041 1) 4pp 44649 181-44849 184, 

8803230105 Forwards responso to Generic Hr 80 02, "ISAP N" Partial listmg of ISAP 
resource requirements also end 

MORGAN, WE Commonwealth Edison Co 88/03/16 MURLEYJE Office of Nuefoar 
Reactor Rogulalfon, Director (Post 87041 1) 3pp 44849 095 44840 097 

8803220384 Generic Llf 08-05 to all licensees of operating PWRs & holders of CPs for 
PWRs r© boric acid corrosion of carbon stool reactor pressure boundary components 
fn PWR plants Sve list end 

MIRAGUA.F Associate Director for Projocls (Post 870411) 88/03/17 Consolidated 
Edison Go of New York, Inc 43pp 44879 084-44879 126 


0 Inspection reports, IE Bulletins & correspondence 

B803170161 Ack receipt of 680119 Itr informing NRC of steps taken to correct violalions 
noted in Insp Ropt 50 254/87-46 

JULIAN,CA Region 2, Ofc of the Director 88/02/17 WOODY.CO Florida Power & 
Light Co Ip 44710 206 44710 206 

8003010154 Forwards Safety Insp Repls 50 254/87 33 & 50 265/07 33 on 871206- 
800206 & notices of violation & deviation 

FORNEY.W L Region 3, Ofc of the Director 68/02/26 REED.C Commonwealih 
Edison Co 2pp 44567 246 44567 263 

“B803010163 Notice of violalion from insp on 871206 880206 Violation noted Procedure 
QIP 5700-2, "Filling Procodure for Chlorino Analyzer Probo, ’ which cautions that con- 
trol room isolation will occur & that control room bo nolified.nol followed 
FORNEY.W L Region 3, Ofc of the Director 80/02/25 Ip 44567 248 44567 248 

--B803010165 Notice of deviation from msp on 871206 000206 Deviations noted NRG 
not promptly noliliod ro noncomphance w/ IE Buflelin 85 003 & ATWS supnport hang- 
Instrument racks not in compliance w/ASME Code 
FORNEY.W L Region 3, Ofc of the Director 88/02/25 ip 44567 249 44567 249 

“8603010168 Insp Ropts 50 254/87 33 & 50 265/87 33 on 071206 0BO20Q Violations 
& deviations noted Major areas inspected oporalionsimainl & surveillance, LER 
^ administrative controls affecting radiation control 
niNG,M A Region 3, Ofc of tho Director 80/02/24 14pp 44567 250 4-1567 263 

8802230035 NRC Info Notico 80 006, “Foreign Objects in Steam Gonoralors ’’ Sve list 
oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/02/29 
Consolidated Edison Co of New York, Inc 1 18pp 44554 253 44555 009 

8603020036 NRC Info Notice 88 007, "Inadvorlenl Transfer of Licensed Mall to Uricon 
trolled Locations ’ Sve list oncl 

CUNNINGHAM, R E Division of Induslrial & Medical Nuclear Safely (Post 870729) 
00/03/07 Consolidated Edison Co of Nev/ York, Inc I2pp 44073 001-44673 012 

8803040062 NRC Bullotm 00 003, "Inadequale Lalch Engagemont m HFA Typo Lalch 
rng Rel^ Mfg by GE " Sve list oncl 

ROSSI.CE Oiv(Sior> of Oporallonal Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co of New York. Inc 120pp 44673 102 44673 319 

0803080148 NRC Info Notice 88 008, "Chemical Roaclions W/Radwaslo Solidification 
Aqonls " Sve list end 

ROSSI.CE Division ol Operational Events Assessment (Post 8/0411) 80/03/14 
Consolfdaled Edison Co of Now York, Inc 120pp 44772 253 44773 012 

8003140284 NRC Info Notreo 80 009, "Reduced Roliabllily of Steam Driven Auxiliary 
Foodwnlof Pumps Caused by Inalability ol Woodward PG PL Typo Governors ’ Sve 
list oncl 

ROSSI.CE Division of Opornlional Evonls Assossmenl (Posi 070411) 00/03/18 
Consolldatod Edison Co of Now York. Inc 121pp 44057 050 44857 178 

8003250176 Forwards Safely Insp Repla 50 254/07 20 & 50 265/07 28 on 070014 
060304 & notrcQ of violation 

HARRISON, JJ Region 3, Ofc of Iho Direclor 88/03/18 REED.C Commonwealih 
Edison Co 2pp 44913 000 44913 064 

“0803250177 Notico of violation from insp on 870914 880304 Violalion rolod Support 
M 1610 16 & other supports, designed as part ol Mark I torus allacfiod piping 
mods, not installed in accordance w/spociliod drawings 

MARRISON.JJ Region 3, Ofc of tho Direclor 80/03/18 2pp 44913 007-44913 008 

“6803250180 Insp Ropts 50-264/87 28 8 50-265/87 26 on 670914 600304 No viola 
lions noted Major areas inspected snubber surveillance A functional 
losting.nonliconsod irnininn A liconseo action on previously fdonlifiod Homs 
GAVULA.JA, DANIELSON, Dll Region 3, Ofc of tho Director 88/03/18 42pn 
44013 009 44013 049 ' 

“0803250162 Forwards "Evaluation Ropt on Fluecf Hoad Anchor Design" Ropt pro 
pared based on audit of design calculations by util, Sargent & Lundy A Impoll Corp 
QANDYOPADHYAY Bfookhaven National Laboratory 68/02/10 KUO.PT Mechanical 
Engineering Branch Ip 44913 050 44913 050 

“8603250189 "Evaluation Reel on Flued Hoad Anchor Design " 

BANDYOPAOHYAY, GROSSMAN, W Brookhavon National Lahoralory 00/02/20 
14pp 44013 051*44913.004 

8803300368 Forwards rosnonso lo NRC 000205 aullelin 00 001 requesting holders of 
OLs or CPs for Wostinghouse designed nucloar power reactors w/slcam generators 
having carbon steel support plates.implemont actions specified In bulletin 
MORGAN, W E Commonwealth Edison Co 86/03/24 DAVIS, A B Region 3, Ofc of 
tho Director 6pp 44913 212 44913 217 


R. Periodic operating reports A related correspondence 

0803160395 “Effluent & Waste Disposal Semiannual Repl Jul Dec 1967 ’ W/B8021 1 Ur 
BAX.RL Commonwealth Edison Co 87/12/31 DAVIS, A 8 Region 3, Ofc of tho Di 
roclor 15pp 44731 179 44731 193 

8803040061 Forwards occupational radration exposure portions of plant operating ropts 
KOVACH,! J Commonwealth Edison Co 86/02/29 DAVIS, B Rogron 3. Ofc of the 
Director Ip 44612 317 44612 338 

“8603060373 "1987 Ropt of Occupational Personnel Radration Doses " W/ 880220 hr 
BAX,R L Commonwealth Edison Co 87/12/31 DAVIS, B Ronion 3, Ole of Iho DIrec 
tor 4pp 44612 322-44612 325 

8803180093 Monthly operating ropts for Feb 1986 W/6Q0301 Ur 
DEELSNYDER,L , ROBEY, R A Commonwealih Edison Co 86/02/29 24 dp 
44792 118 44792141 
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8G03210157 Forwards listing of changesjests $ expenmonls completed during Feb 
1 988 Summary of safely evluation being reported in compliance w/10CFR50 59 
ROBEY.RA Commonwealth Edison Co 86/03/01 SNIFZEKJH Office of Nuclear 
Reactor Regulation. Director (Post 67041 1) 2pp 44782 12 1 44782 122 


S Reportable occurrences, LERs A related correspondence 

S8O3290290 LER 87 023 00 on 671 111, low fire profection header pressure automalrc 
siarl Signal did no1 start diesel pump during low pressure condition Caused by corro 
Sion on some engine start rofay contacts Loose wire a1 regulator tightened 
DOLIBER.O Corrmonwealth Edison Co 87/12/08 Spp 44892 265 44892 269 

8803010023 Sanitized version of LER 8B-001 OOon 8801l4.records review found two 
apparent overexposures ol contractor personnot during Fourth Quarter 1980 Caused 
by inaccurale secondary 8/ or primary dosimetry Dosimetry sys upgraded W/BBOI 28 
!tr 

TANK.R , 6AX,R L Commonwealth Edison Co 88/01/28 7pp 44631 005 44631 011 

8803010077 LER 88 004 00 on 8BQl26.lmpell Corp noUfted station that Lins 1 0216*1/2 
inches not qualified to FSAR criteria for allowable stress Caused by design 
error Impell Corp dovolopmg mod 1o correct condition W/800216 Hr 
HANNO.WE, BAX.RL Commonwealth Edison Co 88/02/17 4pp 44531 362 
44531 355 

8803070373 LER 88 005-00 on 83020 i.eoniroi room venlilation isolation 

occurred Caused by personnol error Personnel retrained & chlorine monitor probe re 
placed & tested satislactonVy W/ 880224 Ur 

CASTRO, B, BAX.RL Commonwealth Edison Co 88/02/24 5pp 44637 075* 
44637 070 

6003140216 LER 07 010 01 on 870914, as found leakage exceeded Tech Spec 
3 7 A 2 b limil Cause not dotermnod Valves 8 penetrations tested as required by local 
leak rale test program Several valves & penetrahon repaired or replaced W/860225 

STURTECKY.K, BAX.RL Commonwealih Edison Co 68/02/25 llpp 44693 247 
44693 257 

0803890275 Forwards LERs from 1987, per discussions w/T Ross re repls missing from 
document control dask 

BAX.R L Common w/eallh Edison Co 0B/O3/04 Document Control Branch (Document 
Control Desk) 1p 44674 123 44674 219 

• •86 03 090 278 LER 87 030 00 cn 871219,ATWS instrument sensing linos inadequately 
supported & did not meet FSAR dobign criteria Caused by cognitive personnel error i 
inadequate cfesfqni Temporary supports installed W/8 801 13 Itr 
GRIPPES, T, BAX.RL Commonwealth Edison Co 80/01/12 9pp 44674 124 
44674 133 

••6603090280 LER 67 020 00 on B71207,Bus 13 1 degraded voltage 5 minute time 
delay relay found out of toleranoo Caused by solpoinl drift Time delay relay recalrbrat 
od A tested W/67 1224 Itr 

bLAMEY.AJ, BAX.RL Commonwofllth Edison Co 87/12/22 6pp 44674 134 
44674'139 

-8803090281 LER 87 028 00 on 871202, open perelrations found through firo 
barriers Caused by personnol errors Idernilied doficlencies repaired & station Maim 
Work Request Procedure OAP 1500-2 8 Checklist QAP 1600 Si revised W/671 229 

Hr 

DOLIBER.D, BAX.RL Commonwealih Edison Co 87/12/29 llpp 44674 140 
44674 150. 

-8803090283 LER 07 024 00 on 87 1 120, primary conlalnmonl structural sleel connoc 
tions outstdo FSAR design cntoria discovorod Caused by const error Engineering 
Change Notices OC 87S 24 & 27 issued & repairs made W/071216 Itr 
WALTERS, S, SAX.HL Commonwealth Edison Co 07/12/16 6pp 44674.151* 
44674 156 

-8803090284 LER B7 021 00 on 871 1 IO.cIigsdJ fire pump 1/2A inoperable & on 871 1 1 1 
7 day ou!*ol*svc rcporling criteria exceoded Caused by pump intake bay being empty 
for circulating water pump mainl Intake bay rofilied on 8711 17W/671207 Itr, 
DOUIBER.D, BAX.RL Commonwoaflh Edison Co 07/12/07 6pp 44674 167* 
44674 162 

-8803090287 LEfl 87 017 OOon 670805, HPCf sys Inoperable due 1o invalid sys 
isolation Caused by HPCI sleamlino dilferential pressure transmltler failure Transmitter 
failure under InvcaUgation Rosemount Model 11530BSPA switch replaced W/870G31 
Hr 

PAlRITZ.jp, BAX.RL Commonwealth Edison Co 67/08/31. 5pp 44674 163 

44674 167 

-8803090259 LER 87 020 00 on 67 1006, refuel floor radiation monitor sys ESF actualicn 
occurred Caused by installation deficiency Event discussed v//electncal maint person 
ne! & relay tn Panols 901(2) 40 A 41 replaced W/871 103 Hr 
OOLECHECK.D. BAX.RL Commonwealih Edison Co 07/11/03 6pp 44674 160 
44S74 173 

-0003090291 LER 87 014 OOon 870720, conlrol room vonlllalion isolation 
occurred Caused by chlorine analyzer sys spike resuHing from power fluctuation during 
olecirical storm Control room varlilalion sys returned to normal W/O/OQI 2 Hr 
CASTRO, B , 0AX,R L Commonwealih Edison Co 67/08/10 6pp 44674 174* 

44674 179 

-9803090294 LER 67*013 OOon 67O620,control room hi VAC sys Isolation 
occurred Caused by defective functional lost procedure or probe corrosion Chlorine In 
proba vicrniLy removed & corroded probe replaced W/870715 Itr 
KNAPP.GE. BAX.RL Commonwealih Edison Co 87/07/20, 8pp 44674 180* 

44674 187 

-8003090297 LER 67*012 00 on 870 624, reactor bldg & control room ventilalion sys iso- 
lation occurred Causod by relay coil failure Relay coil replaced & tested & Mod M 4- 
1(2) 85 17 10 replace similar relays Iniliated W/ 8707 16 Hr 

KRONICH.C, Commonwealth Edison Co 87/07/16, 6pp 44674 188* 

44674 193 


•*8003090300 LER 87 010 00 on 07O519.control room vonlllalion actuated duo to loxic 
gas analyzer failure Caused by design deficiency NRC not noliflGd due to 
miscommunication Gas analyzer power restored & personnel counseled W/870610 Hr 
HOOQHEEM.D, BAX.RL Commonwealth Edison Co 87/06/10 7pp 44674 194 
44674 200 

-0603090306 LER 87 007 00 On 8704 14, diesel fire pump 1/2 B inoperable & exceeded 
7 day out of-svc reporting criteria Caused by design deficiency Deficiency 
repaired, surveillance procedures revised & voltage drop reviewed W/87043D Itr 
HOOGHEEM.D. BAX.RL Commonwealih Edison Co 87/04/30 7pp 44674 201 
44674 207 

-8003090309 LER 87*006 00 on 670403, HPCI sys moperable Caused by loose soldered 
conneclion on solenoid valve coll SV 8 Solenoid ccil replaced & HPCI turbine remote 
reset verified Solenoid valves SV 8 A SV 12 replacement planned W/B70424 Itr 
KUBANJA, BAX.RL Commonwealth Edison Co 87/04/24 6pp 44674 208 
44674 213 

-8803090312 LER 87 005 00 on 870917.1urbmo trip & reaclor scram occurred Caused 
by level control valves (LCV) being out of adjustmont.stuck valvo failuro & inadequate 
planning Program to track LCV setpoint changes developed W/870407 Hr 
HILL.K J . BAX,R L Commonwealth Edison Co 07/04/07 Gpp 44674 214-44674*219 


V. Operator Examlnalfons 

8003250089 Forwards revs to guidance for trial NRC requalification exams re lessons 
learned from exams at HB RoBlnson plant W/o end 

WRIGHT, GC Region 3, Ofc of Iho Director 88/03/18 REED.C Commonwealth 
EdiSOnCo 2pp 448B1 095 44QQ1 096 

8803300207 Advisos that written & oral operator & senior operator licensing exams 
scheduled for wk of 980718 Ref matJ listed in end required 60 days prior to exam 
date Rules & guidance also end 

WflIGHT.GC Region 3. Ofc of the Director 86/03/24 REED.C Commonwealth 
Edison Co, lOpp 44902 087 44902 096 
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F, Security, medfeal, emergency & fire protecllon plana 

0003020171 Rov 4 to App C to emergency pfan, "Major Employers Wilhjn 10 Miles of 
Palisades Nuclear Plant " 

* Consumers Power Co 85/02/20 lOpp 44548 250 44548 259 

6803010468 Rev 5 lo /^p 0 to Site emergency plan 

* Consumers Power Co 86/06/27 3pp 44531 130 44531 140 

8003080426 Rev 4 lo Emergency Implomonling Procedure El 6 13, "Protective Action 
Recommendations for Offsilo Population " 

0RUNET,JR Consumers Power Co 07/03/27 2pp 44631 277 44631 278 

8803070124 Forwards scenario for 1980 annual emergency plan exorciso In Fob, 
"PALEX 88 Radiological & meloorologicaf data will be submlUod under separate 
cover on SOOIOfljier 871222 telcon Commonla lequoatod by 800129 
JOHNSON.BD Consumers Power Co 87/12/20 Document Control Branch (Docu- 
ment Control Desk) Ip 44606,001x44588 080 

-8803070126 "PALEX 06, Palisades Nuclear Plant Emergency Exerefso Scenario Con- 
ducted on 880217 " 

* Consumers Power Co 88/02/17 799pp 44506 002 44508’OOO 

0803010333 GORT/EOF emergency plan implementing procedure annual verification 

* Consumefs Power Co 60/02/19 Spp 44542 131 44542 135 

0003030117 Forwards Safety Insp Rept 50 255/86 05 on 8601 01 *0203, No violation 
noted 

GULOEMOND.W G Region 3, Ofc of the Director 88/02/22 BUCKMAN.F W Con 
sumers Power Co 2pp 44693 163 44093 176 

-0003030193 Safely Insp Repl 50 265/86 05 on 880101*0203 No violations 
noted Major areas inspected operational safety, maint, outage 

activilies.survolliance.physlcal security/adlological protection, repot table events & info 
notices 

BURGESS, B L Region 3, Ofc of the Director 88/02/22 12pp 44093 166 44093 176 

80030104/4 Rev 3 to Emergency Implomentallon Procedure Ef 2 2, "Emergency Staff 
Augmentation " 

* Consumers Power Co 88/02/24 Spp 44537 356 44537 360 

0803040103 Rov 3 lo App E table of contents coversheet to "General Equipment in 
Emergency Kila " 

* Consumers Power Co 80/02/24 App 44573 270 44573 273 

8003300121 Temporary Change Notice TCN-EI-06 006 to coversheet of Rov 1 to Emer- 
gency Implementation Procedure El 7 10, "Post- Accident Sampling, Radioaclive Gase- 
ous Effluent Monitoring " 

BRUNET, J Consumers Power Co 88/03/04 2pp 44901,109*44901*190 

8803100050 Forwards Rev 19 lo security plan Rev withheld (ref 10CFR73 21). 

BERRY, K W Consumers Power Co, 88/03/07 Document Control Branch (Document 
Control Desk) Ip 44681 290 44681 209 

0803140304 Forwards Safely Insp Repl 50 255/6B 02 on 68021 6-1 a.No violations 
noted 

SHAFER,WO, Region 3, Ofc of the Director 88/03/00 BUCKMAN.F W Consumers 
Power Co 2pp 44714 193-44714,200 

-0803140306 Safety (nsp Rept SO 265/08 02 on 600216-18 No violations, 
deficiencies, or deviations noted Major areas Inspected emergency exercise involving 
observations of functions & locations during exercise 

PAHERSON.JP, FOSTER.JE,, SNELL.W Region 3, Ofc of the Director 60/03/06 
16pp 44714 195 44714 208 
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8S032 10223 Ack receipt a( 871229 Itf iransmilling Rev 8 a< Soclion 4 to site emergency 
plan Review included 880304 tetcon in which agroemont made that emergency action 
level changes would be submitted within 00 days of Itr date 

SHAFER.WD Region 3. Ofc of the Director 08/03/11 BUCKMAN.FW Consumers 
Power Co 2pp 44790 221*44798 222 

88032203C3 Advises that 080307 Rev 19 to security plan consistent w/ provisions of 
10CFR50 54(p) & acceptable 

MALLETT.BS Region 3. Ofc of the Director 08/03/17 0ERRV.KW Consumers 
power Co 2pp 44065 348 44065 349 


H General correspondence 

8803090277 Forwards public notice for publication on 0801 25 in Herald Paladium^per 
880122 telcon Advorlising order approving publication also end W/encIs 
LEEJJ Protect Directorate V 08/01/22 WEISSNER.E SI Joseph Herald Paladium. 
St Joseph, Ml Ip 4464G 033 44646 033 


I Financial Information 

8803140300 "CMS Energy Corp 1987 Annual Ropt " W/880309 Hr 
MCCORMICK, W T . MCNISH.T A CMS Energy Corp B7/12/31 OENTON.H R Office 
of Nuclear Reactor Regulation, Director (Post 870411) 41pp 44713 075 44713 115 


J Insurance & Indemnity Information 

8803080450 Forwards Endorsements 1,2 & 3 to MAELU Certificate MW-24 & Endorse 
ments 1,2 & 3 to NELIA Cerlificale N 87 Certificates cover •’new" master workers pro 
gram w/Nuclear Insurance Pools 

FROUNFELKER.H Consumers Power Co B8/03/01 DINITZ.I NRC • No Detailed Af 
filial ion Given 45pp 44626 217 44626 261 

8803300033 Forwards Endorsement 100 to NELIA Policy NF 179 A Endorsement 86 to 
MAELU Policy MF*50 

FROUNFELKER.R Consumers Power Co 88/03/24 DINITZ.i NRC * No Detailed Af- 
filiation Given 3pp 44901 078-44901 000 


P Operating license stage documents & correspondence 

8802250195 Generic Ltr 88 04 to all nonpowor roactor licensees re distribution of gems 
irradiated in research reactors Svc list end 

MIRAGLfA.FJ Associate Director for Projects (Post 870411) 08/02/23 ConsolicJalod 
Edison Co of Now York, Inc 11pp 44553 345-44553,355 

8803070204 Ack receipt Of Revs 6 & 7 of OA Topical Ropt CPC 2A & proposed QA 
program changes described in 800115 Itr Revised topical ropt continues to satisfy re- 
GUiremonts of 10CFR50, App B & acceptable 

MILLER, HJ Region 3, Ofc of the Director 88/03/01 BUCKMAN.F.W Consumers 
Power Co 2pp 4^4599 300 44699 301 

8803160171 Discusses revised schedule for compliance w/PTS rulo,drafl Roo Guido 
1 99, Rev 2 A 10CFR60 61 Incorporation of shield assemblies in Cycle 0 fuof will ro 
nuire Installalion of stainless steel rods in 16 previously discharged assemblies 
SMEDLEY.R W Consumers Power Co 08/03/09 Document Conlrof Branch (Docu 
ment Control Desk) 2pp 44720 022-44720 023 

8803210141 Forwards Projoct Diroctoralo III 1 slides for 060317 briefing of Executive 
Team Slides marked "P" primary slides directorate plons to show Other slides backup 
for possible ref 

VIRGILIO.MJ Projoct Direclorale Ifl-K 80/03/14 NOVAK, T Division of Safety Pro 
grams (Post 870413) 09pp 44760 186 44760 260 

8603210468 Requests submittal of diagram indicating all contaminated soit surface 
areas.condition of soil surface A evaluation of radiation doses via Inhalation pathway 
associated w/soil surfaces be submitted In accordance w/10CFfl20 302 
WAMBACK.TV Proiecl Directorate III-1 88/03/15 BERRY.KW. Consumers Power 
Co 3pp 44755 215 44755 217 

8803210451 Discusses final disposition of a&ymmotric blowdown loads issue as it af- 
fects fuel assembly grid design Specific concern re fuel assembly grid design resolved 
by ref analysis & leaves seismic loads as only remaining issue 
KUEMIN,J.L Consumers Power Go 80/03/16 Document Control Branch (Document 
Control Desk) Ip 44808 061-44800 061 

8603220364 Generic Ltr 80 05 to all licensoes of operaling PWRS & holders of CPs for 
PWRs re boric acid corrosion of carbon steel roactor pressure boundary components 
in PWR plants Svc list end 

MIRAGLiA.F Associate Director for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of Now York, Jnc 43pp 44079 084-44879 126 

8603300301 Requests deletion of Change B (4 5 2c(3)) from 020303 Tech Spec change 
request re containment air lock loak lest requirements 

KUEMIN,J L Consumers Power Co 88/03/21 Documeni Control Branch (Document 
Control Desk) Ip 44904 154-44904 154 

8803300053 Forwards addl Info 1o further clarify confidentiality ot info contained on 
DOE/NRC Forms 741 A 742, allowing NRC to deem info as commercial or 
financlal.p0r 10CFR2 790(d) Info in NRC 871215 Itr can bo made publicly avaitablo 
J0HNSON,B D Consumers Power Co 00/03/24. Document Control Branch (Docu- 
ment Control Desk) 2pp 44901 087 44901 086 

8803300168 Forwards Amend 112 to Provisional License DPR-20 A safety 
evaluation Amend revises Tech Specs to modify mservlce insp program for steam 
generators to be more consistent w/NRC STS A provides addl insp requirements 
WAMBACH.TV Project Directorate III-1 88/03/24 BERRY.KW Consumere Power 
Co 2pp 44907 325 44907 342 

-8803300198 Amend 112 to License OPR-20.rQ vising Tech Specs to modify InservIce 
jnsp program for steam generators to be more consistent w/NRC STS A provide addl 
insb requirements A criteria to identify degraded tubes 
VIRGILUO.MJ Project Directorate 111-1 88/03/24. 9pp 44907-327-44907 335 


“8803300202 Safety evaluation supporting Amend 112 to License DPR 20 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/03/24 6pp 
44907 336 44907 342 

8003300446 Forwards Amend 113 to License DPR 20 Amend deletes footnotes from 
Tech Specs Table 4 2 1 involving sampling frequency of safety miection lank that per 
lamed to Cycle 5 operation only A now out of date 

WAMBACH.T V Protect Directorate III 1 88/03/25 BERRY K W Consumers Power 
Co 4pp 44900 323 44900 330 

"0603300452 Amend 113 lo License DPR t ta.deletmij footnote from Tech Specs Table 
4 2 1 involving sampling frequency of safety m|PCtion tank that pertained to Cycle 5 
operation only A now out of date 

VIRGILIO.M J Project Directorate til 1 88/03/25 4pp 44900 327 44900 330 


Q. Inspection reports, IE Bulletins A correspondence 

8602250356 Ack receipt of 000120 Hr informing NRC of stops taken to correct violations 
noted Insp Rept 50 255/87 27 Understands that control of jumpors A lifted loads have 
been thoroughly reviewed A action taken to prevent recurrence per lelcon 
MILLEH.HJ Region 3, Ofc of fhe Director 00/02/18 BUCKMAN.FW Consumers 
Power Co Ip 44567 332-44567 340 

6003030117 Forwards Safety Insp Repl 50 255/00 05 on 060101 0203 No viotalion 
noted 

GULOEMOND.WG Region 3, Ofc of the Director 80/02/22 BUCKMAN.FW Con- 
sumers Power Co 2pp 44893 163 44893 176 

"6803030133 Safely Insp Repl 50 255/88 05 on 800101 0203 No violations 
noted Major areas inspected operational safeiy.maml, outage 

aclivilies.sun/eillancG, physical securily.radtological proteclion.reporlablG events A info 
notices 

BURGESS.B L Region 3. Ofc of the Director 08/02/22 I2pp 44093 165 44093 176 

6602230036 NRC (nfo Notice 80 006, ‘ Foreign Objects in Sleam Generators ” Svc list 
end 

ROSSI, CE Division of Operalional Events Assessment (Post 070411) 08/02/29 
Consolidaled Edison Co of New York. Inc 1 tOpp 44551 253 44555 009 

6603060358 Forwards Special Allegation Review Insp Rept 50-255/60 03 on 871022 
000127 No violations noted Wrillen response per program weaknesses requested 
within 30 days after itr receipt 

NORELIUS.CE Region 3. Ofc of the Director 80/03/04 BUCKMAN.FW Consumers 
Power Co 2pp 44667 147 44667 150 

-8603060362 Special Allegation Review Insp Rept 50 2S5/8B 03 on 871022 080127 No 
vlolatiori noted Allegations rncludod some plant personnel on midnight shift abusing 
drugs A alcohol A testing for alcohol use not completed in timely manner 
PIRTLE.Q L , OROUIN.B , CFICEO.J R Region 3, Ofc of the Director 60/02/16 10pp 
44667 149 44667 150 

0003020036 NRC fnfo Notice flO 007, "Inadvortonl Transfer of Licensed Mali lo Uncon 
iroliod Locations " Svc list end 

CUNNINGMAM.R E Division of Industrial A Medical Nuclear Safely (Post 870729) 
00/03/07 Consolidated Edison Co o1 Now York, Inc I2pp 44673 001 44673 012 

0003140304 Forwards Safety Insp Ropt 50 255/80 02 on 8RO216 10No violations 
noted 

SHAFER.WD Region 3, Ofc of the Drrector 00/03/08 BUCKMAN.FW Consumers 
Power Co 2pp 44714 193 44714 206 

"0803140306 Safety Insp Repl 50 255/80 02 on 860216 18 No violations, 
deficiencies, or deviations noted Major areas inspected omergency exorcise Involving 
obsorvations of functions A tocations durmn oxcrciso 

PATTERSON.J P. FOSTER, J E . SNELL, W Region 3. Ofc of the Director 08/03/00 
15pp 44714 195 44714 200 

8603160351 Provides errata to util 860115 rospoosa lo IE Bulletin 05 003 ro motor op 
erated valve common mode failuros during transients duo to improper switch settings 
KUEMIN.J L Consumers Power Co 08/03/09 Document Conlfol Branch (Document 
Control Desk) 4pp 44680 358 44600 361 

6803040062 NRC Bulletin 08 003, "InadequalG latch Engagemont in KFA Typo Latch 
ing Relay Mfn by GE " Svc list end 

ROSSf.CE Division of Operational Events Assessment (Post 070411) 80/03/10 
Consolidated Edison Co of Now York, Inc 120pp 44673 192 44673 319 

0603000148 NRC Info Notice 88 008, “Chemical Reactions W/Radwaslo Solidification 
Agents “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/14 
Consolidated Edison Co oi New York, fnc I20pp 44772 253 44773 012 

8803180206 Responds to NRC Bulletin 60-001, "Defecls in Wesllnghouso Circuit Break- 
ers “ No DS senes circuit breakers described in buNolin used in Class 1E apjplicallons 
KUEMIN.J L Consumers Povvor Co 00/03/14 Document Control Branch (Document 
Conlrof Desk). Ip 44700 113-44798*113 

8003140264 NRC Info Notice 88 009, “Reduced Reliability of Sleam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors " Svc 
list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 80/03/18 
Consolidated Edison Co of New York, fnc 121pp 44857 058 44857,179 

6803300160 Forwards Amend 112 to Provisional License DPR 20 A safety 
evaluation Amend revises Tech Specs lo modify mson/lce insp program for steam 
generators to bo more consistent w/NRC STS A provides addl Insp requirements 
WAMBACH.TV Project Directorate III-1 80/03/24 BERRY.KW Consumers Power 
Co 2pp 44907 325 44907 342 

"8603300196 Amend 112 to License DPR-20, revising Tech Specs to modify inservlce 
insp program for steam generators to be more consistent w/NRC STS A provide addl 
insp requirements A criteria to Identify degraded tubes 
VlffelLLlO.MJ Project Directorato III 1 00/03/24 Opp 44907 327 44907 335 
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• 8603300202 Safety evalualron sjpporlrng 1 12 to License DPR 20 

*■ OUice at Nuclear Reactor ReguiatJon, Direc-lor 87041 68/03/24 6pp 
44907 336-44907 342 


R Periodic operating report-s & related correspondence 

8803030203 ' 1987 Annual Operating Rept Occupational E^rposure " 7if/08O223 Hr 
JOHNSON, BO Cons^mersPowerCo 07/12/31 4pp 44602087 44602 090 

8803170076 Monthly ogeiating TCpt lor Feb 1966 W/ 860308 it; 

PACKARD.GC. GOBALSKI,G Consumers Pov/er Co 88/02/29 5pp 44730 271 
44739 27S 


S Reportable occurrences, LHRs & related correspondence 

0003140264 LER 68 002-00 on 000209, inservrcG waste gas decay tanF losi approx 26 
psi Caused by laiiure to liold gaseous radwaste lor mrn cl IS days per Tech 
Specs Pressure drop iso'ated & air samples taken hy health physics personnel W/ 
080310 Itr 

KOZUP,CS. JOHNSON.BD Consumers Power Co 68/03/10 5pp 44702'111- 
44702 115 

8803160356 LEB 86 001 00 on 860 123, disco ireied thal pressu© lesiol on primary cool 
ant sys exceeded 55®o level required by SOP-1 Caused by personnel lailing to mam 
lain low temp overpressure prelection sys W/88031 1 Hr 

K02UP.es, JOHNSOH.BD Consumers Pevrer Co 68/03/18 ?pp 44726 267 
44726 203 


P* Operating license stag© documents & correspondence 

6803070012 Forv/a'^ds Vol 1 "Test R^pt on Seiamic QuaMteatron/ Venlication q( Va^' 
ous Aiuminum Elactncal Condurl Configurations" & supporting documents inadverlenl* 
ly excluded from 87040B submitial re seismic design issues 
GRIDLEY.R Tenr^assee Valley Authoniy 87/04/17 Document Control Branch (Oocu 
meni Control Oesk> 2pp 445B4 222 44506 350 

-8803070039 Vol I of “Seismrc Quafification/ Verification of Various Aluminum Eleclrical 
Conduit Configurations " 

WEUNZ.H , JORDAN, HD Wyle Labotalofios 17743*1 B&/05/14 32pp 44584 224 
445B4 255 

-8883070052 Rev o to BFEP-Pi 86 05. "NflC IE Bulletin 79 02/79-14 Program Docu 
menl for Browns Perry AJucloar PfanI " 

BUCHANAN, LP Tennessee Valley Authority 66/07/29 57pp 44504 256 44564 312 

• 8603070059 Rev 1 to BFEP-PI 85 01, "Implementation of NRC IE aulletin 79 02/79 id 
lor Browns Ferry Nuclear Plant ” 

9EA&ONJW Tennessee Valley Aulhonty 86/01/28 105pp 44584 313 44585 057 

■ 0803070063 Rev 0 lo 'Tnsp & Seismic Qualification of Existing Electfrcal Conduit fi 
Conduil SuwiDfls 

ADAMS, R TennessQO Valley Authority 86/10/16 53pp 44565 056 44585 110 

-fl&03070095 Re/ 3 lo BFEP-PI 8502. "SeiSmlc Quahheahon of Ex^slmg Eteclncal Cor^ 
dull & Conduit Supports ” 

SANDERS, Wl, BROTHERS.TM Tennessee Valley Authority 06/10/15 20pp 
44565 111-44585 130 


V Operator Examinations 

8803240402 Forwards rev lo guidance for Inal NRC requaMicahon exams rellecrmg 'es- 
sons learned from Dec 1987 exams AddJ revs will Lo made based on lessons learned 
from tr^al progranrt & incorporated rnlo NJREG 1021 

WRIGHT, G C Region a.Qfc o< the Qiredor 08/03/tQ HEINS.G L Consumers Power 
Co 2pp 44080 237 44860 230 


DOCKET 50^259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & tire protection plans 

0803160377 Forwards fn&p Bopls 50 259/08 01,50-260/08 01,50 296/68 01, 50*327/ 
00 01 & 50 328/60 01 on 680106,07 & 13 Issuance of enforcement action unneces- 
sary sine© ull has vnitilaied signiLcanl coireelwo aeVons since violations occuned 
8ARR.KP Ofc of Special Prciecls 88/02/25 WHITE.SA Tennessee Valley Author- 
ity 2pp 44700 215-44700 217 

-8003160392 Partially withhold Insp flepls 50 259/88 01,50 260/68 01, 50 296/06- 
01.50-327/8B-D1 & 50 328/80 01 On 8B0106,D7 S 13 (ret 10CFR2 790{d) a 
73 211 Malor areas mspectedcdrrflcfivo actions re listed unresQlved items 
TOBIN.W, MCGUJRE.DR Ronion 2, Ofe of Iho Djroclor 88/02/24 Ip 44700217- 
44700 217 


-8003070100 Rov 0 to BEN-SO 723. "Seismical/y Qualifying Conduit Supports ” 
SAVERY.AB Tepnesseo Valley Authtiiily 86/03/23 166pp 44505131-44585 298 

-8003070105 ‘ Preliminary Sludy of Vibralion Damping in Eloctrical Conduit ’’ 

MARCH,? A Tennessee Valley Avilhonly 66/03/31 32pp 445B5 289 44585 330 

-8003070119 "Experiinental Investigation of Vibration Damning rn Aluminum Electfrcal 
Cohduit," inlenm rcpi 

MARCH.PA Tennessee Valley Authority 66/03/31 20pp 44505 331 >44585 3bo 

8803010291 Forwards Ole o< Ihspcclor & AudHor (OlA) tept erMitlcd "Review at NRG 
Relalronship W/TVA Nuclear Safety Review Staff (NSRS) " Rept clearod w/ 
Corrrmssfon.OfA & Ole of General Counsel tor public release 
SHOWMAN, S CorcespondencQ & Records Branch 68/02/12 SHELBURNE, B NPC 
No DelaiJed Aflilration Given Ip 44540 196-44540 253 

-8803010313 Forwards rep I on review qI NPC reJationship w/TVA nuclear safety review 
sinff INSRS) ro receipt & disiribution of NSRS ropts prior to 860 1 01, per J Dingoll 
860319 request No format or Informal arrongemonts to provirfo repts lo NRC found 
CONNELLY ,SR OtpcQ ot Inspecfor & Auditor 87/12/28 ZECH, ROBERTS, 
0ERNTHAL Commissronofs 2pp 44540 107 44540 253 

-8802170126 "Rept to Commission Review of NRC Relalionship W/TVA Nuclear Safely 
Review Staff " 

* OMreo of Inspector ft Audilor 67/12/31 55pp 44540 199 44540 253 


6003170117 Forwards partially withhold Insp Repis 50-259/68-03, 50 260/68 03 & 50 
295/BB 03 on 890125 29 Mo viol aliens or deyiaticrvs noied 

BAHR.K P Ofc of Special Projects 08/02/25 WHITE.SA Tennessee Valley Aulhor- 
ity 2pp 44710 346 44710 350 


8802250195 Generic Lir 06 04 to all nonpower reactor licensees re distribuNon of gems 
irTodmletl «n research reactors Sve list end 

MIRAGLfAFJ Associalo Director for Prolecls (Post 070411) 68/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44553 346 44553 355 


• 8803170126 Parti ally withheld (nsp Repts 50-259/00 03,50 260/80-03 & $0 236/00 03 
on 800125-29 (rel 1 0CFR2 79[)(di ft 73 2)jNo vifllaliofis notodMajor areas 
Inspected security plan 8 mnpleniBnlirg procedures, records & repts & vital areas 
TOBIN.W J Region 2, Ofc of Iho Director 66/02/22 ip 44710 350 44710 350 

8803170190 Forwards Insp Repts 50 259/87 46.50-260/07 46 & 50 296/67-46 on 
871201-31 & notice of violation 

BABR.KP Ole ol Special Projecls 66/02/26 WHITE.SA Tennosae© Vallov Author 
lly 2pp 44725 122 44725 163 


■6B03170t9'1 NoUcq of violaltor^ (rom irsp on 671201 31 V-oiaLon noted tost oer- 
forcriGd on standby gas treatment sys Tram 3 on 071125 dJd rot cornply w/ANSI 
N510 1975 

BARR.K P 0(C ol Special Proiecls 08/02/26 2pp 44725 124 44725 125 


-8603170200 Insp Rt-pls 50 250/87 46,50-280/87 46 & 50 200/87 46 on 871201- 
31 Violalfon noted Mflior areas inspected previous enforcement matters.mulli plant 
action item, war room meBtiraeme/gency procedures & cold weather prena/atlons 
PAULK, G I .CHRISTNOT.EF, JOHNSON, AH Rogion 2, Ofc ol tho DiTpctof 88/02/ 
11 2app 44725 126 44725 153 


6603(jaQ379 Advises thal 800209 Rav 8 IQ physical security plan consistent w/provl 
sions of 10CFR50 54(p) ft accoplable 

BARR.KP Ofc of Special Pfojecls 80/02/29 WHITE.SA Tennessee Valfey Author- 
lly 3pp 44625 063 44625 005 ^ 


8863146285 Revised emergency plan iirplemenlina procodurGb.rnduiJing Rev 1 lo EP1P- 
2 , ''Notifrcation of Unusi/al Event/' Rov 1 lo EPIP- 3, "Alert;’ Rev 1 lo EPiP-4, "Silo 
Araa Emergency." & Rev 1 to FPlP-5, ‘'General Emergency ’’ W/000307 |lr 
GRtM.MC, GRIDLEY.R Tennssse© Valloy AulhoTily 08/03^7 84pp 44713 011- 
447^3 074 


8603180125 Forwards supplemental cesponse to JA Zwofinski 870626 Itf lo SA WlMt 
transmitting NRC regulatory effectiveness rovievv AddI rnfo ro resolution of deficio: 
C!5s fdonlitiecf by review team provided List of commilmonta also end 
qRlQLGY,RX Tenressea Valloy Auihofily 88/03/17 Oocumcnl CoaUol Branc' 
(Document Conirol Desk) Ip 44790 111-44798,112 


H. General correspondence 


8 80303001 S Partial rosponso lo FOIA requosl for documents re Sequoyah prossiiro 
Iransmilter Fonvards App F documents App F documonis also available in PDR 
GHIMSLEY.D Division of Rules & Records fPosV 870413) 80/02/26 CONNOR.L 
DoC'Soarch Associates 2pp 44503 002 44504 078 

’--6803030114 Foiwatds list propdrod by plant project manager ol meetings NRR held 
w/TVA onsifo from Jan 1984 to present, per 850310 request List of mealings w/TVA 
on other listed sites also onci Meeting summaries also provided 
OENTON.H R Office of Nucloaf Reactor Regulation, Oiioctor (pro 851 1 25) 85/83/28 
COMBS.F Office of Congressional Affairs (pro 070413) Ip 44503 13Q 44603 f38 

-8603030126 Forwards hsl of moolirws NRR hold w/TVA on pfanl from Jan 1984 to 
present Handwfilton trip rept of 840307 meeling al util re analog transmitter malfunc- 
lions end 

LAINAS.G C NRG - No Oele'lsd AffiMiorr Given 85/03/19 MtRAGUA.F J NRC ♦ No 
Detailed Affiliation Given 6pp 44503 139 44583 144 

-8603030130 Forwards rea'onal tr>p ropt ouOlning plant Interim post- accident sampling 
sys Licensee representatives appear to understand NRC position re need for Improve 
menla m sys 

COLUNS,OM. Roglan 2, Ofc of tho Director 04/06/13 VASSALLO.O B Roqlon 2 
Ofc of the Director Ip 445B3 145 445Q3 145 

"8003030173 Summary of 841213 meeting w/TVA re stability related aspocta of single 
foop operafion 

CLARK.RJ Operaling Roaclors Bianch 2 84/12/13 Opprallng Reaclors Oianch 2 
epp 44583;14e 446G3 153 

-8603030204 Summary of 640329 mooiing w/TVA & NRC re 7VA proposed changes lo 
nuclear safety review board Lfst of attendees & agenda end 
KENYON, T J Operaling Reaclora Branch 4 04/04/11 Operaling Reactors Branch 4 
5pp 44583 1S6 44583 160 

6803040147 informs NRC of extension of 10 yr interval for inservIce fnsp ft sys pressure 
lest prograiTiB Currenl mierval lo expire on 800301, per 860020 fir & exler^^Son will 
begin second 10 yr inierval 1 yr after next startup of each unJi 
GRfDLEY.H Tennessee VaPJey Aulhonly 08/03/01 Document Conlrof Branch (Docu- 
ment Control Desk) 2pp 44629 144-44829 1 45 


8803310152 Commani supporttog Rev t.Supp! 1 ot NliREG 0654/FEMA-REM re radi- 
oloorcal emergency rasp ease plans 

GRTDLEY.R Tenressoe Valley Aulhonly &87D3/21 Document Conlrof Branch (Docir 
menl ConUof Desk) 2pp 44967 321 44967 322 


6803040177 Discusses key elamenie (o plant ATWS designs, per ATWS Rule 
10CFR5062 Basnd on changes m dosignjplant conforms to recommendations ft 
meets inleni of NRC safety evaluatfons contained in 061021 Mr from 6 Lafnas 
G RIDLEY, R Tennessee Valfey Authority 88/03/01, Document Control Branch (Docu 
menl Control Desk) 6pp 44643 049 44^3 054 
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flfin^'140327 rofwnrtiR Amends A 117 lo LtcunsoB DPH 3n,DPn-52 & DPFl 

C8,fospectivoly & snftUy ovoluntion Amontls dololo foqufromonl lo porform partial do 

7FrilQ^G'ofc'o?Spoc)al Projonls lin/03/01 WHirr.SA, Tonnoagoo Valloy Author- 
ity 2pp 130 44(>70 1^18 


nnrisi40330 AmtJtids & 11/ lo llcoason OPll 33,DPn-52 OPB 6ft. 

* rospodlvoly.dofotlntJ roqulromnnl lo porlorni pnrllnl Llosuro lost of MSIVo Iwico por 


wH 


ZECH.Q Cl Ofr of Spodal Prologs 80/03/01 15pp 44(3/5 13? 44070 HO 


.-0003140344 Safoty ovnluotton supporllntj Amonda 145,14? A 117 lo lloonsos DPR 
?o?cSfp^oiBmo?S^ 2|ip 't'Ki^n H/ -i-in/d t^a 


flflO3O70177 Pndlal rn'iponi.o lo I OIA rmiuost for dociimonlsjnctudlng MR Donlon 
fl50l03 Hr 10 ffR fo TVA tiosllloo on A[)p 11 foriulromonlB rriLl App O docir 
monis also nvnllatrk) In PDR App docimionln tolnlly wltfilmld (rol f OIA f xnmpllons 5 


firiLsilYnH DivNon of Mulow A Jlo('ofdn (Po'il fl/()413) 115/53/0? WANN.I 
Timas Prinlmu Oo kpp 44()(mo?4 44015 OM 


-8003070216 Nolifimtlon of OhOOin moullrni w/olH In [l«(jlon If ofr to <liP(imn IVA in 
ifmfdallori A ImraSMiiool of IVA nmployooii 

* Si! ?: DlroMor (15/55/15 fUmlon 2. 0(c of Iho Hlrorlor 3t)p 

4 4 GOO 243 4*4(30') ?4/ 


flfiO3D70346 Trip ropi of fl(l0??4 ?f) Hilo vldl.llstlnp n<4ivill(m A kny polotfi,lfi(,ludioo at 
londnoco al Bmiuoyah oimrnlionni romflno'iH pnlilfo imiotlnu.lrnLklnn of npprojiilalo 

lossons lonrnod from [Hanl A lifontlfk alioo of I'dlorln Ihsuos 

gIaPSCU’ Ole o( Spatial fV<ilniJn 511/03/0? /(CfTCJO Ofc of Bpnrliil PiOiOCls 
3pp 44610 005 44010 0/0 


8803160036 roiward*i Amood'i 14/, 143 A 115 to lli'onso'i RPR 33,l)Pft 5? A OPR 
60,fO5pocllv(]ly A safety ovnliinllrm.Amonds < Irirlfy npparonl conflfotii A mnkoo varioo'j 

zecIl^G Ofo^of (Voloals 55/03/53 Wllllf.iiA 1 nnoassuo Valley Author 

lly 2p(> 44704 234 44/04 255 


..0803160042 Amunifs 14/, 143 A Mil to I Icupsioa t)f’M 33,()IMHi? A D/’R 55, 
rofirroclivoly.clanfyJna nppnmni rohffli h) A inahlno r.orru(4loo'i lo ladi Bnocn 
ZECfl.GG bfiM>fSiai('lalProj(«.1n 55/03/03 fi6pp 44/04 235 44/04 ?IJ3 


0003100045 Baloly evalirnllon inipportlni} Arminds 14/, 143 A 111) lo Mconso'i DPR 
33,RP1V5? A RPR (iu.mstuw Uvaly 

* Ofc of Spneial IVoj()Ct!i (15/03/53 fipp 44/04 ?54 44/04,?5H 


0003210012 Torwards rosponso to Qoaoric LIr 80 02 ro ISAP II Intnrcsl in partfcipatinq 
in ISAP |l OKproBsod 

GRIRLEY,R Tonnossoo Valloy Aulhorily 00/03/ 1*) OoLumool Control Uranch (l^oru 
monl Conlrol posh) 4pn 440 (j5 345 44505 361 

0003220203 Provlrfos pfnnl proqrnm for rosolving dibcropnnay Polwaan f SAR A as con 
ntruclod conlitjurallon of tioconrlary conlnmnionf pofiolfatlons ro .saismlc 
(luallflcailon Protjrarn snlisfios intonl of PSAR conunllinant A firovidas basis for TSAR 
rov 

GRIDltYJI 1 onnoBSOa Vnifuy Anlhonly 55/03/ 15 Pocumonl Control Rranch (Docu 
inofd Control Posk) ()pp 44504 15? 44504 157 

0003220304 (innonc I Ir 50 05 lo all IlLonsoas of oporatlntj f‘WRs A hoklorn of (4’s for 
PWRfl fo boric acid corrosion of enrhon stool rooctor fKrrssoro boundary compononts 
in f*WR plnnls Sve list one! 

MIRAGltA,r Asgodato Pfroclor for Projects (Posl 5/0411) 55/03/1/ <,nnsoN<falnd 
rdison Co of Now York, Inc 43pp 445/0 054 445/0 1?(i 


0003240231 romards oKOmplIan from roquiromunts of IO(4'fP)() !i')tifo)(4) lo allow cur 
rani 1?0 month InlorvnI for ASMP Sor.tion XI |iuiiip A valvo proprarn lo orul on 
U?053 l.por ulil 530400 fOtjUOHl 

/[ Cl 1,0 U Ofc ol Special Projocis 55/03/15 WMUL.xS A roniiosstu) Valley Author 
lly 3pp 44555 22/ 44555 ?J3 

• 0003240247 f xomphon from 10(31150 55a(p)(4) rriloaa.tn ullnyr 1?(> monlh Insp inltif 
vnl for ASMf Suction XI pifrnj) A v(tlve irrodram, IndiMfrnp lii'urrvfco oxarns of cmn|H) 
fuinla A Inservice tosts of opfUitltonal roarfiness ol purrips A valvos.lo orrd on 020531 
rnNfTLR.SP Ofr of Special ProJocM 55/03/15 TemuHWM) V.ifley Aulhorlly 4pp 
44555 ?30 44555 ?33 


0003300100 (kirnmoaln on NR(' proposed tiollcy slnU'ineril ro inUMirated mhedulos 1nr 
implemonlullcn ol ptnrd titnch xSupporls positron that rntodralod sctUHlulcis on plant 
riper ific A velunlary hasls will provide slatilo environ w/rmiard lo rosourr on 
GRIOl f YiR rennoBsen Valley Aulluirlty fl5/03/?3 Oorarment Conlrol Rramh (Ducn 
monl Conlrol Desk) fipp 44(K)1 330 44501 335 

0603200106 f eiWfifd'i "Ravlsad f‘unip A Valyo (asl frupram/’ pcir 

10(3 R5() '>5a(y) Summary of dianiins to pirmp A vnivii uml prenrnm also onrJ 
GfllDl rVJl Tennossoii Valloy Aullionty 55/03/25 Documenl (Control Rrnnch IDoru 
inonl Conlrol hank) ?pp 440111?'] 4401 1 31') 

-0803260 100 ASMI Ser.lfon XI. ‘ Revincid J'urnp A Valve lost Rrporam ” 

* leanonnrm Valloy Aulhof lly fl5/03/?'i ?00pp 44511 1?5 441)11 313 


0003140374 Summary of fl50??l) meollnq w/lVA.SAW A I (Jf ra overall ilvil/ inHsmlr. 
Droriram al plnnl llsl of niUmdemi.vlewdriifihn A nrJrll inlo end 
QcXnS.Gl Olo of Simclal f>re|erln 55/03/04 Ofr. of Spedal f5e|aclti f Mpp 
44Q70 1G5 440/0 ?/5 


0003300240 Aifvisen Ifiat repalra to Hudimentatlon pand now finlalmil hut tentinr) has not 
yet iKien rompleled fjepl will t)e sulirnilled by (MlO'ilft rathor tlinn 5U04U1 
flROOKS.IUf lenao’intio Valley Aulhorily f!5/(),)/?5 MORM.C Alah/ima, Slate r>f 
?pji 4405? 1 /3 4400? 1/4 


0003060324 f erwarrl‘1 "IVA Wfilihno fvnjnr'l llrowii'i ferry Nui.lear Pfanl (Oiaiie II 
novltiw,” adilresiiino Innena rained hy Irinp rnpls Proornrn lo evafuatn lm)ihpmantatlon 


of pTOOOiluOrn ft>t 1/141 1 1.1)14.1 A wehllno prnmmw 
QRIDl LY.n Tonneanen Valley Authorily fKI/l)J/0/, Orn 
rnenl Conlrol Desk) ?pf) 44503 1// 44flOM>'i5 


umenl Conlrol ilrner.h (Drirm 


'0003090337 Vo) V U). ' Weldinu fVoier I Urnwn'i ( erry Neiderif fVanl Phnne It Review, " 
• lenneantje Vallrjy Authorily fl//ll/?1 flODpp 44503 1/0 4405') l)'>5, 


8803160130 I orwarifn AmemI ? lo Mctinso 01 ?10/5 01 for low levnl radwaste ritoraoa 
facility at plant Amend oxtendn tirenno expirallon dale to 1100130 prinrfirHt runokrtlnn of 
Issues ro mrofptwallon of far llily Into Ol a DPR 33, OPR 5? A l)f5t flO 
noUSC.l (i f eel Cyrife Safety Hrnnr h 50/03/0/ Wlfllf.SA raiuuumoo Valley Air 
Ihorily 3pp 44000 143 44050 Mil 

-8003160162 Amend ? lo I Itiemu) 01 ?l0/5Ol (or fVA.aelbnri/iru) uno of 4?, 000 (4 
fiaslon A ariivatlon (irndur tii A anner later! Uar.e arnounln of SNM at low level rad 
wanlo fllornee facility 

nousr.l r, l rml Cyrio Safety llrancfi 5(1/03/0/. ?pp 44GH0 H5 44(>50 14/. 


'8003160160 Arfvllien Ifial nmond oxtendn expJrallon date of I Icenno 01 210/5 01 from 
800130 le 550130 A rlianoeii aiimlninlriilive rer)elrernent,jier catooririral exi fusion of 
lOCrnsi ?21c){IO) l nviron anoenBtrionl need nol lie preparerl 
nOUSP.L C f uul Cyr.ln Safety llrnnch fiO/03/0/ I uel (/yeto Safety Orancfi Ip 
44059 145 4455'J 14(1 


0603140200 fofwardn fJl nolirm of anviron nfl'iennmoni A finiiing of no tiigniflcanl 
Impact ro 030405 funueiH.uiipiilemonted on 55021/, for oxomplion from roquirtimrinln 
of 10Cff160'}6KjK4j 

2GCR,GG (3JC of Spar lal ProjeclB 55/03/05 Wlllff'.SA rrmiuitifloo Valley Aelhar 
ily 2pp. 440/5 333 445/5 33/ 


-0003 140270 Naliro ol environ annennmiint A (iiuflno of no nlnnilicar)! Impact Huppoif 
Ing roquoal for oxomplion from rariulroimmitj ol lOCf RhO ri'Sa(o)(4).t)x lending 120 
month pump A valve prooram innefvito leslinri interval to 025531 
GEARS.G I Ofc ol Special Fkojerdn mi/Oxl/tifl 3pp 445/5 335 44570 33/ 

6003160220 Aqroos w/NR(J rfelerminatien ro ASMf’ llOJler A Pfoanuro Veonol (Jodu 
Caaoa N 34 1 A N 3M1 review feo.pnr 5502 Iff Hr to SA Wlille I eo will bo romitlod 
GRIDLEV.R lennobnee Valley Authorily 55/03/05 Oocurnonl Control OrancU (()ocu 
mam Control Conk) Ip 44050 045 44055 049 

6603170271 forwarrJn weekly nchorlulo ol TVA nr tiviHea lor wkn of 050314 ?1 
KELLY.JL Old of Special Projoiin 55/03/11, /ICll,(Hi Ofc of Special Projoclfl 
4pp 44725 301) 44/26 3'iO 


6003170277 xSummary el 550’il/ meeUrig w/elil In Reckvillo.MR to discuss restarl nc 
cpplanco erdona lor civil /aolnmlc Innuoa A arnpanly 

gears, GE Ofc ol Spoctnl Projeclo 00/03/11 /( (31,0 0 Ofc of Spticial ProjOcls 
3pp 44733303 44/33 356 


0003300414 f Iriat fesprinse It) f OIA reriuest for ilotunienl'i f orwririln iJer ijiiienln linierf 
in AP(» 0 Documnnln also avalinhie In POR Derijnirmi In A(jp P irirnpleluty withluifrf 
(ml 1 OIA I xiiriiptlrai ii) 

(IRIMStl V,i) favinien ef Urtlmi A MiitorrI'i (Pent 5/0-113) f)()/()3/?'') WANN.I rfni(»'. 
JVinllngCe 4iip 44l»?0 25? 449?5?94 

-0601100601 Suiiimari/oB NRC aciivilien InvelvfiHl IVA from IP>I2?3 flU()l()3 II (we 
piireil lor Setieuyah t)i|uljinu)r)l qiinllftr'allen liisp ‘irliniluferf lo r oninierx ii on 
IlOOlOC M Grrihirlfuiln will aiifiume rfullen nn prejeO inanager for Drowns I rrrry 
f)INrON,flR Office of Nut’ftmr Readtir ReguliltJon. Dlrnrlor (5M1?') n/O-llI) 55/ 
01/05 SRHO.V, Ofi; of the (xruutive Hirer ler Ira Operetlmi'i ?|)p -14()?n?(H 
441)25 2fP) 


-0601170510 foiwnrrfn weekly mhedule of TVA ar.tIvHlen for wkn rjl 11501(3 A 
i'QSdiedele will be epilated A innued earn f rlrfriy lo reflect aollvidoa ler ferlhremknij 

IROMPSORMl Nfu; No Detailed Alfillallen (^Ivan 1)5/01/10 DTNTON, HR Ofifu) 
of Nut loaf lleorder fledulallon, DIrertnr {5'il 1?!i 5/0-11 1) TAVIOR.JM OftJ ut fn 
npocllen 8 l.nlercemont, IJirtjclor |5?0?0l 5/0-113) ORACf ,J N Ropipn ?, OIr' t)l Hit) 
Dironru 3pp 4-19?0 2/M45?()?/3 

-0602030012 Submits weekly fuiriimaiy nf NIKJ ardivillim Involving util far 550113 1/,ln 
r'turfinfi Ovmaighl Greep weekly lekon to rllsrusn ntnliin of ongoing ar,llvlllen A f.lte 
vl'iil U) Setiuoyah lo annesn eN;r.irirnl design cak utalinri luririrnie 
DfNTON.HR Office ef Nut leaf Reaclor RegulaKen, OIreemr (5'il l?k 5/041 1) 55/ 
01/24 STrilO.V Ofc ef the l xecuitve Dlmclor for Opernllonn -Ipp, 44U?()?ni 
441)20 294 


•8003310103 f orwarrfn hthedelO of NRC Intornollonn w/FVA lof wkn ef 500105 A 13 
()lfi(iKS,WJ Ofc of Ifie Cxecullvo Director for Opernilenii 50/01 /OH PAIIADINO, 
ROdlRrs, AxSSn STfNl Gornmlnslonem 3pp 44925 20/ 449?(>?5() 


-8003310100 forwnrdn (ichedulo of NRC Inlrirar lions w/TVA for wko of 550113 8 ?0 
STbllO.V Ofc Ol ifie (xecutlve Director for Ojxifnlionn 50/01/ 10 f>AltADINO, 
MOOLflTS, ASSEl xSTINC Commloslonern 1j) 44920 2/0 44920 ?/() 

-8803310135 rorwards (.(.hedulo of NRC interncllon w/TVA for whs el 55012/ A 0203 
STrilO.V Ofc of Ihri Lxocullvo Director for Operalionn 50/01/?/ PAIIADINO, 
RDOLneS, ASSnSTINrCommJaBlomJfB Ip 44920 ?/-1 44920 2/4 


'8803310149 forwards weekly nchridufe for TVA ncllwilfei. Involving NRC for wkfl ol 
06012/ A 0203 Scfiedulo will bu updated A ilsuod enrb wk le ronncl aclivilio'i for up 


TROvS’SOrIi I NRC - No Dolnllod Affiliatlnn Given 00/01/24 Df.NTON.I i Oflico 
ol Nuclear lloactor Rogulalioni Dimclor jflSl 1?5 5/041 1) TAYlOH,JM Ole of fn 
spflclion A Lnforcomonl. Director (a?0?0l 5/0413) OLSIllNSKI.J A Rp(jlon 2, Ofc of 
the Difoclof 4pp 44920 275 44020 275 


6803210323 Tnn repl ol 5fl0?22 20 Bilo visit ro aiidil of conlrol room design A proce 
Qomirakon package 

MORAN, OH Ofc of Special PfOiecl3 50/03/14 /LCM.OCi Ofc ol Special Projects 
4pp 44771 302 44/71 305 


-6603310160 forwards Bchodulo of NRG IrUornctlons w/TVA for wks of 500 120 8 2/ 
STEI.LOV Ofc of Iho rxocutivo Oiroclor lor Opornliona 00/01/27 F’AIIADINO, 
fTODERTS, ASSfcLSTINr Gommlsslonera Ip, 44920? 79 44020 2/0 
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-8003310172 Forwards weakly schedule of TVA actjvitjes involving NRC lor wks ol 
860120 & 21 Schedule will he ijpdated v/eekly lo reflect aciivities for forthcoming 2-VNk 
period 

THOMPSON, HI NRC ' No Detailed Afli'iahon Given 86/01/21 DENTON, H R Olhco 
of Nuclear Reactor flequlaton Director (651125 870411) TAYLOR, J M Ole ol In 
speclion & Enforcemeni Direclor (020201 B70413I OLSHINSKI.J A Region 2, 0(c of 
the Director 3pp 44920 280 44920 202 

-8803310177 Forwards memo re summary of NRC aclivilies involving TVA from 
851223 860103 

STEILOV Ole of Ihe Executive Director for Operations 86/01/10 PALLADINO. 
ROBERTS, ASSELSTINE Commissioners Ip 44920 283 44920 283 

-8803310107 Forwards memos iq NRC summary ol activities involving TVA on 860106 
10& 13 17 

STELLO,V Ofc of Ihe Executive Duecior For Operalrons 86/01/27 PALIAOINO, 
ROBERTS, ASSELSTINE Commissmners 1 p 44920 286 44920 286 

-8803310192 Submits weekly summary of NRC activities involving TVA from 860106 
10 

DENTON HR Office of Nuclear Reactor Regulation Director (851125-870411) 86/ 
01/24 STELLOy Ole of the Executive Direclor For Operations 4pp 44920 287 
44920 290 


Q. Inspection reports* IE BuKetlns A correspondence 

8803070012 Forwards Vol 1 ol "'Test Ropt on Seismic Qualificalion/ Verificaiion of Van 
ous Aluminum Electrical Conduit Configuralions" & supporting documents inadvertent 
ly excluded from 870408 submittal re seismic design issues 

GRIDLEY,R Tennessee Valley Authority 87/04/17 Document Control Branch (Docu 
ment Control Desk) 2pp 44584 222 44585 350 

-8803070052 Rev 0 to BFEP PI 86 05. 'NRC IE Bullelm 79 02/79-14 Program Oocu 
menl for Browns Ferry Nuclear Plant “ 

BUCHANAN, LP Tennessee Valley Aulhority 66/07/25 57pp 445B4 256-44584 31 2 

“8803070059 Rev 1 to BFEP PI 65 01, Implemenlation of NRC l£ Bullelm 79 02/79 14 
for Browns Ferry Nuclear Plant " 

BEASON,JW Tennessee Valley Aulhority 86/01/28 105pp 44584 313 44585 057 


8003020036 NRC Info Notice 88 007, "Iradvertonl Transfer of Licensed Matl to Uncon 
trolled Locations’' Sve list end 

CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safely (Posl 670729) 
88/03/07 Consolidated Edison Co of New York. Inc I2pp 44673 001 44673 012 

80O3O9O324 Forwards ‘TVA Welding Project Browns Ferry Nuclear Plant Phase II 
Review," addressing issues raised hy insp repis Program lo evalualo implemcniationi 
of procedures lor bolh const & welding programs 

GRIDLEY.R Tennessee Valley Aulhorily 80/03/07 Documoni Control Branch (Docu 
menl Control Desk) 2pp 44893 177 44895 055 

-0803090337 Vol V to. "Welding Projecl Browns Ferry Nudoar Plant Phase II Review '* 
• Tennessee Valley Aulhority 87/11/21 600pp 44893 179 44895055 

8803040062 NRC Bulletin 68 003, "Inadequate Latch Engagement in HFA Typo Lalch 
ing Relay Mfg by GE Sve list end 

ROSSI, CE Division ol Operational Everts Assessment (Post 870411) 0(1/03/ 10 
Consolidated Edison Co of New York, Inc 128pp 44673 192 44673 319 

8003161)378 Supplemental response to NRC 870708 Ur re deviation noted in jn&p Reptb 
50 259/87-20,50-260/87 20 & 50 296/87 20 Full compliance dnio changed to 
6B0506 List of commilmenls & description of correclive actions & cornplotiori dale 
end 

GRIDLEY.R Tennesseo Valley Aulhorily 08/03/11 Document Control Branch (Docu 
mont Control Desk) 4pp 44733 200 44733 203 

8803210069 Advises lhal NRC Design Basaline & Verification Program Team will per 
form insp of program calculations on 880418-22 Insp plan end 
2ECH,GG Ofc of Special Projecls 88/03/11 WHITE.SA Tennos&oo Valloy Author 
ily 3pp 44771 306 44771 308 

8803000140 NRC Info Notice 08 008, "Chemical Roaciions W/Rodwaslo Soliddicntion 
Agenis " Sve lisl end 

ROSSI.CE Division ol Operalional Evonis Assessment (Po&l 870411) 06/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 

8603160368 Responds to NRC 800121 Itr ro vtofalions noted in Insp Ropls 50-259/07- 
41.50 260/07 41 & SO 296/07 41 Corrective action progress maao in rodu-ctng dolin 
quercres caused by missing procedurally mandaled procossinn dates 
GRIDl^Y.R Tennessee Valley Authority 88/03/14 Document Conirol Branch (Docu 
menl Control Desk) 6pp 44733 212-44733 217 


-8603070063 Rev 0 to ' Insp & Seismic Qualification of Existing Electrical Conduit & 
Conduil Supports " 

ADAMS,R Tennessee Valley Aulhorily 86/10/16 53pp 44585058 44585 110 

8003160377 Forwards Insp Repis 50 259/88 01,50 260/88 01 50 296/88 01, 50-327/ 
80 01 8 50 328/88 01 on 880106,07 A 13 Issuance of enforcement action unneces 
sary since util has initilated significant corrective actions since violations occurred 
BARR.KP Ofc of Special Pro/ecls 88/02/25 W/HITE.SA Tennessee Valley Author- 
ity 2pp 44700 215 44700 217 ^ 

-8003160392 Partially withheld Insp Repts 50-259/68 01.50-260/08 01, 50 296/80 
01.50 327/80 01 & 50-328/88 01 on 8B010607 S 13 (ref 10CFH2 790(d| & 
73 21) Major areas inspecled corrective actions re listed unresolved items 
TOBIN, W, MCGUIRE.DR Region 2. Ofc ol ihe Director 88/02/24 ip 44700 217- 
44700 217 


8803170117 Forwards partially v^ilhheld Insp Repis 50 259/80 03, 50 260/88 03 & SO 
296/08 03 on 080125 29 No violations or deviations noted 
BARR.KP Ofc of Special Projects 88/02/25 WHJTE.SA Tennessee Valley Author 
ity 2pp 44710 34B 44710 350 ^ 

-860317-0126 Partially withheld Insp Repis 50 259/88 03.50 260/68 03 & 50 296/68 03 
on 880125 29 (ref 10CFR2 790(d) &. 73 21) No violations noted Major areas 
implemenimg procedure sjecords & repis & vital areas 
TOBIN.WJ, STANSBERRY.W W. McduiRE.DR Region 2. Ole of the Director 88/ 
02/22 Ip 44710 350 44710 350 

50-259/07 46,50 260/87 46 & 50 296/07-46 on 

871201-31 & notice of violation 

ify^2pM^4725 l®2®^4^^^^^^^ 68/02/26 WHRE.SA Tennessee Valley Author 

”8803170194 Notice oi violation from msp on 871201 31 Violation noted lest per- 
NsTo^IgzS ® Ireatmenl sys Train B on 071125 did not comply w/ANSI 

BARR.K P Ofc ol Special Projects 88/02/26 2pp 44725 124 44725 125 

-8803170200 Insp Repts 50 259/87 46.50 260/87-46 & 50 296/87 46 on 871201- 
31 Violation noted Major areas inspected previous enforcement malters, multi plant 
paIu J wealher preparations 

1l'^2apM4725V2M4725^t59' ^ 2. Ofc of the Director 88/02/ 

Notice 88 006. "Foreign Objects in Steam Generators " Sve list 

ROSSI.C E Diinsion of Operational Events Assessment (Post 670411) 88/02/29 
Consolidated Edison Co of New York, Inc 1 l8pp 44554 253 44555 009 

extension of 10 yr interval for irservice rnsp & sys pressure 

2 KPdale process i plans to modily proc 
259/37 30 50 FSAft updalos.pof IE Insp Repis 50 

■tv ip 44710 303^®4'7IOM3“''"“ WHITE.SA Tennessee Valley Aulhor- 


B803240327 Forwards Insp Ropls 50 259/87-45.50 260/07-45 & 50 296/07-45 on 
871130 1204 No violations or deviations noted 

BARR.KP Region 2, Ofc of the Director 00/03/ 16 WHITE.SA Tonnossoo Vallay 
Authority 2pp 44849 218 44849 235 

-0803240333 Insp Ropls 50 269/87 45,50 260/87 45 & 50 296/87 45 on 0/1130 
1204 Major areas inspected program for layup & preservation of oqwlprnonl Three un 
resolved iloms.incluoing layup & monitoring of slandby liquid control sys,klonilificd 
YORK,J, WALTON, G. ELROD, S A Region 2. Ofc of l/io Diroclor 08/03/07 ICjjp 
44049 220 44849 235 ' ^ 


8803230011 Forwards responso lo NRC Gompllanco Bullolin 07 002. ’Tastonor Toslmg 
lo Oolermine Conformance W/Applicablo Mail Specs " Commitmonig matfo by TVA In 
response also idenlified 

GRIDLEY.R Tennessee Valley Authorily 80/03/16 Documoni Control Branch (Docu 
menl Control Desk) 99pp 44848 330 44849 070 


6803230037 Advises that new administrative check in/check out procuduro boincj (level 
oped for termination exposure reporting fcquiromcr^ls.in response lo concorn*i' In In&p 
R^ts 50 259/04*12,50 260/04-12 & 50 296/84 i2 

GRIDU^Y.R Tonnosseo Valley Aulhorily 80/03/16 Documoni Control QrariLti (Oocu 
menl Control Desk) 2pp 44049 190 44840 191 

8803140284 NRC Info Notice 88 009, "Roduced RoliabiNly of Sloam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors ' Sve 
list end 

ROSSI.CE Division of Operalional Evonis Assessment (Posl 870411) 66/03/10 
Consolidalod Edison Co of New York, Inc 121 pp 44857 050 4405/ 1 78 

8003240231 Forwards QxemptJon from requirements of 10CFR50 55a(g)(4) lo ciNow cur- 
ASME Section XI pump & valve program to ond on 
920B31,pDf util 830406 request 

ZEGH.GG Ofc of SpeciaP Projects 80/03/10 WHITE.SA Tonnossoo Valloy Author 
Ily 3pp 44055 227 44855 233 ^ 


IOCFRSO 550(g)(4) cfilBfia.Io allow 120 monlh Inap Inin; 
vat for ASME Section XI pump & valve program, including inservlco oxoms of coinpo 
« operalional readiness of pumps & valves, to ond on 9?003t 
68/03/10 Tonnossoo Valloy Aulhorily 4pp 

fl^ouD cJu 44055 233 


tjummanzos 8B0317 meeting w/ltcenseo lo provido followup on 060229 
mealing issues ro proposed lEB 79-02/79 14 program i u i 

^WBOpg 44°l8ro5 BD/fo/ls Ole ol Special p.olacts I6pp 


n, gperaimg repons & reiaied correspondence 

8803010434 Discharge monitoring rept for Jan 1900 
• Tennessee Valley Aulhorily 88/01/31 13pp 44542 229 44542 241 

8803250302 Monthly operating repts for Feb 1988 
4469^™?4B99'21 1 Tennessee Valley Authority 8B/02/20 OOpp 

& Waste Disposal Semiannual Rept.Juf-Dec 1007" & 
3 2 K ^ '^op^rable Elfluent Instrumentation Ropt," per Tech Specs 3 2 D 2 & 

s^ZiLricriw^e^w 

”8803070004 ■■Effluent & Waste Disposal Semiannual Repl.Jul-Dec 1007 " 

Tennessee Valley Authority 87/12/31 63pp 44612 092-44612 154 
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— 8BOa07000S ' Radioachve Inoperable Effluenl Insirumenlalion Repl " 

' Tennessee Valley A.tJlhonly 07/12/31 8pp 44612 155 44612 235 

8803000259 Forwards weekly schedule of TVA activities for 800307-14 Schedule will 
be updated & Issued each Friday to reflect activities for forthcoming 2 wk period 
KEf.LY,J L Ole of Special Protects 88/03/04 ZECH.G G Ofc of Special Projects 
4pp 44657 264 44657 267 

8803210456 -'Headquarters Daily Rept for 080314 ” 

' Radiation Protection Branch 88/03/14 63pp 44759 351-44760 054 


S. Reportable occurrences, UERs & related correspondence 

0802290307 LER 80 005 00 on 080 122, diesel generator & emergency equipment cool 
inq water pump actuations occurred Caused "by personnel error bv failing to observe 
posted warnings & inadequate communication Personnel counseled W/880222 Itr 
SKRIDULIS.D J . WALKER, JG Tennessee Valley Authority 88/02/19 4pp 
44652 174-44552 177 

8003180011 NPDES noncompliance noliftcalton on 870921, elevation of wastewater in 
sedimentation pond dropped 4 inches w/no discharge through permitted 
point Seepage point located in switchyard drainage ditch Pond taken out of sve for re- 
pays 

BROOKS, RH Tennessee Valley Authority 88/02/24 HORN,C , PIZNARJ Alabama, 
Slate of 3pp 44774 200 44774 292 

8803020162 LER 88 007 00 on fiQ0127,w/units dofuGlod,calibr error discovered In four 
RHR service water pump flow instrumonts Caused by error on flow transmitter data 
sheet & failure to verify NSSS data sheet w/vendor calculations W/880226 Itr 
NAVE^E D . WALKER J G Tennessee Valley Aultionly 80/02/26 4pp 44540 246 
44548 249 

8803080382 LER 80 009 00 on 080202, standby gas treatment tram actuation 
occurred Caused by latching relay m train control logic Investigation by maint organiza- 
tion initialed & logic inspected & found to be operalfrig proporTy W/880303 Ur 
WILLARD.se WALKER, JG Tennessee Valley Aulhorily 00/03/03 4pp 44624 075 
44624 070 

8803110091 LER 80 01 0 00 on 000122.lwo cases of samples required to componsato 
inoperablo effluent radiation monitors missed Caused by Inadequate 
procedures Compensatory sample resumed & applicable procedures revised W/ 
080307 itr 

NAVE.ED, WALKER JG Tennessee Valley Authority 00/03/04 5pp 44674 014 
44674 018 

8803280118 LER 88 006 00 on 0fl0220.unplannod ESF actuation occurred due to per 
sonnol error Caused by procedural inadequacies & human factor concerns Personnel 
involved counseled on necessity of exorcising oxtremo cnulion w/oquipmoni W/ 
880321 Itr 

WILLARD, S C , WALKER.J Q Tennessee Valloy Authority 88/03/10 5pp 4491 1 355- 
44911 359 


V. Operator Examinations 

0803030012 Forwards summary of 080204 mooting in Allanla.GA ro transfer of Wails 
Bar operators to Sequoyah, status of operator licenses at Walt Bar & status of requali 
ficaiion program at Browns Ferry List of alliindeos & summary of issues end 
BARR.KP Ofc of Special Projects 80/02/24 WJIITE.SA fennossoo Valloy Aulhor- 
ity 6pp 44555 040 44555 045 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


r Security, medical, emergency & fire protection plans 

8803160377 Forwards Insp Rqpts 50-259/80-01,50-260/00-01.50 296/08 01, 50 327/ 
00-01 & 5O32O70Q 01 on 080106,07 & 13 Issuance of onforcemont action unnocos- 
sarv since util has militated significant corroctivo actions since violalrons occurred 
BARR.K P Ofc of Special Projects 88/02/25 WHITE.SA Tennessee Valloy Author- 
ity 2pp, 44700 215 44700 217 

-8803160392 Partially withhold Insp Ropls 50 259/80 01,50-260/80 01, 50 296/08- 
01,50-327/00 01 & 50 320/00 01 on 080106,07 & 13 (ref 10CFn2 790(d) & 
73 21) Major areas inspected corrective actions ro listed unresolved Items 
T08IN.W Region 2. Ofc of the Director 80/02/24 Ip 44700 217-44700 21/ 

6803178117 Forwards partially withheld Insp Repts 50 259/00 03, 50 260/80 03 8 50- 
296/08-03 on 880125 29 No violations or dovlations noted 

BARR.K P Ofc of Special Projects 08/02/25 WHITE,SA Tennossoo Valloy Aulhor- 
dy 2pp 44710 340 44710 350 

- 8803170126 Partially withhofd Insp Repts 50 259/00 03,50 260/80 03 a 60 296/80 03 
on 880125-29 (ref 10CPR2 790(d) & 73 21) No violations noted Major areas 
Inspected 'Security plan A Implementing procedures, records & repts & vital areas 
TOBIN, WJ Region 2, Ofc of the Director 00/02/22 Ip 44710 350 44710 350 

8003170190 Forwards Insp Repts 50 259/07 48,50 260/07-46 & 50 296/07-46 on 
871201-31 & notice of violation 

BARR.KP Olc of Special Projects 08/02/26 WHITE.SA Tennosseo Valley Author- 
ity. 2pp 44725 122 44725 153 

-8803170194 Notice of violation from Insp on 071201-31 Violation noted lest per 
formed on standby gas treatment sys Train 0 on 671125 did not comply w/ANSJ 
N510'1975 

BARR.K P Ofc of Special Projects 80/02/26 2pp 44725 124 44725 125 

-8803170200 Insp Repis 50-259/07-46.50-260/87-46 & 50-296/87-46 on 871201- 
31 Violation noted Major areas inspected previous onforcemont matters, multi-plant 
ac(ior> item, war room meeting, emergency procedures & cold weather preparations 
PAULK, G L , CHRISTNOT.EF, JOHNSON. A H Region 2. Ofc of the Director 08/02/ 
11.28PP 44725126 44725153 

86039B0379 Advises that 080209 Rev 8 to physical socunly plan consistent w/provi 
sions of 10CFR50 54 fp) & acceptable 

BARR.K P Ofc of Special Projects 08/02/29 WHITE.SA Tennosseo Valley Author- 
lly app 44625 083 44625 005 


6B031 40285 Revised emergency plan implemenlmg procedures, including Rev 1 to EPIP* 
2, “Notification of Unusual Event," Rev 1 to EPIP 3, "Alert," Rev 1 to EPIP 4, “Site 
Area Emergency," & Rev 1 lo EPtP-5, "General Emergency " W/ 000307 Ur 
GRIM.MC, GRIDLEY.R Tennessee Valloy Aulhority 08/03/07 64pp 44713011- 
44713 074 

8803100125 Forwards supplemental response lo JA Zwolinski 870920 Itr to SA While 
transmitting NRC regulatory cffecliveness review AddI info re resolution of deficien- 
cies Identified by review team provided List of commilments also end 
GRIDLEY.R L Tennessee Valley Authority 88/03/17 Document Control Branch 
(Documenl Control Desk) Ip 44798 1 11 44798 112 


H- General correspondence 


0003310152 Comment supporting Rev I.SuppI 1 of NUREG 0654/FEMA REP-1 re radi- 
olonical emergency response plans 

GRIDLEY.R Tennessee Vafley Authority 08/03/21 Documenl Conlfol Branch (Docu 
mont Control Desk) 2pp 44967 321-44967 322 


P. Operatfng license stage documents & correspondence 

0003070012 Forwards Vol 1 of "Test Rept on Seismic Qualificalron/ Verification of Varl 
ous Aluminum Electrical Condull Configurations" & supporting documents madverlent- 
ly excluded from 870408 submittal re seismic doslnn Issues 

GRIDLEY.R Tennessee Valloy Authority 87/04/17 Document Control Branch (Docu 
menl Conirof Desk) 2pp 44584 222 44505 350 

-8803070039 Vol I of "Seismic Qualification/ Verification of Various Afuminum Electrical 
Conduil Configurations " 

ME LINZ, H , JORDAN, H D Wyle Laboratories 17743 1 86/05/14 32pp 44584 224- 
44584 255 


'8003070095 Rev 3 lo BFEP PI 85 02, "Seismic Qualification of Existing Electrical Con 
dull a Conduit Supports " 

SANDERS.WL, BROTHERS, TM Tennessee Valley Authority 86/10/15 20pp 
44685 111 44505 130 


-8003070100 Rev 0 to BEN 50-723, ‘'Seismlcally Qualifying Conduit Supports " 

SAVER V, A B Tennessee Valley Aulhority 86/03/23 leOpp 44585 131 44586 208 

-8Q03070106 "Preliminary Study of Vibration Damping in Eleclrlcal Conduit " 

MARCH, P A Tennesseo Valloy Aulhonly 06/03/31 32pp 44505 208 44585 330 

-0803070119 "Experimenlaf Investigation of Vibration Damping in Aluminum Eloclricnl 
Condull," intorrm repl 

MARCtf.PA Tennessee Valley Authority 86/03/31 20pp 445Q5 331 44586 350 

0803010291 Forwards Ofc of Inspector 8 Auditor (OIA) rept onlitled "Rovlew of NRC 
Relationship W/TVA Nuclear Safely Review Sian (NSRS) Ropl cleared w/ 
Commission, OIA A Ofc of General Counsel for public release 
SHOWMAN, S Correspondence A Records Branch 88/02/12 SIIELBURNE.B NRC • 
No Detailed Affiliation Given Ip 44540 196 44540 253 

-0803010313 Forwards rept on review of NRC folalionshlp w/TVA nuclear safely revlow 
staff (NSRS) ro receipt A dtslribulion of NSRS ropls prior to 050 101, per J Olngell 
0C0319 request No formal or Informal arrangements lo provldo repts lo NRC found 
CONNELLY, SR Office of fnspeclor A Auditor 87/12/28 2ECH. ROBERTS, 
BERNTHAL Commissioners 2pp 44540 107-44540 253 

-0002170125 "Repl lo Commission Review of NRC Rofationshlp W/TVA Nuclear Safely 
Revlow Staff" 

‘ Office of Inspector A Auditor 87/12/31 56pp 44540 190 44640 2S3 

8002250196 Generic Lir 88 04 to all nonpowef foaclor licensees ro distribution of gems 
irradialod in research reactors Sve list one). 

MIRAGLIA.FJ Associate Director for Projects (Post 87041 1) 88/02/23 Consolidated 
(Edison Co of Now York, Inc 1 1pp 44553 345 44553 355 

0803030015 Partial response to FOIA roqueat for documents re Soquoyah pressuro 
transmitter, Forwards App F documents App F documents also available In PDR 
GRIMSLEY.O Division of Rufos A Records (Post 870413) 88/02/26 CONNOR.L. 
Ooc-Soarch Associates 2pp 44503 082-44583 162 

-8803030114 Forwards list prepared by plant project manager of meolings NRR hold 
w/TVA onsite from Jan 1904 to presonl.per 850318 request List of meelings w/TVA 
on other listed sites also end Meeting summaries also provided 
DENTON.H R Office of Nuclear Reactor Regulation, Director (pro-a5H25) 85/03/20 
COMBS, F Office of Congressional Affairs (pro 870413) Ip 44683 13B 44583 138 

-8803030126 Forwards list of meelings NRR held w/TVA on plant from Jan 1984 to 
prosonl Handwritten trip ropl of 840307 meeting at util ro analog transmitter matfunc- 
trons end 

LAIN AS, G C NRC - No Detailed Affiliation Given 85/03/19 MIRAGLIA.FJ NRC - No 
Detailed Affiliation Given 6pp 44583 139-44683 144 

-8803030130 Forwards regional trip rept outlining plant interim post- accident sampling 
sys Licensee representatives appear lo understand NRC position re need for Improve 
ments (n sys 

COLLINS, OM Region 2, Ofc of the Director 84/06/13 VASSALLO.DB Region 2, 
ore of the Director Ip. 44563 145 44583 145 

-8803030173 Summary of 841213 meeling w/TVA re stability-related aspects of singlo 
loop operation 

CLARK.R J Operating Reactors Branch 2 84/12/13 Operating Reactors Branch 2 
8pp 44583146-44683153 

-8803030204 Summary of 840329 meeling w/TVA A NRC re TVA proposed changes to 
nuclear safely review board List of attendees A agenda end 
KENYON.T J Operating Reactors Branch 4, 84/04/1 1 Operating Reactors Branch 4 
5pp 44583 156 44583 160 
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8QQaQ4{lt47 infctcms MRC extension of tO yr intervaS for inservice msp & sys pressure 
lest programs Currenl inierval 1o expire on 680301, per 060620 Itr & exicnsiort will 
begirt second 10*yr tnierval l yr aficr nexi slptlupof each unit 

GRIDLEY.R Tennessee Valley Authority 60/03/01 Document Conirol 8ranch <Docu 
menl Control Desk) 2pp 44629 144 44629 145 

0803040174 Responds to NRC 871127 request for ultl completion of NUREG 
0737Jt£jm5 II F 2 & II K 3 10 Recanstderation of NRC position re scheduled comptelion 
of Item II F 2 requested Add I info ro inadequate core cooling sys end 
GRIDLEY.R Tennessea Valley Authority 08/03/01 Document Conirol Branch (Docu 
ment Conirol Desk) 5pp 44629 354 44629 358 

8803040177 Discusses key elements to plant ATWS designs, per ATWS Rule 
10CFR5O62 Based on changes m design^plant conforms to recommendations & 
meets intent of fJRC safety evalualrons contained in 861021 Hr from G Lamas 
GHIDLHY.R Tennessee Valley Aulhonly 80/03/01 Documenl Control Branch (Oocu- 
meni Control Desk) 6pp 44643 043 14643 054 

0803140327 Forwards Amerids 146,142 & 117 lo Licenses DPR 33.DPR 52 & DPfl- 
ea.respectiveCy 6 safety evaluation Amends delete requirement to perform parlial do 
sure of MSlVs twice per wl* 

ZECH.GG Ofc of Special Projects 88/33/01 WHITE,SA Tennessee Valley Author- 
ity 2pp 44676 tSQ 44676 146 

-8803140336 Amends 146 142 & 117 to Licenses. DPR33,DPR52 & DPR 68, 
respectively, deleting requirement to perform partiat closure test of MSIVs twice per 

ZECH.GG Ofc of Special Projects 68/03/01 15pp 44676 132 44676 146 

.'0803140344 Safety eviilualton supporting Amerids 146,142 & 117 to Licenses DPR- 
33,DPR 52 &. OPR'60jebpcclively 

* Ofc of Special Projects 08/03/01 2pp 44C76 147 44676 140 

8603070177 Partial response to FOIA request for docunrionls.including HR Denlon 
860103 Itr to HG Parris re TVA position on App 8 requirements End App O docu- 
ments also available in PDR App P documents totally wilhheld (rof FOIA Exemptions 5 
&7) 

GRIMSLEY.DH Division of Rules & Records {Post 870413) 88/03/02 WANN.L 
Times Pfinling Co 5pp 44609 024-44610 051 

«.a80307021S Notification of 860619 meeting w/ulil in Region II ofc to discuss TVA in 
timidation & harassment of TVA employees 

■* Region 2, Ofc of the Director 66/06/19 Regron 2, Ofc of the Director 3pp 
44609 243-44609 247 

8863070345 Tnp rept of 8S0224 25 site visit, listing activities & key points, including at 
tendance at Sequoyah operational readiness public meeting, tracking of appropriate 
lessons learned from plant & identiticalion ot criloria issues 

GEARS, GE Ofc of Special Proiecis 88/03/02 ZECH.GG Ofc of Special Proiocts 
3pp 4461 006B 44610 070 

6003166035 Forwards Amends 147.143 & 118 to Licenses DPR33,DPR52 & OPR 
6 B, respectively & safety evaluation Amends ctar-ify apparent conflicts & makes various 
corrections to Tech Specs 

ZECH.GG Ofcol Special Projects 88/03/03 WHITE, S A Tennosseo Valley Author 
l1y 2pp 44704 234-44704 200 

-6803160042 Amends 147,143 & 118 lo Licenses DPR33.DPR52 & DPR 68, 
respactcvely.clanfying apparent conflicts & makrng corrections to Tech Specs 
ZECH.Q G Ofc of Special Projects 88/03/03 55pp 44704 236 44704 293 

-.8803160045 Safely evaluation supporting Amends 147,143 & 118 lo Licenses DPR 
33,DPR-52 & DPR 60. respectively 

' Ofc of Special Projects 88/03/03 5pp 44704 294 44704 298 

8803140374 Summary of 880229 meeting w/TVA.S&W & EQE re overall civil/ seismic 
program at planl List ot attendees.viewgraphs & addi info end 
GEARS.G E Ofc of Special Projacls 08/03/04 Ofc of Special Projects Ilipp 
44679 165 44679 275 

0803090324 Forwards ‘TVA Welding Prolect Browns Ferry Nuclear Planl Phase II 
Roviow," addressing issues raised by msp repts Program to evaluate Jmplomfcntatjon 
of procedures for both const & welding programs 

GRIDLEY.B Tennessee Valley Authority 88/03/07 Documenl Control Branch (Docu- 
ment Control Desk) 2pp 44893177 44895 055 

-8803090337 Vol V to, “Welding Project Browns Ferry Nuclear Plant Phaso II Review " 

* Tennessee Valley Authority 87/1 1/2J 600pp 44893179 44005 055 

0003150130 Forwards Arpond 2 lo License 01-21075-01 for low love! radwasle storage 
facility at planl Amend extends ficonse expiration date to 890130 pending resolution, of 
Issues re incorporation of facifrty into OLs DPR 33, DPR 52 & DPR 68 
ROUSE, LC Fuel Cycle Safety Branch 08/03/07 WHITE, S A Tennessee Valley Au 
thonty 3pp 44689 143-44609 MB 

-0003150152 Amend 2 to License Ol 21075 01 for TV A, authorizing use of 42,000 Ci 
fission & activation procJucIs & associated trace amounts of SNM at tow fevol rad 
waste storage facility 

ROUSE.LC Fuel Cycle Safety Branch 88/03/07 2pp 44689 146 44669 147 

-8303150159 Advises that amend ©xterds expiration date of License 01-21075 01 from 
080130 to 890130 & changes admlnrstrahve requirement, per categorical exclusion of 
10CFR51 22(c)ll0) Environ assess menl need nol be prepared 
ROUSE.LC. Fuel Cycle Safely Branch 86/03/07 Fuel Cycle Safely Branch Id 
44689 148-44609 148 ^ ^ 

060 3 140260 Foiwarcls FR nobce of environ absessmenl & finding of no significant 
impact re 830406 re quest, supplemented on 800217, for exemption from requirements 
of 10CFR50 55fg)(4). 

ZECH.GG Ole of Special Pmjecis 88/03/08 WHITE, S A Tennessee Valley Author 
tly 2pp 44679333-44679 337 

-0803140270 Notes of envJro-n assessment & finding of no significant impact support- 
mg request (or exemption from requirements of 10CFR50 55a{g)(4).exlen(ltng 120 
month pump & valve program mservice testing interval to 920631 
GtARS.GE Ofc ol Special Projects 88/03/08 3pp 44679335 44679 337 


8803160220 Agrees w/NRC determination re ASME Boiler & Pressure Vessel Code 
Cases N 341 & N 356 review fee, per 080210 Hr lo SA While Feo will be remitied 
GRIDLEV.R Tennessee Valley Authority 88/03/08 Document Conirol Branch (Docu 
ment Conirol Desk) ip 44696 049 44696 049 

0003150303 Forwards description of facility program for resolving issue ol seismic quali 
ficalion of drywelt sled & Criteria BFN 50 C 7100, "Detailed Design Gnlerta for Slruc 
tural Acceptance of Dry well Access Platforms,’ for review 

GflIDLEY.R Tennessee Valley Authority 88/03/10 Document Control Branch (Docu 
ment Control Desk) 6pp 44689 083 44609 099 

“8003150306 Procedure BFN 50 C 7100, "Detailed Design Criteria for Structural Ac 
cepiance of Drywelt Access Platforms " 

• Tennessee Valley Authority 80/03/10 lipp 44689 009 44689 009 

8603170007 Discusses seismic qualification of smalt bore piping & for^vards Rev 0 lo 
Civit Engineering Branch fnslruction CEB Ct 21 07, "Oporabihly Criteria for Pipe & Pipe 
Supports on TVA Class I Seismic Piping Drowns Ferry " 

GRIDLEVR Tennessee Valley Authority 00/03/ 10 Documenl Control Branch (Docu 
menl Conirol Desk) 6pp 44748 068 44746 073 

8003170014 Provides info on seismic qualification of HVAC ductwork & 
supports Description of program for resolving subj issue & Class I HVAC duct S due! 
support seismic qualification interim operability accoplanco cfileria end 
GRIDLEV.R Tennessee Valley Authority 68/03/10 Document Control Branch (Docu 
menl Conirol Desk} 5pp 44733 249 44733 260 

-0803170016 Rev 0 to Civil Engineering Branch Instruction CEB Cl 21 100, "Browns 
Ferry Nuclear Plant Class f HVAC Duct S Duct Support Seismic Qualification Interim 
Operability Acceplance Cntcrta " 

‘ Tennessee Valley Authority 68/02/25 7pp 44733 254 44733 260 

8803170023 Forwards program for resolving issue of seismic qualification of misce llano 
oils steel & interim operability criteria for miscefJaneous steel, for review 
GRIDLEV.R Tennessee Valley Authority 88/03/10 Documenl Control Branch {Docu- 
menl Control Desk) 5pp 44733 28) 44733 270 

• 8003170028 Rev 0 to Civil Enqmeormg Branch Instruction CE8 Cl 102, 'Operabifity 
Crilerta for Miscellaneous Steer' 

EVANS.E Tennessee Valloy Authority 08/03/03 5pp 44733 266 44733 270 

6003170271 Forwards weekly schedule of TVA activities for wks of Q00314 21 
KELLY.JL Ofc of Special Projects 88/03/11 ZECH.GG Ofc ol Special Proiecis 
4pp 44726 356 44725 359 

8003170277 Summary of 660317 meeting w/ulil in RockviHo.MD lo discuss restart ac 
ceptance enteaa tor cwit/soismic isauoa & ampacity 

GEABS.GE Ofc ot Special Projects 06/03/11 ZECH.GG Ofc of Sjjecial Projecis 
3pp 44733 303 44733 305 

8003100175 Summary of 880229 mooting w/TVA re util resolution of concerns oh elec 
tncal cable ampacity Meeting agenda & viewgraphs end 

MORAN, OH Ofc of Special Projects 86/03/11 Ofc of Special Projects 22pp 
44737 132 44737 153 

8003210323 Trip rept of 880222-26 silo visit re audit of control room design & proca 
duros generation package 

MORAN.DH Ofc of Special Projects 80/03/14 ZCCH.GG Ofc of Special Projecis 
4pp 44771 302 44771 305 

0803210012 Forwarrfs response to Generic Llr 80-02 re ISAP IJ interest in participating 
in (SAP fl expressed 

GRIDLEV.R Tennessee Valloy Authority 00/03/ 15 Oocurnonl Conirol Branch {Docu 
moni Conirol Desk} 4pp 44009 340 44609 351 

8003220203 Provides plant program for resolving discrepancy between FSAR & as con- 
structed configuration of secondary containment penetrations re seismic 
quafilfcalion Program salisfios intent of FSAR commitment & provides basis for FSAR 

TQV 

GRIDLEV.R Tennessee Valloy Authority 86/03/16 Document Conirol Branch (Docu- 
monl Control Desk) 6pp 44604 102 44804 187 

0603220185 Revises description of program for seismic qualification of CRD insorl & 
withdrawal piping, per RJ Clark 860731 fir lo SA Whilo Util requests review of program 
& issuance of wrillan statement documonling acceptability of program 
GRIDLEV.R Tennessee Valloy Authority 66/03/17 Document Control Branch (Docu 
ment Control Desk) 5pp 44808 096 44808 108 

6803220364 Generic Llr 88 05 lo all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corfosior> of carbon steel reactor pressure boundary components 
in PWR plants Sve list encl 

MiRAGLIA.F Associate Director for Proiects (Post 070411) 68/03/17 Consolidated 
Edison Co of New York, fnc 43pp 44079 084-44879 126 

8803240231 Forwards exemption from requirements of 10CFR60 55a(q)(4) lo allow cur 
rent 1 20 month Interval for ASME Section XI pump & valve program to end on 
92063 1 ,por util 030406 request 

ZECH.GG Ofc of Special Projects 88/03/18 WHITE, S A Tennessee Valley Aulhor 
ily 3pp 44855 227-44855 233 

“8803240247 Exemption from lOCrRSO 55a(g)(4) criteria, lo allow 120 month insp inter 
val for ASME Section XI pump & valve program, including Inservice exams of compo 
nents & inservice tests of oporalional readiness of pumps & valves.lo end on 920B31 
EBNETER.SD Ofc of Special Projecls 88/03/10 Tennessee Valley Authority 4pp 
44855 230 44855 233 

0803300164 Requests expedited review & comment re end summary of facility fuel msp 
& reconstitution process Preliminary setup activities planned to begin during wk of 
B80321 w/ actual fuel movement to begin 880404 

GRIDLEV.R Tennessee Valley Authority 88/03/23 Document Conlrot Branch (Docu 
ment Conirol Desk) 6pp. 44901 248 44901,253 

B0O33OO186 Commenis on NRC proposed policy statement ro integrated schedules for 
Implementation of plant mods supports position that integrated schedules on plant- 
specific & voluntary basis will provide stable environ w/regard to resources 
GRIDLEV.R Tennessee Valley Authority 88/03/23 Document Control Branch (Docu- 
ment Control Desk) 6pp 44901 330-44901 335 
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QBD3290186 Fomarcls '’Revised Pump & Valve Tesl Program." per 
1 0CFR50 55al9) Summary ol changes to pump & valve tesl program also end 
GRIOLEY.R Tennessee Valley Authority 08/03/25 Document Control Branch (Docu 
meal Control Desk} 2pp 44911 123 44911 313 

•'•8B03290168 ASME Section XI, "Revised Pump & Vatvo Test Program " 

• Tennosseo Valley Authority 88/03/25 200pp 44911 125-44911 313 

8803300240 Advises that repairs to sedimentation pond now finished but testing has not 
yal been completed Rept will bo submitted by 880515 rather than 880401 
brooks, R H Tennessee Valley Aulhorily 88/03/25 HORN.C Alabama. Stale of 
2pp 44902 173 44902 174 

8B03300414 Final response to FOIA request for documents Forwards documents listed 
in App O Documenls also available in PDR Document in App P completely withheld 
{ref rOIA Exemption 5) 

QRIMSLEY.D Division of Rules & Records {Post 070413) 08/03/25 WANN.L Times 
Printing Co 4pp 44920 262-44920 294 

*-8601150591 Summarizes NRC activities involving TVA from 851223-060103 IE pro 
pared tor Sequoyah equipment qualification insp scheduled to commence on 
860106 M Qrotenhuis will assume duties as protect manager for Browns Ferry 
DENTON.hr Office of Nuclear Reactor Regulation, Director (651126-870411) 06/ 
01/08 STELLO.V Ofc of the Executive Director for Operations 2pp 44920 284 
44920 285 

*-8601170518 Forwards weekly schedule of TVA activities for wks of 860113 ^ 
20 Schedule will ho updated & issued each Friday to reflect activities tor forthcoming 
2*'wk period 

THOMPSON.H L NRC ♦ No Detailed Affiliation Given 06/01/10 DENTON.HR Oflico 
of Nuclear Roaclor Roquiallon, Director (851125 870411) TAYLOR, JM Ofc of In- 
speclion & Enforcemonl, Direclor (820201 B70413) GRACE, J N Region 2, Ofc of the 
Director 3pp 44920 271 44920 273 

-8602030012 Submils weekly summary of NRC aclivities involving ulil lor 860113 17, in 
eluding Oversight Group weekly telcon to discuss status of ongoing activities & site 
visit to Sequoyah to assess electrical design calculation program 
DENTON.HR Office of Nuclear Reactor Regulation, Director (851125 870411) 66/ 
01/24 STELLO.V Ofc of Iho Execulivo Director for Operations 4pp 44920 291- 
44920 294 

-8803310103 Forwards schedule of NRC mtoracllons w/TVA for wks of 860106 & 13 
DIRCKS.W J Ofc of the Execulivo Director for Operalions 86/01/03 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners 3pp 44020 267 44920 269 

-6603310106 Forwards schedule of NRC intoraclions w/TVA for wks of 860113 & 20 
STELLO.V Ofc of Iho Executive Direclor for Operalions 86/01/10 PALLAOINO, 
ROBERTS, ASSELSTINE Commissioners Ip 44920 270 44920 270 

-0003310136 Forwards schodulo of NRC interaction w/TVA for wks of 060127 & 0203 
STELLO.V Ofc of the Executive Director for OpornKons 86/01/27 PALLAOINO. 
ROBERTS, ASSELSTINE Commissioners Ip 44020 274 44920 274 

-8803310143 Forwards weekly schedule for TVA activities involving NRC for wks of 
060127 & 0203 Schedule will bo updated & Issued each wk to rolloct activities for up 
coming 2-wk period 

THOMPSON.H L NRC - No Detailed Alfillation Given 06/01/24 DENTON.H R Office 
of Nuclear Reactor Regulation, Director (851125 070411) TAYLOR.J M Ofc of In 
spection & Enforcemonl, Director (020201-670413) OLSHJNSKI.J A Region 2, Ofc of 
the Director 4pp 44920 275 44020 278 

-8603310160 Forwards schedule of NRC interactions w/TVA (or wks of 860120 & 27. 
STELLO.V Ofc of the Executive Director for Operations 86/01/27 PALLAOINO, 
ROBERTS. ASSELSTINE Commissioners Ip 44920 270 44920 279 

-8003310172 Forwards weekly schedulo of TVA aclivdios involving NRC for wks ol 
860120 & 27 Schedule will bo updated weekly to rolloct oclivillos for forthcoming 2-wk 
period 

THOMPSON.H L NRC No Detailed Affiliation Given 86/01/21 DENTON.HR Office 
of Nuclear Reactor Regulation, Director (651125 070411) TAYLOR.J M Ofc of In 
spection & Enforcement, Direclor (820201 870413) OLSHINSKI.J A Region 2, Ofc of 
the Direclor 3pp 44920 280 44920 282 

-8803310177 Forwards memo ro summary of NRC activities Involving TVA from 
051223-860103 

STELLO.V Ofc of Iho Executive Direclor for Operations 86/01/10 PALLADINO. 
ROBERTS, ASSELSTINE Commissioners Ip 44D20 203 44020 283 

-8803310107 Forwards memos re NRC summary of activities Involving TVA on 060106 
10 & 13-17 

STELLO.V Ofc of Iho Execulivo Director for Operations 86/01/27 PALLAOINO, 
ROBERTS, ASSELSTINE Commissionors 1p 44920 206 44920 266 

-8803310192 Submits weekly summary ol NRC activities Involving TVA from 860106' 
10 

DENTON.HR Office of Nuclear Reactor Regulatior>, Director (851125-870411) 86/ 
01/24. STELLO.V Ofc of the Executive Director for Operations 4pp 44920 207' 
44920 290 


Q. Inspection reports, |E Bulletins & correspondence 

8803070012 Fonvards Vol 1 of "Tost Rept on Seismic Qualification/ Verification of Vari- 
ous Aluminum Eleclncal Conduit Configurations*' & supporting documents inadvertenl- 
ly excluded from 670400 submittal re seismic design issues 

GRIDLEY.R Tennessee Valley Authority 87/04/17 Document Control Branch (Docu- 
ment Control Desk) 2pp 44584 222 44565 350 

-8S03070052 Rev 0 to DFEP-PI 86 05. "NRC IE Bulletin 79 02/79-14 Program Docu 
mont tor Browns Ferry Nuclear Plant " 

EUCHANAN.L P Tennessee Valley Authority 66/07/29 57pp 44504 256-44504 312 

-8803070059 Rev 1 to 0FEP PI 85 01, "Implementation of NRC IE Bulletin 79 02/79*14 
for Browns Ferry Nuclear Plant " 

BEASON.JW Tennessee Valley Authority 66/01/28 105pp 44504 313 44585 057 


8803160377 Forwards Insp Ropts 50 259/88-01.50 260/80 01,50 296/88 01, 60 327/ 
88 01 & 50 326/80 01 on 880106,07 & 13 Issuance of enforcement action unnoccs 
sory since util has inititaled significant corrective actions since violations occurred 
BARR.KP Ofc of Special Proiecls 88/02/25 WHITE.SA Tennessee Valley Author 
ily 2pp 44700 215-44700 217 

-8803160392 Partially Withheld Insp Repts 50 259/88 01,50 260/88 01, 50 296/86 

01.50 327/88 01 & 50-328/88 01 on 880106,07 & 13 (ref 10CFR2 790(d) & 
73 21) Major areas inspected corrective actions re listed unresolved items 

TOBIN, W, MCGUIRE, DR Region 2, Ofc of the Director 88/02/24 tp 44700 217 
44700 217 

6003170117 Forwards partially withhold Insp Repts 50 259/88 03. 50 2G0/8B 03 & 50 
296/88 03 on 880125 29 No violations or deviations noted 

BARR.K P Ofc of Special Projects 88/02/25 WHITE.SA Tennessee Valley Author 
Ily 2pp 44710 348-44710 350 

-8803170126 Partially withheld Insp Ropts 50 259/80 03,50 260/88 03 & 50 206/80 03 
on Q80125 29 (ref 10CFR2 790(d) & 73 21) No violations noted Major areas 
inspected security plan & implementing procedures, records & repts & vital areas 
TOBIN.WJ. STANSBERRY.W W , M(5 guiRE,DR Region 2, Ofc of the Director 88/ 
02/22 Ip 44710 350 44710 350 

8803170190 Forwards Insp Repis 50 259/07-46.50 260/87-46 & 50 296/87-46 on 
871201*31 & notice ot violation 

BARR.K P Ofc of Special Projocls 88/02/26 WHITE.S A Tennosseo Valley Author 
ity 2pp 44725 122 44725 153 

-8803170194 Notice ol violation from msp on 671201-31 Violalion noted lest per 
formed on standby gas treatmont sys Tram B on 871125 did not comply w/ANSI 
N510.t975 

BARR.K P Ofc of Special ProjOCts 08/02/26 2pp 44725 121 44725 125 

-8803170200 Insp Ropts 50 259/07 46.50-260/67 46 & 50 296/07-46 on 071201 
31 Viotation noted Mafor areas jnspoclod previous enforcement mallers.mulli plant 
action Item, war room moel'ny.omergancy procedures & cold woalhor preparations 
PAULK.G L , PATTERSDN.C A . BROOKS, C R Region 2. Ofc of the Director 80/02/ 
11 20pp 44/25 126 44725 153 

8802230036 NRC Info Notice 08 006. "Foreign Objects in Steam Generators " Sve list 
end 

ROSSI, CE Division ot Operakonal Events Assessment (Post 870411) 80/02/29 
Consolidated Edison Co of Now York. Inc 1 18pp 44554 253 44655 009 

8603040147 Informs NRC of extension of 10-yr interval for inservico insp & sys pressure 
test programs Current inlcn/al to expire on 000301, per 060620 Itr & extension will 
begin second 10 yr interval 1 yr after next startup ot each unit 
GRIDLEY.n Tennosseo Valley Authority 86/03/01 Document Control Branch (Docu 
monl Control Desk) 2pp 44629 144 44629 145 

8803040155 Forwards info ro FSAR Chapter 2 update process 8 plans to modify pruc- 
OS8 as part of dovolopmenl ot now program for FSAR updalos,per IE Insp Repts 50 
259/87-30.50 260/07 30 8 50*296/07 30 List of commitments also end 
GRIOLEV.R Tennessee Valley Authority 08/03/01 Document Control Brandt (Docu 
mont Control Desk) 4pp 44633 129 44633 132 

0803170002 Ack roceipl ot 880216 Ur informing NRC of steps taken to correct violaliora 
noted m fnsp Ropts 50 259/87'43. 50 260/87-43 & 50 296/87 43 
BARR.K P Dfc of Special Projects 08/03/02 WHITE.S A Tennessee Valley Author- 
ity Ip 44710 303 44710 303 

8803020036 NRC Info Notice 88 007, "(nadvorlonl Transfer of Licensed Malt to Uncen 
trolled Locations " Sve list end 

(3UNNINGHAM,R E Division of Industrial Gi Medical Nuclear Safety (Post 870720) 
08/03/07 Consolidated Edison Co of Now York, Inc 12pp 44673 0()1 44673 012, 

8003090324 Forwards ’TVA Welding Project Browns Ferry Nuclear Plant Phase II 
Review," addressing issues raised by insp ropts Program to ovalualo im pie monl a lion 
of procedures for both const & welding programs 

GRIDLEY.R Tonnessoo Valloy Aulhorily 80/03/07 Document Conlrol Branch (Docu 
menl Conlrol Desk) 2pp 44893 177 44895 055 

-8803090337 Vol V to. “Welding Project Browns Forry Nucloar Plant Phase II Reviow" 
* Tennessee Valloy Authority 87/11/21 600pp 44893 179 44895,055 

8803040062 NRC Bulletin 68 003. "Inadequalo Latch Cngagomonl m UFA Typo Lalch 
mg Relay Mfg by GE " Sve list end 

ROSSI.CE Division of Oporalionat Events Assessment (Post 870411) 80/03/10 
Consolldalod Edison Co of Now York, Inc 128pp 44673 192 44673 319 

8803160376 Supplemental re‘)por8D to NRC 870700 Ur ro deviation noted in Insp Ropts 
50 259/87-20,50 260/87-20 & 50 296/87-20 Full complianco dale changed to 
800506 List of commllmenls S descnplion of corrodivo actions & complolion da to 
end 

GRIDLEY.R Tennessee Valioy Authority 08/03/11 Document Conlrol Branch (Docu 
menl Conlrol Desk) 4pp 44733 200 44733 203 

6803210069 Advises that NRG Design Baseline & Venlication Prograrn Team will per- 
form insp of program calculations on 880418-22 Insp plan end 
2ECH,G G Ofc of Special Projects 88/03/11 WHITE.S A Tennessee Valloy Aulhor- 
Ity 3pp 44771 306 44771 308 

8803080146 NRG Info Nolico 80 008. "Chemical Reactions W/Radwasle Sotidificalion 
Agonls " Sve list end 

ROSSI.CE Division of OporaHonal Events Asaossmont (Post 870411) 88/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253 44773 012 

8803160368 Responds to NRC 880121 Ur ro violalions noted In Insp Ropts 50-259/87* 

41.50 260/87-41 S 50 296/87-41 Corrective action progress matfe In reducing dolln 
quondes caused by missing procedurally mandoted processing dates 
GRIDLEY.R Tennessee Valley Authority 66/03/14 Document Control Branch (Docu 
mertt Conlrol Desk) 6pp 44733 212-44733 217 

8803240327 Forwards Insp Repts 50-259/87-45,50-260/87 45 & 50 206/87-45 on 
871130 1204 No violations or deviations notod 

BARH.K.P Region 2, Ofc of the Direclor 88/03/16 WHITE.SA Tennessee Valloy 
Authority 2pp. 44849 218 44840235 
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--S803240333 Insp Ropts 50.250/87-45 50 260/87 45 S 50-296/87-45 on 871130 
1204 Major areas m spec tod program for layup S preservalion of equipment Tfwee un 
resolved ifenis, me lading layup & monitoring of slandby liquid control sys.idenlified 
YOPIKJ, WALTON, G, ELRODS A Region 2, Ole ol the Director 68/03/07 16pp 
44649 220-44049 235 

8803230011 Forwards response to NRC Compliartce Gulfotin 87 002. ’'Fastener Testing 
to Determine Conformance W/Applicable Mall Specs " Commitmenls made by TVA m 
response also idenlified 

GRIDLEY.H Tennessee Valley Authonly 88/03/16 Documenl Control Branch (Oocu 
menl Control Desk) 99pp 44848 330 44849 070 

8803290037 Advises that new administrative check in/check oul procedure being devel- 
oped lor termination exposurQ reporting requiremenls.in response to concerns in Insp 
Repls 50 259/84 12.50-260/a4-12 A SO 296/64-12 

GRIDLEY.R Tennessee Valley Authority 88/03/16 Document Control Branch (Docu 
meni Conirol Desk) 2pp 44649 190-44849 191 

0803140264 NRC Info Nolice 88 009, '‘Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PuPL Type Governors" Sve 
list end 

ROSSf.CE Division of Operational Evenis Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc ISIpp 44657 058-44857 178 

8803240231 Forwards exemption Irom requirements of 10CFR5O55a(g}(4) to allow cur 
rent 120-month interval for ASWE Section XI pump & vatve program to end on 
92083Vper util 830406 request 

ZECH.G G Ole ol Special Projects 88/03/18 WHITE, S A Tennessee Valley Aulhor 
ily 3pp 44865 227 44855 233 

-8803240247 Exemption from 10CFR50 65afg)(4) criteria, (o allow 120 monlh msp inter- 
val for ASME Section XI pump & valve program, including inservice exams of compo 
nenls 8 inservice tests of operational readiness ol pumps & valves, to end on 920831 
EBNETEfl.SD Ofc of Special Projects 88/03/18 Tennessee Valley Aulhonty 4pp 
44856 230-44055 233 

8803300164 Requests expedited review & comment re end summary of facilitv fuel insp 
& reconslilulion process Prefiminary setup activities planned to begin during vvk of 
880321 w/ actual fuel movemenl to begin 380404 

GRIDLEY.H Tennessee Valley Authority 86/03/23 Document Control Branch IDocu 
meni Control Desk) 6pp 44901 248-44901 253 

0BO33 10255 Summarizes 860317 meoting v//iicensee to provide folfowup on 680229 
meeting issues re proposed lEG 79 02/79-14 program 

QEARS.G E Ofc of Special Projects 83/03/25 Ofc ol Special Projects 16pp 
44913019 44918035 


R. Periodic operating reports & related correspondence 

8803010434 Discharge monitoring rept for Jan 1968 
' Tennessee Valley Authority 88/01/31 I3pp 44542229 44542 241 


0803140329 Responds to regulalory elfectiveness review on 871207-11 Corrective ac- 
tions withheld (rel 10CFR2 790) 

BEATTY G P Carolina Power & Light Co 80/03/07 VARGA, S A Division of Reactor 
Projects I/If {Post 870411) Ip 44712 297-44712 297 

BS032I0051 Discusses insp of all ponelralion fire barriers protecling safely related 
areas <in auxiliary bldg completed on 871221, per inlenlion noted m 870213 hr Seals 
properly installed to assure prevenlron of firo spread prior to extinguishment 
MORGAN.fl E Carolina Power & Light Co 08/03/1 1 Document Control Branch (Ooc 
umeni Conirol Desk) 2pp 44724 343 44/24 344 

8803280160 Forwards Insp Rept 50 261 /8B 03 on 8601 1 1 0210 & 0307 Violallon under 
consideration lor enforcement dciton Enforcement conference scheduled for 800330 
to discuss violations 

GRACE.JN Region 2. Ofc ol the Direclor 88/03/14 UTLEY, E E Carolina Powor & 
Light Co 2pp 44899 250 44099 267 

“-08O328O166 Insp Rept 50 261/88 03 on 080111 0210 & 0307 Violalions noted Major 
areas inspected followup on previous insp Hems, operational safotv 
vefilrcation, physical proloclion, surveillance observation & mami observation 
GARNER.LW, LATiA.R M, FREDRICKSON, P Region 2, Ofc ol the Direclor 80/03/ 
11 16pp 44899 252 44690 267 

8803300285 Rev 5 to Emergency Ran Implementing Procoduro PEP 655, "Jnvenlcry ol 
Technical Support Clr & Emergency Operations Facility Supplies & Equipmonl " W/ 
860322 Itr 

REICH, BG Carolina Powers, Light Co 08/03/22 10pp 44913 190 44913 207 


J. Insurance & Indemnity Information 

8803030178 Forwards Endorsements 70 & /5 lo MAELU Policy MF 40 
BARHAM, C D Carolina Power & Light Co 88/02/23 NASH.D NRC - No Dotaifod Af- 
filiation Giver) 5pp 44655 025 44555 020 

8803040144 Forwards Endorsement 8 to NELIA Corlificalo N 21 & MAELU Corlificato 
M 21 

BARHAM, C D Carolina Power & Light Co 88/02/23 NASH.D NRC • No Delailod Af 
filialton Given 3pp 44672 180 44572 182 

8803040330 Forwards Endorsemenls 92 & 94 to NELIA Policy NF 180 
BARHAM, CO Carolina Power & Light Co 80/02/23 NASH.D NRC - No Delaifod Al 
Irlialion Given 5pp 44574 183 44574 107 


P. Operating license stage documents & correspondence 

8802250195 Generic Ltr 88-04 to all nonpowor reaclor licensees re dislribulion of goms 
irradiated rn fcsoarch reactors Sve list end 

MIRAGLIA.r J Associate Director for Projects {Post 8704 1 1 ) 88/02/23 Consoffdntcd 
Edison Co of Now York, Inc 1 Ipp 44553 345 44553 355 


0893250302 Monthly operating repts for Feb 1906 
CRAWFORD.J D , WAtKEn.J G Tennessee Valley Authonly 88/02/29 BOpp 
44899 133 44699 211 r v o 


8803070003 Forwards ''Effluent & Waste Disposal Semianmiat Repl,Jul-Dec 1987" & 
"Radioaclive Inoperable Effluent Instrumenlalion Rept." per Tech Specs 3 2D2 & 
3 2 K 2 

GRIDIEY.R Tennessee Valley Aulhonty 0 8/03/01 Document Conirol Branch iDocu- 
menl Control Desk) 2pp 44612 090 44612 235 


-8803070004 "Effluent & Waste Disposal Semiannual RepUuf Dec 1987" 

* Tennessee Valley Authonly 87/12/31 63pp 44612 092 44612 154 

-8003070005 "Radjoactive Inoperable Effluent Inslrumenlation Ropi " 

* Tennessee Valley Authonly 87/12/31 8pp 44612 155 44612 235 


8803088250 Forwards weekly schedule of TVA activities (or 800307-14 Schedule will 
be updated & issued each Friday lo reffoct activilios for forlhcoming 2 wk period 
KELLY.JL Ofc of Special Projects 86/03704 ZECH.GG Ofc of Special Projects 
4pp 44857 2e4'44657 267 ^ ' 


8803210456 "Headquarters Daily Rept for 800314 " 

^ Radiation Protection Branch 88703714 63pp 44759351-44760 054 


S, Reportable occurrences, LERs i. refated correspondence 


8003100011 NPDES noncompliance nolificationon 87092f.efovation of wastowaler In 
sedimeniation pond dropped 4 inches w/no discharge through permitted 
point Seepage point located m switchyard drainage dilch Pond taken out of sve for re 
pairs 

BROOKS.RH Tennessee Valley Authority 88/02/24 HORN.C, PI2NAR.T Alabama. 
Stale of 3pp 44774 290 44774 292 


V. Operator Examfnalfona 


8803038012 Forwards summary of 600204 meeting in Allanla.GA re transfer of Watts 
Bar operators lo SequoyaKslatus ol operator licenses at Wall Bar & slalus of requall 
at Browns Ferry List of attendees & summary of issues end 

sa/Oi/Zi WHITE, SA Tennossee Valloy Author- 

Ity. opp. 44555040 445SS045 


DOCKET 50-261 H B. ROBJNSON PLANT, UNIT 2 


F. Securlly, medical, emergency A ffre protection plans 


0803090350 Summary of 800210 mooting w/ulif ro mods of omergoncy Qleclrical distrp 
bulfon sysLfst of allendees.vfawnraphs & ulil draff Rev 0 to plant Mod M 947,Alt«Lh 
meat 2, "Safely Evalualion," enci 

LO.R Project Dirocloralo IM 00/02/23 Project Direclorate II- 1 30pp 44655 058 
44665 087 

8803020068 Application for amend to Ltconso OPR-23,changing Tech Specs lo reduce 
max allowable Fq from 2 32 to 2 26 at full power condflions in support of 000224 ro 
quest lo jostnet power level to no moro than 1,3B0 MWI Foe paid 
MCDUFFIE, M A Caroliria Powor & Light Co 88/02/26 Documenl Control Branch 
(OoGument Control Desk) 3pp 44547 264 44547 331 

-6003020070 Proposed Tech Specs ro roduclion of max allowable Fq from 2 32 lo 2 26 
at full powor conditions in support of 680224 request lo restrict allowable opera lion lo 
power level of no more than t,380 MWt 

• Carolina Powor & Lfghi Co 8G/02/26 e4pp 44547 267 44517 331 

0803020184 Responds lo Generic Lir 88 02, "ISAP 11 " Util in favor of continuing oxplo 
ration of possibilities of program as outlined in generic Itr, but skeptical of requirement 
tor license amend as only method of parlicipalion 

LOFLIN.L I Carolina Power & Lighi Co 88/02/29 Document Conirol Branch {Docu 
meni Control Oosk) 4pp 44595 2*16 44595 249 

8803030046 Forwards revised Tech Spec Page 3 3-2 for 800224 application for amend 
lo License DPR 23, per 880301 lelcon Revised page clarifies conditions for ovonlual 
returfr lo fullpower oporalion 

EURYiLW Carolina Power & Light Co 88/03/01 Docurnent Conirol Branch fOocu 
meni Conirol Oosk) ip 44610 268 44610 269 

-8803070308 Revised proposed Tech Spec Page 3 3-2 to 880224 application for 
amend to License DPff.23 

• Carolina Power & Light Co 06/03/01 Ip 44610.269 44610 269 

8803110152 Discusses invesligalion re microbiological induced corrosion in sve walor 
piping Results of radiography ol baseline wolds performed during Dec 1987 revealed 
growth rate of 6/8 inch per yr previous ly established exceeded 
MORGAN.H E Carolina Power & Lighi Co 88/03/03 Documenl Conirol Branch (Doc- 
ument Control Desk) 2pp 44681 077-44681 078 

8803110004 Forwards Amend 115 lo License OPR-23 & safely evaluation Amend 
changes Tech Spocs.permUling operation at less than 1,380 MWI w/only two safely 
injection pumps opGrabfe 

LO,R H Project Directorate II 1 80/03/07 UTLEY, E E Consumers Power Co 2pp 
44668 338 44668 362 

”88031 10005 Amerirl 115 lo License DPR‘23, revising Tech Spec to permit plant oper- 
ation at less than 1,380 MWt w/only two safely injection pumps operable 
LAINAS.G C Assistant Dfrector for Region |I Reactors 88/03/07 22pp 44668 340 


^^Personlier^wWcO^^ Emergency Procedure PEP 204, " Notification of Off Duty 
MORGAN, R E Carolina Power & Light Co 08/03/01 lOpp 44643 036 44643 045 


-6803110008 Safely evaluation simporllng Amend 1 15 lo Licenso DPR-23 
' OMice 0 ) Nuclear Reaclor Regufalion, Director {Post 870411), 88/03/07 app 
44668 355-44668 362 
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8803110129 Forwards addi info re second 10-yr interval inservico leslir^g program, per 
871110 meeling & subsequent 1elcof> ^ * r. 

L0FLIN,L I Carofina Power & Light Co 88/03/06 Document Control Branch (Docu- 
iriont Control Desk) 4pp ^<1601 073 44681 076 

8003140236 NoKficatton of 880310 meeting w/util in Rockville.MD to discuss licer^sing 

LaR^ProlecI Directorate 111 88/03/08 MURLEY.T . SNIEZEK,J . MinAGUA,F NRC 
- No Deiailed Afiilration Given 2pp 44680 310-44680 31 \ 

6603300453 Informs of Southeast Nuclear Security Assoc 080505 06 regular semfannu 
al meeting in Raleigh.NC hostod by util Recipient or NRC member invited to discuss 
current issues or trend within NRC Scheduled lor 9 00 10 ani on 860506 
WILLI AM, L N Carolina Power & Light Co 60/03/08 MC6UIRE.D R Region 2. Ofc of 
the Direcfor Ip 44902 342 44902 342 

8603210022 Responds to 800114 request for addI info re safety injection Pump B auto 
transfer scheme Questions contained in request will be addressed as part of overall 
resolution of issue ^ ^ ^ ^ 

LOFLIN.LI Carolina Power & Lighl Co 88/03/15 Document Conirol Branch (Docu 
ment Control Desk) Ip 44724 320 44724 320 

6803220364 Generic Ltr 88 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re bortc acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Svc list end , 

MIR AG LI A, F Associalo Director for Projects (Post 87041 1 ) 00/03/17 Consolidated 
Edison Co of Now York. Inc 43pp 44879 084-44870 126 


R, Periodic operating reports & related correspondence 


8003020010 “lOa? Annual Repl - Primary Safety & Relief Valve Challenges " W/ 
8Q0226 ltr 

MORGAN.R E Carolina Power a Light Co 87/12/31 2pp 44544 108 44S44 109 

B8O3O3OO80 "Effluent & Waste Disposal Semiannual Repl Jul Dec 19B7 " W/8fl0226 Ur 
MORGAN.R E Carolina Power i Light Co 87/12/31 l20pp 44565 007-44555 206 

8003070007 "1907 Annual Repl - Primary Coolant Iodine Spikes " 

MORGAN.R E Carolina Power & Light Co 88/02/29 Document Control Branch (Doc- 
ument Control Desk) 8pp 44627 305 44627 312 

8803140075 Monthly oporatinn repl for Feb 1988 W/BB0307 ltr 
HAYNESWORTH.V , MORGAN.R E Carolina Power & Light Co 08/02/29 4pp 
44688 310 44608 313 


S. Reportable occurrences, LERs & related correspondenca 


8803020056 LER 88 003 00 on 680 128, design single failure discrepancy re failure of 
ballery B during safely Injection (SI) leaving only 1 SI pump available for autostart 
noted Cause under invosligalion Mod Implomonteti & review planned W/8B0227 Ur 
SAYRE.D. MORGAN.R E Carolina Power & Light Co 88/02/27 7pp 44544 158 
44544 164 


Q, Inspection reports, IE Bulletins & correspondence 


8902230035 NRC Info Notice 88 006, "Foreign Objects in Steam Generators " Sve list 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/02/29 
ConsolrdatDd Edison Co of Now York. Inc 118pp 44554 253-44555 009 


9903020036 NRC Info Notice 88 007, "Inadvorlenl Transfer of Licensed Mali to Uncon 
1 rolled Locations " Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070729) 
QD/03/07< Consolidated Edison Co of Now York, Inc 12pp 44673 001 44673 012 


8803070020 LER 07 026 01 on 87 1030, determined that potential for degraded recircula 
Hon flow for RHR pumps may ejtisl Caused by design inadequacies Emergency opor- 
aling procedures changod to ensure RHR pump secured W/eB0220 ltr 
CROOK, D, MORGAN.R E Carolina Power & Light Co 00/02/29 7pp 44612 083 
44612 089 

8803150053 Summary of Operating floaclors Events Mooting 68 10 on 880308 List of 
allondeos & signif leant elements of events discussed end 

LANNING.W Events Assessment Qranch 00/03/10 ROSSI.CE Division of Opor 
alional Events Assossmenl (Posi 87041 1) 19pp 44680 306 44609 324 


8803300472 Summarizes 000301 mooting re communications between util & NRC asso- 
ciated w/safoly sys functional insp documonlod m Insp Repl 50-261/87 06 & followup 
insp corduclerl at facility in Apr & Mar 1907 . ^ ^ ^ 

GRACE.J N Region 2. Ofc of the Director 08/03/08 UTLEY.E E Carolina Power & 
Light Co 2pp 44904 318 44904 319 


B003300297 Ack receipt of 800223 Ilf informing NRC of corrective aclions taken in fo- 
sponso to Items noted in Insp Repl 50 261/00 02 _ ^ ^ « 

COLLINS, D M Region 2, Ofc of the Direclor 88/03/09 UTLEY.E E Carolina Power & 
Light Co Ip 44902 356 44902 356 


8803040062 NRC Bullolin 00 003. "Inadequate Latch Engagomcnl m HFA Typo latch- 
ing Relay Mfg by GE " Sve list onci ^ 

ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of New York, Inc 120pp 44673 102*44673 319 


8303210051 Discusses insp of all penetration liro barriers protoclinq safety rofaled 
areas in auxiliary bldg complolod on 071221, per mtenlion noted in 070213 ltr Seals 
propeily inslallod lo assure provonlion of fire spread prior lo oxlinguishmonl 
MORGAN.R E Carolina Power & Light Co 80/03/ 1 1 Document Conirol Branch (Ooc 
ument Control Desk) 2pp 44724 343-44724 344 


0803000140 NRC Info Nolico 00 008, "Chemtenf Reactions W/Radwnslo Solidification 


Agonls ’’ Sve list end 

ROSSI, CE Division of Operalional Evonls Assessment (Post 870411) 08/03/ 14 
Consolidated Edison Co of Now York, fne 120pp 44772 253 44773 012 


8893250162 Forwards Roplacemont Exam Rept 50 261/01-87-02 of exam admmisterod 
on 871215 

JULIAN, C A Region 2. Ofc of the Director 00/03/14 UTLEY.E E Carolina Power & 
Light Co Ppp 44099 276-44900 030 

-0803250166 Exam Repl 50-261/01*87-02 on 871215*17 Exam fosullsfouf senior ro 
actor operators & one reactor operator passed overall exam No generic problems 
Idontified 

ARILDSEN.J, 0ROCKMAN.K Region 2, Ofc of fho Diroclor 08/03/14 70pp 
44899 270 44099 347 


8803280160 Forwards Insp Rept 50-261/00 03 on 000111-0210 & 0307 Violation under 
considoralion for onforcomonl action Enforcement conforonco scheduled for 000330 
lo discuss violations 

GRACE.J N Roglan 2, Ofc of Iho Diroclor 00/03/14 UTLEY.E E Carolirta Power & 
Lighl Co 2pp 44899 250 44099 267 

-8803280160 fnsp Rept 50 261/00 03 on 080111 0210 & 0307 Violations noted Major 
areas inspoctod followup on previous insp items, operalfonaf safely 
ver I ffcal ion, physical proloclion, surveillance observation & mainl observation 
GARNER.L W . LATTA.R M . FREDRICKSON, P Region 2. Ofc ol the Diroclor 88/03/ 
1 \ 16pp 44099 252 44099 267 

8603260030 Confirms PE Fredrickson 000310 telcon ro 000330 onforcoment confer- 
ence in Allanta.GA to discuss design basis problem Involving safely infection pump 
availability _ ^ « 

GRACE.J N Region 2. Ofc of Iho Dffoctor 08/03/17 UTLEY.E E Carolina Power & 
Light Co Ip 44891 043 44091 043 


6803 1402 84 NRC Info Notice GO 009. "Reduced Reliability of Sleam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PQ PL Typo Governors " Sve 
list one! 

ROSSI.CE Division of Oporaltonaf Evonls Assessment (Post 070411) 80/03/10 
Consolidaled Edison Co of New York, Inc 121pp 44867 050-44057 170 


0003240319 Informs that util Info ro NRC Bultolin 07-001, "Thinning of Pipe Walls at 
Nuclear Power Plants," used to determine extent of industry participation & impJomen- 
latton of erosion/ cottosloh insp programs 

BUCKLEY, BC Project Directorate 11- 1 88/03/18 UTLEY.E E Carolina Power & Lighl 
Co 2pp, 44052 110 44052 111 


8803180193 LER 06 005 00 on OB0213, spurious safely injection (SI) signal initiated by 
high steam lino differential pressure for throe steam generators occurred Caused by 
procedure deficiency St cleared Procedure to be revised W/00031 1 ltr 
SAYRE.D, MORGAN.R E Carolina Power & Light Co 00/03/11 5pp 44792 159 
44792 163. 


V Operator Examinations 


0BO320OO26 Discusses senior reactor operator licensing rolako exam scheduled for 
600523 

JULIAN.CA Region 2. Ofc of the Director 80/03/11 UTLEY.E E Carolina Power & 
Light Co Ip 44904 147-44904 147 

8003250162 Forwards Roplacemont Exam Ropl 50-261 /OL 87 02 of oxam admini stored 
on 071215 

JULIAN.CA Region 2. Ofc of Iho Diroclor 00/03/14 UTLEY.E E Carolina Power & 
UghICo 2pp 44099 276 44900030 

-0003250166 Exam Repl 60 261/OL-87-02 on 871215-17 Exam rosulls four senior ro 
actor operators & ono reactor operator passed overall exam No generic problems 
idonlifiGd 

ARILDSEN.J, 0ROCKMAN.K Region 2. Ofc of Iho Director 00/03/14 70pp 
44099 270 44099 347 

-0003250172 Forwards commonis for 071215 senior reactor exams al plant 
MORGAN.R E Carolina Power & Lighl Co 07/12/17 BROCK WAN, K.E Region 2, Ofc 
of the Diroclor 61pp 44899 340 44900 038 


DOCKET 60*263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Secuftly, medical, emergency & fire protecUon plans 

8802290352 Forwards SALP Board Rept SO 263/87 01 for Juno 1906 - Nov 1907 fn 
crease in personnel errors identified NRC will resume regular Insp program duo lo do* 
dine in performance Mooling will be scheduled on 800304 

OAVIS.A B Region 3, Ofc of Iho Director 88/02/25 LARSON.C E Northern Stales 
Power Co 3pp 44570 274 44570 312 

-8802290360 SALP Insp Rept 50 263/87-01 for Juno 1986 - Nov 1987 
* Region 3, Ofc of the Diroclor 87/11/30 36pp 44570 277-44570,312 

8009000001 Advises that Rev 11 lo operational QA plan meets requirement of 
10CFR50,App B & acceptable, Proposed changes altering commitments lo comply w/ 
10CFR50,App n Section IIN ro 3 yr interval of critiques tor fire drills also acceplabio 
MILLER.H J Region 3, Ofc of the Director 89/03/01 LARSON.C E Northern Stales 
Power Co 2pp 44622001-44622 002 


I Financial (nformatfon 


8009040222 "Northern Stales Power Co, 1987 Annual Rept " W/8 80301 (1r 
MCCARTHY.D W , HOWARD.J J . BRUSVEN.A 0 Nor I Wn States Power Co 87/12/ 
31 48pp 44573 274 44573 324 

8803220316 Suppi to 1987 annual repl, "Financial 6 Statislical Info," per Paragraph 
10CFR50 7f(b) & Item 70 In Reg Guido 10 1 W/ 880318 ltr 
ISDAHL.J Northern Slates Power Co 87/12/31 21pp 44850142-44050*163 
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J Insurance & indemnlly Information 

80O3OBO171 Forwards Enrforaemefiits 67,86,73,72 & 91 lo NELW Policies NF'174.NF* 
174,NF-197 & NF-197.Endo»semenls 8 to INELIA Cerlifjcales N-17,N 63 & N'37 & En 
dorsements 72,71 & 62 lo MAELLI Policies MF*51,MF 51 & MF 6B,fespecl(ve(y 
OLOSON.G M Nortfiern Slates Power Co 80/02/25 DINITZJ Olfice of Nuclear PO' 
actor Regulation, Dfrector (Post B70411J 25pp 44656 039 44656063 


P. Operating ficense stage documents & correspondence 

8803100017 Informs that author will rep-lace 0 Gilberts as senior vice president effective 
on 860101 Author biographical outline end 

JENSEN.R J Northern Slates Power Co 87/11/23 DAVIS, A B Region 3, Ofc ol the 
Director 3pp 44666 004-44666 006 

0803010174 Anneal rept of occupatjonaf raclialior» exposure & safely & relief valve fait 
ures & challenges tor 19B? W/88022& Itr 

MUSOLF.D Northern Stales Power Co 87/12/31 4pp 44542 251 44542 254 

8803010012 Forwards completed response form to ISAP Ihper Generic Llr 08 02 re 
quest 

MUSOLF^D Northern States Power Co 68/02/19 Olfice of Nuclear Reactor Regula* 
lion, Oireclor (Post 870411) 3pp 44565 350 44565 360 

8802250195 Generic Hr B8 04 lo all nonpDwer reactor licensees re distribution of gems 
irradiated in research reactors Sve list end 

MIRAGLIA.FJ Associate Dsreclor for Projects (Post 07041 1) 86/02/23 Consolidated 
EdisonCo of New Yolk, fnc lipp 44553 345-44553 355 

8803010189 Submits aliernativc method for satisfying NUREG 0737, Hem II B 3, Criterion 
4 for review & approval NRC concurrence w/ plan lo remove post accident sampling 
sys dissolved gas monitoring feature requested 

MUSOLF.D Northerly Stales Power Co 86/02/26 Office of Nuclear Reactor Rogula- 
lion DiraclOF (Post 870411) 3pp, 44551 144 44551 146 

8803010196 Forwards Rev 1 tO "Evaluation of Steel Sided Portion of Reactor 8 Turbine 
Bldgs for Blast Load from Hydrogen Waler Chemistry Facifily" Structural integrity of 
turbiro & reaolor bldgs ends main lained during postulaied explosion 
MUSOLF.D Northern Stales Power Co 68/02/26 Office of Nuclear Reaclor Regula 
lion, Director (Post 870411) 2pp 44551118-44551 143 

••6B030 10281 Rev 1 lo "Evaluation of Steal Sided Portion of Reactor & Turbine Bldgs 
for Blast Load From Hvdrogen Water Chemistry F acility" 

• Bechtet Group, inc 68/01/31 23pp 44551 120 44651 143 

8003040069 Documents uEil commitinenls re enhancing experience & qualifications of 
supenntemleril of ratiialion piolscUOh.pej 671223 telcon 

MUSOLF.D Northern Slates Power Co 8S/03/01 Ofhco of Nuclear Reactor Regula 
lion, Direclor (Post 870411) 2pp 44610 275 44610 276 

flSOG 080001 Advises thal Rev 11 to operational QA plan meets requirement of 
lOCFRSO^App B & acceptable Proposed changes allering commitments lo comply w/ 
10CFR50,App R Section III I re 3 yr inlerval of critiques for frre drills also acceptable 
MILLER.H J Region 3, Ofc of the Director 8B/03/01 LARSON.CE Northern Stales 
Power Co 2pp 44622 001-44622 002 

8803060252 Forwards appfication for amend lo License OPR 22.revising Tech Specs 
Sections 3 4 & 4 4 lo rafiect increase of B 10 enrichment on sodium pentaborate solu 
lion used for standby liquid contr-ol sys Fee paid 

MUSOLF.D Northern Slates Power Co 88/03/01 Office of Nuclear Reactor Regula 
lion, Director (Pc si 8704 11 1 2pp 44626 070 44626 09 1 

-8803080256 Application for amend lo License DPR ZS.revising Tech Specs Sections 
34 & 4 4 to relfect increase of B-fO ennchmenl in sodium penlaborato sofulion used 
for standby liquid coniroi sys 

MUSOLF.D Northern Slates Power Co 80/03/01 9pp 44626072-44626 080 

-S8030802S8 Proposed Tech Specs.refiecling increase of B 10 enrichment in sodium 
penlaborato solution used (o; standby tiquid control sys 

♦ Northern Stales Power Co 88/03/01 lipp 44626081 44626091 

8803140323 Confirms 880315 mot meeting at Region III ofc In Oler> Ejlyn, IL per 8B0222 
telco n between K Albrecht & M Phillips to discuss performance based on QA applied 
to operating plants 

GREENMAN.EG Region 3. Ofc of the Director 38/03/07 LARSON.CE Northern 
Slates Power Co 1p 44712282 44712282 

8803210141 Forwards Project Directorate fjf 1 slides for 680317 bnefing of Executive 
Team Slides marked "P" primary slides direcforalo plans lo show Other slides backup 
for possible ref 

VIRGiLlOtM J Profflcl DireclioialQ IJI-1 88/03/14 NOVAK.T Division of Safely P^ro 
grams (Post 670413) 89pp 44760 106 44760 268 

8803220364 Generic Llr 88 05 lo afl licensees of operating PWRs & holders of CPs for 
PWRs ro boric acid corrnsfon of carbon steel reactor pressure boundary componenls 
in PWR plants Sve list end 

MIRAGLfAF Associate Director for Projecis (Post 870411) 86/03/17 Consolidaled 
Edison Co of New York, Inc 43pp 44B79 084 44879 126 

8603280142 Forwards request for addi info ro Generic Ltf 83 28, "Equipment Classifica* 
tion Program " Response requested within 6 days after receipl of llr 
STEFANO.JJ FTojQCt DirectoTate DM 88/03/22 MUSOLF.D M Norlhern Slates 
Power Co 4pp 44B90 261 44890 264 


O Inspection reports, IE bulletins & correspondence 


8802290352 Forwards SALP Board Rept 50-263/87 01 for June 1986 Nov 1987 In- 
crease in personnel errors identified NRC will resume regular insp program duo to de 
Cline m performance Mealing will be scheduled on 080304 

DAVIS.AS Region 3. Ofc o( the Director 80/02/25 LARSON.CE Northern States 
Power Co 3pp 44570 274 44570 312 

-B80229O360 SALP Insp Ropt 50 263/87 01 for June 1986 Nov 1907 
* Region 3. Ofc of the Director 87/11/30 36pp 44570 277-44570 312 

8802230035 NRC Info Notice 88 006, "Foreign Objects m Steam Generators" Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/02/29 
Consolidated Edison Co of New York, Inc 1 18pp 44554 253 44555 009 

B803020036 NRC Info Notice 68 007, "Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
88/09/07 Consolidated Edison Co of New York, Inc f2pp 44673 001 44673 012 

8803180212 FoJwards payment of civil penally in amount of $50,000. per NRC B80219 
order 

LARSON.CE Northern States Power Co 88/03/08 Ofc of Enforcomonl (Posl 
870413) Ip 4479D 102 44790 102 

8803040062 NRC Bulletin 88 003, "Inadequate Latch Engagement in HFA Typo Latch 
mg Rd^ Mfg by GE ” Sve list end 

ROSSI.CE Division of Operational Evenls Assessment (Posl 870411) 88/03/10 
Consolidated Edison Co of New York, Inc 12Bpp 44673 192-44673 319 

0803230051 Forwards Safely Insp Repl 50 263/00 03 on 8801 13 0223 No violntrons 

GULOEMOND.WQ Region 3, Ofc of Ihe Director 88/03/10 LARSON.CE Norlhern 
Stales Power Co 2pp 44044 025-44Q44 038 

-8603230057 Insp Rept 50 263/06 03 on 8801 13 0223 No vtolalions & safely concerns 
noted Major areas inspected operational safely verificalion.maint.surveillarco.HPCI 
sys.reactor coolant injoction cooling sys & LERs 

JACKIWJ N Region 3, Ofc ol the Director 80/03/00 12pp 44044 027 44844 09Q 

8003000148 NRC Info Notice 83 008, "Chemical Reactions W/Radwasle Soliddicntian 
Agenls " Sve list end 

ROSSI.CE Division of Operational Evenls Assessment (Posl 870411) 00/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253 44773 012 

8003230340 Responds lo NRC 880211 Hr re violalions noted In Insp Ropt 50 263/87 
13 Corrective actions lubricants in all safety related Llmilorquo motor oporalors in 
speded & r^laced as required during Fall 1987 refueling outage 
LARSON.CE Northern Slates Power Co 00/03/14 HARRISON, JJ Region 3, Ole of 
Ihe Director 4pp 44866 246 44866 249 

0003220449 Provides final rept of actions taken in response lo IE Bulfotin 85 
003 Method for sofoefing & sotting torque, torque bypass & position limit switches for 
valve operation reviowad 6i revised 

LARSON.CE Northern States Power Co 88/03/15 Document Control Branch (Docu 
monl Control Desk) 30pp 44787 236 44787 266 

8003220247 Responds to 680205 IE Bulfotin 88 001. "Dofocls in Woslinghouse Circuit 
Breakers " Westinghouse OS Series circuit breakers not used at plant 
LARSON.CE Northern States F'owor Co 00/03/16 Office of Nuclear Reaclor Regu 
fallen, Director (Post 870411) 2pp 44789*174 44789 175 

0803140284 NRC fnfo Notice 88-009, "Reduced Reliability of Steam Driven Auxiliary 
FGOdwater Pumps Caused by Instability of Woodward PG-PL Typo Governors" Sve 
list end 

ROSSI.CE Division of Operalionaf Evenls Assessment (Posl 870411) 08/03/18 
Consolidated Edison Co of New York, Inc t21pp 44857 058 44057 170 

0803290159 Fonivards Exam Repl 50 263/OL-8B 01 on 880302-03 
WRIGHT .G C Region 3, Ofc of the Director. 08/03/24 LARSON.CE, Norlhern Stales 
Power Co. 2pp 44910117 44010 178 

-8003290162 Exam Rept SO 263/OL 08 Ol on 000302-03 Exam results roactor operator 
foiako candidate & two senior reaclor operator relake candidates passed exams 
HILLS, O.E . NEJFEIT.G M , JORDAN.M J Region 3. Ofc of Ihe Dfroclor 08/03/23 
6Qpp 44910 110 44910 178 


R. Perfodto operating reports & related correspondence 

0803010174 Annual repl of occupational radiation exposure & safely & folief valve fail 
uros & challenges for 1907 W/660229 ftr 

MUSOLF.D Norlhern Slates Power Co 87/12/31 4pp 44542 251-44642 254 

0003010124 Forwards '’Efffuenl &. Waste Disposal Semiannual Ropt for Jul Dec.1907*' 
Analyses for isotopes Sr-89 & Sr 90 not Inc/uded in rept Amend lo efflueni & waste 
disposal semiannual rept for first half of 1967 also end 

FEY.F L Northern Stales Power Co 88/02/26 Document Control Branch fDocumont 
ConIrolDesk) Ip 44635’259-44535 283. 

--80O9O1O131 "Efflueni & Waste Disposal Semiannual Repl for Jul Dec 1987 " 

* Northern Slates Power Co, 87/12/31 21 pp 44535 260-44535 279 


0803160302 Forwards response to NRC Bulletin 87-001 re programs for monitoring wall 
Ihickness ol high energy piping 

LARSON.C E Northern States Power Co 87/09/09 DAVIS.A B Reaion 3. Ofc of Ihe 
Director, 250pp 44722 002 44722328 

SB 03 210289 Forwards response to violations & unrosoived/open items Identified In 
Safely Sys Functional Insp Repl 50 283/87 05 on 870413-0501 Corrective 
actions exlensive teslirg done to demonstrale core spray & battery ays performance 
LARSON.CE Northern Slates Power Co 37/10/13 MlLLER.HJ Region 3. Ofc of 
the Director 39pp 44795 037-44795105 


-B0O3O1O207 Amend to "Effluent & Waste Dbposal Semiannual Rept (or Jan- June 
1987 " 

' Northern Slates Power Co G7/06/30, 4pp 44635 280 44535 283 

8803150137 Monthly operating rept for Feb 1988 W/8a0310 llr 
MYBABO.AL, MUSOLF.D, Northern Stales Power Co 88/02/29 5pp 44715 313 
44715 317 

8803100016 Headquarlefs daily repl for 880303 
* Ofc of Special Pro|ecl8 88/03/03 24pp 44661 029 44661 051 
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S Reportable occurrences, LERs & related correspondence 

fi4(>3060027 Forwards revised LER 87 023 re crack in reactor recirculation sys decon 
taniinalion cornection & repls generated by GE including GE Repl 87-178 037 per J 
Jacobson request 

MUSOLE.D Northern Slates Power Co 88/02/29 Document Control Branch (Docu 
ment Control Desk) Ip 44643 347 44644 020 

.*3303080030 LER 87 023 01 on 071 125, crack in pipe (mfg by Sandvikjnc) in decon 
taminalion connection on reactor recirculation sys Loop A found Caused by high cycle 
fatigue Oeconlaminaiion connection modified 

LA VALLE, T A Northern States Power Co 08/02/29 14pp 44643 340 44643 361 

.*8803080045 "Lab Exam of Recirculation Line Decontamination Flange From Monticol* 
la Nuclear Power Slalion ” 

DIA2,TP, GORDON, GM General Electric Co 87-178 037 88/01/15 20pp 

44644 001 44644 020 


V. Operator Examinations 

8B0229O352 Forwards SALP Board Rept 50 263/87 01 for June 1986 - Nov 1987 In 
crease in personnel errors idenlified NRG will resume regular insp program duo 1o da 
time \f\ petlormance Meelmg w;ll bo scheduled on G 60304 

DAVIS, B Region 3, Ofc of Ihe Director 80/02/25 LARSON.C E Northern Slalos 
Power Co 3pp 44570 274 44570 312 

-8802290360 SALP Insp Repl 50 263/07 01 for June 1986 Nov 1987 
* Region 3, Ofc of the Director 07/11/30 36pp 44570 277 44570 312 

8003250252 Advises that NRC published end rev to guidance for trial NRC roqualifica 
tion oxamsjefiecling lessons learned from Dec 1907 exams al MB Robinson 
planl Final version will be incorporalod into examiners sids (^NUREG 1021) W/o onci 
WRfGHT.GC Region 3. Ofc of Iho Director 80/03/18 LARSON.C E Norlhorn Slalos 
Power Co Ip 44945 218 44945 218 

0803290159 Forwards Exam Repl 50 263/OL 88 01 on 880302 03 
WRfQHT.G C Region 3, Ofc of the Director 00/03/24 LARSON.C E Northern Stales 
Power Co 2pp 44910 117 44910 178 

-8803290162 Exam Repl 50 263/OL 08 01 on 000302 03 Exam results reactor operator 
retake cardidato & two senior reactor operator fotako candidates passed exams 
HILLS, D E . NEJFELT.G M . JORDAN.M J Region 3, Ofc of the Director 88/03/23 
60pp 44910 119 44910 178 


DOCKET 50-265 OUAD-CITIES STATION, UNIT 2 


F security, medical, emergency A fire protectfon plans 

8803010483 Revised procodiiros,mcludirig Rev 24 to QEP 340 0, "Corroctive Actions," 
&. Rov 10 to QEP 340 5, "Station Firo Rghling " 

» Commonwoaflh Edison Co 08/02/09 0pp 44531 227 44531 234 

8603160103 Rev 29 lo Stjlion Procedure QEP 330 0, "Assossmenl Actions," Rev 8 to 
QEP 330 3, "SPING Gonlrol Terminal Opornlion" & Rev 4 lo QEP 330-10, "Onsito 
Environ Sampling During Emorgency Silualions " 

* Commonwealth Edison Co 80/02/29 12pp 44695 174 44695 105 

8803230077 Revised emergency plan implemenling procoduros, including Rov 2 lo QEP 
520 3, "Training Program for Slalion Emergency Proparodnoss Coordinator" & Rov 4 
to QEP 520 SI, "Checkfisl for Initial Requiromonls for Generating Slalion , " 

* Commonwealth Edison Co 08/03/02 19pp 44850 222*44850 239 

B8D3290200 Revised QEP procedures. including Rov 39 to QEP 310 0, "Notification of 
Rosponslblo Aufhoritios" & Rov 23 to QEP 310 T3. "Priordizod Notification Listing" 

* Commonwoallh Edison Co 08/03/07 14pp 44911 341-44911 354 


J. InaiirancG & Indemnity Information 

8003220401 Provides onsite properly damage Insurance at listed facililias,por 
10CFR50 54(w)(4) which requires liconseos lo repl present sources & level of insur- 
ance. 

MORGAN, WE Commonwoallh Edison Co 08/03/15 Documonl Control Branch 
(Document Control Desk) Ip 44780.101-44789101 


P. Operating license stage documents & correspondence 

8902259195 Generic Ltr 88 04 to all nonpowor reactor flconseos re distribution of Qoms 
Irradiated In research reactors Sve list encf 

MIRAGLIA,FJ Associate Director for Projocls (Post 87041 1) 88/02/23 Consolldaled 
Edison Co of New York, Inc lipp 44553 345*44553 355 

8803020160 Forwards response to questions raised during 071123 lolcon ro executive 
summary ropt for embedment plate assessment program 

JOHNSON,! M Commonwealih Edison Co 88/02/24 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 4pp 44548 317-44548 320 

6893070325 Forwards Rev 49 lo CE-I-A, "QA Program for Nuclear Generating Pro 
grams," consisting of listed revised pages Rev reffocls organization & title changes as 
well as changes rosulfing from mock AS ME surveys 

MORGAN.W Commonwoallh Edison Co 80/02/26 Document Control Branch (Docu 
men! Control Desk) Ip 44604 306-44604 325 

8803160175 Provides commitment to review pofentlal problems ro po&sibllily that high 
ressure reactor coolant could leak into core s pray, L PC I, H PCI & RCIC sys Review will 
e compfeled within 60 days 
JOHNSON,! M, Commonwealih Edison Co 88/03/09 MURLEY,TE Office of Nuclear 
Reactor Regulation, Director (Post 670411) 2pp 44729 299 44729 300 

6803230070 Forwards updated affidavit for proprietary Rev 1 lo NEDC 31345P, "Quad 
CilfGS Nuclear Power Station Units 1 & 2, SAFER/GESTR LOCA.LOCA Analysis " 
SILADY,JA Commonwealth Edison Co 86/03/16 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 4pp 44649 161-44649 164. 


8803230105 Forwards response lo Generic Ltr 60 02, "ISAP II " Partial listing of ISAP 
resource requirements also end 

MORGAN.WE Commonwealih Edison Co 86/03/16 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 3pp 44849 095 44849 097 

8803220364 Gsnonc Ltr BQ 05 to all licensees of operating PWRs & holders of CPs for 
PWRs ro bone acid corrosion ol carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associale Director for Projects (PosI 870411) 88/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44079 084 44B79 126 


Q Inspection reports, IE Bulletins & correspondence 

8803010154 Forwards Safety Insp Repts 50 254/87 33 & 50 265/87*33 on 871206 
880206 & notices of violation & deviation 

FORNEY.WL Region 3, Ofc of the Director 80/02/25 REED,C Commonwealth 
Edison Co 2pp 44567 246 44567 263 

-8803010163 Notice of violation from insp on 871206 680206 Violation noted Procodure 
QIP 5700-2, "Filling Procedure for Chlorine Analyzer Probe," which cautions that con- 
Irol room Isolalion will occur & that conlrol room be nolified.nol followed 
FORNEY.W L Region 3, Ofc of Iho Director 88/02/25 ip 44567 248 44567 246 

-6603010185 Notice of deviation from insp on 871206 080206 Devialions noted NRC 
not promptly nolified re noncomplianco w/ IE Bullelio 85 003 a ATWS suppporl hang 
ers for reactor vessel instrument racks not in compliance w/ASME Code 
FORNEY.W L Region 3. Ofc of the Director 08/02/26 1p 44567 249 44567 249 

-8803010168 Insp Repls 50 254/07-33 & 50 265/07-33 on 871206 080206 Violations 
a deviations noted Major areas irspoctcd operations, mainl S surveillance,lER 
review. rouline repls a admmlstralive controls affecting radiation conlrol 
RING.M A Region 3, Ofc of the Director 88/02/24 14pp 44567 250 44567 263 

8802230035 NRC Info Notice 88 006, "Foreign Objects m Steam Generators" Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/02/29 
Consolldaled Edison Co of New York. Inc 1 lOpp 44554 253-44555 009 

8803020036 NRC Info Notice 68 007, "Inadverlenl Transfer of Licensed Mall lo Uncon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial a Medical Nuclear Safety (Post 870729) 
88/03/07 Consolidated Edison Co ol Now York, Inc 12pp 44673 001 44673 012 

8803040062 NRC Bulletin 86 003, "Inadequate Latch Engagement in UFA Typo Latch 
rng Relay Mfg by GE " Sve list end 

ROSSI, uE Division of Operational Events Assessment (Post 07041 1) 08/03/10 
Consolldaled Edison Co of Now York, tnc 126pp 44673 192 44673 319 

8803080148 NRC Info Notice 86 000, "Chomical Reactions W/Radwasto Solidification 
Agents " Sve lisl end 

ROSSI.CE Division of Operalional Evenls Asbossmonl (Post 870411) 60/03/14 
Consoljdaled Edison Co of Now York, Inc 120pp 44772 253 44773 012 

8603140284 NRC Info Nolico 88 009, "Roduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by instability of Woodward PG-PL Type Governors " Sve 
list end 

ROSSI.CE Division of Operalional Events Assessment (PosI 870411) 88/03/10 
Consolldaled Edison Co of New York, Inc 121pp 44857 056 44057 170 

0803260176 Forwards Safely Insp Repls 50 254/07-20 & 50-265/07-28 on 8709M 
660304 & notice of violation 

HARRISON, JJ. Region 3, Ofc of the Diroclor 08/03/16 REED.C Commonwoallh 
Edison Co 2pp 44913 005-44913 064 

"0003260177 Notice of vioiatlon from Insp on 670914 000304 Violalion noted Support 
M 1610 10 & Dlhor supports, designed as part of Mark I torus attached piping 
mods.not inslalfod in accordance w/^spocifiod drawings 

HARRISON, JJ Region 3, Ofc of the Direcfor 66/03/18 2pp 44913 007 44913 008 

-8803260180 fnsp Repls 50-254/07-20 & 50-265/87 20 on 070914 600304 No viola 
lions noted Major areas Inspcctorf snubber surveillance & funclional 
(Qsting.nonllconsed framing & llconseo action on previously idonlifiod Items 
GAVIJLA,JA. OANIELSON.Dtf Region 3. Ofc of Ihe Director 06/03/18 42pp 
449)3 009 44913 049 

-8603250102 Fonvards “Evaluation Repl on Fiued Hoad Anchor Design" Repl pro- 

C ared based on audit of design calculations by util, Sargent & Lundy & Impoll Corp 
ANDYOPADHYAY Srookhavon National Laboratory 88/02/10 KUO,PT Mechanical 
Engineering Branch ip 44913 050 44913 050 

"8003250109 "Evalualion Rept on Fiued Hoad Anchor Design " 

BANDYOPAOHYAY Brookhaven National Laboratory 86/02/29 14pp 44913 051- 
44913 064 

8603300358 Forwards response lo NRC 660205 Bullolin 00 001 requosimg holders of 
OLs or CPs for Westinghouso designed nuclear power reactors w/sloom generators 
having carbon steel support plates, imp foment actions specified in bulletin 
MORGAN.W E Commonwealih Edison Co 88/03/24 DAVIS, A B Region 3. Ofc of 
the Diroclor, 6pp 44913 212-44913 217 


R, Periodic operallng reports & relnleci correspondence 

0803160395 "Effluent & Waste Disposal Semiannual Repl Juf-Doc 1987 " vV/000211 Hr 
SAX.R L Commonwealth Edison Co 87/12/31 DAVIS.A B Region 3, Ofc of the Di- 
rector 16pp 44731 179-44731 193 

88030400S1 Forwards occupational radiation exposure portions of plant opo rating ropfs 
KOVACH, T J Commonwealth Edison Co 08/02/29 DAVIS.B Region 3. Ofc of Iho 
Director Ip 44612 317 44612 338, 

-8803080373 "1987 Repl of Occupalionai Personnel Radiation Doses" W/ 8B0220 Mr 
QAX.R L Commonwoallh Edison Co 87/12/31 DAVIS,Q Region 3, Ofc of the Dlrec- 
lor 4pp 44612 322 44612 325 
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8603180093 Monthly operalifig icpis lor Teh 198BW/880301 Hr 
DEELSNVDEn L , flOBEVRA CofTimon^vealth Edifion Co 88/02/29 24pp 
4-^792 118 44792 141 

8803210157 Forwards lisling ol changes, tests & exponmenls compleied during Feb 
19B0 Summary ol saloty evluahon being reporled in compliance w/ 10CFR50 59 
ROBEY. n A Commonwealth Edison Co 80/03/01 SNtEZEK.JH Office ol Nuclear 
Reactor Rogulaiion, Director (Post 07041 1) 2pp 44782 121 44782 122 


S Reportable occurrences, LERs & related correspondence 

8303100001 LER 87 002 00 on a70l22,RClC turbine outboard bearing flooded w/oil & 
turbine inboard oil level was too low Caused 6/ mod design deficiency Defective hear 
mg replaced S mami procedure will be developed W/a702lO Ur 
HILL.K J , SAX.R L Commonwealih Edison Co 57/02/ 10 7pp 44667 103-44667 109 

5803100007 LER 87 003 00 on B7O127.d(Scov0red thal HPCI molar speed chanaer 
would nol travel to high speed stop Caused by irusadiustment of relay 2330-105 7 6 

coniacis Contacts acfiusted to within proper gap sellings W/87021 7 Itr 
MEDULAN.K, 0AX.RL Commonweallh Edison Co 07/02/17 5pp 44673 107 
44673191 

0003090322 LER 87-004-00 Oh 07021 8, suppression chamber to drywell vacuum breaker 
2-1601-33A would nol return to normal clesecf position after being tested Caused by 
either slightly dunpled valve bushing or corroded solenoid W/a70309 Ur 
WALTERS, S. BAX.RL Conrimonweallh Edison Co 87/03/09 6pp 44667 123 
44667 120 

00O3O9D323 LER 07 005 00 on 070321, main generator Hipped due 1o actuation of main 
transformer sudden pressure relay Cause nol determined Transforrrer sudden pres 
stro relay A sudden pressure rnhibil relay replaced W/87O409 Itr 
HILLK J eAX.R L Commonwealth Edison Co G7/04/09 6pp 44665 193 44665 198 

8003090328 LER 37 006 00 Oh 8703 24 .discovered that HPCI turbine speed could nol 
bo reduced by using motor speed changer or motor gear unit Caused by equipment 
failure due to blown fuse Fuse & relay contacts replaced W/0704 16 Ur 
SCHMIDT, K A , BAX,R L Commenwealih Edison Co 87/04/16 6pp 44667 129 
44667 134 

8803090334 LER 07 007-00 on a70520.RVVCU sys isolated & several Group II inboard 
isolation valvos automaHcally closed Caused by lightning strike to meteorological 
lower Power Iransfo/mer & dislribulion panel circuit breaker replaced W/870 600 Itr 
HILL.K J , BAX,R L Commonwealth Edison Co- 87/06/08 5pp 44674 081-44674 005 

0803090336 LER 87-008-00 on 8 70630, cable tunnel sprinkler sys out of sve for greater 
than 14 days Caused by need to porlorm sys enhancements to ensure that sys con 
sistenl w/ NFPA Code req^uiroments W/870706 Hr 

DOLIBER.D . BAX.RL Commonwealth Edison Co 57/O7/0B 6pp 44664 335 
44664 340 

8803090346 LER B7 010 00 on a70Q17.!ow reactof water level scram & Group II & IN 
isolation occurred while lowering reactor vessel water level Caused by procedural 
inadequacy Procedure developed to address low level scram W/67090B Itr 
HILL,K J , BAX.fl L Commonwealth Edison Co 87/09/08 6pp 44665 199 44665 204 

8803090346 LER 87 012 00 Oh 8709 16, suppress ion chamber to drywell vacuum breaker 
tailed to dose alter testing Caused by problem wfair operator portion ol vacuum 
breaker Vacuum breakers will bo mspecled & repaired W/a? 1007 Itr 
HOOGHEEM.D, BAX.RL Commonwealth Edisort Co 87/10/07 8pp 44674 224 
44674 231 

8803090351 LER 67 013 00 on 87l019,reactQr scram & ECCS initiations & related aclu* 
ations occurred Caused by personnel error Disciplrnary action 
adminisloredi.procedures revised, framing sessions held & circuit breakers 

inspected W/871 112 Ur 

HILL.K J, BAX.R L Cortimonweatth Edison Co 67/11/12 Spp 44667 115 44667 122 

0803090353 LER 87-014 00 on 871101.400 volt transformer 29 to 4D0 volt bus 29 cir- 
cuit breaker tripped Caused by apparent overload condition Possible malfunction of 
circuit breaker furlher investigated & Prccerfuro OOP 6700-2 revised W/871 1 10 Hr 
TAGATZ.G , BAX.RL Cornmonwealth Edison Co 07/11/10 6pp 44664 353- 
44664 35 B 

6603290237 LER 87-017-00 Oh 071 103,inadvortent injection of HPCI sys into reactor 
vessel occurred Caused by personnel error Individual involved counseled & procedure 
revised to provide rof for refay numbaring conventions 
HILL.KJ ComrTionweallh Edison Co 67/11/18 4pp 44692 143 44892 146 

8803090355 LER 07 01 5 00 on 0711O2.off gas isolation timor declared mope/able fol- 
lowing testing Caused by equipment failure due to motor end of life Unit two off-gas 
timer replaced w/Unl ono timer & funclionafly tested satisfactorily W/071 1 19 ftr 
WALTERS, S. BAX.RL Commonwealth Edison Co 67/11/19 6pp 44664 345- 
44664 350 

8803290275 LER 87-016 00 on 071 103 .discovered thal steam supply valve did nol auto 
mallcally close as required when companion stoam supply valve closed Caused by 
auxiliary contacl binding Contact replaced 

HOOGHEEM,D Com mor^weallh Edison Co 07/11/19 4pp 44692 261-44092 264 

8803090357 LER 87 018 00 Oh 67|j04.HPCf sys auto isolation due to high temp in 
HPCI room Caused by design doficiency m HPCI room temp monitoring sys Sys evalu 
ated & Mod 4-1(2) 84-21 pFOposedW/87tl20 Itr 

HILL.K J , BAX.R L Commonwealth Edison Co 07/11/20 6pp 44674 051 44674 056 

0803090359 LER 87 020 00 on 871210, reactor scram occurred duo to turbino/goneralor 
load mismatch Caused by component failure Failed solenoid replaced 0 no further 
corrective action deemed necessary W/8&a 104 ftr 

HILL,K J . BAX,R L Commonweallh Edison Co 88/01/04 6pp 44662008 44662013. 

0803290242 LER 08 003 00 on 600301, RCfC declared inoperable Caused by failed 
remote hydraulic servo on turbine govenor valvo Servo replaced & RCIC successfully 
tested W/8B 031 5 ftf 

HILL,K d . BAX.R L Commonweallh Edison Co 88/03/15 4pp 44904 1 21 44904 124. 


V. Operator Examinations 

0803250089 Forwards revs lo guidance for Inal NRC requalificalion exams re lessons 
learned from exams at HB Robinson plant W/o end 

WRIGHT.GC Region 3. Ofc of Ihe Oireclor 08/03/10 REEO.C Commonwealth 
Edison Co 2pp 44881 095 44881 096 

0803300207 Advises thal written & oral operator & senior operalor licensing exams 
scheduled for wk of 880716 Raf mall listed in end required 60 days prior lo exam 
date Rules & guidance also end 

WRIGHT, G C Region 3, Ofc of the Director 08/03/24 HEED.C Commonweallh 
Edison Co lOpp 44902 007 44902 096 
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F, Security, medical, emergency & fire protection plans 

6003230230 Forwards "Response lo 10CFfl50.App R 'AUernativo Shutdown Capabilily' 
4,160 Volt Switchgear Hoorn," per 071 1 10 request 

FAY.CW Wisconsin Electric Power Co 80/02/29 WAGNER, DN Project Direc lorn lo 
in 3 Ip 44864 012 44864 159 

“0803230233 ‘Response lo 10CFR50,App R ‘Alternalo Shutdown Capahildy,’ 4,160 
Volt Switchgear Room " 

» Wisconsin Eleclric Power Co 00/02/29 14epp 44064 013 44864 159 

0003210491 Forwards scope & objectives for plant medical emergency drill scheduled 
lor B80316 Drill berng conducted m conjunction w/annual ulil medical emergency drill 
& designed lo allow tor succeslul demonstration of offsite objoclivos 
ZACH,JJ Wisconsin Electric Power Co 08/03/01 WEAVER, W Federal Emergency 
Management Agency I4pp 44801 107 44001 120 

6003240067 Advises lhal MAOCR meteorological monitoring sys software installed & 
available to control room slaff Plant operators & emergency preparedness responeo 
personnel in process of receiving training Anticipates completion by 8Q0SI5 
FAY.CW Wisconstr^ Electric Power Co 00/03/23 Document Conirol Branch (Docu 
meni Conirol Dosk) 2pp 44880 165 44880,166 

0803200254 Forwards proprietary changes lo plant modifiocl amended security ptanpor 
800316 lelcon Changes withheld 

CASSIDY,! X Wisconsin Eloctnc Power Co 80/03/23 Document Control Branch 
(Documenl Conirol Desk) Ip 44912 177 44912 177 


P Operating license stage documents & correspondence 


0803020101 FOIA request for end staled documents re roactor vessel mall ropls 
CONNOR, L Doc Search Associates 08/01/15 Division of Rules & Records (Post 
670413) lOpp 44564 001 44554 010 

0602260101 Advises that ulil D71020 Itr assures that dosign & fabrication of sport fuel 
racks provided to plant adequate Conclusion based on ulil extensive involvomcnl in 
rack fabrication process 

WAGNER.DH Prolecl Oirectoralo III 3 60/02/22 FAY.CW Wisconsin Electric Power 
Co 3pp 44500 199-44500 201 

0003010245 Forwards "Semiannual Monitoring Repl.Jul Doc 1087'' 6 Rev 1 lo "Oflsile 
Dose Calculation Manual " 

FAY.CW Wisconsin Eleclric Power Co 08/02/22 Document Control Branch (Docu 
ment Control Desk) 2pp 44551 295 44552 028 

..8003010248 Rev 1 to "Offsite Dose Calculation Manual " 

• Wisconsin Electric Power Co 07/09/30 77pp 44561 237 44552 012 

-.8003010250 "Semiannual Monilonog Rept,Jul-Oec 1907 " 

* Wisconsin Electric Power Co 87/12/31 10pp 44652 013 44552 028 

6802250195 Generic Ltr 88 04 lo all nonpower reactor licensoos ro dislribulion ol gcriw 
irradiated In research reactors Sve list end 

MIRAGLIA.F J Associate Director for Projects (Post 070411) 08/02/23, Consolidated 
Edison Co of New York. Inc lipp 44553 345 44553 355 

8803010192 Discusses 67113D 1204 meetings w/Scldnce Applications Inti Corp & for 
wards request for add! info re requirements of SuppI 1 to NUREG 0737 Response re 
quested within 30 days ol Hr roceipl List of attendees also end 
WAGNER.DH Project Directorate Ml 3 00/02/24 FAY.CW Wisconsin Eleclric Power 
Co 5pp 44540 003-44540 007. 

0003020111 Partial response lo FOIA rec^est re pressure vessel sunrolllance 
program App A S 8 documonfs available in PDR Forwards App Q documents 
GRiMSLEY.D Division of Rules & Records (Post 070413) 80/02/26 CONNOaL 
Doc-Search Associales, 3pp 44554 01 1-44554*252 

“8803020122 “Final Rept on Poinl Beach Nuclear Plant Unit 1 Pressure Vessel Surveil 
lance Program Evaluation of Capsule V " 

PERRIN.J S , BHECKERD.O R.. SCOTTI.V G Batlelle Momorial Institute, Columbus 
Laboratories 73/06/16 115pp 44554 014-44554*120 

8B03030139 Forwards corrected summary repl on MuHi Plant Action D 05 re upper plsri- 
lum injeclior>, recommendation concerning generic priority & items for senior mgl atten- 
tion 

Ol lANNI.D C Project Direclorale III 1 88/03/01 VARGA.S A Division of Reactor 
PiOjects l/N (Post 87041 1) 3pp 44566 057-44566 059 

0803090030 Confirms commilmenls re ATWS mitigating sys actuaUon 
circuits{AMSAC).per 880225 telcon Ulil committed lo using Isolation relays in AMSAC 
which are qualified per NRC safety evaluation of WCAP- 10858 & maintaining docu- 
ments on site, 

FAY.CW Wisconsin Eleclric Power Co 88/03/02 WAGNER.D Project Directorate 
1113 Ip 44678*360 44678 360, 
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8601090176 Forwards Amends tl2 & 115 lo Licenses DPR 24 & OPR-27, respeclivoly 
& safely eva I ua lion Amends change channels in Tech Spec 15 3 5'5. “Conlamment 
Hydrogen Monilors,” from four lo Iwo 

WAGNCR.O H Pr 0 |ecl Directoralo III 3 88/03/02 FAY.CW Wisconsin Elec Inc Power 
Co 2pp 44657 314 44657 326 

-6003090186 Amends 1 12 & 115 lo Licenses DPR-24 & DPR 27,respocUvely, changing 
number o\ channels indicaled in Tech Spec 15 3 5-1 from four lo two & modifying 
Tech Spec 1 5 3 5 2 to accurately indicate number of channels required lo trip 
PERKINS, KE Project Directorate 111-3 88/03/02 Bpp 44657 316 44657 323 


-6803090191 Safety evaluation supporting Amends 112 & 115 lo Licenses DPR 24 & 
DPR-27 respectively 

* Office of Nuclear Heaclor Regulation, Director (Post 870411) 88/03/02 3pp 
44657 324-44657 326 


8803220364 Generic LIr 88 05 to all licensees of operating PWRs ^ holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in PWF plants Svc list end 

MIRAGilA,F Associate Director for Projects {Post 0704 11) 08/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44879 084 44879 126 

8803240084 Submits proposed alternative change to 870625 proposed changes lo OA 
pro gram, as described m Section 1 0 Exception of lifolimo storage & roienhon of ra- 
diographs. not associled w/ASME Section XI components & sys justified 
FAY.C W Wisconsin Electric Power Co 88/03/21 Document Control Branch {Docu 
menl Control Desk) 2pp 44891 014 44091 015 

8803290426 Forwards safety evaluation accepting 840405 response to Genertc Ltr 83- 
28, Item 2 1 .(Part 2) re vendor interface programs & roactor trip sys components 
WAGNER, D H Projoct Oiredorate Ilf 3 88/03/24 FAY.C W Wisconsin Electric Powor 
Co 2pp 44002 320 44892 324 

--8803290426 Safely evaluation accepting util 840405 response to Generic Ltr 83 
28, Item 2 1,(Parl 2) ro vondor inlorfaco programs & roactor trip sys components 
• NRC ' No Detailed Affiliation Given 88/03/24 3pp 44892 322-44892 324 


Q Inspection reports, IE Bulletins & correspondence 

86 03030274 Forwards corrected 800212 Mr forwarding Insp Repis 50 266/80 03 & 60- 
301/08 03 Original ltr Incorroclly Indicated Insp Repis 50-266/07-19 & 50-301/07 19 
SHAFER.W D Region 3. Ofc of the Director 08/02/26 FAY.C W Wisconsin Electric 
Power Co 2pp 44557 020 44557 031 

-6603030284 Forwards Insp Repis 50-266/00 03 & 50-301/80 03 on 800111- 15 No 
viQialions noted 

SHAFER.W D Region 3. Ofc of the Director 00/02/12, FAY.C W Wisconsin Efoctric 
Power Co 2pp 44557 030 44557 031 

8002230035 NRC Info Nonce 80 006, "Foreign Objects in Steam Generators Svc fist 
end 

ROSSI.CE Division of Operalional Events Assessment (Post 070411) 08/02/29 
Consolidaled Edison Co of Now York, Inc IIOpp 44554 253 44555 009 

8803020036 NRC Info Notice 08 007, "Inadvertent Transfer of Licensed Mall lo Uncon 
trolled Locations " Svc list and 

CUNNING HAM.n E Division of Indusliial & Medical Nuclear Safely (Post 070729) 
88/03/07 Consolidaled Edison Co of New York, Inc 12pp 44673 001 44673 012 


8803310216 Responds to Generic Llr 80 03 Requirement for once per shift check of 
auxiliary feedwater (AFW) piping temps commilted to in IE Bulletin 05-001 
confirmed Removal of lagging from AFW piping per IE Info Notice 84 06 noted 
FAY.C W Wisconsin Eteclric Power Co 88/03/23 Document Control Branch (Oocu 
ment Control Desk) 2pp 44916 360 44916 361 


R Periodic operating reports & related correspondence 

8803010114 "Personnel Exposure & Monitoring Repl for 1987 W/a80222 ltr 
FAY.C W Wisconsin Electric Power Co 07/12/31 BECKJORD.E Office of Nuclear 
Regulatory Research, Director (Post 860720) 2pp 44531 356 44531 357 

0803040258 "Point Beach Nuclear Plant Units 1 & 2. Annual Results & Data RGpt,19Q7 " 
W/BQ0229 llr 

FAY.C W Wisconsin Eleclnc Power Co 87/12/31 103pp 44629 171 44629 273 

BB03010245 Forwards "Semiannual Moniloring Repl.Jul-Dec 1987" & Rov 1 lo ‘‘Offsile 
Dose Catculation Manual " 

FAY.C W Wisconsin Electric Power Co 88/02/22 Document Ccnlrol Branch (Docu 
ment Control Desk) 2pp 44551 295 44552 028 

-6803010258 "Semiannual Monitoring Ropt.Jul Dec 1987 " 

* Wisconsin Electric Power Co 87/12/31 16pp 44552 013-44652 020 

8803140092 Monthly operating repts for Feb 1980 W/880309 ltr 
KRAUSE.CW. FAY.C W Wisconsin Eleclnc Power Co 00/02/29 Opp 44702 314- 
44702 322 


S. Reportable occurrences, LERs & related correspondence 

8803000424 Responds lo NRC 8Q0209 request for add) info supporting LER 07 004-00 
& supplomental LER 07-004 01 re corrective actions lo address voltage stability prob 
tern experienced w/ plant battery chargers 

FAY.C W Wisconsin Elodric Power Co 80/03/02 WAGNER, D Project Direcioralo 
111-3 3pp 44640 320 44640 322 

8803210027 LER 88 002-00 on 880219.di8covorod that efedric sirikos which lock fire 
doors fail open upon loss of power Caused by design deficiency Fire watches posted 
& doors modified lo fail in latched position upon failure of power W/8fl03 14 llr 
FAY.C W Wisconsin Efeclnc Power Co 88/03/14 5pp 44793 119 44793 123, 


V, Operator Exomlnallons 

8003250247 Advises lhat NRC published end rov to guidance for Inal NRC requalifica- 
tlon exams Revs in document reflocl lessons loarned from exams administered at H Q 
Robinson in Dec 1067 W/o onci 

WRIGHT, GC Region 3. Ofc of the Director 00/03/18 FAY.C W Wisconsin Efedric 
Powor Co ip 44009 274 44099 274 
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F. Security, modfcal. emergency & fire protection plana 


8803150108 Forwards corrected pages to SALP Repts 50-266/07 01 & 60 301/87- 
01, per 800106 moolirtg Portions of SALP repl modified os described In one! errata 
she 01 

DAVIS, A 0 Region 3, Ofc of the Director 80/03/00 FAY.C W Wisconsin Electric 
Powor Co 3pp 44702 338 44702 352 

-8803150189 Corrcclod pages lo SALP 6 Repis 50-266/07 01 & 50 301/07-01 for Apr 
1986 • Sept 1007 

‘ Region 3, Ofc of Ihe Director 88/03/08 12pp 44702,341-44702 352. 

8803160083 Provides response lo NRC Bullolm 00 001, "Dofocts in Wostinghouso Cir- 
cuit Breakers " Ulil determined thal Wostinghouso Series PS circuit breakers not em 
ployed at plant Insp required by bulletin not applicable to plant 
FAY.C W Wisconsin Cedric Power Co 08/03/09 DAVIS, A B Region 3, Ofc of the 
Director Ip 44728 094 44720 094 

8893040062 NRC Bulletin 80 003, "Inadequate Latch Engagement in HFA Typo Latch 
lf\g Rel^ Mig by GE " Svc Hsi end 

ROSS/.fJE Oivislcn of Operational Events Assessment (Posl 070411) 80/03/10 
Consolidated Edison Co or Now York, Inc, 120pp 44673 192-44673 319 

6803210243 Forwards Safely Insp Repts 50 266/80 05 & 50 301/00 05 on 800208 
12 No violallorvs noted 

SHAFER.W 0 Region 3. Ofc of the Director 00/03/11 FAY.C W Wisconsin Electric 
Power Co 2pp 44796 300 44796 31 1 

-8803210246 Insp Rents 50-266/88 05 & 50 301/08 05 on 800200-12 No violations or 
dovialions noted Major areas inspected OA & confirmatory measurements for in plant 
radiochemical analyses & verification of TLD colfocetion 

JANUSKA.A. SCHUMACHER.M C Region 3, Ofc of the Director 08/03/11 lOpp 
44766302 44796311 

8803080140 NRC Info Notice 80 000, "Chemical Reactions W/Radwaste Solidification 
Agents " Svc list end 

ROSSI, CE Division of Oporalional Events Assessment (Post 070411) 80/03/14, 
Consolidaled Edison Co of Now York. Inc 120pp 44772 253 44773 012 

8803140284 NRC Info Notice 08 009, "Reducod Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors " Svfl 
fist end 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 88/03/18 
Consolidated Edison Co of New York, Inc 121pp 44857 058-44857 178 

68033(}O0<69 Forwards supplemental response to Bulletin 80 04, "Analysis of PWR Main 
Steam Line Break W/Continuod Feedwater Addition," discussing postulated single 
failure scanarlo involving feeding addition during main steam line break 
FAY.C W Wisconsin Eleclnc Power Co 08/03/23 WAGNEfl.DH Project Directoralo 
111 3 4pp 44001 092 44901 095 


6803290257 FOIA request for documents re 10CFR50,App R Insps & enforcements 
JONES, C.R Affiliation Not Assigned 88/02/01 GRIMSLEY.DH NRC - No Ooiallod 
Affiliation Given 2pp 44892 361 44892 352 

8803030177 Forwards Insp Repl 50 267/08 02 on 800125-29 No violations or davi- 
alvons noted 

CALLAN.L J Region 4, Ofc of Ihe Director 80/02/23 WJLLIAMS.R 0 Public Service 
Co of Colorado 2pp 44602 242 44602 248 

-8003030106 Insp Repl 50 267/80 02 on 880125 20 No violations noted Major areas 
Inspected changes lo emergency plan, shift staffing & augmentation, knowledge & per- 
formance of duties & operational status of emergency preparedness program 
HACKNEY.CA. FISHER.W L Region 4. Ofc of the Director 00/02/22 6pp, 
44602 244-44602 240 

8803040266 Discusses review of Rev 6 to facility schedule commilmen! items Items in- 
clude improved CRD mechanism surveillance program.App R mods lo emergency 
lighting sys & performance enhancement program review 

hrEITNER.K I Project Directorate IV BB/02/26. WILLIAMS, R O Public Service Co of 
Colorado 6pp 44584.130 44504'135 

8803090032 Submits summary evaluation of items addressed in final fire rapt submitted 
on 880114 & identified in NRC SER transmitted by 880128 llr as part of Insp Repl 50- 
267/87-32 Hems addressed include hydraulic S control room venlilalion sys 
HEITNER.K L Project Directorate IV. 08/02/29 WILLIAMS, R O Public Service Co of 
Colorado Opp 44652,336 44652 336 

0803160371 Provides results of evalualions for ilems considered to be long term en- 
hancements for plant resulting from 671002 03 turbine bldg fire, 

WILLIAMS, RO Public Service Co of Colorado 00/03/10 Document Coni rot Branch 
(Document Control Desk) 6pp 44688 220 44688 225 

8803220260 Revised radiological emergency response plan implementing 
procedures.including Issue 1 1 to RERP CR, "Conlrof Room Procedure” & Issue 2 to 
RERP NOTIFICATION, "RERP- Implementing Procedure Notification" W/880315 llr. 
FULLER.CH Public Service Co of Colorado 88/03/15 33pp. 44709.040-44700 081 

8803300170 Ack receipt of 880205 Hr informing NRC of steps lakon lo correct violattons 
noted in Insp Repl 50-287/07-29 Request for extension in responding to Violation 87- 
29-01 approved 

CALLAN.L J Region 4, Ofc of the Dtfoclor 00/03/10 WILLIAMS, RO Public Service 
Co. of Colorado 2pp 44902 343-44902.346, 

‘-8803300175 Forwards response to NRC 880107 llr re violations noted In Insp Repl 50 
267/07 29 Corrective actions withheld (ref 10CFR73 21) 

williams, R 0. Public Service Co of Colorado 80/02/05 Documeni Cortlrol Branch 
(Document Control Desk) 2pp 44902 345 44902 346 
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J Insurance & Indemnity Informailon 

0803300132 FarAards Endofsement 89 lo NELIA Policy NF 192 & EndofsemenI 76 Id 
MAELU Policy WF 69 

KORSTADDC Johnson & Higgins Insurance 00/03/22 DltJITZ.I Office of Nuclear 
Reactor Regulalion Director (Post 870411) 3pp 41901 197 44901 199 


P Operating license stage documenta & correspondence 

eSWOlOOlS Requests w^ithdrav^al of remaming portions ol 860722 amend requesl due 
to rnsuflicjent info re plant operations review connnnittoe Forwards application for 
amend to License OPR 34 re organzaiiona! changes Fee paid 
WILLIAMS, RO PubffC Service Co of Coforaefo 06/02/05 CALVOJA PfO)ecl Ditec 
torate IV 3pp 44551 265 44551 287 


B803300093 Idonlifies changes to posFaccident monilonng insirumanlalion {PAMI) list & 
clarities position re qualification reqiJiremer^ts for PAMI Changos to list based on liskd 
criteria Complete listing end 

WAREMBOURG.DW Public Service Co of Colorado 88/03/14 Documonl Conlrof 
Branch (Document Control Desk) 37pp 44901 130*44901 166 

8803220364 Generic Ltr 66 05 to all licensees of operating PWRs & hotefors of CPs for 
PWRs re boric acid corrosion of carbon stoel rcaclor prossuro boundarv co-mpononts 
in PWR plams Sve list end 

MfRAGLtA.F Associate Director for Profecls (Post 870411) 80/03/17 Consoladatotf 
Edison Co of New York, Inc 43pp 44879 004 44879 126 

8803200271 Submits list of updated FSAR App B.Rov 6 sections requiring 
clarificalion.per B McNeit 860309 telcon 

BREY,H L Public Service Co of Colorado 88/03/21 Documonl Control Branch (Doc- 
ument Conirot Desk) 2pp 44912 179 44G12 180 


-BB0301D019 Application for amend to License DPR 34 .changing admrnistralive con 
Irols to reflect organizational changes 

WILLIAMS RO Public Service Co of Colorado 60/02/05 5pp 44551 268- 
44551 272 

-8803010822 Proposed Tech Specs re changes to administralive controls to reflect or- 
gariizalional changes in util ■& NRC 

^Public Service Co of Colorado 68/02/05 15pp 44551 273 44551 207 

8802250195 Generic Ltr 68 04 to all nonpower reador licensees re distribution of gens 
irradiated in research reactors Sve iisl end 

MiRAGLIA F J Associate Director for Projects (Posi 87041 1) 88/02/23 Consolidated 
Edison Co of New York, Inc lipp 44553 346 44553 35S 

8803030165 Forwards safely evalualion approving util proposed interim changes to 
Tech Spec 3/4 1 7 Reactivity Change W/Temp.'* per 870408 & 1 ) 12 submittals 
MEITNER M Project Direclofale IV 80/02/25 WILLIAMS RO Public Service Co of 
Colorado 2pp 44566 231 44566 234 

-8803030169 Safety evaluation supporting changes to interim Tech Specs 3/4 1 7. 
Reactr/ily Change W/Temp ” 

* Office of Nuclear Reactor Regulatio-n, Director (Posi 870111) 08/02/25 2pp 
44560 233 44566 234 

6003040256 Discusses review of Rev 6 to facility schedule commitment items Items in 
dude improved CRD mechanism surveillance program.App fl mods to omorgency 
lighting sys & performance enhancement program review 

HEITNER,KL Project Directorate IV 89/02/26 WILLIAMS.RO Public Service Co of 
CoforadQ 6pp 445B4 130 14564 135 


0803290107 Forwards final draft olecincal Tech Specs for review ns pari of Tech Spec 
upgrade program Submittal may requiro further revs Solecleif surveillances from up 
graded Tech Specs will be performed during noxl schodulori shuKlown 
BREY.HL Public Service Co of Colorado 88/03/22 CALVOJA Projoct Dircclorata 
IV 48pp 44910 320-44911 007 

8803290330 Informs that 880210 submittal ro proposed changes to OCRDR for Sprino 
1908 acceplable Request for addi info re human enninoorinq doficloncios HEO 495 0 
HEO 69 1 end Response requested within 60 days of Hr dato 
HE1TNER.K L Project Directoralo IV 08/03/22 WILLIAMS, R O Public Sofvico Co ol 
Colorado 5pp 44896 337 41896 341 


Q. Inspection reports, IE Bulletins & correspondence 

8003290257 FOIA request for documents re ICCFRSO.App R insps & unforcomcrls 
JONES.CR Affiliation Not Assigned 80/02/01 GRfMSLEY.D H NRC - No Detailed 
Affiliation Given 2pp 44092 351 44892 352 

8003030177 Forwards Insp Rept 50 267/86 02 on 080125 29 No violations or dovi 
ations noted 

CALLANX J Region 4. Ofc of the Director 68/02/23 WILLIAMS.R O Public Service 
Co of Coforaefo 2pp 44602 242 44602 248 

•'8003030106 Insp Rept 50 267/88 02 on 060125 29 No violations nolod Major aioas 
Inspected changes to emergency plan.shifl staffing & nugmonlation.knowlodqo & per- 
formance of duties & operational status of cmergoncy proparodnoss program 
HACKNEY.CA. FfSHEB.WL Region 4, Ofc of the Director fllt/02/22 5pp 
44602 244 44602 24fl 


8603040079 Notification of 880303 significant licensee meelinq in Region IV ofc to dis 
cuss interchange of circulator speed cabfes.helium leakage into core supped floor & 
helium circulalor QA quality fevets 

WESTERMAN.TF Region 4. Ofc of the Diroclor 68/02/29 Region 4. Ofc of the Di- 
rector Ip 44576 226 44576 226 


0803010055 Ack receipt of 080104 Hr informing NRC of stops taken to corroci violations 
noled in Insp Ropl 50 267/87-17 Implomonlalion of corrccllvo actions will be re 
viewed during future insp to determine that full complinneo achiovod 
CALLANXJ Region 4. Ofc of ftio Director 68/02/25 WILLIAMS.RO Public Service 
Co of Colorado 2pp 44531 332 44531 343 


8603080329 Partial response to FOlA requesf lor documents re regional evalualion ol 
plant Forvvards App 8 documents App A & B documenis available in POR 
GRIMSLEY.OH Division of Rules & Records (Post 870413) 88/03/04 CONNOR, L 
Doc Search Associates 6pp 44635 002-44635 329 

••8803000345 Forwards Region IV operating plan for FY65llems which mgi sbould 
focus attention on listed Addl operating plans end 

FOSTER.WH Region 4, Ofc of the Director 05/11/13 MARTIN, RD Region 4 Ofc 
of the Director 138pp 44635 009 44635 146 


0003150157 Forwards NRC position re Tech Spec upgrade program, per 
870825 261202 6 03 meetings Hems discussed mcludo diesel generator start 
time.load tests.battery equalizing charges & b a Itciy Interrack conneclion resistance 
HEITNER.K L Project Directorate IV 88/03/07 WILLIAMS, R 0 Public Service Co of 
Colorado 7pp 44690 012-44690018 

0003160023 Forwards addl info to support NRC review of Tech Spec Upgrade Program 
(TSUP).in eluding responses to open NRC com meals categorized as requiring licensoo 
a^ion per B61027 30 meetings & impact of recent Tech Spec changes 

Pv"12Spp^%%»M5l95“^S V«0,reoloraie 


8002230035 NRC Info Noffco 88 006, ’Toreign Obidcl'i in Sloain Gonornlors" Sve list 
end 

ROSSI, CE Division ef Oporaltonal Events Assessment (Rost 670411) 80/02/29 
Consolidaled Edison Co of Now York, Inc 1 16pp 44654 253 44555 009 

6803090032 Submits summary ovaluation of iloms nddroasod in finni firo ropl submillcd 
on 6001 14 S Identified in NRG SER iransmilted by 680126 Ur ns part of fnsp Ropt 50 
267/87 32 Hems addressed indudo hydraulic & conlrol room vorilllallon sys 
HEITNER,K U Profecl Oireclorato tV 60/02/20 WILLIAMS, R 0 Public Sarvico Co of 
Colorado 3pp 44652 336 44652 338 

8003020036 NFIC Info Notice 00 007, ''InadvQflonl Transfor of I Iconsod Mall to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclonr Safety (Post 070720) 
88/03/07 Co nsoltdotod Edison Co of New York, Inc 1?pp 44673 001 44Q73 0I2 

0803040062 NRC GufleNn 88 003, ’‘Inadequalo Latch Ennagomont In HFA Typo Latch. 
Ing Rol^ Mffl by GE ” Svc list end 

ROSSI, (JE Division of Operational Events Assossmont (Post 870411) DQ/03/10 
Consolidated Edison Co of Now York, Inc 12epp 44673 192 44073 310 


0003160049 Summarizes 880303 meelirg w/ulil in Region IV ofc ro interchanged 
helium circulator spaed cables Attendance list & handoiita end 
CALLAN,LJ Region 4. Ofc of Ihe Director 80/03/09 WILLIAMS,RO Public Service 
Co of Colorado 56pp 44729 127-44729102 

8003210108 Summary of 880304 meeting w/utpl to discuss 880122 submillal re hellium 
recovery Attendee fisl A viowgraphs end 

BB/03/09 CalVOJA Prajecl nrectaate IV 

8803160073 Notilicalion ol 880406 meoling w/liconsee at Ropion IV ofc la discuss 
desmni & configuration control program 

291^4730 r92 ""a-on 4, Ote of Iho Ol 

0803180254 Forwards safety evaluation re seismw analysis of Bldg 10 & walkover 
Seismic analysis melhods used conservative relative to FSAR A acceptable 
“oi/;4T34oS'?4t7li®0%“'°^^ WILMAMS.ro Publto Serv.oe'co of 

evatuahon concluding that seismic analysis methods for Bldg 10 * 
conservative Gaps provided adequate lo accommodate relative 
^ structures & walkover structure a turbine bldg 

44734 016 44734 0^0^ Regulation, Director (PosI 070411) 80/03/10 3pp 

^^to^chaJqes^S^rd proposed changes to QA program 

lOCFRS^^App B l acceStab^^^ ^ ^ description satisfies roquiremenls of 

C^if'&radoTpp 44W kHa&s VVIIUAMS,R O Poblio Serfloa 


8003210335 Advises that no further plant-specific action roquirod.por util 870009 re- 
Bulletin 07 001, 'Thinning of Pipe Walls at Nuclear Power Plants ’ 
HEITNER.K L Project Oiraclorate IV 88/03/10 WILLIAMS.RO Public Service Co of 
Colorado 4pp 44755 218-44755 221 

R&sponds to violalions nolod in Insp Ropl 50-267/87-34 on 871122- 
1231 Corrective actions deficient tost procedure correcfod.affoctod relay succosafulJ/ 
IGSted & final policy & supporllng procedure tfevelopod 

WfLLIAMS.RO Public Service Co of Colorado 80/03/11 Documonl Conlrol Branch 
(Document Control Desk) 4pp 44700 243 44700 246 

6003060148 NRC Info Notice 88 008, "Chemical Roacllons W/Radwaslo Solidificalich 
Agonfs Svc list end 

ROSSI, CE Division of Oporalional Events Assossmont (Post 870411) OB/03/14 
Consolidated Edison Co of Now York. Inc 120pp 44772 253 44773 012 

0003140284 NRC Into Notice 06 009, ''Reducod Reliability of Steam Driven Auxiiiary 
Feedwater Pumps Caused by (nslablitty of Woodward PG PL Typo Governors " Svc 
nsi snci 

Operational Events Assossmont (Post 070411) 86/03/10 
Consolidaled Edison Co or New York, Inc 12lpp 44857 058 44057 178 

NRC of slops taken lo correct violations 
29 01 approvod^^ 267/87-29 Requosl for extension in responding to Violation 87 

BB/OO/IO williams, ro Public Service 

Co Ol Colorado 2pp 44902 343-4 4902'346 

' '®SP°9S0 to NRC 000107 Hr le violations noted in Insp Rept 50 

5?im?ZuI 2% d ('«' I0CFR73 21). 

89/02705 DoewmenI Conlrol Branch 
(Uocumenl Control Desk) 2pp 44902 345 44902 346 
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R PerfQdic operating reports & related correspondence 

3803070165 '‘Semiannual Radioactive Elfluent Release Repl.Jul Doc 1987 W/860229 
itr 

WILLIAMS, RO Public Service Co of Colorado 87/12/31 51pp 44637 199 
44637250 

8803210043 "Fort St Vrain Initial Approach to Power Senes)," Interim Rept 46 for 
period ending 860209 W/fiB0309 ttr 

FULLER. CH Public Service Co of Colorado 86/02/09 5pp 44797 024 44797 028 

6803210409 Monthly operating rept for Feb 1988 W/880315 Ur 
NOVACHEK.FJ, fuller, C H Public Service Co ol Colorado 88/02/29 9pp 
44724 287 44724 295 


S. Reportable occurrences, LERs & related correspondence 

8803210134 LER 88 002 00 on 6802tO,Loop f shutdown & manual scram 
occurred Caused by misconnectod circulator speed sensing cable circulator B to 
speed control sys & dofoctive relay Relay replaced & proccdure& revised W/8B03 11 
Itf 

JOSEPH.MA, JONES.SP, FULLER.CH Public Service Co of Colorado 80/03/11 
Bpp 44793 007*44793 014 

66031B0199 LER 88 003 00 on 66021 l.reaclor scram actuated on neutron flux rate of 
change high Caused by electrical noise induction In wide range nuclear Instrumenta 
lion channels Noises will bo invostigatod & suppressed W/600314 Ur 
JOSEPH.MA, CASTOR.J, NOVACHEK.FJ Public Service Co of Colorado 86/03/ 
12 5pp 44792 154 44792 156 


V Operator Examinations 

6B0 3290077 Notification of 880323 meeting w/util in Rockville, MD 1o discuss training for 
senior reactor operators and SSLO 

HEITNER.KL Project Orrecloraio IV 00/03/23 CALVO.JA Project Diroctorato IV 
4pp 44895 350 44095 361 


DOCKET SO-269 OCONEE NUCLEAR STATION^ UNIT 1 


F. Security, medical, emergency & fire protection plane 

8803140340 Clarifies 671109 Jlr re Rev 22 1o security plan per J Qibson.C Porny & JW 
Davis discussion Rev addresses identifications 8 responses for Implementation of 
10CFR73 55 requirements End withhold (ref 10CFR73 21) 

TUCKER, H 8 Duke Power Co 66/01/15. Document Control Branch (Document Con* 
Irol DoBk) 3pp 44712 287-44712 289 

8802240011 Forwards Rev 23 to station security plan Rev withheld (ref 10CFR73 21) 
TUCKER.H D Duke Power Co 88/02/16 Document Control Branch (Documont Con 
trolDosk) Ip 44749 205 44740 205 

8803160390 Forwards Insp Rents 50 269/88*02,50 270/00 02 & 50 287/88 02 on 
680202 04 No violations or deviations noted 

CLINE, WE Region 2, Ofc of the Director 86/02/19 TUCKER, MB Duko Power Co 
2pp 44704 310 44704 320 

-8803160398 Partially withhold Insp Ropts 50-269/68 02 & 60*270/08 02 & 50 207/Q0 
02 on 000202 04 (rof 10CFR2 79Q(d) & 73 21) No violations or deviations noted Major 
areas inspoctod' licensee program for SNM control & accounting 
JONES, D W Region 2 , Ofc of the Oiroctor 86/02/18 1p 44704 320 44704 320 

8803160097 Forwards Insp Ropts 50 269/88 01,60 270/66 01 & 50 287/00-01 on 
680116*0216 No violations or deviations noted 

BROWNLEE.VL Region 2, Ofc of Iho Director 06/02/26 TUCKER,HB Duko Power 
Co ip 44703 076 44^703 003 

-B803180099 fnsp Repls 50 269/06 01,50 270/68 01 & 50 267/88 01 on 680116* 
0216 No violations noted Major areas Inspected' operatfons.maint, physical 

security, ESF llneup5,rovi0W of safely sys functional Insp items & public officials moot 

S^INNER.PH Region 2, Ofc of Ihe Director 68/02/25 I7pp 44703 077*44703 093 

8603170124 Advisos that Rov 67 4 lo emergency plan consistent w/ planning stds of 
10CFR60 47(b) ft roquiremonts of App E lo 10CFR50 

COLLIN S.OM Region 2, Ofc of the Oiroctor 68/02/26 TUCKER.H 8 Duko Power 
Co Ip 44710 347*4471 0'347. 

6603170179 Advises that Rev 87 3 lo emergency plan consistent w/ planning stds of 
10CFR50 47(b) ft requirements of App E lo 10CFR50 Proposed changes which do 
crease ofIcetivenGss of emergency plan shall not bo implomonted w/o NRC approval 
COLLINS.D M Region 2, Ofc of Ihe Director 88/02/26 TUCKER, H B Duko Power 
Co Ip 44725 121*44725 121 

8803100039 Advises that 070216 Rev 23 to physical security plan consisleni w/provi 
sions of 10CFR50 54 (p) & acceptable 

CLINE, WE Region 2, Ofc of the Director Bfl/02/29 TUCKER,HB Duko Power Co 
3pp 44082 134*44682136 

8803140334 Forwards response lo violations notod in Insp Repls 50-269/67*50,50-270/ 
97*50,50 287/87*50.60 369/87*45, 50*370/87-45.50 413/87-43 & 50-414/87 43 per J 
Nelson 860129 request End withheld per 10CFR73 21 

TUCKER.H B Duke Power Co, 68/02/20 Document Control Branch (Documont Con 
Irol Desk) 3pp 44712-283 44712 285 

8803160414 Forwards Insp Repls 50-269/68 06,50*270/80 06 & 60 207/68 06 on 
800218 No violations or deviations noted 

CLINE, W E Region 2. Ole ol the Director 88/03/02 TUCKER.H B, Duke Power Co 
2pp 44700 240*44700 242 

-8803160422 Partially withheld Physical Security Insp Rents 50*269/88 06,50 270/68- 
06 & 5O-2O0/6QO6 on 880218 (ref 10CFR2 790(d) ft 73,21) Major areas 
Inspected requirements for physical protection of irradiated reactor fuel 
THOMPSON.D. MCGUIRE, DR Region 2, Ofc of the Director. 88/03/02 Ip 
44700 242-44700 242 


8803150357 Advises that scope ft objectives for planl radiological emergency prepared 
ness excercise scheduled for 880414 meet roquiremenls for annual emergency oxer 
cise 

COLLINS.DM Regiort 2. Ofc of Iho Director 88/03/03 TUCKER.H B Duke Power 
Co Ip 44687 254 44687 254 

8803310282 Ack receipt of scenario for planl radiological emergency preparedness ex- 
ercise scheduled for 080414 Detailed review of scenario will be conducted 
COLLINS.DM Region 2, Ofc of ihe Director 68/03/09 TUCKER.H B Duko Power 
Co Ip 44916 337 44916 337 

B60322O034 T orwardb special inslruclinns page for securily plans Pago addresses NRC 
amends lo 10CFR73 55 olfectivo 061202 End withhold (10CFR73 21) 

TUCKER.H B Duke Power Co 88/03/14 Documont Control Branch (Document Con 
trot Desk) 3pp 44Q04 169 44804 171 

8803250146 Forwards insp Repls 50 269/68 05.50 270/68 05 ft 50 267/88 05 on 
060217*0316 No violations noted 

BROWNLEE.VL Region 2, Ofc of the Oiroctor 80/03/21 TUCKER, H B Duke Power 
Co 2pp 44682 067 44082 076 

-8803250157 Insp Repls 50 269/08 05,50*270/88 05 & 50 287/08 05 on 880217 
0316 No violations noted Major areas inspected mainl operations, survoiHanco physical 
security & design changes 

SKINNER.PH Region 2, Ofc of the Director 80/03/21 8pp 44002 069 44802 076 


J, Insurance & Indemnity information 

6803220051 Submits mfo ro tilil insuranco values presented in compliance w/NRC Prop 
ertyRulo 10CFR50 54(w) 

HOUSE.OR Duke Power Co 88/03/15 WOOD.fl Office of Nuclear Reactor Regula* 
lion, Director (Post 870411) Ip 44604 145 44804 145 


P. Operating license stage documents ft correspondence 

8803230092 Forwards Revs 13,t4 ft 15 of offsite dose calculation manuals for 
plants W/o Revs 14 ft 15 

TUCKEaHB Duko Power Co 67/01/06 OENTON.H R Office of Nudear Reactor 
Regulation, Director (651125 670411) OENTON.H R PWR Project Directorate 6 
YOUNGBLOOD.B J PWR Project Direcloralo 4 2pp 44050 248 44850 291 

—8803280071 Rov 13 lo offsite dose calculation manual for planl 
BIRCH.M L, HAMPTON. JW Duko Powor Co 86/12/19 42pp 44050 2&0 44850 291 

8803220070 Rov 2 lo "Corporate Process Control Program ’’ W/060316 Hr 
SEMMLER.O, CLINE, D. TUCKER.H B Duko Powor Co 68/02/16 21pp 44604 146 
44804HQQ 

6803020225 Advises lhal response to Gonoric Ltr 68 02 ro latest NRC rev to ISAP II ft 
util rnloroal in parlfcfpalmg In program will bo provided subsequent lo 800301 meeting 
w/NRC 

TUCKER.H B Duko Power Co 60/02/22 Document Control Branch (Documonl Con 
trolOesk) Ip 44540 316 44548 316 

8602260195 Generic Ltr 60 04 lo all nonpowor roaolor liconsoos ro dislributton of gems 
Irradiated In rosoarch reactors Sve list on cl 

MIRAGLIA.F J Associate Director lor Projects (Post 87041 1) 88/02/23 Consdidalod 
Edison Co. of New York, fnc 1 1pp 44553 345 44553 355 

0603070257 Suppis application for amends lo Llconsos DPR 36, DPR 47 ft DPR 56.da 
leting cycle dependent core operating limilb from Tech Specs & facilitate 10CFR50 59 
reviews for future core reloads 

TUCKER.H 0 Duke Powor Co 88/02/27 Documonl Control Brandi (Documonl Con 
Irol Desk) 3pp 44643 030 44643 035 

-6803070262 Proposed Tedi Specs.doloting cycle dependent core operating limits from 
Tech Specs ft facilitalo 10CFn50 59 reviews for future core reloads 
* Duko Power Co 88/02/27 3pp 446*13 033 44643 035 

0803040176 Final response to FOIA request Forwards App M documonts Documents 
also available In POR App N documonls withheld (ref FOIA Exemption 5) 
GRIMSLEV.OH Division of Rules ft RocoreJs (Posi 070413) 88/03/02 BOLEY.K 
Public Citizen’s Crilical Mass Energy Project 4pp 44583 015*44603 020 

-6803040244 Forwards preliminary post aocredilalron audit reviews at Susquehanna on 
851021*23, at Dresden on 851118 21 ft at Oconee on 851216*18 & rcpl on INPO 
851210 follow up visit at Susquehanna 

DENTON.hr Office of Nuclear Roaclor Regulalron, Director (051126 070411) 86/ 
01/28 PATE.Z Instituto of Nuclear Powor Oporaiions 40pp 44503 032 44563 079 

8803160066 Forwards Request for Relief 68-01 from ASME XI Boiler ft Pressure Vessel 
Code ro required pressure testing of specific welds following repairs ft inservico insp 
performed during second lO-yr interval W/lwo oversize drawings 
TUCKER.H B Duke Power Co 06/03/D7 Document Control Branch (Documont Con 
irol Desk) 4pp 44697 072 44697 076 

8603140244 Advises that since NSHC ft toohntcal juslilicatlon on util request to amend 
Tech Specs ro liquid oflluent monitors received, per NRC 870416 Ur .of forts considorod 
complete on review of Issue 

PASTfS.H N Project Oirodorale tl 3 00/03/08 TUCKER.H 8 Duko Power Co 2pp 
44679 331-44679 332 

8603300042 Confirms 880316 technical meeling lo discuss issues ro emergency power 
switching logic.per 8603Q7 tolcon 

REYES, LA Region 2, Ofc of tho Diroctor 88/03/11 TUCKER.H B Duke Power Co 
Ip 44901 086 44901086 

8803210181 Forwards SER ft technical evaluatron rept re utif submittals on conforming 
to Reg Guide 1 97,Rev 2 Instrumentalion provided by util accepiablo except for varia- 
bles of listed items Implomontalion schedule requested within 60 days 
PASTIS.H.N Project Diroctorato II 3 60/03/15 TUCKER.H B Duke Power Co 3pp 
44772 066*44772 097 
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*‘8803210196 SER supporiing uti! contoimance to Reg Guide 1 97 re post* accicfent 
monitonng tnstrumentaiion etcepi for Jisted variables 
‘ fiflC flo Dela led Ad-hatiOJi Guen 89/03/15 5pp 44772 069-14772 073 

*'8706230339 Conformance to Reg Guide 1 97 Oconee Nuclear Slalion.Umls 1,2 & 3,” 
final informal repi 

STOFFEL JW EG&G fdaho, Inc (subs of EGaG. fnc) FIN A 6483 EGG EA6959 
87/03/31 NRC No Detailed Alfdialion Given 24pp 44772074 44772097 

8803210300 Fon^ards SER accepting responses to Generic Ur 86 05 a NUfiEG- 
0737 licm II K 3 5 on automatic irippmg of reactor coolant pumps EGaG evaluation 
also end 

FASTIS H N Project Diredoralo II 3 88/03/15 TUCKER.H B Duke Power Co 19pp 
44760 2g3'44760 31l 

8803220381 Forwards Reguesi far Relief 88 09 from requirements of Section XI of 
ASME Bo.!er & Pressure Vessel Code (w/addenda ihrough Winter 1998) Requests re 
insorvice insp performed during second 10 >t interval W/one oversized drawing 
TUCKER.H B Duke Power Co 88/03/15 Document Conlrot Branch (Document Con 
trolOesk) 4pp 44794 355 44794 359 

8803220415 Apphcalion for amends to Licenses DPR-3B,DPn*47 a OPR 55, revising 
Tech Specs re operability a surveillance requirements for inadequate core cooling m* 
slrumenlation per Generic Ltr 03 37.!tem II F 2 

TUCKER.H B Duke Power Co fifl/03/15 Document Control Branch (Document Con 
irol Desk) 5pp 44787 214 44767 235 

8803220428 Proposed Tech Specs re accident manitoring instrumentation 
‘ DukePowerCo 68/03/15 17pp 44707 219 44787 235 


8003160414 Forwards Insp Ropls 50 269/05 06.50 270/08 06 & 50 207/56 06 on 
880210 No violations or deviations noted 

CLINE, WE Region 2. Ole of the Director 08/03/02 TUCKER.H B Duke Power Co 
2pp 44700 240 44700 242 

‘-8803160422 Partially withheld Physical Securily Insp Ropls 50 269/80 06.50 270/86 
06 a 50 296/88 06 On 080218 (ref 10CrR2 790(d) & 73 21) Major areas 
inspected requirements for physical protoclion of irradiated ronctor fuel 
THOMPSON, D, MCGUIRE, DR Region 2, Ofc of the Director Q0/O3/O2 Ip 
44700 242 44700 242 


0803210033 fftforms of util Inlention to Incorporate listed code casos of ASME Oeilcf i 
Pressure Vessel Code into inservico insp programs at power nuclear stations Fee 
paid 

TUCKER.H B Duke Power Co 88/03/02 Oocumont Control Branch (Document Con 
Irol Desk) 2pp 44708 258 44790 259 


0803020036 NRC Info Notice 88 007. "InadvorlonI Transfer of Liconsod Mali to Uncen 
trolled Locations '* Sve list end 



0803160066 Forwards Request for RolJof 65 01 from ASME XI Qollor a Prossiiro Vessel 
Code re required pressure lesling of snecillc wolds following repairs & Inservico ins-p 
performed during second 10 yr interval W/lwo ovorsizo drawings 
TUCKER.H 8 DukePowerCo 08/03/07 Document Control Branch (Documont Con 
Irol Desk) 4pp 44697 072 44697 076 


8803220364 Generic Ltr 80 05 to all licensees of operating PWRs a holders of CPs for 
PWRs re bone acid corrosion of carbon steel reactor pressure boundary components 
in PV/R plants Sve list end 

MJRAGLIA.F Associate Director for Projects (Post 870411} 86/03/17 Con.sofidaled 
Edison Co of New York Inc 43pp 44879 064 44879 126 


8803250201 Forwards Westinghoose l(r on operating plant leedback-non- vital power 
supply used in valve interlock logic Problem may affect plant. based on NRC 
renew Info should be reviewed to determine possible applicability to plant 
P^STISH N Project Directorate (I 3 89/03/21 TUCKER.H B Duke Power Co 5pp 


8803160218 Responds to NRC Bullolin 80 001 ro dofccls in Wostmnhouse circuit 
breakers Plant does nol use Westinghouso circuit bronkors in Class IE annlications sc 
Bulletin 8B 00 1 does nol apply lo planl ^ * 

lol oSki7p 

HrA Typo Ulch 


Q inspection reports^ IE Bulfelins a correspondence 

50-269/80 02,59 270/80 02 a 50 267/88 02 on 
880202 04 No Violations or deviations noted 

2pT«TO 4 3I8W0^4?20°' TUCKER.H B Djke Power Co 

-0803160390 Partially withheld fnsp Bepls 50-269/08 02 a 50 270/88 02 & 50.387/ AA 
02 on 600202-04 (ref 10CFfl2 790(d) 73 21) No viofalions 

licensee program for SNM control & accountina 
44704^320^ ' Region 2, Ofc of the Director 80i%2/l8 Ip 44704 320 

8803170085 Ack receipt of 800107 submitlal of analytical results of soiked liauid 
samples.per Insp Repis 50 269/87 40. 50 270/87 40 & 50 287/87 40 CoSmusoS oI 
efoLUMS Rlnlnn®*? cfiteria for comparisons end for info ^ 

^ 4pp 447^0 TUCKERHB Duke PowGf 

“finPHe ."''P 5“ *69/68 01,50-270/88 01 S 50-287/88 01 on 

Violations or deviations noted ui on 

C? ip 4'/703oS6”^®ro3 09?''^^ TUCKERHB Duke Power 

60 269/08 01.50 270/88 01 a 50 287/88 01 on 6B0116 

?^u?^Es/'?;^rrevro^.^e^ft 




mg 


^'il^4«3 077"4ffl3 ^ 

S802M003S NRC Intp Notice 88 006, "Fore, go Ob,ocls m Steam Genetalors " Sve Hal 

cSao&L& cs; 

**50 JBT/I 7 "I wteiJ I" Insp Repis 50 269/87 51 , 50 - 270/87 51 S 

?.ciaVei'e'''pCSra''’'’“'' Wes 

**002,mdudiifg“rSl 5charpy impact tesIsTTOU'date ihSS 97- 

lodoc^umant as orSLilysubmrtle* “"“"»ns * 

Jopp 4?^3®t8°4"54622'2a **'“'** RsQion 2, Ole o1 the D.reolor 

*‘a"7 50*50 287/'s7-'5o!50*3^6978V4S™0 3W^^ 

TUCKER^Hff ^ 50 414/87 43 per J 

Irol Desk) 3pp 447I2*2M 44712*2S5^^® ^nuraenl Conlrol Branch (OocumenI Con- 

2pp 44689 079?4°46Bgfl°8o''''''®°''“'P^ TUCKERHB DukePowerCo 

tainmen integnty- w^l be deleted since fnappropnata ,n conlSl of 

m "4'4l89"ooteof4'' Co 


Agerits" Svciist encr vvrnnuwasio ^portri.iicniion 

Operational Events Assossmont (Post 870411) OS/03/14 
Consolidalod Edison Co or New York, Inc 120pp 44/72 253-44773 012 

Ack receipt of 870914 ltr rq NRC Bullotin 87*001 concorning proGfeniS fer 
mon toring Ihicknoss of pipe walls in high* onorgy single phase a two phase cartKjn 
iorthor plant specific fiction roqulrod 

44^7601714476^^182^^^ 60/03/15 TUCKEn.MB Duke Power Co 4pp 

®°aImf I"? roqiiiromonls of Saclior XI of 

wewfA“l J^“ste7by*OB04fo W/Io 

K^Spp^BOaTo^^oOB^^^^^^^^ ^“"•'P'^Branct, (Documont Cor, 

for nollpl 00 03 from roqulromonla of Seclloo Kl ol 
Infm^r« Codo (w/addonflo Ihrough Wlnlor 1080) Rpquostsro 

TurSfpn uW InlorvQl W/ono ovoraizod dfawmli 

Jol 005^4! 4l794 M5^4%4 3^^^^ 

?o Sr L £ 50-270/07-51 a 50 267/07-51 Implonionlaiion ol 

nn5?i?!K?c?c 'S'* QJ<8nilnod during future insps 

cS°p 44091 103 00/03/ 16 TUCKEIT.tlQ, DukoPOA.f 

““peZafe, PumDs"cauaeH®hu?®^ «' S'nam Driyoo AurJiary 

llsl end ^ ^ Caused by Inslability of Woodward PG PL Typo Govornora’' S^c 

Consolida^ed^Sison cL A^sossmont (Post 0704 1 1 ) 80/03/13 

v^onsoiioatecj hdison Co of Now York, Inc 12 Ipp 44857 050 44057 170 

to correct vmlal.o.s 

87-45 50 4f3/8r43^R 2®7/07 50,50 300/87-45.50 370/ 

QTnuo 1 d Rosponso arcoptnblo 

?p 449i308S 4*4913600 '® TUCKER.H □ Duke Foftor Co 

Tol?7T316tovtefatte =0*60/00 05,50 270/00 05 S 50-207/00 05 en 

08/03/21 TUCKERHB Duke Pe*cr 

■’MieKlatearffiM^ & 50 207/88 05 en 800217 

secunly & Sign changed* * * * Inspected maim, oporations.survollinnco.physjcal 

0™448S^O*69 4«B2 076' /' Region 2. 0(c oi llio Director 00/03/21 

'“Sljy^MNo'JllranfnofeV * 60-207/80 04 on 

2pp 44903 Oof-44G03 01? Director CQ/03/21 TUCKER.H 0 Duko Power Co 

’1?2°l6^No^ ^ SO 287/00 04 on 880216 19 A 

lesLultrasonfcexarnof reK^vesseff^nnn^i^^^^ , insp.Gcfdy current 

ECONOMOSN E Ri A w-c I i Ang® lp_sholl weld & safety related piping 
44903 003 44903 013 I Ofc of 
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R. Periodic operating reports & related correspondence 

8803110136 "Somiannual Radtoaclivo Effluent Release Root for Jul Dec 1987 " W/ 
080301 Itf 

TUCKER.H0 Duke Power Co 87/12/31 39pp 44679 015 44679 053 

8803180046 Monthly operating repts for Fob 1988 W/880315 Itr 
REAVIS,J A . TUGKER.H 0 Duke Power Co 88/02/29 17pp 44770 014 44770 030 


8803310282 Ack receipt of scenario for piant radiological emergency preparedness ox 
ercise scheduled for 880414 Detailed revtaw of scenario will be conducted 
COLLINS.DM Region 2. Ofc of the Director 80/03/09 TUGKER.H 8 Duke Power 
Co Ip 44916 337 44916 337 

8803220034 Forwards special msiruclions page for security plans Page addresses NRC 
amends to 10CFfl73 55 effective B61202 End withheld (IOCFR73 21) 

TUCKER.H B Duke Power Co 86/03/14 Document Control Branch (Document Con 
trol Desk) Spp 44804 169-44804 171 


S. Reporlable occurrences, LERs 8 related correspondence 

8803140010 LER 88 001*00 on 880 107, required post mainl testing not porfortned after 
packing adjuslmenl Caused by mgt deficiency Recent los! history of IRC 7 reviewed 
& venfced lhal stroke lest had been successfully completed W/080304 Ur 
NORTH.PJ, TUCKER, HB Duke Power Co 88/03/04 I9pp 44702 255 44702 274 

8803160265 LEH 00 002 00 on 080209.discovGred that valves DA 3. DA 0, DA-13 & DA- 
IS (diesel air start sys) not included In inservice valve losling program Caused by per 
sonr^ol error Operability test performed W/8a03 to Itr 

N ORTH .PJ, TUGKER.H B Duke Power Co 08/03/ 10 7pp 44716 346 44716 352 

8803220466 LER 68 003 00 on 871 102 04, contaminated waste oil burned in auKlIiary 
boiler in excess of offsite dose limlls in Tech Spec 3 10 5 Caused by mgt deficiency 
due to failure of plant rngt to properly monitor & dosseminale changes W/060314 Ur 
NORTH.PJ . TUCKER, H B Duke Power Co 08/03/14 lOpp 44064 001-44864 010 

6B03290100 Advises lhal LER 269/80 04 ro emergency power switching logic retransfer 
to startup Cogic will be sent by 880406 

TUGKER.H B Duke Power Co 68/03/23 Document Control Branch (Document Con- 
trol Desk) Ip 44045 103 44945 103 
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F. SecurKy, medical, emergency & fJre protection plane 

8803140340 Clarifies 871 100 Ur re Rov 22 1o security plon per J Gibson.C Perny & JW 
Davis discussion Rev addresses idonlificalions & responses for imnlomontalion of 
tOCFR73 55 roguiremenls End withheld (ref I0CFR73 21) 

TUGKER.H B Duke Power Co 00/01/15 Document Control Branch (Document Con 
trol Desk) 3pp 44712 207 44712 209 

8002240011 Forwards Rov 23 to slntion securUy plan Rov withhold (ref 10CFR73.21) 
TUGKER.H 0 Duke Power Co 88/02/16 Document Control Branch (Documoni Con 
trol Desk) Ip 44749 205 44749 205 

B0O316O39O Forwards Insp Repts 50 269/85 02,50 270/08 02 A 50 207/88 02 on 
08 0202-04, No violalions cr devlalions noted 

CLINE, WE, Region 2. Ofc of Iho Director 88/02/19 TUGKER.H B Duko Power Co 
2pp 44704 318 44704 320 

-8803160398 Partially withheld Insp Repts 50 260/88 02 A 50 270/00 02 A 50-207/08 
02 on 080202-04 (ref 10CFR2 790(d) A 73 21) No violations or deviations noted Major 
areas inspoclod licensoo program for SNM control & nccounlmg 
JONES, DW. Region 2, Ofc of the Oireclor 00/02/ 10 Ip 44704 320 44704 320 

8803160097 Forwards Ir^sp Ropls 50 269/08 01.50 270/00 01 A 50-207/80 01 on 
080 1 1 6 021 6 No violations or deviations noted 

BROWN LEE.VL Region 2. Ofc of the Director 80/02/20 TUCKER.If D Duko Power 
Co Ip 44703 076-44703 093 


8803250146 Forwards Insp Repts 50 269/88 05.50-270/88 05 A 50 207/88 05 on 
8802 1 7-03 1 6 No Violations noted 

BROWNLEE. V L Region 2, Ofc of Ihe Director 88/03/21 TUGKER.H B Duke Power 
Co 2pp 44802 067 44882 076 

-8803250157 fnsp Repts 50 269/88-05,50 270/08 05 A 50-287/80 05 oh 080217 
0316 No violalions noted Major areas inspected maint, oporalions, surveillance, physical 
security A design changes 

SKINNER, PH Region 2. Ofc of the Director 88/03/21 8pp 44882 069 44802 076 


J. fnsurance A Indemnity Information 


88032^051 Submits info ro ulil insurance values presented in compliance w/NRC Proo- 
ertyRulo 10CFR50 54(w) ^ 

HOUSE, D R Duke Power Co 88/03/15 WOOD.n Office of Nuclear Reactor Reoula- 
lion. Director (Post 870411) ip 44004 145 44804 145 ^ 


P. Operating Ucenao stage documents A correspondence 


13,14 A 15 of oUsilG dose calculalion manuals for 

Co 87/01/06 DENTON.H R Office of Nuclear Reactor 
25 870411) DENTON.HR PWR Prcjoct Directorate 6 
rojecl Directorate 4 2pp 44850 240 44650 291 

6803220078 Rev 2 to "Corporate Process Control Program " W/680316 Ur 
SEMMLEn,D , CLINE, D, TUGKER.H 0 Duko Power Co 88/02/16 21pp 44804 140 
44604 168 

6003020225 Advises that response to Generic Ur 68 02 ro latest NRC rov to ISAP It A 
util Interest in parlicipalmg (n program will bo provided subsequent to 080301 mcoirng 
w/NRC 

TUGKER.H Q Duke Power Co 88/02/22 Document Control Branch (Oocurrionl Con- 
trol Desk) Ip 44548 316 44548 316 

0802250195 Generic Lir OB 04 lo all nonpower reactor ticonsees ro distribution of gems 
irradiated In researcfi reactors Sve list end 

MIRAQLIA,F J Associate Director for Profocts (Posl 67041 1) 88/02/23 Consolidated 
Edison Co of Now York. Inc 1 ipp 44553 3 4 5 44553 355 

8603070267 Suppis application for amends to Licenses DPR 38, DPR 47 A DPR 55.do- 
lellng cycfo-dopondent core operating limits from Tech Specs A facilitate 10CFR50 59 
reviews for future core reloads 

TUGKER.H 0 Duke Power Co 68/02/27 Documenl Control Branch (Oocumeni Con 
trol Desk), 3pp 44643 030 44643 035. 

-0803070262 Proposed Tech Specs, deleting cycle dependent core operating limits from 
Tech Specs A facllilato 10CFR50 59 reviews for future core reloads 
* Duke Power Co. 88/02/27 3pp 44643 033-44643,035 


8803230092 Forwards Revs 
plants W/o Revs 14 A 15 
TUCKEB.H B Duke Power 
Rogulation, Director (851 1j 
YOUNGBLOOD.BJ PWR P 


-0BO316OO99 Insp Repts 60 269/08 01,50 270/06 01 A 60-287/88 01 on 000116- 
0216 No violations noted Major areas inspected oporallana, maint, physical 

SBcunly.ESF I ineu ps.ro view of safety sys functional insp items A public officials moot- 
ing 

SKINNER.PII Region 2, Ofc of the Oireclor 00/02/25. t7pp 44703 077-44703 093 

8803170124 Advises that Rev 07 4 to emergency plan consistent w/ nianninq aids of 
10CFR50 47(b) A requiremonls of App E lo fOCmSO 

COLLINS.D M Region 2, Ofc of the Director 80/02/26 TUCKER, H B Duko Power 
Co Ip 44710 347-44710 347 


8603040176 Final response lo FOIA request Forwards App M documenis DDCuments 
afso available In PDR App N documents withheld (ref FOIA Exemption 5) 
GRfMSLEY.DH Division of Rules A Records (Posl 870413) 80/03/02 BOLEY.K 
Public Citizen’s CrUicat Mass Energy Projocl. 4pp 44503 015 44583 020 

-8803040244 Forwards proliminory post-accreditation audil reviews at Susouehanna on 
051021 23,al Dresden on 851116-21 A at Oconee on 061216-18 A ropl on INPO 
851210 follow up visit at Susquehanna 

DENTON.HR (Jffico of Nuefear Reactor R^ulallon, Director (851125 87041 1) 00/ 
01/28 PATE.Z Inslilule of Nuefear Power (Jperalfons 48pp 44583 032-44683 079 


8603170179 Advises that Rev 87-3 lo emergency plan conslslenl w/ planning sids of 
1OCFR60 47(b) A requirements of App E to KjCFRBO Proposed changes which de- 
crease effectiveness of emergency plan shall not bo Implomonlod w/o NRC approval 
COLLINS, DM Region 2, Ofc of the Director 00/02/26 TUGKER.H B Duke Power 
Co Ip 44725 121-44725 121 


8003 160086 Forwards Request for Relief 00-01 from ASME XI Boiler A Pressure Vessel 
Code re roquirod pressure testing of specific welds following repairs A inservice msp 
performed during second 10 yr Interval W/lwo oversize drawings 
Tucker, H B DuRo Power Co 88/09/07 Oocumeni Control Branch (Document Con- 
trol Desk) 4pp 44697 072-44697.076 


88031DDO3-9 Advises lhal G70216 Rov 23 to physical security plan consistent w/provi 
slons of 10OFR50 64(p) A acceptable 

CLINE, W E, Region 2, Ofc of Iho Director 88/02/29 TUGKER.H, B Duko Power Co 
3pp 44682J 34 44602 136 

8803140334 Forwards responae lo violations noted in fnsp Repts 50-269/07-50,50-270/ 
07-50,50-287/87-50,50-369/87-45, 50-370/07 45,50 413/07-43 A 50 414/07-43 per J 
Nelson 880129 request Enel withheld per 10CFR73 21. 

TUGKER.H 0 Duke Power Co 08/02/29 Document Control Branch (Documenl Con- 
Irof Desk) 3pp 44712 283 44712 285 

8803160414 Forwards Insp Repts 50 269/08 06.50-270/88 06 A 50-287/80-06 on 
8802 10. No violations or deviations noted 

CLINE, W E Region 2, Ofc of (he Director 00/03/02 TUGKER.H B Duke Power Co 
2pp 44700 240 44700 242 

-8803180422 Partially withhold Physical Security Insp Repts 50 260/80-00,50 270/88 
OS A 50 296/88-06 on 880210 (ref 10CFR2.790(d) A 73 21) Major areas 
jnspeclod requirements for physical protection of irradiated reactor fuel 
THOMPSON.D Region 2, Ofc of the Director 08/03/02 Ip. 44700 242-44700 242 

6803160357 Advises that scope A objectives for plant radiological emergency prepared- 
ness excerciSG scheduled for 880414 moot requirements for annual emergency exer- 

COLLtNS.DM. Region 2, Ofc of the Director 88/03/03 TUGKER.H B Duke Power 
Co. Ip 44687.254-44687 254 


8803140244 Advises that since NSHG A technical juslificalion on ulil roquosi lo amend 
Tech Specs ro liquid effluent monitors recalvecl.per NRC 070416 itr, efforts considered 
complelo on review of Issue 

PASTIS.HN Project Directorate 11-3 88/03/08 TUGKER.H B Duke Power Co 2pp 
44670 331-44679 332 

6003300042 Confirms 860316 technical meeting to discuss issues ro emergency power 
Gwilching logic, per 600307 telcon 

RE YES, LA Region 2, Ofc of the Director 80/03/11 TUGKER.H 8 Duke Power Co 
Ip 44901 006 44901 086 

8803300172 Ack receipt of util 080201 Hr fo 070019 confirmatory order Concurs w/ 
Intent to test A evafuate reactor cooling un>it A low pressure injection sys coolers fol 
lowing cleaning. Authorization should be requested for full power operation 
GRACE.JN Region 2, Ofc of tho Director 08/03/11 TUGKER.H 0 Duka Power Co 
Ip 44901 226 44901 226 

6803210181 Forwards SER A lochnica) evaluation repi re util submittals on conforming 
lo Reg Guide 1 97, Rev 2.fnslrumentatlon provided by util acceptable except for varia- 
bles of fisted ilems.implementation schodulo requested within 80 days 
PASTIS.HN Project Directorate 11-3 88/03/16 TUGKER.H B. Duke Power Co 3dp 
44772 066 44772.007 

-8803210186 SER supporting ulil conformance to Reg Guido 1 97 re posl accident 
monitoring instrumentation except for listed variablos 
* NRC - No Detailed Affiliation Given 60/03/15, 6pp 44772 069 44772 073 
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**B706230339 “Conformance lo Reg GuJcJe 1 97, Oconee Nuclear Slafion.Unils 1,2 & 3.*' 
final rnformal rept 

STOFFEL.JW EGAG Idario. Inc {suba of EG&G, Inc) FIN A 6483 EGG EA 6959 
87/03/31 NRC -No Detailed Affiliation Given 24pp 44772 074^41772 097 

8003210300 Forwards SER accepling responses to Generic Llr 86 OS & NUREG 
073?.ltem IIK35 on automatic Irippmg of reactor coolant pumps EG&G evaluation 
3I20 0 ncl 

PASTIS.HN project Oireclorate II 3 flfl/03/15 TUCKER.HB Duke Power Co 19pp 
44760 293 44760 311 

0803220381 Forwards Requesl for Reliel 68 03 from requirements of Section XI of 
ASME Boiler S Pressure Vessel Cods (w/ addenda t^ rough Winter 19BB| Requests re 
mservice insp performed during seconcf 10-yf interval W/one oversized drawing 
TUCKEn,H B Djke Power Co 88/03/15 Documeni Control Branch ifDocumenl Con 
tralDesk) 4pp 44794 355 44794 359 

8303220415 Applicalion lor amends to Licenses DPR-30.OPR 47 & DPR 55, revising 
Tech Specs re operdbiMy & siirveillance requiremenls lor inadequate core cooling m 
sirurrentation per Ger^enc Ltr 63 37Jtem II F 2 

TUCKER, H 0 Duke Power Co 8B/03/15 Document Control Branch (Document Con 
irol Desk) 5pp 44787 214-14787 235 

*•8803220428 Pfoposcd Tech Specs re accident monitoring mslrumentalion 
■ Duke Power Co 88/03/15 17pp 44787 219 44787 235 

8803220364 Generic Llr 88 05 to all Ijcensees ol operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Svc list end 

MIRAGLIA.F Associate Director for Proiectb (Post 870411) 08/03/17 Consolidated 
Edison Co of New York Inc 43pp 44879 084-44B79 1 26 

0003250201 Forwards Westinghouse ltr on operalirg planl feedback non vital power 
supply used in valve inlerlocK logic Problem may affect plant, based on NRC 
review Info should be reviewed I0 deleimine possiule applicaoility to plant 
PASTIS.HN Project DirccloratQ II 3 08/03/21 TUCKER.HB Duke Power Co 5pp 
44851 209 44851 213 


Q. Inspection reports, IE Bullellns & correspondence 

880316D39I) Forwards Insp Repls 50 269/08 02,50-270/88 02 & 50-287/68-02 on 
300202 04 No vrofations or deviahons noted 

CLINE.WE Region 2, Ofc of the Director 88/02/19 TUCKER.HB Duke Power Co 
2pp 44704 318 44704 320 

-0803160398 Partially v.ilhhefd Insp Reprs 50 269/80 02 & 50 270/68 02 & 60 287/38- 
02 on B80202 04 (rof 10CFR2 790(ci) & 73 21) No vJolalfons or deviauons noted Major 
areas inspected licensee program for SNM control & accounting 
JONES,OW , MCALP1NE,E J Region 2, Ofc of the Director 08/02/18 Ip 44704320 
44704 320 

88{I31 70085 Ack receipt of 880107 submillal of analytical rosulfs of spiked liquid 
samples, por Insp Repts 50 269/37 40', 50-270/B7 40 & 50 287/37-40 Comparison of 
results to known values & acceptance crileria for comparisons end for info 
COLLINS, DW Region 2, Ofc of Ihe Director 80/02/19 TUCKER.HB Duke Power 
Co 4pp 41710 359-44710 362 

8003180097 Forwards Insp Repts 50-269/08 01 50 270/8B 01 & 50 287/80 01 on 
660116-0216 No violations or deviations noted 

BnoWNLEE.VL Region 2. Ofc of the Director 08/02/26 TUCKER.H B Duke Power 
Co ip 44703 076 44703 093 

*8803160090 Insp Repls 50 269/08 01.50*270/08 01 & 50 287/08 01 on 6801 16- 
0216 No violations noted Maior areas inspected opcrations.mainl, physical 

securily.ESF Irnsupa.reviGw of safety sys functional insp Items & public officrafs meet- 
ing 

SKINNER.PH, WERT.LO, PEEBLES.TA Region 2, Ofc of the Director 08/02/23 
17pp 44703 077-44703 093 

0802230035 NRC Info NofiC9 6&006. “Foreign Objects in Steam Generators" Svc fisl 
end 

ROSSI.CE Division of Operalionaf Events Assessment (Post 070411} 08/02/29 
Consolidated Edison Co of New York, fnc 1 t8pp 44554 253 44553 009 

0003000040 Responds 10 viola Irons noted In Insp Repts 50-269/07-51, 60 270/87 51 & 
30-287/87 51 UtiJ developing enhanced procedure to provide better guidelines & con 
irol for all fro&ze plug operations 

TUCKER.H B Duko Power Co 38/02/29 Document Coni re I Branch (Document Con 
Irol Desk) 3pp 44641 176-44641 173 

8803980263 Forwards Rev 1 lo SuppI 1 of response to NRC Complianco Buliolin 07- 
002.ircfudirg rasdlls of charpy impact tests & new data sheets providing corrections & 
addilrons lo docum&nt as w finally svibmitted 

TUCKER.H B Duke Power Co 38/02/29 GRACE.JN Region 2, Ofc Of Ihe Director 
40pp 44622 104 44622 223 

0803 148 3 3 1 Forwurds response lo violations noted in Ir^sp Repts 50-269/67-50,50 270/ 
87-50.50 267/67-50,50 369/07 46. 50 370/87 45,50 413/87 43 & 50 414/67 43 per J 
Nelson 060129 request Enel vvilhheld per ?OCFR73 2i 

TUCKER.H B Duke Power Co 66/02/29 Documeni Control Branch (Documpnl Con- 
trol Desk) 3pp 44712 203 44712 285 

8B031SD316 Advises lhal facility wrtt be included in omergancy Operalirg procedure 
(EOP) Insp pro-gram Insp will evaluate applicabifity & useabilily of exi sling MPs at so 
locled sites S Lawyer leairi leader (or insp 

REYES, L A Region 2, Ofc of Ihe Dtreclor 88/03/02 TUCKER.H B Duke Power Co 
2pp 44689 079 44689 080 

0803150348 Ack receipt of 880126 Hr mfenrurg NRC of actions lakon fo correct viola- 
tions noted in Insp Rapts 50-269/87-49. 60-270/87 49 & 50 287/87-49 Term "con 
tarn me n1 integnly'' will b& deleted since inappropriafe in context of violalron 
REYES.L A Region 2, Ofo of Ihe Djrector 88/03/02, TUCKER.H B Duke Power Co 
Ip 44689 009 44689 014 

6803T60414 Forwards Insp Repts 50-269/88 06,50 270/88-06 & 50 2Q7/8B06 on 
880218 No violations or deviations noted 

CllNE.WE Region 2. Ofc of Ihe Direclor 33/03/02 TUCKER.H B Duke Power Co 
2pp 44700 240 44700 242 


-0803160422 Partially withheld Physical Security insp Repfs 50-269/88 06,50 270/68 
06 a 50 296/00 06 on 000218 (ref 10CFR2 790(d) & 73 21) Major a:eaS 
inspected requiroments for physical prolociion of irradiated reactor fuel 
THOMPSON.D, MCGUIRE, DR Region 2, Ofc of Ihe Director 80/03/02 Ip 
44700 242 44700 242 

B6D3210033 Informs of util mlention to incorporate listed code cases of ASME Qoikr & 
Pressure Vessel Code inlo mservice insp programs at power nuclear slabonsFco 
paid 

TUCKER.H B Duke Power Co 80/03/02 Document Conlrol Branch (Documeni Con 
trol Desk) 2pp 44796 256 44798 259 

8003020036 NBC Info Noiico 88-007, "Inadvertenl Transfer of Licensed Matl to Uncon 
trolled Locations " Svc list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (PosI B70726) 
38/03/07 Consolidated Edison Co of Now York, Inc 12pp 44 673 001-44673 012 

0803160066 Forwards Request for Relief 08 01 from ASME XI Boiler & Pressure Vessel 
Code re required pressure lo sting of specific welds following repairs & insoivico iiisp 
performed during second 10 yr interval W/two oversize drawings 
TUCKER, H B Duke Power Co 88/03/07 Document Control Branch (Document Con 
irol Desk) 4pp 44697 072 44697 076 

0803160210 Responds to NRC Bulletin 88 001 re defects in Westinghouso ciKul 
breakers Plant does not use Westinghouse circuit breakers In Class IE applications so 
Bulletin 08 001 does not apply to plant 

T-UCKER.H B Duke Power Co 08/03/07 Documonl Conlrol Branch (Document Cen 
irol Desk) ip 44728 075 44728 075 

8803040062 NRC Bulletin 08 003, “Inadequate Latch Engagement in tfFA Type Lakh 
mg Relay Mfg by GE " Svc list encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co of New York. Inc 120pp 44673 192-44673 319 

8003080146 NRC Info Notice 8B 008, ' Chemical Reactions W/Radwasto Solidilication 
Agenis " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253 44773 012 

8003210305 Ack receipt of 870914 ltr re NRC Bullelin 07 001 concerning prog/oms toi 
monitoring thickness of pipe walls in high energy single phase & (wo phase carbon 
steel piping sys No furlhor plant specific action required 

HOOD.bS Project Directorate 112 88/03/15 TUCKER.HB Duko Power Co 4pp 
44760 179-44760 182 

8803220017 Forwards Request for Relief 68 02 from roquiremonls of Section XI ol 
ASME Boiler & Pressure Vessel Code duo to impraclicahly of pressure testing spccdic 
welds Approval requested by 060410 W/ono oversize drawing 
TUCKER.H a Duke Power Co 00/03/15 Document Control Branch (DociimenI Con 
trolDesk) 5pp 44008 119 44008 123 

8603220361 Forwards Request for Relief 08 03 from requirements of Section XI cf 
ASME Boiler & Pressure vessel Code (w/ addenda through Winter 1988) Roquosls ro 
inservice insp performed during second 10 yr mlerval W/ono oversized drawing 
TUCKER.H 8 Duke Power Co 86/03/15 Documeni Control Branch (Document Con 
irol Desk) 4pp 44704 355 44794 359 

8003220100 Forwards Request for Relief 88 04 from requiroments of Soclion XI -of 
ASME Boiler & Prosauro Vessel Code duo lo availability of access for insp of pressure 
retaining weld in Reactor Coolant Pump 2A2,as sup pi to 840913 request 
TUCKER.HB Duko Power Co 00/03/16 Documeni Control Branch (Documont Cor 
trol Desk) 3pp 44808 092 44800 094 

60O325OO4B Ack receipt ol 860229 ltr informing NRC of steps taken to correcl violntrons 
noted in fnsp Repts 50 269/87-61. 50 270/87 51 & 60 207/87-51 Implemonlalion ol 
corrective action will be examined during Mure insps 

BROWNLEE.VL Region 2, Ofc of the Director 08/03/16 TUCKER.HB Duko Pofrer 
Co 1p 44091 103 44891 103 

0803440204 NRC Info Notice 88 009. “Reduced Rollability of Steam Driven Auxiliary 
Feedwater Pumps Caused by In stability of Woodward PG PL Type Govornofs " Svc 
list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 00/03/10 
Consolidated Edison Co of New York, Inc 12lpp 44857 050 44857 178 

8003250323 Ack receipt of 880229 ltr informing NRC of steps taken to correcl violations 
noted m Insp Repts 50 269/67 50. 50-270/87 50,50-287/87 60,50 369/87 45,50 370/ 
87 45, 60 413/87-43 & 50 414/07-43 Response acceptable 
STOHR.JP Region 2, Ofc of the Direclor 88/03/18 TUCKER.HB Duke Power Co 
Ip 44913 080 44913 000 

0003250146 Forwards Insp Repls 50 269/00 05,50-270/08 OS & 50-287/88 05 on 
800217 0316 No violations noted 

BROWNLEE.VL Region 2. Ofc of Ihe Director 88/03/21 TUCKER.H B Duke Power 
Co 2pp 44082 067-44862 076 

-8803250157 fnsp Repts 50 '269/00 05.60-270/88 05 & 50 287/88 05 on 080217- 
0316 No violations noted Major areas Inspected main!, operations, surveillance, physical 
security a design changes 

SKINNER.PH. WERT.lo. PEE BLES.T A Region 2. Ofc of the Director 08/03/21 
epp 44882 069 44802 076 

8003250205 Forwards Insp Repls 50 269/80 04,50 270/88 04 & 50 287/88 04 on 
000216-1 9 & 22-25 No viofallons noted 

HERDT,AR Region 2. Ofc of the Director 88/03/21 TUCKER.H B Duke Power Co 
2pp 44903 GDI 44903 013 

-8003250206 Insp Repls 50-269/80 04,50 270/08 04 & 50-207/88 04 on 000216-19 & 
22-25 No Violations noted Major areas inspected fnservico Insp.eddy currenl 
fesl.ullrasonic exam of reader vessel flange to shell wofd & safety related piping 
ECONOMOS.NE, BLAKE.JJ Region 2, Ofc of the Director 88/03/15 tipp 
44903 003 44903 013 
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A, Periodic operating reports & related correspondence 

8803110136 “Semtannual Radioactive ElJIuent Release Rept for Jul-Dec 1987“ W/ 
8 8030 1 Hr 

TUCKER.HB Quite Power Co 87/12/31 39pp 44679 015 44679 053 

8803180046 Monthly operating repls for Feb 1908 W/8Q0315 Mr 
REAV(S.J A , TUCKER.H B Duke Power Co 08/02/29 17pp 44770 014-44770 030 


S. Reportable occurrences, LERs & related correspondence 

6803290100 Advises llial LER 269/00 04 re emergency power switching logic relransfer 
to siarlup logic will be sent by 800406 

TUCKER, H e Duke Power Co 08/03/23 Documenl Conlrol Branch {Document Con 
irol Desk) Ip 44945 103 44945 103 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & Ore protection plans 

8803290257 FOIA request (or documents re 10CFR50,App R insps & enforcements 
JONES.CR Affiliation Not Assigned 80/02/01 GRIMSLEY.DH NRC - No Delalfod 
Affiliation Given 2pp 44892 351 44092 352 

0003040092 Forwards Safely fnsp Rept SO 271/87-23 on 07 1222-000208 No violations 
idenUfted 

WIGGINS, JT Region 1, Ofc of the Diroctof 80/02/26 MURPHY.WP Vermont 
Yankee Nuclear Power Co rp 2pp 44571 191-44571 211 

-8603040090 Insp Rept 50 271/67-23 on 671222 880206 No violations noted Major 
areas inspected (iconse© action on previous ir>sp findings.oporalional safety. physical 
security, surveillance aclivitios.LERs.operational events & maint aclivllies 
HAVERKAMP.DR Region 1. Ofc of the Drroclor 80/02/26 i9pp 44571 193 
44571 an. 

0803160364 Revised emergency plan Implementing procedures.lncluding Rgv 16 to OP 
3507, “Emergency Radiation Exposure Control'’ & Rev 13 to OP 3505, ‘’Emergency 
Preparedness Exercises & Drill " 

* Yankoo Atomic Efoclric Co 80/03/01 50pp 44700 150-44700 214 

8803080200 Forwards ulit objectives for annuai emergen^ preparedness exercise re 
scheduled for wk of 800829 .per scheduled provided in NRC 880204 llrSconorio pack 
ago will be subnmlled 65 days prior to oxercise date 

CAPSTICK.RW Vermont Yankee Nuclear Power Corp 00/03/03 LAZARUS.WJ 
Region 1, Ofc of the Direefor 7pp 44641 017 44641 023 

08032501 20 Forwards rev lo physical security plan End withheld (rol lOCFRya 21) 
MUflPHV.WP, Vermont Yankee Nuefoar Power Corp 00/03/16 Document Conlrol 
Branch (Documonl Conlrol Desk) 2pp 44001 093 44801 094 


G. Adjudicatory correspondence 

0003160060 Forwards State of VT petition lo rntervone (or appropnato action in flccord 
ance W/10CFR2 772 (j) Petition submitted in rosponso to FR nolico at 53FR21 15 on 
0001 26 Served on 80031 1 

CHILK.SJ Office of Iho Secrolary of the Commission //180 5B25 80/03/04 
COTTER, B P Atomic Safety and Licensing Board Panel 9pp 44686 104 44606 112 

8003 160109 Forwards Commonwealth of MA & Stalo of VT request (or hearing & poll 
lions to inlorven© re util roquesl to olImJnato certain ECCS & standby liquid conlrolsys 
testing requlromenls.for appropriate action Served on 88031 1 
CHILK.SJ Office of the Secretary of the Commission //18B 6B10 08/03/04 
COTTCR.B P Atomic Safety and Licensing Board Panel Ip 44686 126 44606 130 

”0003160111 Forwards Ally General JM Shannon request for hearing & petition to in 
torvona re util request lo eliminate certain ECCS & standby liquid control sys testing 
re qui foments 

DEAN,G-8 Massachusolle, Commonweallh of 08/02/25 Dockoling & Services 
Branch 1p. 44686 127-44606 127 

-0603160113 Ally General JM Shannon request for hearing & potHion to intervene re 
util roquost to eliminate certain ECCSs & standby liquid control sys testing require 
menls ^ Wishes lo participale in proceeding W/Certificale of Sve 
DEAN,G WassachusGlls, Commonwealth of OB/02/25 NRC - No Detailed Affiliation 
Given 3pp 44686 128 44686 139 

”0603180118 Forwards Stale of VT pofilion for leave to intervene & notice of appear- 
ance re consideration of Issuance of amond to OL & opporlunlfy for prior Jiearlng 
MULLETT.O J Vormonl, Slate of 08/02/25 Office or the Secretary of the Commis- 
sion. 1p 44686131-44686 131. 

”8303160131 Petitiori for leave to Intervene re consideration of Issuance of amend lo 
OL & oppor<unily for prior hearing * Slate of VT idonllfied fislod questions which pro- 
posed amend raises W/cerlificalo of Sve & notice of appearance 
MULLETT.D J Vermont, Stale of. 80/02/29 Atomic Safely and Licensing Board 
Panel 7pp 44606.132 4468B 138 

8603160063 Licensee response lo pelllion to mlorvone of State of VT * Stale of VT 
should be admitted as parly to any adjudicatory proceedings roquired d acceptable 
contenlion as contempfaled by 10CFR2 714 filed W/Certificate of Sve, 

DIGNAN.T G. Vermont Yankee Nuclear Power Corp DIGNAN.T G Ropes & Gray 
#186 6027 88/03/00. Atomic Safety and Licensing Board Panel 2pp 44687013- 
44687014 

0603160066 Notice Of appearance * Appearance of author in proceeding re surveillance 
frequency require monis for Irip sys fogic testing entered W/Gerlificalo of Sve 
DIGNAN.T G Vermont Yankee Nuclear Power Corp DIGNAN.T G Ropes & Gray 
#188 6828 88/03/08 3pp 44687.027-44687 029 

0003160073 Notice of appearance * Appearance of author In proceeding re surveillance 
frequency requirements for (rip sys logic testing entered W/Certificate of Sve 
SELLECK,KA. Vermont Yankee Nuclear Power Corp SELLECK.KA Ropes & Gray 
#188 5029 B8/03/08 2pp. 44687 237 44687 238 


8803180163 Notice of appearance * Author will appear in proceeding re testing requiro- 
menls for ECCS & SLC sys Certificate of Sve end 

SEILECK,KA Vermont Yankee Nuclear Power Corp SELLECK.KA Ropes & Gray 
#108 5823 88/03/08 2pp 44687 245-44687 246 

8803160173 Notice of appearance ' Author will appear in proceeding re testing roquirfi- 
menls for ECCS & SLC sys Certificate of Sve encl 

DIGNAN.T G Vermont Yankee Nuclear Power Corp DIGNAN.T G Ropes & Gray 
#180 5824 88/03/08 3pp 44687 239 44687 241 

0803160200 Licensee response to petition to mlervene of Atty General of Massachu 
setts * Ally general should be admitted as party lo any ajudicalory proceedings, tl one 
acceptabla contention, comptemplated by 1 0CFR2 71 4, filed Certificate of Sve end 
DIGNAN.T G Vermont Yankee Nuclear Power Corp DIGNAN.T G Reid & Priest 
//1fl8 5822 88/03/08 Atomic Safely and Licensing Board Panel 3pn 44687 242- 
44687 244 

8803160062 Establishment of ASLB ‘ Board established lo rule on pelilions for leave to 
intervene &/of requests tor hearing & to preside over proceeding in event hearing 
ordered Served on 80031 1 

COTTER, B P Alomic Safely and Licensing Board Panel #108 5820 86/03/09 2pp 
44666 113-44606 114 

8603160081 Eslablishmont of ASLB* Board established per FR notice.did 880126.of 
proposed OL amond lo revise surveillance frequency requirements for trip sys logic 
tGSliiro & ealibr Board comprised ol HF Hoyl.OH Pans & FJ Shon Served on 08031 1 
COTTER.B P Atomic Safety and Licensing Board Panel //18a 5026 88/03/09 2pp 
44686 102 44686 103 

8B032101 17 NRC Staff rnoUon to extend timo in which lo respond lo Slale of VT peti- 
tion lo inloiveno * Requests extension unlit 000323 Counsel & licensee do not cbjecl 
lo gran linn of motion NoMcg of appoarunce & Corlificato of Sve encl 
MODGDOn.AP Assistant General Counsel for Hearings //fOB 5066 80/03/15 
Atomic Safely and Licensing Board Panel 6pp 44733 133 44733 137 

0003210241 NRC staff motion lo extend hme in which to respond to Stale of VT & 
Commonwealth of fwlA poti-lrons lo intervene * Motion for extension of time until 
600323 granted Notice of appoarance & Csrlificate of Sve end 
HODGDON.AP Office of the General Counsel //180 6864 88/03/15 Alomic Safety 
and Licensing Board Panel 5pp 44731 227 44731 231 

8003230030 Advises that lime for Commission lo review ALAB 869 & ALAB 876 
expired Commission declined review Decision became final agoricy action on 
80031 1 Served on 880318 

CHILK.SJ Office of the Socreiary of the Commission //180 5660 06/03/17 Office 
of the General Counsel Ip 44781 075 44781 075 

0803230052 Memorandum & order (extension of limo/miscolianeous rulingia) * Grants 
NRC 800316 motion for oxlonsion of lime fo respond lo mtervonlron peliliors filed by 
Stale of Vermont & Commonwealth of Mess Served on 080321 
aeCHHOEFEH.C Alomic Safely and Licensing Board Panel #188 5692 00/03/17 
Office ol Iho General Counsol 2pp 44779 172-44779 173 

8003230 830 Notico of appearance * Author enters appearance re testing requirements 
for ECCS & standby liquid conirof sys Cerlificalo of Sve encl 
GAO.R K Vermont Yankee Nucloar Power Corp GAD.RK Ropos & Gray //10B 
5891 08/03/10 2pp 44701 082-44781 003 

8803230074 Notice of appearance * Author enter appearance re spent fuel poet 
expansion Cerlilicate of Sve encl 

GAO.RK Vormonl Yankee Nuclear Power Corp GAO.R K Ropos & Gray #188 
5866 08/03/10 2pp 44701 121 44781 122 

0803230164 Notice of appearance * HK Gad will enler appearance In 
procDOdinn CorUilcalo ol Sve onef 

GAD.R K Ropes & Gray #180 5894 68/03/10 2pp 44779 139 44779 140 

0803290142 Memorandum & order * Grants NRC motion to extend lime until 660323 to 
respond to Slate of VT potitfon to intervene Documcnls Mod w/Board must Include 
docket number & ASLBP number on order Served on 860323 
HOYT.ffF Atomic Safoly and Licensing Board Panel //1 68 5941 86/03/21 Office of 
the General Counsel 2pp 448 7 1 122 4487 1 123 

8803290054 NRC Staff molior> for further oxlonsion of time in which to respond to Slate 
of VT & Commonweallh of MA petitions lo inlorvono ' Staff moves Board to fur Dior 
extend Dmo until 000406 Molion granted on 880323 Served on 880324 
HODGDON.A P Assistant Qonorai Counsel for Hoafings //1 68 5930 80/03/22 
Atomic Safety and Licensing Board Pano! 2pp 44871 103-44071 104 

0003290103 Sves lists for proceedings * Roquesls that all parlies include ASLBP on sve 
lists & provide Board w/any filrngs Board to onlertam requests for relief should re 
uost cause any fiardship to any party Served on 880323 

ECHHOEFER.C Atomic Safety and Licensing Board Panel //180 5928 68/03/22 
Oflicoof the General Counsel Ip, 44871 111-44071 112 

-8003290116 ASLBP docKol files * Provides address lo which all fifings for docket room 
flies should be forwarded 

COTTER.B P Alomic Safely and Licensing Board Panel 88/03/ 1 1 Alomic Safely and 
Licensing Board Panel ip 44071*112 44071 112 

8003290133 NRC staff motion for further oxleriston of lime In which lo respond *o Stale 
of VT & Commonweallh of MA petitions lo intervene * Extension of lime grated until 
0BO4O6 Certificate of Sve one I 

HODGDON.A P Assistant Qoneral Counsel for Hearings //188 5939 60/03/22 
Alomic Safely and Licensing Board Panel 4pp 44871 118 44871 121 

B803290211 NRC Staff motion for further extension of lirrio in which lo respond lo Stato 
of VT petilion to Intervene * Counse) for Slate of VT & liconsoe do not object lo grant- 
ing motion Certificate of Sve ©no) 

HODGDON.A P Assistant General Counsel for Hearings //1 88 5943 86/03/22 
Alomic Safely and LIconaing Board Panel 4pp 44Q7I 126-44671.129 

8803290161 Memorandum S order * Confirms extension of lime lo respond lo Slate of 
VT petition lo Inlervona in proceeding until C O B on 600406 in order lo conlmuo pur- 
suing settle me-nt agreement Served on 860325 

HOYT.H F Atomic Safe^and Licensing Board Panol //108 5942 88/03/24 Vermont 
Yankee Nuclear Power Corp. Ip 44671 125 4:4071 125 
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J Insurance & indemnity (nTormalion 

8fi030 10159 Fo-Aards 6ndors?m:nls 1 A 2 lo NELIA Certdicale NW 97 & MAELU Cer* 
'•l-ra’-' M'lV aOft-spGCti.Cjy 

ViETEFJVJ M^fsh & ^'cLonnin (nc B0/O2/25 DINIT2 I 0!f)Ce of Mucfear Reactor 
Dre:'or (Pail 070411) 21pp 44567 267 44567 287 

0903220202 Subm.is info ro nuclear property insurance coverage for plant in compli 
5r“c JV/1CCFR50 S-ifA) 

PEARSON JT Vernr-oni /anhee ffuefoar Po^er Corp 80/03/15 VvOOD.R Office of 
NuiLFeaf RcaeiDr flcgu'al on Director fPost S/Oil 11) Ip 44802 220'1'1802 220 

P Operating license stage documents & correspondence 

8802250195 Generic Lt/ 80 04 to a’l nor.potiier reactor licensees re dislnbulion of gems 
irradial-cd in research reactors Sve f«st end 

P.^t’RAG L! A, FJ Associate D rector for Proiects <Post 87041 1) 88/02723 Consolidated 
Ed.scr Co ofNeAYork Inc llpp 44553 345 44553 355 

B8030I0390 Recjiiesis rrccting w/f/FlC to dscuss tAO proposals by tilil fo reduce 
amount of testing of ssfety equpmeni Decrease in testing may adversely alfocl reli 
ab 'i'y of SyS A reduce assurance of pubi'c protection against accidents 
KUHINUM Vermont State of 80/02/25 MUR LEY A Off-ce of Nuclear Reactor 
Regufaticn Orcdor (Post 870411) Ip 44542 144 44542 141 

8803080190 Forwards Jostifjcation for long Term Operation for Vermont Yankee Core 
Sp’ay No 22 Iq We'd Overlays ' ccnctiiding (hat continued operation w/weld overlays 
?!] r^ozzfes acceptable beyond Cycle 13 Concurrence requesled Fee paid 

MURPHYV;p Vermont Yankee Nuclear PoAfir Corp 88/03/01 Document Control 
Branch (Document Con Irol Desk) 2pp 44622 331-44623 046 

-8803090196 Justification for Long Term Operation for Vermont Yankee Core Sorav 
Nozzfe We'd Drc May s ^ ^ 

HOFF^fAf)J R Vermont vankee Nuclear Power Corp HOFFMAN, J R Yankee Atomic 
Efrctnc Co 08/02/29 74pp 44622 333 44623 046 

informs of design change to inslall mod to enhance flexibility of contain 
Mon 5/S for severe accidents No further efforts re venting need be undertaken 
niGtbod lo resolve severe a codenl issues 
Vermoni Yankee Nuclear Power Corp 88/03/01 Document Conirof 
Branch (Document Control Desk) 3pp 44667 01 7 44667 019 ” 

presented by utif al B80209 meeting w/NRC re 
TnT rrrrc.nS5M^'’f" consisting of Proposed Change 

w ^^pansion Expedit ous review requested 

Vermont Yankee Nuclear Power Corp 88/03/02 Document Control 
Branch CDocumeni Control Desk) 20pp 44628 198 44620217 '-oniroi 

w/licensee to discuss technical issues re !i 
cejjsee 071130 application fo change Tech Specs dealing w/logic sys functionaf 

P™l=ct Oreclora.e 1 3 

^ fevjQwing ulil proposals & public meeting scheduled for 

R77ffi4T77?3M°' 

Edison co ol 

?ia08l7^.«08 3'« Oirdc.o.ale 13 72pp 

^nlractoiHo^Eng'atid Telephone Co « Seabtook Resident Sites" 

>, Ole ol^h^te^o" GOOy.A Region 
44856 319 44856 321 ^ Ctetaifed Affilialion Given Ip 

M°rM°°F?N*''°nUSo'^"rocarTcteXw^ * "> 

870413) FlNC-1012 08/03/17 2pp 44856320 44856 327^'°^ Contracls (Post 
0 Inspection tepoMa, IE Bullellns 4 correspondence 
*72^ES,Cn°A!!SN^^^^ 

Affilialioh Given 2pp 44892351-44892 362^^^ GRIMSL£Y,DH NRC - No Detailed 
‘SSeS^ '"'P 50 271/87 23 on 871222 88020S No violations 

yanke'^NuJearSef MURPHY.W P Vermoni 

Areas '''sp«tccRtcenree°aclmI*on*pre"o*rTOD^ri^^ violations noted Ma|or 
44571 211 O'^ector 88/02/26 19pp 44571 193 

‘Ss“cTr SVC ks, 

Consoi:daleda^Xw°Z,^rn^^''||^^^^^^ ae/02/28 


8803140007 Forwards Exam Repl 50 271/80 01OL admlnistorod lo omoloveo qddJtw 
for licenses during wk of 000 11 0 ^ ^ ^ 

GALLO, RM Region 1, Ofc of the Diroclor 00/03/03 MURPHY WR Verrumi 
Yankee Nuclear Power Corp 2pp 447 1 2 290 4 47 1 3 0 1 0 ' 

-8803140009 Exam Rept 50 271/OB 01OL on BB01 19 20 Exam rosulls all ronclor OKf 
ator candidates passed exams ^ 

LUMB.T, LANGE, DJ Region 1, OFc of Iho Director QO/02/29 7lnn 4471 ? ^Yl 
44713010 '' **'*^^^’ 

0803140424 Forwards Radiological Safely Insp Rept SO 271/00 02 on 800201 O^Ps-n 
violations noted ^ 

BELLAMY.RR Region 1. Ofc of the Director 00/03/04 MURPHY WR Vorm-Lii 
Yankee Nuclear Power Corp 2pp 44714 104-44714 102 ’ ™ 

- 8803140426 Insp Rept 50-271/00 02 on Q00201 05No violations or ilovuti -n 
noted Major areas inspected radiofogfcal controls, Inclutlinn control el rmloa-Na 
malls, respiratory protection & external exposure controls 

Wmoe 44714 192^^^ Director 90/02/26 7p<> 

8803020038 NRC Irilo Notice 00 007, “Inadvoftonl Transfer of Llcensocl Mall lo Uncon 
trolled Locations Sve (isl end 

Mta bv®Gl ••Lc^s?ond^ ' ''VP*' 

Iporaticmal Evonls AssossmonI (Post 0/0411) 00/03/10 
,f Nnt^ York, Inc I20pp 44673 102 44673 319 

*®Zms”Svo'll8l'o"j^l^°"'“ nooclions W/fln,lwastci Solid, lies'®, 

& X?yo“V''ir 

ROONEY, VL Profcct Directoralo I 3 80^3/17 CAPSTfCKJlW Vermont 

Nuclear Power Corp Ip 44760 347-44/00 347 '^"vsA,riw vermoni 

Noltco 00 009, "Roducod nollahtlllY of Sinnm On von Auxi’ «rv 

N encl Woodward P6 PL Typo GovZora '■ s1 

ROSSf.C E ^Vision of Oporalional Events AasnssmonI (Post 0704111 nn/myid 
Consolidated Edison Co o/ New York. Inc 121pp 4405^/ 058 T4n57 m 

Responds to NRG 880225 Ur ro violnlloris noted In Insp Ropl bO 2/1/8? 

^ cliangod lo require that all trash bLiei re 

Vermont Yankee NuLfoar Powor Corn 08/03/25 Oocumaal ( unirol 

Branch (Document Control Dosk), Opp 440 1 1 337 441)1 1 339 ^ 

R. Periodic operating reports & relalotl corroapondonco 

”w/IS 01 Porsonnol Monllodng nnpi.rinal E,„( ol Yr Ropt lo: 108? 

'Mormon! Yankee Nuclonr Powoi Corp fl// 12/31 DErKinilREa 

’ mT' w/oeoam "r' * ''' "‘'P' <« 

87/12/01 RUSSL-U,V/T 

° Semiannual Rppi (or Thlid 8 To, nth Ouar 

CAPSTICK H W fcS ''"'I?®’ '^'“8 'Of " W/eo0229 Hr 

44575 082’^'^ Vormont Yankoo Nuclear Powor Corp 07/IP/31 I03pp 445/4 340 

®®CApS^^CK'n5?''d?®P^ W/8B0301 |(r 

44641 240' ^ ^ ^‘Jcloar Power Corp 07/12/31 lOpp 44041231 


“WALUN G a“ Mllnffitt 'T I”!! '0®8 W/0003 10 
44%22M44Vo2T3" ^ ’’ 


Power Corp 88/02/23 epp 


s Reporlabte occurroncos. LERs t related oorroapondoneo 
°*Silot°VoP”teMtang°®f?owOn®®OM 9 n'H'?‘' sve walor olllueni railaKY, 

reevaluated Caused b^y^ZcodurardflSn J ^ 

Itf procoourai deficiency Oporallng procoduros revised W/efl031 1 

44771^06^!^''^^’ Vermoni Yankoo Nuclear Powor Corp 88/03/11 4pp 44771056 

T Hearing transcripts on non-anlltrust matters 

tionat rieed'^'^t^ociated^^^w/S^*'^^^ RockvIllG.MD ro remaining mforma 

atl0ndees.lranscfipinidO8Qj!d^^^^^ proposed spent fuel expansion List cl 

44501 165 4450^^3 fo^ Directoralo 1-3 88/02/16 Project Dirocloralo f2 42pp 

Rockvillo.MD ro spent fuel capacity ai 

a ely and Licensing Board Panol 88/02/09 I15pp 44501 106.44681 310 
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V. Operator Examinations 

68031^0007 Forwards Exam Repl 50 271/88 01OL administered to employee applying 
for licenses during wk of 600) 18 

GALLO.RM Region 1. Ofc of the Director 88/03/03 MURPHY, WP Vorrnont 
Yankee Nuclear Power Cofp 2pp 44712 298 44713,010 

-8803140009 Exam Rept 50 271/88 01 OL on 880)19 20 Exam results all reactor oper^ 
a tor candidates passed exams 

LUMB.T , LANGE, DJ Region 1. Ofc of the Director 88/02/29 7)pp 447)2300- 
44713 010 


'8603210513 "Atlantic Energy 19B7 Annual Rept " 

FEEHAN.JD Atlantic City El eclnc Co 87/12/31 54pp 44865 204-44065 251 


J Insurance & Indemnity Information 


8803170319 Forwards Endorsements 1-2 to NELIA Cerlilicate NW-lfl7. Endorsements 
1 2 to MAELU Certificato MW 202.Endorsemonis 1 3 to NELIA Corhficato NW-78 & 
Endorsements 1 3 to MAELU Certificate MW-10 

O'CONNOR.DJ Marsh & McLennan. Inc 88/03/09 DINITZ.I Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1) 137pp 44726 001 44726 142 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

6603290257 FOIA request for documonls re 10CFR50,App fl insps & enforcements 
JONES.CR Aid liation Not Assigned 88/02/01 6RIMSLEY.DH NRG No Detailed 
Affiliation Given 2pp 44892 351 44892 352 


8803310013 Forwards fislod endofsoments to listed policies. includinoEndorsemenl 102 
to MAELU Policy MF'26.Endors0nnent )23 to NELIA Policy NF 76. Endorsement 71 to 
MAELU Policy MF-56 & Endorsomont 80 to NELIA Policy NF-IBO 
O’CONNOR.DJ Marsh & McLennan, Inc 88/03/22 DINITZ.f Oflice of Nuclear Re- 
actor Regulation, Director (Post 87041 1) 53pp 4491 B 099 44018 151 


P. Oporallng license stage documents A correspondence 


6603020166 Revised Artificial Island emergency plan impfomenlmg procedures.including 
Rev t to EPtP 401, "Emergency Response Manager - Response,'' Rev 2 lo EPIP 
601, "Radiological Support Manager Rosponso" & Rev 3 to EPIP, '‘Radiological 
OqsQ 

BUPGIN.D Public Service Electric & Gas Co of Now Jersey 80/02/26 133pp 
44595 113 44595 245 


6603020169 Rev 2 to Emergency Plan Implemenlmg Procedure Section 3, ‘’Emergercy 
Organisation " 

bJbGIN.O . ADAMS, C , JOHNSON, W,S. Public Service Etociric & Gas Co of Now 
Jersey 88/02/26 48pp 44500 244 44590 291 


8803020191 Revised Artificial Island emergency plan Implementing procedures, [rrcluding 
Rev 2 lo EPIP 001, "Company Spokosperson/Technica! Advisor Rosponso" & Rev 1 
lo EPIP 805, "Emergency Nows Clr Manager " 

BURGIN.O Public Service Electric & Gas Co of New Jersey DG/02/26 15pp 
44594 106 44594 120 


8803 070 163 Revised omcrgency plan implementing procedures, including Rev 3 to EPIP 
102S, "Alert " Rev 3 lo ^IP )03S,"Siie Area Emergency " Rov 3 lo EPIP 202S, "Op 
eralions Support Clr (OSC) Activation & Operations" & Rov 3 to EPIP 204S 
* Public Service Electric 8 Gas Co of New Jersey 08/02/26 142pp 44641 241* 
44642 022 


8803090101 Rov 5 to Emergency Plan Implemonling Procedure EPIP-1013, "Emergency 
Response Personnel Tofephone List " 

• Public Servica Electric & Gas Co of New Jersey 86/02/26 26pp 44678 227 
44676-253 


6803090109 Rev 4 lo Artificol Island Emergency Plan Security Rosponso EPIP 001, 
"Opening of Technical Support Ctr." 

aURGIN,D Public Service Electric & Gas Co of Now Jersey 88/02/26 IQpp 
446 6 7 050 44667 067 


8803140211 Rov 17 lo "Event Classification Guide." 

* Public Service Co of Colorado 88/02/26 120pp 44712 081*44712 267 


8B0301D349 Rev 1 to Notification of Licensee Meeting 87 041 on B70424 w/util In King 
of Prussia, PA to discuss planned engineering dept changes 

NORRHOLM.LJ Region t, Ofc of Ifie Director 87/04/02 Region 1, Ofc of tho Diroc 
tor 2pp 44551 114 44561 115 

8602290273 Notification of Licensee Meoling 87 too on 870729 w/util m Hancocks 
Bridge, NJ to discuss radiation prole ction program 

SWETLANO.PD Region 1, Ofc of ifto Director 87/07/23 Region 1. Ofc of the Direc- 
tor 2pp 44539 127 44530 120 

88 022504 06 Notification of Licensee Meeting 07 113 or^ 870929 w/util in King of 
Prussia, PA lo discuss sve water sys & boric acid corrosion on reactor vessel head 
SWETLAND.P Region 1, Ofc ol the Director 87/09/16 Region 1, Ofc of tho Director 
2pp 44S52 240 A4S51241 

6603010013 Notification of Llcenseo Mgl Meeting 87 134 on 871103 w/uDf to discuss 
onsito olectrical distribution sys - breaker coordination problem & recovery actions 
SWETLANO.P Region 1, Ofc of tho Director 87/10/30 Region 1. Ofc of lha Director 
2pp 44552 029 4 4552 0 30 

8002250195 Gonoric Lif 80-04 to all nonpower roaclor licensees ro distrrbulion of gems 
irradiated m research reactors Sve Ust end 

MIRAGLIA.FJ Associate Director for Projects (Post 87041 1) 88/02/23 Consolidated 
Edison Co, of Now York, fnc 1 tpp 44553 345 44553 355 

0603020294 Headquarters daily rent for 680225 

‘ Ofc of Special Projects 88/02/25 19pp 44566 030 44566 049 

0803040311 Forwards rov to App A of 870731 submittal re util ATWS miligation sys ac 
tualion circuilty (AMSACI resulling from 880125 tolcon w/ R Steven Rev specifically 
addresses NRC concorns re isolation devices on output side of AM5AG 
MILTENOERGER.S Public Sorvioo Electric & Gas Co of Now Jorsoy QB/02/26 Doc- 
ument Conlfol Branch (Documonf Control Desk) 7pp 44574 176 44574 182 


8603160104 Responds lo Unresolved Item 50 31 1/87-29 03 ro schedule for Implement 
ing comprehensive fire barrier penetration seal verification program Aclivities complot- 
ed under program staled Program for plant to bo complotod by end of 1909 
MILTENBtRGER,S Public Service Electric & Gas Co of Now Jorsoy 00/03/04 Doc- 
ument Control Branch {Document Control Dosk) 4pp 44703 1 1 1 44703 1 14 

8603240205 Notifies of IAEA decision to deselect facihty from subsidiary arrangement 
as provided for in Article 39(c) of US/IAEA Safoguarcls Agreement IAEA safeguards 
license conditions of DPR 70 torminaled as of 800317 

FISCHER, DC Prelect Directorate I 2 80/03/17 MCNEILL.CA Public Sorvico Efec* 
(rlc ^ Oas Co of New Jersey 3pp. 44808 353 44808 355. 

6603290164 Forwards Safeguards (nsp Repts 50-272/08 06,50 311/08 06 & 50 354/ 
aa 04 on 880201-05 No violations noted 

BELLAMY,RR Region 1, Ofc of the Oiroclor 80/03/22 MCNEILL.CA Public Service 
Electric & Gas Co of Now Jersey 2pp 44904 129 44904 137 

-8603290176 Partially withhold Physical Security Insp Repts 50-272/88 06,50-311/08- 
06 & 50-354/80 04 on 000201 05 (ref 10CFR73 21)No violations noted Major areas 
inspected procedures, security organization & mgt efiectivenoss 
flAILEY.nJ Region 1 , Ofc ofthe Director 80/03/18 7pp 44904 131-44304 137 


H. General correspondence 

8603220230 Forwards rev to sve list of util correspondence to incorporate changes In 
ulll mgl organization CA McNeill has resigned to accept position w/olhor util SE Mil 
lenboriier now has responsibility for all ulif nuclear operations 
PRESTON, BA Public Service Electric & Gas Co of New Jersey 00/03/14 Docu- 
ment Control Branch (Document Control Desk) 2pp 44003 359 44003 360, 


8603160104 Responds lo Unresolved Item 50 311/87 20 03 ro schedule for implement- 
inn comprehensive fire) barrier penolrallon seal verification program Act ivilios complel 
ed under nrogram stated Program for plant to bo complotod by end ol 1DG9 
MILTENBERGER^S Public Service Electric 8 Gas Co of Now Jersey 00/03/04 Doc 
timonl Conlrol Branch (Oocumonl Control Dosk) 4pp 44703 1 1 1 -44703 1 1 4 

8003220304 Genetic Hr 80 05 lo olf (iconsoos of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon sloeJ roaclor pressure hourdary components 
in PWR plants Sve list end 

M)RAGLIA,F, Assoclalo Diroclor for Projects (Post 8704)1) 88/03/17 Consolidaled 
Edison Co of New York. Inc 43pp 44879 084 44879 126 


Q inspection reports, IE Bulletins & correspondence 

8803010029 Notification of Proinsp Meoling 88 004 on 880)27 w/util m Salom.NJ ro op 
orator roqualificatlon program ovaiuation 

SWETLANO.P Rogion 1, Ofc of tho Director 88/01/12 Region 1,Ofc ol the Diroclor 
2pp 44 55V 149 44551 150 

8803290257 FOIAroquost for documonls re lOCFRSO.App R insps & onforcemonls 
JONES, C,n Affiliation Not Assigned 88/02/01 GRIMSLEY.DH NRC - No Dolailcd 
Affiliation Given 2pp 44692 351-44802 352 

B603040091 Forwards Insp Ropls 50 272/08 02 & 50 311/88 02 on 0BO1O4 07 No vio 
lotions noted NRC understands that several add! items identified will be addressed in 
special rept following resufls of analyses performed on 13SW20 valve 
I^NE.W.Fh Region 1, Ofc of the Diroclor 80/02/26 MlLTENaERGER.S Public Serv 
ice Electric A das Co of New Jersey 2pp 4457 1*2 12-44571 243 


I. Financial Information 

6603210492 Forwards 1967 annual rept for each owner & summary of owner projected 
fnleriial cash flow slalements showing 1987 Actual & 1900 Projcclod w/oxpfanation of 
significant variations 

MTLTEN BERGER, S Public Service Electric & Gas Co ol New Jersey 80/03/15 Doc- 
ument Control Branch (Document Control Desk) Opp, 44865 040 44065 251 

-6 8032 10500 "Philadelphia Electric Co Annual Repl,1907." 

EVERETT.JL Philadelphia Electric Co 87/12/31 40pp 44904 042 44904*089 

-680321 0505 "Delmarva 1987 Annual Rept " 

CURTIS, N Delmarva Power & Light Co 87/12/31 S6pp 44866094-44865.147 

-6803210509 "Public Sve Enterprise Group Inc 1907 Annual Rept" 

FERLAND.EJ Public Service Enlerprfse Group 07/12/31 40pp 44066 148 
44B65 203 


-8603040097 Insp Ropts 60 272/88 02 & 50-3)1/00 02 on 080104-07 No violations 
noted Major areas fnspacted operations, mainl, survelllanco & onginoonng 
support Spoclal rept to bo submitted lo NRC when results of failed I3SW20 available 
KELLY.EM, SWETLAND.P D Region 1, Ofc of the Director 80/02/11 30pp 
44571 214-44571 243 

8602230035 NRC fnfo Notice 88 006, "Foreign Objects in Steam Generators " Sve list 
encf 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 88/02/29 
Consolidated Edison Co of Now York, Inc 1 18pp 44554:253-44555 009 

8603170221 Forwards Safely Insp Repl 50-272/87-38 on 871221-23 No violations 
noted Concern raised ro avaifabllily of containment fan cooler units as consequenco 
of units tripping during containment iniergrated leak rale test 

JOHNSTON.WV Region 1, Ofc of tho Diroclor 88/02/29 MCNEILL.CA Public Sorv 
ice Elecfnc & Gas Co of New Jersey 2pp 44710 317 44710 327. 
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.'8003170^32 [nsp Rept 50 272^87*38 on B7l22l23No vdolations or dQVialiOftS 
rolfcdOfio unrcsoti^ed itemr noted Wajor areas mspocled cortamment integrated leak 
ralo testing & pretimmafv rosulls cvaloalian & test prerequisites 
MLfRPHy.K G. EAPEN.P K Region 1. Ofc of ihe 0.reclor 00/02/26 9pp -14710319 
44710 32? 

0803150327 Ack receipt of 0BO>O8 ttr mfornning IJRC of sieps taken to correct violalrons 
noted in fnsp Repts 50 272/87'30 A 50 31 iy87'3l 

BElLAWY.RFt Reg on I, Ofc oM he Director 68/03/03 MCNEIU.CA Public Service 
Electric & Gas Co of New Jerso/ 2pj> 44728 040 44729047 

B0O316O1O4 Responds to Unresolwcd Item 50 31 Wfi7 29 03 re schedule for implement 
ing comprehensive lue barrier ponetration seal venJrcalion program Activities complet 
eel under program staled Program lor plant to bo completed b/ end ol 1 989 
WILTEMBERGER S PuDIic Service El&ctrrc & Gas Co of Ne/v Jersey 08/03701 Doc 
LTinenl Control Branch (Oocumenl Control Desk) 4pp 44703 1 1 1 44703 1 14 

5803020036 NRC Info Notice 35 007, 'Nrad^erlent Transfer ol Licensed Mail to Uncon- 
trolled Locations " Sve list enU 

CUNNJNGHAW,R 6 Division of Industrial A Medical Nuclear Safely (Post 870729) 
85703/07 Consolidated Edison Co ol Now Yo/K, Inc 12pp 44673 001 44673 012 

8003150000 Forwards Safety Insp Ropis 50 272/8B 03 & 50 311700-03 on 880101- 
0215 No violations noted 

WENZINGER,EC Regiorj 1. Ole of Iho Director 80703/07 UILTEN0ERGER.S 
Public Service Electric A Gas Co of New Jersey 2pp 44715 176 44715232 

• 6603150007 InSp Repts 50 272/08 03 A 50 31 1/80 03 on. 880101*0215 No violations 
noted Maior areas inspected mam t A surveillance, review of special replSidrug 
testing, assurance ol quality followup to reactor vessel head leaks 
SWETLAND.PD Regron 1. Ofc ot the Director 00/03/01 56pp 44715 178 
44715 232 

6003040062 NRC Bulletin 88 003, "Inadequate Latch Engagement in HFA Type Latch 
mo Relay Wig by GE " Sve list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York Inc 126op 44673 192 44673 319 

8803080148 NRC Info Notice 08 008. ‘'Chemical Reactions W/Radwasto Solidification 
Agents ” Sve ftst ercl 

ROSSI.CC Division of OperalionaJ Everts Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253-44773 012 

8803140284 NRC Info Notice 83 009, "Redtrced Rehabijily of Stearn Driven Autiliary 
Feedwater Pumps Caused by Instability of Woodward Pu-PL Type Governors" Sve 
li&t end 

ROSSI, CE Division of Operational Events Assessment (Pest 670111) 08/03/18 
Consolidated Edison Co of New fork, Inc I21pp 44B57 050-44857*1 78 

0802240326 Notifros that ulil 671009 response to NRC Gulfetini 07 001 being used lo 
doterrhine extent of industry pahicipalion A implemantalien of erosion/corrosion insp 
programs A to obtain data on observed pipe well thining 

FJSCHER,DC Proiect Direcloralo 12 88/03/18 MCNEILL, C A Public Service Elec 
Inc & Gas Co ol New Jersey 3pp 44652 112 44652 114 

6803290164 For\var-d's Safeguards fnsp Repis 50'272/68 06,50 31 1/88 06 A 50-354/ 
68 04 on 080201-05 No viofalions noted 

BELLAMY.RR Region 1 . Ofc of ihD Direclor 89/03/22 MCNEILL, C A Public Service 
Electric A Gas Co of New Jersey 2pp 44904 129 44904 137 

*8603296 176 ParliaHy withheld Physical Security Insp Repts 50*272/66 06,50 311/08* 
06 A 50 354/88 04 on 8B0201 05 (ref 10CFR73 21) No violations r>oted Major areas 
inspected pr'aceduros,secunty organization A mgl effectiveness 
BA1LEV.R J Region 1. Ofc oMhe Director B9/03/19 7pp 44904 131 44904 137 


R. Perfodlc operating reports & related correspondence 

0803299247 ‘'Personnel Exposure A Monitoring Rcpl lor Exposure Yr 1987" W/000323 
Itf 

MILTENBERGEB S Public Service Efectnc A Gas Co of Now Jersey 67/12/31 3pp 
44904 071 44904 073 

8603030214 Forwards semiannual radioactive elfiuenl release Ropi RERR;23 for Jul* 
Dec 1907 

MILTEN0ERGER.S Public Service Electric A Gas Co of New Jersey 89/02/25 Doc* 
umoni Control Branch (Do tumeni Control Desk) 2pp 44565216 44565271 

-8803039216 Semiannual radioactive eKfuenl release rept for Ju! Dec 1987 
' Public Service Electric A Gas Co of New Jersey SGSRERR23 87/12/31 54pp 
44665 218 44565 271 

8803070155 Forwards annual repts containing tabufalions on annual basis of number of 
station, uld A other personnel receiving exposures greater than 100 mrem/yr A associ 
ated exposures according to job funulions for unit, per Tech Spec 6 915 
MirrENBERGER,S Public Service Efectnc A Gas Co of New Jersey 69/02/26 Dec 
umert Conlrol Branch (Document Control Desk) 2pp 44600 002-44600 013 

-8803070162 "Std Formal for Reporting Number of Personnel A Man-Mrem by Work A 
Job Function for 196? " W/undated itr 

‘ Public Service Efoctric A Gas Co oi New Jersey 87/12/31 12pp 44600004* 
446000)3 

6B032104S2 Monlhly operating repi tor Feb 1968W/8Ba311 llr 
WHITE.P, ZUPKO.JM, RONAFALVY.J Public Service Eleciric A Gas Co of Now 
Jersey 89/02/29 Upp 44803 063 44803-090 


S* Reportable occurreniCQa, LERs & rolaled cerrospondence 

8603160315 PNOI 88 027 on 880307, ulil announced election of JF Paouelie as prosi 
dent A chief operaling oKicer A dareclor of company A CA McNeill as execulive vice 
p/osidenl effocliva on 880314 

LlNVlLLEiJ, WENZINGER.E Region 1, Ofc of (he Oireclor 60/63/07 1p 44716 213- 
44716 213 


8903160418 LER 80-001-00 on 88021 1,diesel generator day tanks found not properly 
anchored to supportrng steel fouridalion Cause not determined Tanks weld anchored 
to wide flange steel beam foundation on 6S0212 W/a0O3D9 Hr 
POLLACK.M J , ZUPKO,J M Public Service Eleciric A Gas Co of New Jersey 66/63/ 
09 4pp 44726 263-44726 266 

8803240393 Discusses 880315 Operating Reactors Events Mooting 86 11 List tiP 
allendGes.evonls discussed A labufalion ol long-term followup assignments dola'ledin 
ends 

LANNING.W Events Assessment Branch 08/03/15 ROSSI, CE Division ol Op^r 
fltioral Events Assessment (Post 87041 1) l7pp 44890 284 44890 300 

8603220450 LER 08-002 00 on 8802t8,conlrol room indication Idonlilied lo regsttv 
approx 5 F above wide range RCS indication Caused by mfg not idanlifying compo- 
nenl design mod in specs W/88()316 Itr 

POLLACK.M J. ZUPKO.J M Public Service Electric A Gas Co of Now Jersey 8a/0Jr 
16 5pp 44609 035 44609 039 

8803230073 LER 68 0-03 00 on 860224, reactor trip occurred on (else irtlcrmedraCo rang^ 
high flux signal Caused by personnel error Mainl mat completed review of circum 
stances swrroundingovent Individual counseled W/880316 Itr 
POLLACK.M J, ZUPKO.JM Public Service Electric A Gas Co of New Jersey 88/03/ 
16 4pp 44844 280-44844 291 

8803290270 LER 60 004 OO on 880222.change from Mode 3 to Mode 2 conduclod n/ 
containment hydrogen analyzer technically inoporablo due to missed environ quaUira 
tion su/verlfanco Caused by inoffeclivo aaminislrativo control W/880322 Itr 
POLLACK.M J . ZUPKO.J M Public Service Electric A Gas Co of New Jersey 88/03' 
22 5pp 44903 263 44903 273 


V, Operator Examinations 


6803910029 NobficaUon of Prcinsp Meeting 00 004 on 860127 w/ulil in Salem, NJ rc cp 
erator requalificalion program evaluation 

SWETLAND.P Region 1. Ofc of Iho Director 86/01/12 Region 1, Ofc of Ihe Director 
2pp 44551 149 44551 150 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


ft. Periodic operating reports A related correspondence 


8803160031 '‘USGS TRIGA Reactor Annual Ropl.19D7 “ W/8B0310 Itr 
RUSLING.DH Interior. Dspl of. Geological Survey 87/12/31 7pp 4473(012 
44731 048 


DOCKET 80*275 QJABLO CANVOM NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency A fire prolectlon plans 

0803080101 Forwards Insp Repts 50 275/87 44 A 50*323/67-45 on 67 1220' 000130 8 
rqolicc of violation Three areas of concern Idenlifiod Including 800100 reactor Icip A 
several examples of Inadequate configuralion conlrols 

ZIMMERMAFTr P Rogion 5, Ofc of the Director 88/02/1/ SHiFFER,J 0 Pacific Gas 
A Eleclrrc Co 3pp 44622 1 15 44622 133 

•*8803089112 Nolice of violation from Insp on 871220 880130 Violation nolodon 
889107 Visitor Inside protected area of administration bldg cafolerra became scpjrat 
cd from assigned escort 

ZIMMERMAN.RP Region 5. Ofc of Iho Dtreclor 86/02/17 2pp 44522 118 
44622119 

-8803080119 Insp Repts 50 275/87 44 A 50 323/87 45 on 071220 660100 Viola Irons 
notod Major areas inspected plant operations, mamt A surveillance actrviCies,follOMUp 
of onsite events, open ilems.radiofogJcal conlrols, physical securily A LERs 
PADOVAN,LM. JOHNSTON.KE, fecONCA.M M Region 5, Ofc of the Director 
88/02/17 14pp 44622 t 20 44622 133 

8003028953 Forwards oxerciso repts for 870923 & 1028 exercises of offsile radiologrcal 
omeroency preparedness plans 

KRIMM.RW, Federal Emorgency Management Aoency 08/02/22 CONGEL.FJ Ojvl 
S ion of Racfralion Protection & Emorgency Preparedness (Post 870411) Ip 
44589 169 44509 234. 

*■0803020055 ‘'Slate of CA Ingestion Pathway Zone Exorcise Evaluation Rept" 

* Federal Emergency Mar^agemenl Agency 88/02/22 29pp 44589 160 44589 1&B 

-8803029057 “Radiological Emergency Preparedness Offsite Jurisdiction Exorcise Rept 
of Evaluation Fmdings al OiabJo uanyon Power Plant " 

* Foderel Emergency Management Agency 88/02/22 46pp 44560 189 44559 234 

6803220462 Requests confjnnatidn that 880024 acceptable for facility oxerciso per dis 
cussl-ons between representaUvas of west coast utils & State of CA 
SNIFFER, JD Pacific Gas & Electric Co 08/02/29 MARTIN, J B Region 5. Ofc of the 
Director tp 44709 132-44789 133 

**8803220468 Informs of no obieclions to dale intended to conduct 1088 emergency 
reparednoss exercise Dale acceptable 

ISH.fl F Regiort 5. Ofc of the Director 68/03/17. SHIFFER.JO Pacific Gas 8 Elec- 
tric Co Ip 44783 183 44709 133 

0003100072 Forwards Rov 16 to physical security plan Rev withheld 
$HfFFEH,J D Pacilrc Gas & Eleciric Co 88/03/04. Document Conlrol Branch (Oocu* 
menl Control Desk) Ip 44681 173 44681:173 

8803140146 Forwards response to violalions noted in Insp Repts 50*276/87-44 S 50- 
323/87 45 Response wilhheJd (ret 10CFR73 21 ) 

SNIFFER .J D Pacific Gas & Electric Co 88/03/10 Document Conlrol Branch (Oocu 
ment Conlrol Desk) Ip 44705 265 44705 265 
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G. Adjudicatory correspondence 

8803160147 Forwards Siorra Club SarUa Lucia Chapter, San Luis Obispo Mother for 
Peace & Mothers (or Peace request (or hearmo on proposed amend to License DPR 
80 fo fong term seismic program Served on 88031 1 

CHIIK.SD Office of the Secretary of the Commission j^188 5816 80/03/04 
COTTER, B P Atomic Safety and Licensing Board Panel lipp 44686 1 15 44686 125 

8003160071 Establishment of ASLBP ' Board being established in proceeding to rule on 
petitions (or leave to inten/one &/or requests for hearing on proposed amend to 
revise License OPR 80 re long term seismic program Served on 8803 1 1 
COTTER BP Atomic Safety and Licensing Board Panel //1 08 5015 88/03/09 2pp 
44667 030*44687 031 

8803160087 Memorandum & order (providing for answers to petition lor leave lo inter 
vone) ' Exam of Sierra Club paper convinces Board that club seeks only to avail of 
right to comment & not to intervene in any hearing Served on 880314 
SMITH, I W Atomic Safety and Licensing Board Panel //188 5017 00/03/1 1 Sierra 
Club 3pp 44687 196 44687 198 

6603290072 Advises that lime (or Commission to review NASLAP decision (ALAB 880} 
expired Commission declined review Decision became final agency action on 
880318 Served on 880323 ^ 

CHILK.S J Office of the Secretary of the Commission /fieO 5940 00/03/22 Office 
o1 the General Counsel Ip 44871 106 44871 106 


P. Operalfrig license stage documents & correspondence 


8B03010113 Forwards Amends 26 & 25 to Licenses DPR-OO & DPR 82, respectively & 
safety evaluation Amends clarify types of radioactivity analyses 8 lower limits of delec 
tion for gaseous effluonts from waste gas decay tanks 

TRAMWeLL,CM Project Directorate V 87/12/28 SHIFFER.J P Pacific Gas & Efec* 
trie Co 3pp 44540 2&6 44540 265 


-8803010117 Amends 26 & 25 lo Licenses DPR-80 & DPR 02, respectively, clarifying 
types of radioactivity analyses & lower limits of detection (or gaseous offiuenls from 
waste gas decay tanks, containment purge & steam generator blowdown lank vent 
KNIQHTON.GW Project Directorate V 87/12/28 5pp 44540 250 44540 263 


8603010121 Safely evaluation supporting Amends 26 & 25 to Licenses DPR 00 8 
DPR-Q2, respectively _ 

* Office or Niicloar Reactor Regulalion, Director (Post 870411) 87/12/20 2pp 
44540 264 44540 265 


8803300058 Correcled Itr forwarding Amends 26 & 25 lo Llcensos DPR-80 & DPR* 
02Tespoc lively & safety evaluation Amends clarify typos of rndlonclivily analyses & 
lower limils of detection for gaseous effluents from waste gas decay tanks 
TRAMMELL.C.W Pfoiocl Dirocloralo V 87/12/20 SHIFFER,JO Pacific Gas & Elec* 
trie Co 3pp 44908 001*44908 011 

-0603300062 Corroded Amends 26 & 25 lo Licenses DPR GO & DPR 82. 
respectively Amends clarify types of radioactivity analyses & lower limits of doloclion 
for gaseous offi uonts from waste gas decay tanks, plant vent & containmoni purge 
KNIGHTON, GW Project Direclorale V 87/12/28 6pp 44008 004 44908 009 

-B 6033000 66 Safely evaluation supporting Amends 26 & 25 to Llcensos DPR 00 
DPR-G2, respectively 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 07/12/20 2pp 
44900 010 44008 011 


8803240225 FOIA request for records re 1975 NRC seismic design audit of facility 
SHOLLY.SG MHB Technical Associates 80/01/07 GRIMSLEY.DH Division of 
Rules & Records (Post 070413) 2pp 44651 099 44861 100 


8B03040114 FOIA request for computer printout of central files accession list for plant 
from 1980 to present 

WEISSMAN.S California. State of 80/02/00 GRIMSLEY.DH Division of Rules & 
Records (Post 870413) Ip 44502 005 44502 005 

8803070045 FOIA request for documents ro NRC 750310 summary of ACRS subcom- 
mUlaa meoling on 760218 10 

STEWART.M.t Pacific Gas & Efectnc Co 80/02/10 NRC No Dolailod! Affiliation 
Given 4pp 44607 153 44607 156 

8B0 2250 195 Gonoric Llr 88 04 to all nonpowor roactor ticonsoos re distribution of goms 
Irradiated In research reactors Sve list end 

MIRAQLIA.FJ Associate Director for Projects (Post 070411) 00/02/23 Consolidated 
Edison Co of Now York, fnc lipp 44553 345 44553 355 

6B0 3040 134 Final response to FOIA request forwarding two printouts of contral files 
documents from 1900 to present W/o end, 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 08/03/01 

WEISSMAN.S Cafifornla, Slate of Ip 44502 006 44502 006 

8803080312 Forwards addi info on ATWS mitigation sys actuation circuitry, per 871215 
request 

SHIFFER.J D Pacific Gas & Electric Co 80/03/02 Oocumont Control Branch (Docu- 
ment Control Desk). I5pp 44656 004-44656 018 


SB031 40025 Forwards safely evatuatton concluding HlHi bolt attegatfons rosolvod w/two 
Gxcop lions Add! info demonstrating bolt Installation & downgraded boll holding 
strength requested within 60 days of llr receipt. 

ROOaH Prolect Directorate V 88/03/06 SHIFFER.J D Pacific Gas & Electric Co 
3pp 44673 327-44670 332 


-8603140032 Safely evaluation conefuding that allegalions re Hilli bolt issue resolved 
except for confirmation of boll Installation S review of Info Notice 06 014 
* Assistant Director for Region til & Region V Reactors 80/03/08 3pp 44673 330* 
44673332 


8803160323 Forwards facility Cycle 3 radial peaking factor (imil rept Startup scheduled 
for May 1 988, 

SHIFFER.J D Padlic Gas & Electric Co 88/03/08 Document Control Branch (Docu- 
ment Control Desk) 3pp 44697*049 44697 051 


88031 S0240 Forward detailed comments of NRC consultants on presentations made by 
PG&E at Q71 104-06 workshop on soil structure interaction as pari of long term seis 
mic program 

ROOD.H Project Directorate V Dfi/03/09 SHIFFER.J D Pacific Gas A Electric Co 
3pp 44689 336 44 6 99 353 

-0803150246 Summarizes NRC/PG&E 871104 06 workshop re long term seismic pro 
grarrv soil structure interaction (SSI) Generally agrees w/commenls made by SSi panel 
re analysis methodologies & results of analysis presented by licensee BNL comments 
end 

BAGCHI.G Structural & Geosciences Branch 80/02/23 ROOD.H Project Directorate 
V 2pp 44669 339-44609 353 

-6003150250 Forwards supplemenlary comments from Professor AS Velolsos & resiib 
m4s Itr ropts prepared by individuat independent soil siruclure interaclion pnnol mom 
bers fo presentations made by PG&E long term seismic program projocl team on 
87 1104-06 

REICH.HM Brookhavon National Laboratory 08/01/26 PICHUMANI.R NRC No 
Detailed Affiliation Given I2pp 44689 342 44669 353 

0803160227 Forwards "Long-Term Soismic Program Diablo Canyon PRA " Info consists 
of {Iraft sections of PRA documentation Purpose is to illuslralo methodology & ap 
proflch used & not to present numerical values PRA continuing & numeric vaTuos may 
chang^Q 

SHIFFER.J 0 Pacific Gas a Electric Co 86/03/14 Document Control Branch (Docu 
ment Control Desk) Ip 44739 320 44746 335 

-8003160 246 "Long Term Soismtc Program Diabfo Canyon PRA'* 

* Pacific Gas & Efectnc Co 88/03/14 2.500pp 44739 022 44746 335 

8803210497 Notilies of 080328 30 mootings w/PG&E in Avila, CA lo conduct plant walk- 
clown for PRA review long-term seismic program 

ROOD.H Pfoioct Directorate V 08/03/16 KNIQHTON.GW PfO|GCl Directorate V 
6pp 44760 116 44760 121 

0803220364 Generic Llr 80 05 to all Itconsoes of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor prossuro boundary compononts 
in PWR plants Sve list end 

MIHAGLIA.F Associato Director for Projects (Post 070411) 60/03/17 Consolidaled 
Edison Co of New York, tnc 4app 44079 004 44879 126 

8003240203 Final response lo FOIA request for documents ro 1975 NRC siosmic 
design audit of facility Forwards App A documents Documents also available in PDH 
GRIMSLEY.DH Division of RuIqs & Records (Post 670413) 88/03/17 SHOLLY.SG 
MH0 Technical Associates 2pp 44851 109 44051 164 


’8803249295 Notifies of 750425 meeting ro plant seismic design adequacy audit 
SHAO.UC Division ol Technical Review {NRn-1975 only) 75/04/10 KNIGHT J . 
JENG.D Division of Technical Rovjow (NRR-1975 only) Ip 44851 111 44051 lit 


-8003240307 PfovicJos list of electric equipment iloms ctioson (or soismtc audit & 
formal of audit Roquosts transmi banco of info lo PG&E 

KNIGHT.J P Division of Technical Review (NRfl 1075 only) 75/04/23 ALLISON, D P 
Division of Roactor Licensing (NRR'1975 only) Ip 44051 112 44051 160 


-8803240311 Nolificalion of 75042B 0502 mooting w/util & Wostinghouso in San 
Francisco.CA lo roviow util seismic design 

AILISON.DP Division of Roacter Licensing (NRn*l975 only) 75/04/21 PARR.OD 
Division of Roactor Licensing (NRn-1975 only) 4pp 44051 161-44851 164 


880330023 8 Forwards aummory of ACRS subcommiltoo mooting hold on 8B0223 24 in 
San Francisco ro long term soismtc program 

ROOD.H PfO)ocl DircctoralG V 66/03/23 Pacific Gas & Efectnc Co 5pp 44904 356 
44905 001 


- 0803300246 Summary of ACRS Siibcornmittoo on Diablo Car;yon Nuclear Power Plant 
060 223'24 meetings irr San Francisco, CA ro status of plant seismic reovafuation pro 

BaGCHI.G Structural & Geosciences Branch 88/03/09 SHAO.LC Division ol Engi 
neering & Systems Technology (Post 870411) Ip 44005 001 44905 001 

0803300299 Forwards NRC 880308 Itr to util transmitting safely ovaluelion & request for 
add! info re Hilli boll issue ^ .... 

ROOD.H Project Direclorale V 88/03/23 MEAGHER.C Affiliation Not Assigned Ip 
44906 062-44006 066 


0603300227 Advises that NRC completed review ol ulil 870302 roquosl for authonzalion 
lo use ASME Coda Caso N 356 for application at facility Code case accoplabto & may 
be used at plant Caso code should be documented fn Insen/ico insp program plan 
ROOD.H Pro ocl Oiroctorato V 86/03/24 SHIFFER.J D Paciltc Gas & Elociric Co 
3pp 44904 353 44904 355 

8003300040 Forwards addI info ro LAR 68 01, "RHR Sys Flowrate Reduction for RCS 
Parlial Drain Oporattons,'* par 880311 request 

SHIFFER.J D PacifiG Gas & Electric Co 88/03/25 Document Conlro! Branch (Docu 
monl Control Dos k) 5pp 44001 001 44001085 


Q. Inspection reports, IE Dulleirns & correspondence 

88030B0101 Forwards Insp Repls 50-275/07 44 & 50 323/87-45 on 671220- 800130 & 
notice of viofation Three areas of concern idonlified Including 080108 reactor trip & 
several examples of inadequate configuration controls 

ZIMMERMAffn P Region 5. Ole of the Director 08/02/17 SHIFFER.J D Pacific Gas 
& Electric Co 3pp 44622 1 1 5 44622 133 

-6003080112 Nolico of violation from insp on 071220 860130 Violalion noted on 
880107 visitor insido proleclerl area of administration bldg caloleiia became separal 
od from asaigned escort 

ZIMMERMAN.RP Region 5. Ofc of the Director 08/02/17 2pp 44622 118 
44622 119 
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aeoaOSOtlQ ln%f> Repts 50^275^87-44 & 50333/8? 45 on 871220 880130 Violations 
noledM^lor areas inspected plant cperations, maint & surveillance activities, followup 
of ensue events, open itGmi.radJologica! controls, physical security & LEHs 
PADOVAN L M, JOHNSTON.K E. WENDONCA.MM Region 5 Ofc of the Director 
08/02/17 14pp 44622 120 44622 133 


n Periodic operating reports & related correspondence 


8803070190 'Diablo Canyon Power Plant Semfannual Radioactive Effluent Release 
Rept.Jul Ogc 1387 " W/B80301 tU 

SHIPPER, J 0 Pacific Gas & Electric Co 87/12/31 81pp 44637 117 44637 m 


8802230035 NRC Info Notice 88 006, “Foreign Objocls in Steam GenGfalors’' Sve list 

flOSSt,CE Division of Oporamaf Events Assessment (Post Q704tt) 88/02/29 
Consolidated Edison Co, of New York, Inc 1 18pp 44554 253 44555 009 


0803210506 "flepl on Discharge Monitoring at Diablo Canyon Power PInnI DwirtO 
Month 0/ Feb 1968 ” W/8a0318 Itr 

TOWNSEND, JD Pacific Gas & Electric Co 88/02/29 LEONARD,W Califoirtin, Slate 
of 46pp 44004 225 44804 270 


8803020036 NRC Info Notice 88 007, ‘'rnadverlent Transfer of Licensed Mall to Uncon- 
Viofled Locations" Sve list erv:l 

CUNNINGHAM R E, Division of Industrial & Medical Nuclear Safely (PosI 870729) 
8B/03/07 Consolidated Edison Co of Now YorK, Inc I2pp 44673 001-44673 012 


6803230209 Monthly operating repia for Feb 1988 W/aS0315 Hr 
8EDESEW,P, MALONE,OD, TOWNSEND, J D Pacific Gas & Electric Co BO/OP/29 
9pp 44849 lea 44849 176 


6683220205 Responds la NRC Bulletin 88-001, "Defecls in Weslinghouse Circuit Break 
ers " PJanIs do nol have Weslinghouse Senes OS/DSL circuit breakers idenlified in 

SHIf'fER.JD Pacific Gas & Eleciric Co 88/03/07 Document Control flranch fDocu 
ment Control Oeik] 2pp 44S02087 44802 088 


8003040862 NRC aultetin 83 003, ‘ InadeQuate Latch Engagement in HFA Type Latch 


inn Relay Mfg by GE ” Sve ifSl end ^ ^ 

ROSSI.CE Division of Opdrahonal Events Assessment {Post 0704 11) 88/03/10 
Consolidated Edison Co of New York, (nc 128pp 44673 192 44673 319 


680321Q4S6 "Headquarters Daily Rapt for 800314 " 

* Radialton PfOteclion Branch 88/03/14 63pp 44759 351-44760 054 

8803300361 Forwards "Diablo Canyon Power Plant Long-Term Seismic Program Oiior 
torfy Progr^ess Repi 10," Nov 1907 - Jan 1088 

SHIFFER.J D Pacific Gas & Efeclnc Co 80/03/25 Documanl Control Branch fOocu 
rnenl Cont/ol Desk) t Ipp 44904 307 44004 317 


S. Raportabfo occurrences, LERs & related correspondence 


8003140146 Forwards response to violations noted in Insp Rep Is 50 275/87 44 8 50 
323/87 45 Response wAhheld (ref 10CFR7321) 

SHIPPER J D Pacific Gas & Eleclnc Co 88/03/10 Documanl Control Branch (Docu 
mem Corltrol Desk) ip 44705 265 44705 265 

8893290010 Forwards Insp Repis 50 275/88 04 8 50 323/88 03 on 880206 22 & notice 
of viQialion Addl mgl atlention required on procedure compliance & fulliljment of com 
milment to NRC 

PATE H J Region S, Ofc ol the Director 68/03/11 SHIPPER, J D Pacific Gas & Elec 
Inc Co 2pp 44903 337 44903 349 

-8003290012 Notice Of violalron from insp on 880208 22 Violations noled valve stroke 
time test frequency resumed w/o performance of correcKvo action & rel flow rate not 
established during routine surveillance test of contammenl spray pump 
PATE.n J Region 5, Ofc of the Director 88/03/11 2pp 44903 339 44903 340 

-6603290015 Insp Repts 50 275/88 04 & 50 323/60-03 on 8B0208 22 Vrolahons 
noled Major areas inspected inservico tesling of pumps & valves 
CLARK.C , RICHAROS.S Region 5, Ofc of Ihe Director 68/03/11 9pp 44903 341 
44903 349 

0803066148 NRC Info Notice 08 008. "Chemica} Reactions W/Radwaste Solidification 
Agents" Sve list end 

ROSSI C E Division of Operalional Events Assessment (Post 870411) 80/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253 44773 012 

8003230062 Requests add! info re utrl 880513,0902,1126,870303.0702 & 0914 ro 
sponses lo IE Bulleijn 85 003, "Motor Operated Valve Common Mode Failures During 
Plant Transients Due to Improper -Switch Settings" 

KIRSCKDF Region 5, Ofc ol the Director 88/03/15 SHIFFER.J D Pacific Gas & 
Eleciric Co 3pp 44696 328 4489a'330' 


8803070286 LER 87 009 01 on 870605, control room ventilation sys Inopor-abla ns do 
fined in Tech Spec Caused by control room door latch failure Latch on control room 
door repaired & control room ventilation returned to normal W/880302 Hr 
HliG.MT, SHIFFER,JG Pacilic Gas & Eleciric Co 88/03/02 5pp 44012 068 
44612072 

6803 11 0003 LER 66 005 00 on D0D2D3,comamment ventilation isolation actual ion signal 
occurred Caused by electronic noise Alarm reset. valves opened & oquipmenl voiif'Cd' 
operable Procedure revised & time delay circuitry change planned W/800293 hr 
MALONE.DD. SHIFFER.J Pacific Gas & Efoctric Co 88/03/04 5pp 44G79 0O1 
44679 005 

8803140388 LER 88 006 00 on 800209, fuel handling bldg ventilation sys & control room 
venlilation sys mode changes occurred Caused by tatiuro ol invorier Fflilod Iransform 
er returned lo vendor & Mainl Procedure E 65 lA revised W/880300 fir 
MALONE.DD. SHIFFER.J D Pacific Gas & Efeclnc Co 88/03/08 5pp 447 14 170 
44714 183 

6803240393 Discusses 880315 Operating Reactors Events Meeling 88 11 list cf 
attendees, events discussed & tabulalion of long term followup assignmonis dctailc-J m 
ends 

LANNING.W Events Assessment Branch 88/03/15 ROSSI.CE Division of Opci 
alional Events Assessment (Post 870411) I7pp 44690 284 44890 300 

8803220091 LER 88 007-00 oft 0802! 7, auxiliary bfdg.control room & containment vcAti 
lalion sys shiflerf lo engineering safeguards modoCausetf by nmsoniid 
error Individuafs counseled & memo restating requirements issued W/86031 7 Itr 
WILSON.SD. SHfFFER.JD Pacific Gas & Eleciric Co 88/03/17 6pp 44774.152 
44774 357 


0603140204 NRC fnlo Notice 88 009, "Reduced Roliabifily of Steam Driven Auxiliary 
Feedwaler Pumps Caused by Instability of Woodward p6pL Typo Governors" Sve 
list end 

ROSSLCE Division of Operational Events Assossmeni (Post 870411) 88/03/18 
Consolidated Edison Co of New York, fnc 12lpp 44857 058 44657 176 

8003220455 Forwards final repl of Vof 3 of EPRI NP-53ao. Visuat Weld Acceptance 
CriteriaTramino Manual for Inspectors of Structural Welds " & Vol 2 to EPflf NP 
5380, " Sampling Plan for Visual Roinsp of Welds " 

SHIFFER.J 0 Pacific Gas $ Electric Co 68/03/18 Document Control Branch (Docu 
men! Coni rol Desk) 3pp 44865 252 44665 347 

-8003220469 Fmal rept of Vol 3 to EPRI NP5380, "Visual Weld Acceptance 
Criteria Training Manual for Injectors of Struclurat Welds at Nuclear Power Plants 
Using Acceptance Criteria of NGIG 01 (Rev 1 to NCIG 03) " 

• Eleciric Power Research (nslituto ' Reedy Associates, Inc * Nuclear Conslruction 
Issues Group a7/09/30> 54pp 4486S 255 44865 308 

-8803220475 Final rep| of Vol 2 to EPRI NP536Q. "Visual Word Acceplance 
Crilerla Sampling PJan for Visual Roinsp of Welds (ftov 2 to NCIG 02) " 

* Electric Power Research Institute * Nuclear Construction Issues Group 87/09/30 
4 Ipp 44865 309-4486S 347 

86032900-Of Forwards response lo NRC Bulletin B8 002. "Rapidly Propagating Fatigue 
Cracks in Steam Generator Tubes " 

SHfFFER.J D. Pacific Gas & Electric Co 88/03/24 Document Control Branch (Docu- 
ment Control Desk) 54pp 44911 968 44911 121 

6803300227 Advises that NRC compfefed review of uiil 870302 roquesi for authorization 
lo use ASME Code Case N-356 for application at facility Code case acceptable & may 
be used at plant Case code should be decumenled in inservice insp program plan 
ROOD.H, P/ojecl Directorate V 06/03/24 SHirFERJD Pecifio Gas & Oectric Co 
3pp 44904 353 44904 355 

8603390332 Nolifies that further plant specific actions re NRC Bulletin 87001, “Thin- 
ning of Pipe Walls at Nuclear Power Plant, '' not required based on review of util 
670906 response 

ROOD.H Project Directorate V. 08/93/24 SH]FFER,JD Pacific Gas 5 Elcclrrc Co 
5pp 44906076-44906 080 

8003310162 Forwards response to Compliance Bulletin 87 002, "Fastener Tesling to 
Determine Conformance w/ Applicable Mali Specs," (toms 1-6 
SHIFFER.J D , LOCKE,R F Pacific Gas 8 Efeclnc Co 80/03/25 Document Control 
Branch (Documeni: Control Desk) llOpp 44917.001 44917:110 


T, Hearing transcripts on non antitrust matters 


8803030234 FOIA request for records of 831103 Commission meoling re plant 
HAMLIN, JB Shaw, Pittman, Polls & Trowbridge 87/00/21 NRC - No Dotailcd Aifil) 
alion Given 2pp 445S0 124-44558 125 

8803020061 Corrected transcript of ACRS 880223 meeting in Burlingomo.CA ro Oiatrlo 
Canyon tong term seismic program Pp 1-259 

* ACRS - Advisory Committee on Reactor Safeguards 88/02/23 502pp 44549001 

44550 142 

0003020070 Transcript of ACRS 800224 meeting In Burlingame, CA re Diablo Canyon 
long term seFsmJc program Pp 260 416 

* ACRS - Advisory Commillee on Reactor Safeguards 08/02/24 261pp 44550 H3 

44551 043 

0803030244 Responds lo FOIA request for transcript of 871103 meeting ro plant Eecf 
Iranscript partiaify withhoM per Exemption 10 of Govt Sunshine Act 
GRIMSLEV.DH Division of Rules & Records (Post 870413) 08/02/29 HAMLIN, J 15 
Shaw, Piltmanj Potts & Trowbridge Ip 4455B 126 44556 131 

-0803030263 Partially withheld transcript of 831103 closed meeting in Washing I on, DC 
ro hearing roquosis & lifting of suspension at plant 

* Commissioners 83/11/03 5pp 44558 127 44550 131 


DOCKET 60-276 AQN-201 


P, Operating license stage documents & correspondence 

8003280035 Requests deletion of all names in correspondence re rncldent rept boforo 
being placed in PDR Deletion may be achieved either by marking out name or lomov 
ino entire document , 

MACDONALDpP N Georgia Institute of Technology, Atlanta, GA 88/03/09 
FREDRICKSON.P Region 2, Ofc of the Director Ip. 44946 234-44945 234 

6803220263 Advises that federal funding unavailable for conversion of reactor fuel from 
high lo fow enrichment DOE has withdrawn offer lo initiate conversion because roac- 
tor operations may not be continued DOE 660304 Itr end 

KARAM.H A Georgia fnsWule of Technology, Atlanta, GA 88/03/15 Office of Nude 
&r Reactor Regulation, Director (Post 870411) 2pp, 44804,135 44804 136 
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DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATIOH, UNIT 2 
F Security, medical, emergency & fire protection plans 


Ba03020275 Forwards comments on NRC proposed NSHC respecting Tech Spec 
amends filod 

JRWIN.D P Hunton & Wdlioms IRWIN, 0 P Philadelphia Electric Co 06/02/10 NRC - 
^Jo Detailed Affiltation Given 2pp 44548 263 44546 307 


8803040039 Forwards Safety Insp Repts 50 277/60 01 & 50 278/8G01 on B8010I 
0205 S noUcQ of violation New item appears in repts covering subj of assurance of 

KA^^.W F Region 1. Ofc of the Director 08/02/26 KEMPER. JS Philadelphia Elec 
trie Co 2PP 44571 282 44571 319 

-8803040046 Insp Repts 50 277/80 01 & 50-278/80 01 on 880101 0205 Violation 
noted Major areas inspected operational safely, radiation protoclton,physlca1 
sec VI uW. control foom acUv^'es, licensee events & surveillance testing 
WILLIAMS, JH, LINVILLE.JC Region 1. Ofc of the Director 80/02/19 35pp 
44571 285 44571 319 

0803170022 Forwards Safeguards Insp Repts 50 277/88 03 & 50 278/80-03 on 
0801 19-22 No violations noted _ 

BELLAMY.RR Region 1. Ofc of the Director 80/03/04 GALLAGMER,JW Philadcl 
phia Electric Co 2pp 41711 173 44711 180 


-800302 0283 Cornments opposing pennon ot Commonwealth o1 PA to iniervene & to 
request hoaring in proceeding on proposed amends lo OLs Ulil concurs w/NRC that 
amends raiso NSHC Certificate of Sve end 

IRWIN.DP Philadelphia Electric Co IRWIN, DP Hunlon & Williams 68/02/08 Com- 
missioners 23pp 14518 285 44548 307 

8803070042 FOIA request for contracts among & between Pliifadorpbia Electric 
Co, PSE&G .Atlantic City Electric Co & Delmorva Power & Light Co ro plant mot by ulil 
KALODNER,PP Kalodner, PP 08/02/12 GRfMSlEY.O H NRC - No Dotaifed AffiJi- 
alion Given Ip 44G07 188-44607 108 

8803030008 Forwards Amends 127 & 130 to Licenses DPR-44 & OPR 56 & safely 
Gvalualion Amends mako changes to methods of verifying drywell suppression cham- 
ber vacuum broakor closure & include changes of adminislrativo nature 
MARTIN.RE Project Directorate I 2 88/02/18 BAUER.EG Philadelphia Electric Co 
3pp 14558 1 41 44550 164 


-8803170048 Physical Security Insp Ropls 50 277/80 03 S 50-278/80 03 on 080119- 
22 Major areas mspeclod followup on security program event repts, mgl 
effectivenoss, security organizaKon & program audil.lesting & maint, locks & keys 
BAILEY.RJ. LANCASTER.W K . KEIMIG.R R Region 1, Ofc of fho Director 68/02/ 
26 6pp 44711 175 44711 1B0 

8303220314 Forwards partially withheld 800226 response to NRC 000122 Hr re viola 
lions nolad in Insp Repts 50 277/07 37 & 50-278/87*37 Llr conlainod safeguards info 
amc<i deleted per J McKnighl 880303 roquesi 

GALLAGt-fER,JW Philadelphia Electric Co 80/03/11 MARTIN TT Region 1 , Ofc of 
the Director 1p 44004 194-44804 201 

-8803220318 Partially withheld response to NRC 080122 Itr ro violations noted m Insp 
Roots 50 277/67 37 & 50 278/07-37 (ref 10CrR2 790 & 73 21) Affidavit requesting 

Withholding end _ 

GALLAGHER,JW Philadelphia Electric Co 88/02/26 MARTIN.TT Region 1. Ofc of 
the DifQClor 5pp 44004 195 44804 201 


H General corrospondeoco 


-8 803030 014 Amends 127 & 130 lo Licenses DPR 44 & DPR 56,changing Tech Specs 
to incorporate changes lo methods of verifying drywell suppression chamber vacuum 
breaker closure & include changes of admlnislraiive nature 
BUTLER.W R Projecl Direclorato I 2 00/02/10 16pp 44558 144 44558 160 

-8803030020 Safety evaluation supporting Amends 127 & 130 <o Liconsos DPR-44 & 
DPR 56. respectively 

* Office OJ Nuclear Reactor Regulation, Director (Post 070411) 88/02/10 4pp 
44558 1 6 1 4 4 550 164 

8003020153 Forwards Amends 128 & 131 to Licenses DPR 44 & DPR-5S. rospectivoly 
& safely evaluation Amends change range specified for drywell temp indicalor & 
recorder, provide clarificalions for Tech Spec Table 3 2 F & correct error 
MARTIN.RE Project Directorate I 2 88/02/22 BAUER, EG Philadelphia Electric Co 
3pp 44553 307 44553 326 

-8B03020157 Amends 120 & 131 lo Licenses DPR 44 & DPR-56.rospoclivGly, changing 
range specified for drywell temp mclicator & recorder, providing claNhcallons for Tech 
Spec Table 3 2 F & correcung error in loble, 

BUTLER,Wn Project Drrocioralo 1-2 08/02/22 14pp 44553 310 44553 323 


8803140139 Forwards errata sheol lo 67092B submittal re NUREG-11SO. corrected 
pages & draft version of executive summary 

SPECTER, H New York Power Authority (formerly Power Aulhonly of tho Slate of Now 
York) 87/11/04 nYDER,C NRC - No Oelaled Affiliation Given 22pp 44669 001 
44671 150 

-8710210209 Comment opposing draff NUREG 1150, “Reactor Risk Ref Document “ 
Reduced tincerialnty in risk assessment found to bo significant w/rospoct lo NUREG 
1 150 NUREG also does not consider value of operator actions AddI commonlE» end 
8 RONS. J C Now York Power Authorily (formerly Power Authority of Iho Slate of Now 
York) 87/09/28 Rules & Procedures Branch 85Gpp 44669 023*44671 150 

8802260020 Forwards lisl of nitondoos & draft of slides used In 871120 prosenlnlion on 
proposed reorgar'iizalion 

GALLAGHER.JW Philadelphia Eloclnc Co 87/11/23 KANE.W Region 1, Ofc of the 
DiroclOf 32pp 44747 001-44747 032 

0803040127 Comment supporting proposed rule 10CFR62 ro omorgoncy access to low 
level radwasto disposal sites Believes proposed criteria well davclopod & will bo offoc 
live in malnlaininn control of amount of radwasto sent to sites 
KEMPER.J S Philadelphia Eloclnc Co 88/02/24 CHtLK.S J Office of Iho Secretary 
of the Commission Ip 44573 164 44573 164 

8603090007 Responds lo 080122 llr ro concerns of potential for failure of conlainmont 
in event of severe accident & deficiencies In mgl Probability of conlainmont failure 
very low. Mgl control prohJoms discussed w/util on 880226 

RUSSELUWT Region 1. Ofc of Iho Director 80/02/29 RlSACHEn,BA Harford 
Counly.MD 3pp 44679 1 10 44679 103 

8803220079 Summarizes 000219 meeting w/ulil In Region I re organization 
KANE.WF Region 1, Ofc of the Director 08/03/15 MCNEILL, CA Phlladolphin Elec- 
tric Co 2pp 44001 293 44801 294 


I, Rnanclal ffiformallon 

8803210492 Forwards 1987 annual ropl for each owner & summary of owner projoctecl 
internal cash flow slatcmenls showing 1907 Actual & 1988 Projected w/ explanation ol 
significant variations 

MTLTENBERGER.S Public Service Electric & Gas Co of Now Jersey 09/03/15 Doc- 
ument Control Branch (Document Control Desk) Opp 44865 040 44D65 251, 

-8003210600 ‘Philadelphia Electric Co Annual Ropl, 1907 
E\/ERETT,JL Philadelphia Elociric Co 07/12/31 48pp 44984 042 44984 089 


P Operating Jlcense stage documents & correspondence 

8002290244 Notification of Rev 1 to Licensee Meeting 07 054 on 870516 w/ulil to dis- 
cuss effectiveness of measures to ensure safo conoL/ct of operations while shut down 
& future planned activities 

LINVILLEJ Region 1, Ofc of (he Director 87/05/11 Region 1, Ofc of the Diroclor 
2pp 44539 093 44539 094 

6B03010044 Nollficalion of Licensee Meeting 87 077 on 870617 w/util ifi Delta.PA lo 
dESCUSSplannedactivilies 

LINVIUE.J Region 1. Ofc of the Director 87/06/02 Region 1. Ofc of the Director 
2pp 44552 031 44552 032 

8802250377 Notification of Public Meeting 87-115 In Fawn Qrove,PA lo receive public 
comments on uli) corrective action plan, ''Peach Bottom Commilmenl to Exceflenco 
Action Plan '' 

LINVJLLE.J C Region 1, Ofc of the Direcfor 87/09/18 Region 1. Ofc of the Director 
2pp 44552 244*44652 245 


-0003020158 Safety evaluation supporting Amends 128 & 131 lo Licenses DPR 44 & 
DPR 56,fospocllve1y 

* Olfico of Nuclear Reactor Regulation. Director (Post 070411), 88/02/22 3pp 
44553 324-44553 326 

8802250195 Generic Llr 80 04 to all nonpower reactor licensees ro disbibulion of gems 
irradlalod In research reactors Sve ti&l end 

MIRAGLPA.F J Associalo Diroclor for Projecls (Post 8704 1 1 ) 88/02/23 Consolidated 
Edison Co of Now York. Inc 1 Ipp 44553 345 44553 355 

8003240300 FOIA reqiiesl for all plans (subsequent lo util 870007 comrnilmont to oxcot- 
lonce action plan) by ulil to Commission re roslarl of facility 
LGWIS.O B Lewis, OB, 08/02/23 Division of Rules & Roconfs (Post 870413) ip 
44051 032-44851 032 

0803040233 Advises of disconllnuation of monthly progress report Status ropls on ro* 
start plan will bo provided in Apr 1988 

KEMPER.J S Philadelphia Electric Co 60/02/26 RUSSELL.WT Region I.OfcofIhe 
Director Ip 44633 134-44633 134 

080 3000291 Responds to 000122 Hr expressing concerns ro polor^lial failure of contain 
mont In ovont of sovero accident NRC sponsored researcM indtcaio some low proba 
bill tv sovoro accident soQUonces Methods for Improvcmonls being pursued 
RUSSELL.WT Rogion 1, Ofc of Iho Diroclor 00/02/29 f^EEMAN.H Harford 
Counly.MD 3pp 44640 324 44640 344 

-0803080354 Informs Commission of plans to resolve Issues re performance of MARK f 
conlainmont*! during bevoro accidents Integrated plan for effecting closure of severe 
flcddenl issues for all plants is also scheduled for submission by Apr 1 008 
STELLO.V Ofc of the Exoculivo Director for Oporalions SECY-07-297 80/12/06 
18pp 44G40 327 44640 344 

8003210268 Forwards Amends 129 & 132 lo Licenses DPR 44 & DPn*56, rebpectivoly 
& safety evaluation Amends roviso Tech Specs w/ changes related to Implementation 
of hydrogen water chemistry program to Improve reactor water chemistry 
MARTIN, R E Project Diroclorale I 2 88/03/03 BAUER, E G, Philadolptila Electric Co 
3pp 44 7 3 0 036 44730 066 

-8003210274 Amends 129 & 132 lo Licenses DPR-44 & 0PR*5e, respectively, revising 
Tech Specs w/changes re Implemonlalion of hydrogen water chemistry program to 
improve reactor water chemistry & thus lo reduce potenUal IGSCC 
BUTLER, W R Project Direclorato I 2 88/03/03 25pp 44738 03G 44738 063, 

-8B032 10277 Safety evaluation supporting Amends 120 & 132 to Licenses DPR 44 & 
DPR-56,rGspcctivoly 

* OffIcG or Nuclear Reaclor Rogulalion, Director (Post 870411) 88/03/03 3pp 
44730 064*44730 066 

0803140185 Forwards request for addi info ro FMS 004, “Methods for Performing BWR 
Sys Transient Analyses, in order lo facilitate Inll Technical Sveg review of ropl 
MARTIN.RE Projecl Directorate I 2 80/03/04 BAUER.EG PhiPadelphIa Electric Co 
4pp 44680 040 44680 052 

8803160041 Requests that util provide NRC w/Info provided to INPO In resolving con 
cerns of poor performance al plant Resolution of INPO issues should be Incorporated 
into revised restart schedule to bo submitted In Apr 1988 

RUSSELL,WT Rogion 1. Ofc of tho Director 80/03/04 EVERETT.J L Philadelphia 
Electric Co 3pp 44717 062*44717 064 

8803210163 Roquosls that util provide ovafualion & design mod packages as ref In 
Drawing 620O-M-352 several wks prior lo meeting to be held within 30 days re use of 
Foxboro microprocessors In plant design 

MARTIN.RE Projecl Directorate I 2 00/03/14 BAUER.EG Philadelphia Electric Co 
3pp 44771 314-44771 316 



56 DOCKETED ITEMS 


$803210348 Forwards request ♦or addl 'nlo m Gonanc Lff 83 28 Item 2 11* "Equiipment 
Classification Program " per revie**/ of 831 104.640423 & a&0529 responses 
MARTIM.flE Project Dcecto rale ! 2 80/03/14 BAUER, EG Philadelphia Electric Co 
4pp 44755 222 44755 225 

6803220364 Generic Ltr 88 05 to all licensees of operating PWRs & holders of CPs lor 
PWRs re boric acid corrosion ol carbon sleel reactor pressure boundary componenls 
in PWR plants Svc lut end 

MiRAGLIA^F Associate Director for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44079 084-44079 126 


83031 7-0022 Forwards Safeguards fnsp Repls 50 27 7/80-03 & 50 278 /flQ 03 on 
8601 19 22 No viotalrons roted 

BEILAMY.RR Region 1 , Ofc oUrie Director 88/03/04 GALLAGHER, JW Phi^adef 
phia Eleclric Co 2pp 4471 1 173 44711 180 

••80O317-OCI48 Physical Security Insp Repls 50 277/88 03 & 50-278/80 03 on 880119 
22 Major areas inspecled loltowup on security program ovonl roptsmgl 
effectiveness, security organization 4 program audit, lasting & raaintJocNs A keys 
BAILEY.R J, LANCASTER.W K , KEfMfG.R R Region 1. Ofc of Iho Oircclor 80/02/ 
26 6pp 44711 175 44711,180 


0803300292 informs that on 080307 Board of Directors of utit elected author as Presr 
dent & Chief Operating Officer & CA McNeill as Execuiive Vice President 
Nuclear Specific details noted on end press release 

PAQUETTE.JF Philadelphia Electric Co 88/03/18 RLfSSELL.WT Region 1. Ofc of 
the Dire C lor 4pp 44902 352 44902 355 


8003240316 Final response to FOiA request App A & B documents end & available in 

GH?MLEV,DH Division of Rules & flocords (Post 870413) 80/03/21 LEWIS, D 
Lewis. OB 4pp 44851 033 44851 096 


-8003240334 Forwards summary rept reflecting schedule info through 871120 S com 
mifmenl to excellence Section 6 2 Calogory 1 activities . v 

AUSTIN JH Philadelphia Electric Co 87/11/30 RUSSELL, WT Region 1. Ofc of the 
Director 19pp 44651 069 44851 087 


8883280987 Forwards ap plica lion for amend to Licenses DPR 44 & DPR 56, receding 
Tech Spec changes rn recirculafion replacements 8 mods Fee paid 
BRADLEY, EJ Philadelphia Electric Co 88/03/21 MUnLEY,rE Office of Nuclear 
Reactor Regulalion, Director (Post 070411) ip 44912 277 <14912 307 


8803020036 NRC Info Nolice 08 007, ‘’Inadverlenl Transfer of Licensed Mall to Uncen 
trolled Locations " Svc list end 

CUNNINGHAM, H E Division of Industrial & Medical Nuclear Safety (Posi 0707231 
80/03/07 Con soNdaled Edison Co of New York. Inc 12pp 44673 001 44673 012 

8B03220111 Confirmalory Action Lu CAL 86 07 ack receipt of 880110 llr mformmrt NRC 
of steps taken to correct vrolalions noted during insp of Ltcenses DPR 44 & DP8 56 
JOHNSTON.W V Region 1. Ofc of the Director 88/03/07 KEMPER,JS PhiFacfofph j 
FlectricCo 2pp 4 4 788 001-44 700 005 

8803040062 NRG Quilolin 00-003, "Inadequate Latch Engagement in HFA Typo Lstih 
mg Relay Mfg by GE " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 00/03/lU 
Consolrdaied Edison Co of New York, Inc 120pp 44673 192-44673 319 

0803220314 Forwards partially withheld 860226 rosponse lo NRC 080122 Itf re vide 
tions noted in Insp Repls 50 277/87-37 & 50 270/87-37 Lfr contained safoguards rnfci 
since deloled per J McKnrght 880303 request 

GALLAGHER JW Philadelphia Electric Co 08/03/11 MARTIN TT Region 1. Ofc of 
the Direclor Ip 44804 194 44804 201 


-08032801)77 Application for amends \o Licenses DPR 44 •& DPR-56.re vising Tech 
Specs re recirculation replacemenl & mods 

QALLAGHER.JW Philadelphia Efectric Co 80/03/16 P5pp 44912 278 44912 302 


-0003280088 Proposed Tech Specs re recirculation replacements & mods 
» Philadelphia Efecrtic Co, 86/03/21 5pp 44912 303-44912 307 

0803290425 Responds fo NRC 870125 Jtr re violations noted in fnsp Repfs 50 277/87 
32 & 50 278/87 32Correcl[ve eebons measures for controlling insorvice insp/in&erv- 
ice lasting program document will be dev-e loped & maintained 
GALLAGhERJW Philadelphia Elecmc Co 88/03/21 JOHNSTON.W V Region i, 
Ofc of the Director I8pp 4489229? 44892 314 

880324047 S Requests assistance re status update cm cemploted actions Update on 
when util corrpleted or will compleic all actions shouPd Da provided, using end info 
MARTIN, HE Protect Directorate 12 88/03/22 ALDFN.W Philadelphia Electric Co 
4pp 44855 249-44855 252 


O rnspcctlon reports, IE Bulletins & correspondence 

0803010056 NotifiCdtJon of SALP Board Meeting 87 076 on 070624 vir/gtil in King of 
Prussia PA 

LINVJLLE.d Region 1, Ofc of the Direclor 87/06/02 Region I, Ofc of the Director 
2pp 44552 134 44652 155 


-0803220318 Parlially withheld response to NRC 800122 Itr re violations noiad in In^p 
Repls 50 277/87 37 & 50 278/87-37 (ref 10CFR2 790 & 73 21) Affidavit requostif^g 
-wilhholdmQ end 

GALLAGHER.JW Philadelphia Efectric Co 88/02/26 MARTIN JT floQion l.Olcof 
the Director 5pp 44804 195-44804 201 

0803080148 NRC Info Notice 88 008, “Chemical Reactions W/Radwaslo SoJiddiCt^tion 
Agents '' Svc tist end 

ROSSI. C E Division of Operalional Evonis Assessment (Post 870411) O0/O3/H 
Consofidated Edison Co or New York, fnc 120pp 44772 253-44773 012 

8803140204 NRC (nfo Notice 88 009, "Reduced Reliability of Steam Driven Auxifijry 
Feedwater Pumps Caused by loslability of Woodward PG PL Typo Governors " Svc 
\,%\ end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/03/10 
Consd\da1ed Edison Co ol New York, tnc 121pp 44657 058-4485? 176 

8003290425 Responds to NRC 070125 Hr re violations noted fn Insp Repls 50 277/U/ 
32 & 60 278/87-32 Corrective actions measures for conirofling insorvico insp/lnsorv 
ice testing program document wilf be developed & maintained 
GALLAGHER JW Philadelphia Efectric Co 08/03/21 JOHNSTON.W V f legion 1. 
Ofc of Hie Director 10pp 44892 207 44892 314 


R Periodic operating reports & related correspondence 


00O3O1O1OT NoDFication of Rev 1 to SALP Board Meeting 87 078 on 870626 w/util m 
K(ng<ji PrusS'a.PA 

LINVILLEJ Region 1, Ofc of Ihe Director 87/06/10 Region 1, Ofc of the Director 
2pp 44652 152-44552 153 

8803010046 Ack receipt of 8001 1 J Hr informrng NRC of steps taken lo correct violalrons 
noted in Insp Repls 50-277/87-30 & 60 278/87 30 

JOHNSTON,WV Region 1. Ofc of ihe Director 88/02/22 GALLAGHER, JW Phila 
delphja EIcctrccCo 2pp 44531046-44631052 


8803020039 "Annual Occupalronal Exposure Tabulation Number 12, Jan Doc 1067'' W/ 
8B0226 llr 

SMITH.O M , ALDEN.W M Philadelphia Electric Co 87/12/31 RUSSELL.WT Rugofi 
1, Ofc of the Director 6pp 44574 316 44574 321 

8803020143 “‘Semiannual Effluent Releases Rept 24 for Jul-Dec 1987" W/fi00225lir, 
ALDEN.WM Philadelphia Efectric Co 87/12/31 RUSSELL.W.T Region I, Ofc cllho 
Oireclor 19pp 44576 307 44576 325 


8093010147 Updates ulil 870714 response to violations noled in Insp flepis 50 277/87- 
06 & 50 278/87 06 re fitness for duly program Ad ml nisi rative procedure specifying 
diSciplinaiY aciions for drirg/alcohol incidents to be approved Mar 1988 
GALLaGHER,J W Philadelphia Etecinc Co 08/02/24 PARTLOW.JG Documenl 
Control Branch (Documenl (Jontrol Desk) 2pp 44565 356 44566 367 


0803010006 Submits 1907 Annual Rept B on safoty-relief valve challenges al facility, pm 
NRC Aclion Hem fl K 3 3 No challenges occurred lo primary coolant sys safely 5 rcliol 
valves 

ALDEN.WM Philadelphia Elect ric Co 80/02/23 SUTLER, WR Pro|Qcl Dirociorafo I 
2 Ip 44530 248 44530 240, 


8603010351 Forwards "Root Cause Invesligatio/i of Shutdown Cooling Isolations Peach 
Bottom Afomic Power Stalron,” per 689111 commitment Results of evaluation & cor 
reclive actions planned or taken wilt be provided lo NHC by 880610 
GALLAGHER,JW PhifadeJphra Eleclric Co 86/02/26 KANE.WF Region 1, Ofc of 
the Direclor Ip 44 S 51 209 44551 264 

-80D30 10355 ’ Root Cause Investigation of Shutdown CooUng Isolations Poach Bottom 
Atomic Power Sialion " 

GAUAGHEfl.J W Philadelphia Electric Co 88/02/23 61pp 44551 204 44551 264 

8803040039 Forwards Safely Insp Repls 50-277/88-01 & 50 270/88 01 on 880101- 
0205 & nolice of violation New iiem appears in repls covering subj of assurance of 
quati^ 

KANE.WF. Region 1. Ofc of Iho Director 88/02/26 KEMPER, JS Philadelphia Elec- 
tricCo 2pp 44571 282-44571 319 

-8683040102 Notice of vrolalion from insp on 809101-0205 Viofatron noted on 
880 120, worker Issued ^ used mask, which worker was not qualified to wear w/appar- 
enl knowledge of supervisoi 

* Region 1, Ofc of the Director B8/02/2G Ip 44571 264 44571 284 

-8003040046 Insp Repts 50 277/88 01 & 50 276/88 01 on 8601010205 Violation 
noted Major areas inspected operalronal safely, radiation protect ion, physical 
se cun ly, control roam activities.licensGeovents & surverlJance testing 
WILLIAMSJH, LfNVlLLE,JC, Region 1, Ofc of the Direclor 88/02/19 35pp 
44571 285-44571 dJS ^ 

8802239035 NHC Info Notice 88 006, "Foreign Objects in Steam Generators ” Svc hst 
enef 

ROSSI, CE Division ol Operalronal Evonis Assessment (Post 679411) 08/02/29 
Corsoridflled Edison Co of New York, foe 118pp 44554 253-44555 009 


0803030146 Forwards plants status repl 800204 -24, providing overview of plant & NPtC 
map activities 

LINVILLE.J C Region 1, Ofc of «ho Oireclor 88/02/26 KANE,W F Region 1, Ofc of 
Iho Director, 5pp 44555 010-44555023 

6003180052 Monthly operaling repls for Feb 1908 W/880315 Itr 
MIDDLETON.L L . ALDEN.W M Philadelphia Electric Co 88/02/20 14pp 44771 006 
44771 010 

6803100016 Headquarlors daily repl for 880303 
* Ofc o! Special Projecls 66/03/03 24pp 44661 029-44661 051 

8803220340 Forwards periodic status rept for Q80224-0314 ^ 

UNVILLE.JC Region 1. Ofc ol the D.rector 88/03/17 KANE,WF Begkm H Ofc Of 
the Director 5pp 44789 095 44789 009 


8* Reportable occurrences, LERs & related correspondence 

8803020093 NPDES noncompliance nolificalion total phosphorus of samples lahon Irom 
Discharge Point 601 exceeded monthly average & max permit limit Caused by inabrfity 
of sewage treatment plant lo conlihously reduce phosporus level 
SMITH,OM Philadelphia Electric Co 80/02/23 Pennsylvania, Commonwealth of 
2pp 44544 187-44544 188 

0803020154 NPDES rioncompllance notification on 800106 26 samples from Discharge 
Point 601 sewage treatment plant exceeded monthly average & instantanoous maif 
limits Cause unknown Prog-ram of wasting will be implementeo to reduco solids. 
SMtTH.DM Philadelphia Electric Co 88/02/23, Pennsylvania, Commonwoallli of 
2pp 44548 244 44548 245 
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8803060144 ROort 880302, bolh firo pumps became inoperable when Breaker E 224 Jor 
motor driven (ire pump tripped Diesel anvon tiro pump taken out of svc tor mainl on 
080301 Caused by failure of Bus E-22 undervoltade relay Tomporary lumpers installed 
FRAN2.J F Philadelphia Electric Co 88/03/03 RUSSELL.WT Rogion 1. Ofc of the 
Director 2pp 44624 047-44624 048 

8003090242 ROon 880302 8 OS.motor driven fire pumps declared inoperable Caused 
by level in storage tank dropped duo to oil being transferred from storage to day 
tank Diesel fuel added storage tank to bring level above 300 gallon limit 
FRANZ.J F Philadelphia EfecUtc Co 88/03/07 Document Control Branch (Document 
Control Desk) 2pp 44665 255 44665 256 

8 803 1403 61 LER 87-032-00 on 871 1 10, failure to comply w/cable routing & separation 
cntono identified Caused by engineering design personnel failure to provide adequate 
design to const personne) All mod cables wrapped W/8B0307 lir 
BIHELY.WC, LOGUE.RH Philadelphia Electric Co 88/03/07 7pp 44714 225- 

44714 231 

88031S0315 PNO I 86 027 on 680307, util announced election ot JF Paquolle as presi- 
dent & chief operating officer $ director of company & CA McNeill as executive vice 
president oflectivo on 880314 

LINVfLLEJ , WENZING^R.E- Region 1, Ofc of Iho Director 88/03/07 ip 44716 213- 
44716 213 

8803140394 Corroded LER 87 017 01 on 07091 6, partial ventilation isolation occurred 
during temporary clearance ot safely block Caused by inadequalo review of blocking 
permits Isolation reset & blocking permit revised W/8003 1 0 Itr 
BIRELY.WC, ALDEN,WM Philadelphia Electric Co 08/03/10 7pp 44702 171- 

44702 177 

8803220050 Special repl on 8B0302,E-224 440 volt emergency load cir supply breaker 
tripped open. removing power supply tor motor driven tire pump Caused by failure ot 
irnaervollago relay on E 22 bus Failed relay replaced 

LOGUE.RH Philadelphia Elociric Co 88/03/16 Document Control Branch (Oocu 
menl Control Desk) 4pp 44774 315 44774 318, 

8803220171 Revised special rept it diesel driven fire pump out ot svc for more than 

Tech Spec limit ot 7 days On 87ni1.dlesol driven ftre pump declared 

inoperable Probably caused by battery failures Surveillance procedure revised 
* Philadelphia Electric Co 88/03/16 RUSSELL.WT Region 1, Ofc ot tho Director 
3pp 44775 100 44775 no 

8803220265 PNO 1*87-1088 00 a71110.FBI arrostod six individuals accused ot drug dis- 
tribution at plant Based on util review ot info from trial, 16 people wore Implicated Util 
terminated four employees A intends to terminate seven other employees 
LINVILLE.J Region 1, Ofc of the Director 88/03/10 ip 44709 043-44709 043 


V. Operator Examinations 

8803010360 Notification of Licensee Meeting 07 000 on 870713 w/ulil in King of 
Prussia, PA to discuss training A eligibility requirements for GE engineers to be li 
censed as reactor operators 

KOLONAUSKI.L Region 1, Ofc of tho Director 07/07/07 Region 1, Ofc ot the Direc 
tor 2pp 44552 0Q2-445 52 063 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. SecurJly, medleaf, emergency & fire protection plans 

8803040039 Forwards Safety Insp Ropts 50 277/80 01 & 50-276/80 01 on 880101- 
0205 & notice of violation Now item appears In repls covering subj ot assurance of 
quality 

KANE.WF Region 1, Ofc of tho Director 88/02/26 KEMPER.J S Philadelphia Eloc 
trie Co 2pp 44571 282 44571 319 

-*8803040046 Insp Ropla 50-277/88 01 & 50-270/08 01 on 080101-0205 Violation 
noted Major areas inspectod'operational safoty, radiotion prolectlon^physical 
security, control room activilies.licensoo events A surveillance lostrng 
WILLIAMS.JH Rogion 1, Ofc of the Director OB/02/19 35pp 44571 285 44S71 319 

8803170022 Forwards Safeguards Insp Repls 50 277/08-03 & 50 278/86 03 on 
BB01 19-22 No violations noted 

BELLAMY, RR Region 1. Ofc of the Director 08/03/04 GALLAGHER.J W Philadel- 
phia Electric Co 2pp 44711 179 44711 180 

-8803170048 Physical Socurily Insp Repls 50-277/08 03 & 50 278/88 03 on 880119 
22 Major areas inspected followup on security program ovont ropts, mgt 
effectivoness.aocurily organization & program audit.toslinn & mainl, locks & koys, 
BAjLEY,R J Region 1 . Ofc of the Director 86/02/26 6pp 44711 175-44711 180 

0803220314 Forwards partially wllhheld 800226 response to NRC 800122 Ur ro viola- 
tions noted in Insp Repts 50 277/07-37 & 50 278/87 37 Ltr contained safeguards info 
since deleted per J McKnight 680303 request 

GALLAQHER,JW Philadelphia Electric Co 08/03/11 MARTIN TT Region 1 , Ofc of 
the Director ip 44804 194-44804-201 

>•88032203 ta Partially withheld response to NRC 880122 Itr ro violations noted (n Insp 
Ropts 50-277/87-37 & 50 278/87 37 (ref 10CFR2 790 & 73 21) Affidavit requesting 
Withholding end 

GALLAGHER.J W Philadelphia Efeclrlc Co 88/02/26 MARTIN.TT Rogion 1 , Ofc of 
the Director 5pp 44804 195 44804 201 


H, General correspondence 

8802260020 Forwards list of attendees & draft of slides used in 8/1120 presentation on 
proposed reorganization 

GALlaGHER.JW Philadelphia Electric Co 07/11/23 KANE.W Region 1 . Ofc of the 
Director 32pp 44747 001-44747 032 

8803040127 Comment supporling proposed rule 10CFR62 ro emergency access to low 
level radwaste disposal sites Believes proposed criteria well dovelopecl & wilt be eftec- 
Uve in maintaining control of amount of radwasle sent to sites 
KEMPER, J.S Philadelphia Electric Co 88/02/24 CHILK.S J Office of the Secretary 
of the Commission Ip 44573-164 44573 164 


8803090007 Responds to 680122 Itr re concerns of potential tor failure ot containment 
in event of severe accident & deficiencies in mgt Probability of containment failure 
very low Mgt control probtoms discussed w/u1il on 6B0226 

RUSSELL.WT Regior> 1, Ofc of the Director 88/02/29 RISACHER.BA Harford 
Counly.MD 3pp 44679 1 13 44679 133 

BQ0322OO79 Summarizes 660219 meoling w/util in Rogion I rc organization 
KANE,WF Region 1, Ofc of the Director 88/03/15 MCNEILL, C A Philadelphia Eloc- 
tricCo 2pp 44801 293 44801 294 


I. FIniincPal Information 

8803210492 Forwards 1987 annual rept for each owner & summary of owner projected 
internal cash flow slalcmonls showing 19Q7 Actual 3 1908 Projected w/explanalion of 
significant variations 

MILTENBERGER.S Public Service Electric 3 Gas Co of New Jersey BB/03/15 Doc 
ument Control Brancfi (Document Controi Desk) Bpp 44865 040 44065 251 

"8803210500 “Philadelphia Electric Co Annual Repl. 1987 " 

EVERETT,JL Philadelphia Efec Inc Co B7/12/31 4app 44 904 042 44984 009 


P Operating license stage documents & correspondence 

8802290244 Notification o1 Rev 1 to Licensee Meeting 67 054 on 070515 w/ulil todis 
cuss otiGctivenoss of measures to ensure sate conduct of operations while shut down 
& future planned ocUvities 

LINVILLE.J Region I. Ofc of the Director 87/05/11 Region 1. Ofc of the Director 
2pp 44539 093-44539 094 

8803010044 Nolificatiork of Licensee MeoUng 87 077 on 870617 w/ulil in Della.PA to 
discuss planned activities 

LINViLLE.J Region 1, Otc of the Oiroctor 87/06/02 Region 1, Ofc of the Director 
2pp 44552 031-44552 032 

8802259377 Notification of Public Meeting 87-115 ir> Fawn Grove, PA to receive pubNc 
comments on util co/rectivo action plan. “Peach Bottom Comrnilmenl to Exceilenoo 
Action Plan “ 

LINVILLE.J G Region 1, Ofc ot the Director 87/09/18 Region 1, Ofc of tho Director 
2pp 44552 244-44562 245 

0803020275 Forwards commonls on NRC proposed NSHC rcspscling Tech Spec 
amends filed 

tRWIN.DP Hunton A Williams IRWIN, D P Philadofphia Electric Co 08/02/10 NRC ■ 
No Detailed Affiliation Qivon 2pp 44548 283 44548 307 

"8803020203 Commonls opposing petition of Commonweallh of PA to intorveno & to 
request hoarmn fn procooding on proposed amends to OLs Util concurs w/NRC that 
amends raise NSHC Certificate) of Svc end 

IRWIN.D P Philadolphia Eioctric Co IRWIN, D P Hunton & Williams 08/02/00 Com- 
mission or s 23pp 44546 285-44548 307 

8803070942 FOIA request for contracts among & holwoon Philadelphia Electric 
Co.PSE&G.Altantic Cily Efoctric Co & Dclniarva Power & Light Co re planl mol by ulil 
KALODNER.PP Kalodnor. P P 68/02/12 GRIMSLEY.D H NRC - No DotaiTed Affili- 
ation Given Ip 44607 168 44G07 1G0 

0803030000 Forwards Amends 127 3 130 to Licenses DPR-44 & DPR 66 3 safely 
evaluation Amends make charges to methods of verdying drywell suppression cham- 
ber vacuum breaker closure & Includo changes of administrative nature 
MARTIN, R E Project Directorate I 2 88/02/10 BAUER.EG Philatlolphid Elociric Co 
Opp 445S0 141-44550 164 

"0B0303 0014 Amends 127 & 130 to Licenses DPR 44 & OPR-56, changing Tech Specs 
to Incorporate changes to molhods of verifying drywell suppression chamber vacuum 
breaker ePosufo & includo chan g os of administrative nature 
BUTLER, W H Proiecl Diroclorato I 2 80/02/18 16pp 44558 144 44558 160 

"8803030020 Safety evaluation supporling Amends 127 & 130 to Licenses DPR 44 & 
DPR 56, respectively 

■* Office of Nuefoar Reactor Regulation, Otroclor (Post 070411) 80/02/18 4pp 
44568 161-44550 164 

8803020163 Forwards Amends 128 A 131 to Licenses DPR-44 & DPR 56. respoclively 
& safely evaluation Amends change range snocifiod for drywell lomp indicator A 
recorder, provide clariticalions for Tech Spec Table 3 2 F A correct error 
MARTIN, R E Projoct Directorate I 2 80/02/22 BAUER, E O Philadelphia Elociric Co 
3pp 44553 307 44553 326 

"8803020157 Amends 120 A 131 to Licenses DPR-44 A DPR 5 6, respectively, charging 
range speciliod for drywell temp indicator A recorder.providing clanftcalions for Tocn 
Spec Table 3 2 F A correcting error in table 

BUTLER, WF Projaci Directorate I 2 08/02/22 14pp 44553 310 44553 3 23 

"8803020158 Safety evaluation supporting Amends 128 A 131 to Licenses DPR-44 A 
DPR 56, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/02/22 3pp 
44553 324-44553 326 

880 225019S Generic itr 08 04 to all nonpowor reactor licensees re dislrihulicm of gems 
irradiated In research reactors Svc list end 

MIRAGLIA.FJ Associate DIfQClor tor Projects (Post 87041 1 ) 88/02/23 Consolidated 
Edison Co- of Now York, Inc 1 1pp 44553 345 44553 355 

8803240300 FOIA request tor ell pJans (subsequent to util 870807 commltmonl to excol- 
lenco action plan) by ulif to Commission re restart of facility 

LEWIS,D B Lowis. DB 88/02/23 Division of Rules A Records (Post 870413) tp 
44851 032 44851 032 

0803040233 Advises of djsconlmualion of monthly progress report Status ropts on re- 
start plan will be provided in Apr 190Q 

KEMPER.J S Philadelphia Elociric Co. 88/02/26 RUSSELL,WT Rogion 1. Ofc of the 
DJroclor Ip, 44633 134 44633*134 
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0303030291 Pcipinjs to 850122 iir expressing concerns re potential failure of contain* 
r* ni in .’^;nT nt sc.fro acc >tnl r*RC sponsored research indicate some fOiV proba 
r V s *,cre arc J^nt sc'iu^rices Methods for improi»Gment5 beino pursued 
mUsSELLVVT Hc^on 1 Ofc of the Director 08/02/29 TOEMANH Harford 
C;urt^M:» 3 pp 11640 3:4 44610 344 

8203210266 Fcfivards Arr,c.-ids 129 A 132 to Licenses DPR 44 & DPR 56. respeclivefy 
& Sjfrf/ c^i'uVoh Ani.ods reviso Tech Specs w/ changes related to impfemenlation 
ct h; watL» chcT siry pre^ram (o improve reactor water chemistry 
»MRTiHn E Pro.c-i Drtetorate f 2 08/03/03 BAUER, E G Philadelphia Efectric Co 
'ipp 44 733 036 44738 066 

-83032 1 0274 Amends 129 & 132 to Licenses DPR 44 & DPR 56, re spec lively, revising 
Tc'-h Spci.5 w'enanges re irnp'cmcnlaton of hydrogen wafer chemistry program to 
rrp'O.e fc^:(or wjt:r chrmistry 6 thus to reduce potential IGSCC 
r^UTLERwn Pro/ct Directorate I 2 80/03/03 25pp 44738 039 44738 063 

-8303210277 S^’ci, e<aluaton supporting Amends 129 & 132 lo Licenses DPR 44 & 
DPR Zfj rezp rcij^c'/ 

' 0'f--e ct fJj:l:jr Reactor Regu'aiion, Director (Post 870411) 88/03/03 3pp 
:4r3Srri 44733 0c-6 

0303140185 Eorward? request f:r addi info re F74S 004, ‘ Methods for Performing 0WR 
i Tranbi^nt Anaf^scs,” in order to fact'ilate fnti Technical Sves review of repl 
►,<ARrirj R fc Pre,*: ct 0 rccioraie I 2 08/03/04 BAUER.EG Philadelphia Efectric Co 
ipp 446^0 049 44660 052 

8001150041 Requests that ut'l pro/<da HRC w/info provided lo INPO m resolving con- 
cerns ct p<xr performance at pfani fleso'ulion of INPO issues should be incorporated 
iii'o rev .ed restart schedule to be submitted m Apr 1988 

RUSSELL.WT Regent Ofc of the Director 68/03/04 EVERETT. JL Philadelphia 
E^cc’ri: Co 3pp 11717 062 44717 064 

8003210153 Requests that util prov’de evaluation 8 design mod packages as ref tn 
□raw ng 62h0 M 352 several wks prior to meeting to be held within 30 days re use of 
Fo»L':^o rr croproctssors m plant design 

MARTIN R E P/o.ecl Directorate t 2 88/03/14 BAUER.EG Philadelphia Electric Co 
3pp 44771 314 44771 316 


0803010147 Updates util 070714 responso to violalions notod In Insp flDpla 50 277/87 
06 & SO 278/87 06 ro fitness for duty progr,im AdmIntstrnliVG procodtiro &pocrf)ii^ 
disciplinary actions for drug/afcohol rncidonts lo bo approved Mar 1 960 
GALLAGHER, JW Philadelphia EloclriC Co 08/02/24 PARTLOW.JG Document 
Control Branch (Document Control Desk) 2pp 44565 356-44565 357 

0803010351 Forwards “Root Causo Investigation of Shutdown Cooling Isoln lions f’each 
8ollon> Atomic Power Station," per 880111 commitmoni Flosiills of ovalualion fl cor 
rectivo actions planned or taken will be providod to NRC by 8800 10 
GALLAGHER.JW Philadelphia Electric Co 00/02/26 KANE.W F Region 1, Ofc of 
the Director Ip 44551 203 44551 264 

* 8003010355 "Rool Cause Invostigatfon of Shukfown Cooling Isolations Poach Ijoltorn 
Atomic Power Station " 

GALLAGHER.JW Philadelphia Eloclnc Co 00/02/23 61pp 44551204 44551261 

8803040039 Forwards Safely Insp Ropis 50 277/80 01 & 50 2/8/8110! on 660101 
0205 6 nolrco of violalron Now Item appears in ropis covering sub) of assurance of 
ciuaMy 

KANE.WF Region 1. Ofc of the Director 08/02/26 KEWPER.J S Phil ado fphra f fee 
trie Co 2pp 44571 282 44571 319 

-8003040046 fnsp Repts 50 277/80 01 » 50 270/80 01 on OUDIflf 0205 Viofaiion 
noted Wafer areas inspected operational snfoty, radlolion ptoloclion,physii.ail 
security, control room aclivitios.llcensco ovonts & survciilnrco losling 
WILLtAMS.JH. LINVILLE.JC Region i, Ofo of Itio Dlrortor 80/02/18 :i5rp 
44571 285 44571 319 ' 

6802230035 NRC Info Notice 80 006, "Foreign ODfocts in vSluain Goncralors '* Sve l.5l 
end 

ROSSI CE Division of Operational Evonls Assosbrnunt (Po**! 87041 II 88/02/29 
Consolidated Edison Co of NowiYork, Inc I lOpp 44554 253 44565 OOQ 

Forwards Safeguards Insp Ropis 50 2///fll) 03 8 50 27B/6IJ 03 on 
8801 19-22 No violations noted 

BELLAMY, RR Region 1, Ofc of the Diroolor OB/03/04 GALlAGHFfl.J W PhirAdn.! 
phia Efectric Co 2pp 4471 1 173 447 fl '180 


08032 10348 Fo^ards request for add! info re Generic tfr 63 28. Item 211. "Equipmenl 
Program per review of 831104,840423 & 850529 responses 
4 pp^ 14 755 222X^55^25^ 88/03/14 BAUER.EG Philadelphia Electric Co 

to all licensees of operating PWRs 6 holders of CPs for 
in r AVpfanisVvcIisu!^^^^ pressure bounda^ components 

Pioiem (Post 870411} 08/03/17 Consolidated 
td-sonCo ol New York Inc 43pp 44879 084-44879 126 

a0O33OO292 Informs that on 880307 Board of Directors of util elected author as Presi 
d<.ni <a Chef Operating Officer & CA McNeill as Executive Vice Presideni- 
Speof 1C delays rioi^d on end press release 
PAQUETTE JF Philadelphia Efectric Co 08/03/18 RUSSELL, WT Reaion 1 Ofc 
the D rector 4pp 44902 352 44902355 nv^ocLL.w r negion i, urc of 

8SMM0316 Final response to FOIA reoueslApp A S B doegmenis end 4 availabte m 

Lew^'^DB^pp^sToalaW '•EWIS.D 

■ tS '-“I 

flUSSEa,WT Reg„„ l.oicof Ihe 

« DPn 56 ..ev.s,n 9 Tech 

GALLAGHER JW Philadelph.a Elecinc Co 88/03/16 25pp 44912278 849(2 302 
**'*2 *a M*27a%?°32ci°rSe*£VmeMrM Insp Repis SO 277/87. 

Ga'u W' vTte"' "'pf” maSS ® 

JOHNSTON, WV Reg™ 1, 

0 inspeellon repwis, IE Bulletins * correspondence 

®'S?A meeting 87 078 on 870624 w/ul,/ fn King of 

154^44552 fss 37/06/02 Region 1, Ofc of the Drreclor 

Kmg o/prus^aS^'^^ ^ Meeting 87*070 on 870626 w/utit fn 

2pP 445« 152^44552 153 37/06/10 Region 1. Ofc of the Director. 

delphia Electric CO 2^^44537^46 88/02/22 GALLAGHER.JW Phlfa- 


’ /fo xi i i-nysicoi jjQcurity insp Hopis 50 277 /«« 03 A 50 2 /n/flfl 03 on flflOl ly 
22 Major areas inspeclcd followup on socurdy program ovoni repts n^f 
dI» ^ progrnrn nirdd.losllruj A mnint.lochs & keys 

?n ^eiMl^nn noolon l, Ole ol tlio DIrwior on/o?/ 

20 6 pp 44711 175 44711 100 

'mo "Inacfvortonl Transfer of I foomod Matl to Uncon 

trolled Locations " Sve list onct 

Industrial & Modical Nuefonr xRafoty (f^o-il 1170723) 
88/03/07 Consolidated Edison Co of Now York, fnr t2pp 446/3 Ou I 440/3 0- 1 2 

«ck roGoipt of anoni) llr liiforining NRC 
ai ? viotalions notod during Insp of Lfconaos DPH 44 A DPR 55 

sf(S''2r45&4“y8'o';)r'“=''’' n,„ndc.iRivj 

®'“fne%Mfgb7®Qr^ i" l"-A Tw„. Inl-A 

Con wlIdfUoH rl At^sosbrnont (Po'it f) / 04 1 1 ) fi ( I /0 1/ 1 0 

Lronsoiidated Edison Co of Now York. Inc I20pp 44673 tOH 44073 .'tni 

withhold 880226 rosponso to NF-IC 860122 fir ro vjwiIj 

“-‘O'"-* ''^0 

MAOTINTT fludionl.afcol 

''S*5o’277/a7®!l5 llr ro violnlions noloil hi Imp 

w&Scr * 50 278/87-37 (rol IOCFfla790 i /a HI) AiridavA lURirOSlin!, 

MARTIN,! T noglon I. Ole of 


w.l(iholdirioticT -o- gxi .^w-ns/u.; » ra irij Aiiidavii luRiroslino 

martin, TT noglon I. Ole of 

"'AS”Svo'lB,otcl'^°"™ W/floctwoslo Solid, 

ConSdSn"c°o 

**32*1*5^278/^^2 CoRadiva^actlone mi* '^o'od IR Insp Ropis 50 277/07 

^“"gP'05'dnidocamenl w.11 bo da^XpaS & '"'AAnsev 

Ofc ima Dtetor JOIINSrON,WV neglon 1 

B. Periodic operating reports & related corregpondenoo 

**M0226*|r Occupalronal Exposure Tabulalron Number 12,Jan Doc 1987 " W7 

t‘ofcS&DSX 44 wS!m nUSSELL,WT Rofl'On 

**MDl*tIwM^ffidS“(9lfcSc”c!f 8*“l2^^^^^ rV^RPn wt Jlr 

Director 19pp 44576,^44576 326 RUSSELL, WT. Floglon 1.01c of tt.o 

NRC Action Item'n K3^3 NoSlIengL^o^^^^^ challongos at raciiity.poi 

vatves cnaiienges occurreef lo primary coolant sys safety & relief 

2''?p% 0 2?8%'0248“'"*‘^" SUTLEH,WR Pro|ecl Diracterato I- 
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8803030146 Forwards plants alalus rept 88020<1 24, providing overview of planl & NRC 
insp activdies 

LINVILLE.JC Region 1. Ofc of the Director 88/02/26 KANE.W F Region 1. Ole of 
the Director 5pp 44555 019 44555 023 

8803180052 Monthly operating repls for Feb 1988 W/080315 Itr 
MIDDLETON.LL. ALDEN.WM Philadelphia Electric Co 83/02/29 14pp 44771 006- 
44771 019 

8803100016 Headquarters daily repi for 8B0303 

’ Ole of Special Projects 88/03/03 24pp 44661 029 44661 051 

8803220340 Forwards periodic status rept for 880224-0314 

LINVILLE.JC Region 1. Ofc oi the Director 88/03/17 KANE.W F Region 1. Ofc of 
the Direclor 5pp 44709 095 44789 099 


S Reportable occurrences, LERs & related correspondence 

SB03020093 NPDES noncomplianco notification total phosphorus of samples taken from 
Discharge Point 501 exceeded monthly average & max permil limit Caused by inability 
of sewage treatment plant to contmously reduce phosporus level 
SMITH, DM Philadelphia Electric Co 88/02/23 Pennsylvania, Commonwealth of 
2pp 44544 187-44544 188 

880302-0154 NPDES noncompliance notification on 080106-28 samples from Discharge 
Point 501 sewage IrGatmonl plant exceeded monthly averaqe & Instantaneous max 
limits Causo unknown Program of wasting will be implemented to reduco solids 
SMITH.DM Philadelphia Electric Co 86/02/23 Pennsylvania, Commonwealth of 
2pp 44548 244-44540 245 

8803080144 ROon 860302, both fire pumps became inoperable when Breaker E-224 for 
motor dhvon lire pump tripped Diesel driven fire pump taken out of sve for mainl on 
880301 Caused by failure of Bus E 22 undorvollage rot^ Temporary jumpers inslalled 
FRANZ, J F PhiPadefphia Electric Co 88/03/03 RUSSELL, WT Region 1, Ofc of the 
Director 2pp 44624 047-44624 048 

8003090242 ROon 680302 & 05, motor driven fire pumps declared inoperable Caused 
by level in storage tank dropped due to oil being transferred from storage to day 
tank Diesel fuel added storage tank to bring level above 300 gallon limit 
FRANZ, J F Philadelphia Electric Co 88/03/07 Document Control Branch fDocumont 
Control Desk) 2pp 44665 255 44665 256 

SB031603I5 PNO'I 88 027 on 880307, util announced election of JF Paquello ns presi- 
dent & chief operating officer & director of company & CA McNeill os executive vice 
president offoctive on 880314 

LINVILLE.J Region 1, Ofc oftho Director 88/03/07 Ip 44716 213-44716 213 

8603240393 Discusses 880315 Operating Reactors Events Meeting 88-11 List of 
attendees, events discussed & tabulation of long term followup assignments dolailed in 
ends 

LANNING.W Events Assessment Branch 88/03/15 ROSSI.CE Division of Oper- 
ational Events Assessment (Post 870411} 17pp 44890 284 44800 300 

&303220050 Special rept on 880302, E-224 440 volt omerqency load cir supply broaker 
IrippQd open, removing power supply for motor driven ffre pump Caused by failure of 
undervollago relay on E 22 bus Failed relay replaced 

LOGUE,R H Philadelphia Eleciric Co 88/03/16 Document Control Branch (Docu- 
ment Control Desk) 4pp 44774 316 44774 318 

6603220171 Revised special repI re diesel driven fire pump out of sve for more than 
Tech Spec limit o1 7 days On 871 111, diesel driven lire pump declared 
inoper&blo Probably caused by ballery failures Surveillance procedure revised 
* Philadelphia Electric Co 80/03/16 RUSSELL, WT Region 1, Ofc of the Director 
3pp 44775 108-44775 110 

6603220266 PNO*l 87 1009 on 871 118, FBI arrested six individuals accused of drug dis- 
Inbullon at plant Based on ulil review of info from trial, 16 people wero impilealod Util 
lerminalQCI four omployoos & intends to terminate seven other employees 
UN1/ILLE.J Region 1, Ofc of the Direclor 86/03/18 ip 44789 043 44780 043 


V. Operator Examinations 

8803010360 Notification of Licensee Meeling 07 090 on 870713 w/ulll In King of 
Prussia, PA to discuss training 8 eligibility requirements for GE engineers to bo II 
censed as reactor oporalors 

KOLONAUSKf.L Region 1, Ofc of Iho Director 87/07/07 Region 1. Ofc of Ihe Diroc 
tor 2pp 44552 062-44552 063 


DOCKET 60-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8603010285 Responds to NRC 880125 Itr re violalions noted In Insp Repts 50 280/67- 
35 & 50 281/87-35 Corrective actions contents of box surveyed, property baggod & la- 
boled & health physics checklist inslruclions lor Insp will bo revised 
STEWART ,W L Virginia Power (Virginia Eleciric & Power Co ) 88/02/22 Document 
Control Branch (Document Control Desk) 3pp 44532 019-44532 021 

8803010423 Forwards corrections to Rev 20 of security program, submitted on 
871016 Correction lo Chapter 3 eliminates adminlstralive error & additions/ revs to 
Chaptar 6 submitted per R8 Manlli request Safeguards info withhold (ref 10CFR73.21) 
STEVVART,WL Virginia Power (Virginia Electric & Power Co) 88/02/24 Document 
Control Branch (Document Control Desk) lp 44531 118-44531 110 

8803010305 Rosp-onds to NRC 880127 Itr re violations & devrations noted in Insp Repls 
60 280707-32 & 50 281/87-32 Corrective actions documents reviewed to ensure doc- 
umenlation available to support deviation from emergency response guldelinGS 
STEWART,W L Virginia Power (Virginia Electric & Power Co) 88/02/26 Document 
Control Branch (Document Conlrol Desk) 5pp 44552 038-44552 042 

8603140341 Forwards Rev 12 to plant security personnel training & qualification 
program Rev withheld (ref 10CFR73 21) 

STEWART, W L Virginia Power (Virginia Electric & Power Co) 88/03/08 Document 
Control Branch (Document Control Desk) tp 44713 118 44713 118 


B603240 329 Forwards Insp Repls 5O-2GO/80 07 & SO 281/88 07 on BB02 22-26 & notice 
of Violation 

HERDT,A R Region 2, Ofc of Ihe Director 88/03/17 STEWART, WC Virginia Power 
(Virginia Electric & Power Co) 2pp 44049 198 44849 215 

—86032 40332 Notice of violation from Insp on 880222 26 Violation noted on 880223 fire 
protection equipment required lo be mainlainod in site fire hose houses was removed 
& used for non lire prolecllon purposes w/o written permission 
HERDT.AR Region 2, Ole oMho Director 88/03/17 2pp 44849 200 44849 201 

-8603240338 Insp Repls 50-280/86 07 & 50 281/88 07 on 880222-26 Maior areas 
Inspected fire proleclion/prevenlion & followup on previously idenlifiod insp item 
HARRIS.JR, CONLON.TE Region 2, Ofc of the Direclor 88/03/16 14pp 
44849 202 44849 215 

8803220471 Forwards revs lo emergoncy plan & emergency plan implementing proce- 
dures per 10CFR50 54(q) Plan continues lo meet 10CFR50 47(b) sids 
STEWART, WL Virginia Power (Virginia Electric & Power Co) 08/03/18 Document 
Control Branch (Document Control Desk) 2pp 44705 309 447B6 227 

-8803220400 Revised "Stallon Emergency Plan " 

* Virginia Power (Virginia Electric & Power Co) 08/02/18 166pp 44785 311- 
44766 115 ^ 

—8803220306 Revised emergency plan implementing procedures, including Rev 18 To 
EPIP-1 01, "Emergency Manager Conlrotlinn Procedure,'’ Rev 6 to EPfP-l 02, "Re- 
sponse lo Nolilication of Unusual Event” & Rov 6 lo EPIP-1 03, ‘'Response 1o Alert ” 
STEWAnT,WL Virginia Power (Virginia Electric & Power Co) 08/03/18 112pn 
44766 1 16-44786 227 ' 

8603230129 Forwards Rov 21 lo planl security program Rev withheld (rel 10CrR73 21) 
STEWAnT,WL Virginia Power (Virginia Electric & Power Co) 88/03/18 Document 
Control Branch (Document Control Desk) Ip 44B50 247 44850 247 


J. Insurance & Indemnity Information 

860330 0 233 Confirms that util purchased max limit of primary nuclear properly insur- 
ance on actual cash value basis from Nuclear Mutual Limilod & excess nuclear prop- 
erty insurance from- American Nuclear Insurers/Mulual Atomic Energy Reinsurance 
STEWART,WL Virginia Power (Virginia Eleciric & Power Co) 8B/03/25 Document 
Conlrol Branch (Document Conlrol Dosk) 2pp 44902 169 44902 170 


P, Operating llconso atage documents & correspondence 

8602250195 Generic Ltr 08 04 to all nonpowor reader licensees re (fisiribulion of gems 
Irradralod In research roactors Sve list end 

MIRAGLIA.F J Associate Director for Projects (Post 070411) 08/02/23 Consolidatod 
Edison Co of Now York, Inc 1 1pp 44553 345 44553 355 

6603010164 Requosls discretionary enforcement by NRC ro use of tomporary 30 inch 
SVC walor lino for two 72 h periods Jualiftcalion for continued operation Jn eluding do- 
script Ion of sys Involvad & technical considerations evaluation end 
STEWART,WL Virginia Power (Virginia Electric & Power Co) 08/02/23 Document 
Control Branch (Document Control Desk) 13pp 44565 343-44565 355 

8803010247 Forwards safely evaluation granlinc) relief from certain AS ME Section XI re- 

S uiremonls re roplacamenl of component cooling & recirculation spray HXs 
CHKOW,HN Proloct Directorate 11-2 00/02/25 STEWART.WL Virginia Power (Vir- 
ginia Electric & Power Co ) 2pp 44540 070 44540 082 

-8803010269 Safety evaluation supporting relief from ASME Section XI roquiremonls ro 
replace merit of component cooling & recirculation spray HXs 
* Pfojocl Directorate II-2 00/02/26 3pp 44540 080 44640 082 

8803080 1 79 Applicalron for amends to Licenses OPR-32 & DPR 37,gfanlln9 oxemplEon 
from IOCFRS0,App J, Paragraph III A 3 ro performance of Type A tests per ANSI 
N45 4-1072, "Leakage Rale Testing of Containment Slruduros for ” Fee paid 
STEWART.WL Virginia Powor (Virginia Eleciric & Power Co ) 68/03/01 Document 
Control Branch (Document Conlrol Desk) 6pp 44626 092-44626 103 

-8803080192 Proposed Tech Specs roffecting exemption from lOCFRSO.App J, Para- 
graph Ilf A 3 ro pofformanco of Type A tests in accordance w/ANSI N45 4-1972, 
^Leakage Rale Testing of Containment Slruduros for Nuclear Readers " 

' VlrglnFa Powor (Virginia Efoclric & Power Co) OB/03/01 6pp 44626 0 9 0 44626 103 

8803140199 Forwards SER concluding (hat post accident monitoring instrumentation 
conforms to Reg Guide 1 97,Rev 3, except for Instrumentation lor conlainmeni sump 
walor temp Review of Multi Plant Action A-1 7 for both plants completed 
PATeL,CP Projoct Dlredorato H 2 88/03/03 STEWArt.WL Virginia Powor (Virgin- 
ia Electric A Power Co ) 3pp 44678 1 14-44670 137 

-8803140207 SER accepting plant dosion ro conformance to Reg Guide 1 97, Rov 3,w/ 
exception of inslru mentation for conlainmenl sump walor temp variable 
* Pfojeci Directorate *1-2 88/03/03 2pp. 44670 117-44670 137 

86 03 1400 62 Adveaos that util unable to provido response to NRC request for add! info ro 
Generic Lir 83 20 until release of V/sslInghouse Owners Group repi Status updates 
will bo provided by 080630 if rept not available 

STEWART.WL Virginia Power (Virginia Electric A Power Co) 60/03/04. Documant 
Control Branch (Document Control Desk) 2pp 44698 112 44698 113 

8803240449 Fomvards Amends 118 & 118 (o Licenses DPR-32 & DPR 37, respectively 
& safety evaluation Amends changa Tech Spec Tables 3 7-6 & 4 1-2 re core exit iher- 
mocouple requirements of NUREQ-0737,llem II F 2 

PATEL, CP Project Directorate II 2 88/03/15 STEWART.WL Virginia Powor (Virgin- 
ia Electric & Power Co,). 3pp 4405B 245-44856 258 

-660324 0457 Amends 1 18 & 118 to Licenses DPR 32 & DPR-37,re spec lively, changing 
Tech Spec Tables 3 7-6 & 4.1*2 re core exit thermocouple sys requirements oi 
NUREQ-0737,lloni II f 2, "Instrumentation for Detection of Inadocuato Core CooTinn " 
BERKOW.HN Project Oirectorale 11-2 OQ/03/15 Bpp 44056 240 44856,255 
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>- fj^ii n SLfps'ing Am;nd5 118 & 116 lo Licenses OPR-32 t 

L. *• rf j( ft p C’ eL. , 

‘ Pr: Ort.T-'.V‘ II 2 69 03/ ts 3pp 44856 256 44856 258 
03G322OO52 Ni*'i of G5i 323 30 mcLlinai; m ^nrn/VA in /fjemcc ,ni;an..r>B. 


0303220052 N:* '. :n of 651 323 30 rnctlmgs vs/uM in Surry, VA lo discuss inservice 
‘ * /O'm s scccnd 10>finierval 

e8/03M6 BERKOWHN Pr 0 jr>cl Drreclorale If 2 

l^J 44#^^ IGJ 

^ V-VP fccnjtes of operating PVVfls & holders of CPs for 

p ns I ^^3:lor pressure bounda^ componenls 

E'wni'''nir\"VVi': 88/03/17 Consolidated 

t^-cnCi*' offdLA Yci* fnc t3pp 44679 094 44879 126 

6803230001 ^,\f-;arrcnds to Li:cn3L3 DPR 32, DPR 37 NPF4 & NPF-7.modi 

i' :iiV rn & replace chans w/more gen 

Crn* {Virgin a Electric & Power Co) 08/03/17 Document 

{-cn rf Bi h (Do,uminr Centfot DcsJr) 5cp 44009 098 44809 149 

Section 6, replacing organization charts 
I ' .V ^1 Q-r";;! zn dc^'r p?ions ^ '^^^1 positron 

445^1143 ei:;tr.: d PoAer Co) 88/03/17 47pp 44Q09 103 

Cve'^^ ^?o reload C>cle witJ marl- firsi use of faciltly 

cci-n:. c\):l (Sd&r^cs?, tp'U.5“3ll^?8}5'3ir 

'^es'fi'ate/ fi Condensale Chemisiry." 

c'^vdPi',n;nSD«'u';cn?0?n,,'c"^^^ 

**? ”4°DPR SyTprocc^i'rt r%Hc"dclGmniii°in*A“°"'® amends lo Licenses DPR 

FidCti : S Po.;:t cS'iIpT «896 296 5^811 '’ ''"3'"'® (Virginia 

lo Licenses OPH.32 & 

Specs Sect on 6 re organization ^ f^PPorfunity for hearing Amends revise 
ELCP Prn^Cc(DrutQrateff2 88/03/23 epp 44896290 44696 305 


Q Inspecllon reports. IE Bulletins a correspondence 

*3^ 4' £|*l3vlnV^?recL,e wonl^ nepts SO 280/87. 

'nst/uclionr/onnspwirteSd '’’SQOti 4 la 
Ccn'rci Brsnch (Do:un,£nl°ConimrSL)^^pp'4432 Document 

8R 0?," 'LEE V'l 'Sr2''oic®o'?‘ W “ 

POAcrtVirgn, Electric iPoner Co) 2pp WoUo8 Wolol™*"^'"'- ''’'8™ 

-8903180308 rRlpr^oT'^^^^^^^^^ --008 44708009 

02/25 t2pp 44705 010 4^4^05 022^^^ ^^^^^^® f^^gion 2, Ofc of the Director 08/ 


lilpi?pSSS3s~T» 

SSIr^ssl'SSSSS^ai'i 

‘Mllsliiisss^^s 


275 44656 -100 “''‘•vkuciii 

'Opp d460Ogs6 44636f6f Degmn 2%c oMhe Oeeoto, 88/02729 


(V»ecST?.^e?'ao1 IP ^ 

Tlted^Kon'i 

MjmdJo? .°iy'IT O' '"‘'fslnal S Modicnl Nuclonr Snloly (Post 07072M 

88/03/07 Consolidaled Edisor) Co of New York, Inc 12pp 446/^1 00 1-44073 01? 

ihformfng NRC of Inlontrons to instnlj rcqinrcJ 
as f?q?es?ed ^ ^ ^^Of^Pfel'On of 19GQ rofuofing oulago floliof may ho oxhind d 

'll D'rectorafe II 2 08/03/09 STEWART, W I Wriilnla Power /V,/ 

ginia Elecmc & Power Co ) 2pp 44736 260 44736 261 vniinia r ower (Vir 


'^"0""“'"“'’' A Typo I atch 


*®»0 28*0/07TI'5o'20?/8M^^^^^ ''’ '«' "'-P 

fCi/EtecEfcrplie^So”! Tp® ?S1'’^^“■^?00^'^3f 

“"Zs'”Svc"slo?d'^“'''‘’ W/n«dw..sto SolKiificVim, 

® 50-200/60-02 & 60-201/60 02 on 000201 05 Nt) mo 

rC'a^£,eo5?T?,^o?'ao“) 2%%!2 ^ 

™0?0, 05 No viol., non, o. 

44912 310 44912 326 ^ Rogton 3, Ofc of tho DIroclor 08/03/011 |9pp 
50 280/00 07 & 50 201/00 07 on 000222-26 0 on,... 

KEScW?<^“ao“)' '’V'- 

X^dlon Iw'menU^wM I'0'"5 n" 0f>02? ) (no 

44649 202 44049 215 f^®g*on 2, Ofc of tho Dlroctor 08/Oa/lfi I4pp 

''Sr 

SidaL MisSn" CO oK 

R. Periodic operating reports 0 related correapoi, donee 

‘ jor evo/,- w/n„022.1 Itr, 

44568 304 44580 306 (Virginia Efoctric & Power Co) 6//1?/3t 3j-,p 

"£2rT“ “■““ ■■"“ "«' »“ '» - ~«o». 

44893 127-44693.146^^^ (V/rglria Efoclrfc & Power Co) 67/12/31 ?3pp 

* eitSof,"'?!)^ w/oflooio Itr 

Power Co) 88/02/29 24pp 44778^220 447^8’252^® '^^^ (Vffflmin Elocirif ^ 

S^fleporlaWe occurrences, LER. & related oorroapondenco 

PDPi'fon Indicalote ilocttirod mop 
BENSON nP W/880229 Ilr^ Uoatiom lost Caused by tnaf/uniont 

^a«'dB0?ft"2'^ (V'D'nla Eleo.do * Power Co, 00/02/20 dpp 

«62730i-d462%t « Power Co) 00/03/01 dpp 

l'on»o°rlJ^fl|paBUv^'jr'"lt^^^^ coro°Tovorol'd“'’‘^“‘' 
W27%°4727%'® ^‘^'<vC™'%lellrlo'®f "cffiSod' 4^ 

-593^^46^'?;?“ Po'™- (Virginia ^ 5vc 
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8803240047 LER 66 0Q3 DOcn 88021 6, reactor trip occurred due to power range lo set 
point hi flux & inlarmediato range hi flux trip signals Caused by personnel error Peer 
group fovtewod event & switches returned to correct positions W/fl8031 7 Mr 

BENSON. DU Virginia Power (Virginia Electric & Power Co) 86/03/17 4pp 

44845 040 44845 043 

6803290277 LER BB 007>Q0oo BB0224, control/relay room chiller tripped Caused by in 
sufficient SVC wafer flow Throttled svc water valves fully opened & correct outPet valve 
Ihrollled lo obtain proper svc water flow W/880317 Itr 

BENSON.OL Virginia Power (Virginia Electric & Power Co) 68/03/17 4pp 

44910 047 44910 050 

0803220443 LER 88 005 00 on 860219, heat tracing proper control selpoinls could not 
be verified Caused by inadequate surveillance & ntamt procedures Venlication ol cor 
red setpoints initiated W/800318 Mr 

BENSON, DL Virginia Power (Virginia Electric & Power Co) 88/03/18 6pp 

44846 321^44848 326 


Y. Dr/ Cask independent Spent Fuel Storage Instaflatlons 

0803140430 Summary of 880225 meetirig w/util & General Nucloar Sys.Inc (GSNI) in 
RockvjlPe.A4d re submiltal of GSNI CASTOR X/28 33 topical rept & ulil amend applica* 
leon for use of CASTOR X/28 33 at facility dry storage site 

ROBERTS, JP Fuel Cycle Safely Branch 88/03/Of ROUSE, LC Fuel Cycle Safoly 
Branch 2pp 44679 278 44679 279 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medfcnl, emergency & fire protection plans 

6803010285 Responds lo NRC 880125 Hr ro violations noted in Insp Repls 50-280/87 
35 & 50 261/87-35 Corrective actions contents of box surveyed, properly baggeef & la 
belcd & health physics checklist instructions for insp will bo revised 
STEWART, WL Virginia Power (Virginia Electric 8 Power Co ) 08/02/22 Document 
Conlrot Branch (Documont Control Desk) 3pp 44532 019 44532 021 

8803010423 Fonvards corrections to Rov 20 of security program.submillod on 
871016 Correction to Chapter 3 oliminalos administrative error & addilions/revs lo 
Chapler 6 submitted per Rb Manili request Safeguards Info withhold (ret tOCFR73 21) 
STEwAHT.WL Virginia Power (Virginia Electric & Power Co) 88/02/24 Oocumept 
Control Branch (Documont Control tjesk) Ip 44531 118-44531 118 

8603010306 Responds lo NRC 880127 Itr re violations & deviations noted In Insp Ropts 
50-280/07 32 & 50 281/87-32 Corrective actions documents roviowod lo ensure doc- 
umenlalion available to support dovialion from omcrgency response guidofinos 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 88/02/26 Document 
Control Branch (Documonf Control Desk) 5pp 44552 038-44552 042 

6003140341 Forwards Rev 12 to ptanl security personnel training & qualification 
pronram Rev withheld (ref 10CFR73 21) 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 8B/03/00 Documoni 
Control Branch (Documoni Control Desk) Ip 44713 1 18 447)3 1 to 

0603240329 Forwards Insp Repts 50 280/88 07 & 50 201/80 07 on 880222-26 & noUco 
of V eolation 

HERDT,AR Region 2. Ofc of the Director 08/03/17 STEWAnT,WL Virginia Power 
(Virginia Eleefrio & Power Co ) 2pp 44849 180 44849 215 

“0803240332 Nolico of violation from insp on 080222 26 Violation noted on 0B0223 firo 
proteclion equipment required to be maintained In sito firo hose houses was romovod 
& used for non firo proleclion purposes w/o written permission 
HERD! , A R Region 2, Ofc of the Director 08/03/ 17 2pp 44849 200 44849 201 

“0BO324O33B (nsp Repls 50 280/08 07 & 50 201/88 07 on 800222-26 Major areas 
inspeclod firo protBclion/provonlion & followup on previously Idonfified Insp Itona, 
HARRIS.JR Region 2, Ofc of the Director 08/03/16 14pp 44049 202-44049 215 

0803220471 Forwards revs to emergency plan & omorgoncy plan implomonting proco 
Jures per 10CFRS0 54(q).PIan continues to moot 10CFR50 47(b) slcls 
STEWART.WL Vaginia Power (Virginia Electric & Power Co) 00/03/18 Document 
Control Branch (Document Control Desk) 2pp 44785 309 44786 227 

“0003220480 Revised "Station Emergency Plan " 

^ Virginia Power (Virginia Electric & Power Co) 88/02/18 166pp 44785 311- 
44786 116 

“0003220306 Revised emergency plan Implemonling procedufes,includlnn Rev 18 To 
EPIP 1 01, "Emergency Manager Controlling Proceduro," Rov 6 to EFFP-I 02, "Re 
sponso lo Notification of Unusual Evonl" & Rev 6 to EPIP-1 03. "Response to Alerl " 
STEWART.WL Virginia Power (Virginia Efectric & Power Co) 08/03/10 112pp 
44786 116 44786 227 

000323(3129 Forwards Rov 21 lo plant security program Rov withhold (ref 10CFR73 21) 
STEW/\RT,WL. Virginia Power (Virginia Electric & Power Co) 00/03/18 Documont 
Control Branch (Documoni Conlrol Desk) ip 44B59247 44850 247 


J. tnsurance & Indemnity information 

0803300233 Confirms that util purchased max fimit of primary nuclear properly insur- 
ance on actual cash value basis from Nuclear Mutual Limited & excess nucloar prop- 
erty insurance from American Nuclear Insurers/Mutuaf Atomic Energy Roinsuranco 
STEWART, W L Virginia Power (Virginia Eleclrfc & Power Co ) 00/03/25 Documoni 
Control Branch (Document Conlrol Desk) 2pp 44902 169 44902 170 


P. Operating license stage documents & correspondence 

6802260198 Generic Hr 08 04 lo all nonpowor reactor (Icenseos re distribution of gems 
irradiated In research reactors Svc list end 

MIRAGLIA,F-J Associate Director for Projects (Post 870411) 00/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44563 345-44553 355 


8803010164 Requests discroUQnary enforcement by NRC re use of temporary 30 inch 
svC water line for two 72 h periods, Justification for continued operaiion. including do 
scription of sys involved & technical considerations evaluation end 
STEWART. W L Virginia Power (Virgmia Etectric & Power Co ) 88/02/23 Documont 
Conlrol Branch (Document Control Desk) I3pp 44565 343 44565 355 

0803010247 Forwards safety evaluation granfing relief from certain ASME Section XI ro 
quiremerts re replacement of componenl cooling & recirculation spray HXs 
BERKOW.HN Project Direcloralo If 2 80/02/25 STEWART.WL Virginia Power (Vtr 
gtnia Eleclnc & Power Co ) 2pp 44540 078 44540 002 

“8803010259 Safety evalualion supporting relief from ASME Section Xi requirements rc 
roplacerreni of component cooling S recirculation spray HXs 

• Project Directorate li 2 8B/02/25 3pp 44540 080 44540 082 

8003060179 Application for amends to Licenses DPR 32 & OPR 37. granting exemption 
from 1OCFR50,App J.Paragraph III A 3 re performance of Type A tests per ANSI 
N45 4-1972. "Leakage Rato Testing of Containment Structures for ” Fee paid 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 88/03/01 Documoni 
Control Branch (Document Control Oosk) 6pp 44626 092 44626 103 

--8003080192 Proposed Tech Specs reliocling exemption from tOCFR50,App J, Para- 
qraph III AS re performance of Typo A tests in accordance w/ANSI N45 4-1972. 
'^Leakage Rate Testing of Containmonl Structures for Nucloar Reactors " 

• Virginia Power (Virginia Electric & Power Co) 88/03/01 6pp 44626 098 44626 103 

6603140199 Fonvords SER concluding that post accidont moniloring inslrumenlalion 
conforms to Reg Guide 1 97, Rev S.cxcepl for instnimentalion for conlainmenl sump 
water lemp, Review of Multi Plant Action A 17 for both planls compieled 
PATEL.C P Project Direcloralo II 2 BB/03/03 STEWART.WL Virginia Power (Virgin- 
ra Eteciric & Power Co) 3pp 44678 114 44678 137 

--0803140207 SER accepting plant design ro conformance lo Reg Guido 1 97, Rev 3,w/ 
exception of inslrumeniation for containment sump water lemp variable 

• PfOfecl Diroclorato II 2 8a/{>3/03 2pp 44678 (17 44678 137 

8803140062 Advises that uti! unablo lo provide response to NRC request for addl info re 
Generic Llf 03 28 until release of Wcstinghouso Owners Group rrpl Status updates 
will bo provided by 880G30 if ropl nol availabio 

STEWART.WL Virginia Power (Virginia Eleclnc & Power Co) 88/03/04 Documoni 
Control Branch (Document Conlrol Desk) 2pp 44698 1 12 44698 113 

8003240449 Forwards Amends 118 & 110 lo Licenses OPR 32 S DPn-37, respectively 
& safoly ovpluafion Amends ctiange Tech Spec Tables 3 7 6 & 4 1 2 re coro exit tlier 
mocouplo raquiromenls of NUREG 073 7, Item II F 2 

PATEL.C P Pfojecl Direcloralo 1 1-2 68/03/15 STEWART.WL Virginia Powor (Virgin 
la Eiociric & Powor Co ) 3pp 14850 245 44056 256 

“0803240457 Amends 118 & 1 18 to Llconses DPR 32 & OPR-37,fespeclively, changing 
Tech Spec Tables 376 & 4 1-2 ro core oxil Itiermocouplo sys roquiromorrts of 
NUnEG-0737,1lom II f 2, "Inslfumorntalion for Detection of Inadequate Coro Cooling ' 
BERKOW.H N Project Diroclorato II 2 80/03/15 Opp 44056 248 44856 255 

“06 032404 6 0 Safoly ovnlualiori supporling Amends t10 & 118 to Licenses DPR 32 & 
OPR-37,f€spoclivoly 

• Project Direcloralo II 2 00/03/15 Opp 44656 256 44856 25B 

0003229052 Nolificalion of 000320-30 mootings w/util in Surry, VA lo discuss inscrvico 
tost programs for pumps & valves, covering second 10 yr interval 
PATEL.C P Project Direcloralo It 2 88/03/16 BERKOW.tIN Project Diroctornie II 2 
3pp 44773 161 44773 163 

0003229364 Goneric Ltr 88 05 lo all licensees of opcraimg PWRs & holders ol CPs lor 
PWRs ro boric acid corrosion ol carbon stool reactor pressure boundary components 
in FWR plants Svc iisl enc) 

MIRAGLIA.F Associate Director for Projects (Post 670411) 88/03/17 Consolidated 
ErJisor^ Co of New York, fnc 43pp 44B79 004*44879 126 

8003230001 Application for amends to Licenses DPR 32,DPR-37,NPF 4 & NPF-7.modi- 
fymg Tech Spec SocHon 6 to doloto organization chads & replace charts w/more gsn- 
CfQl doscmlion of roquirementa & replacing certain kilos Fees paid 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 00/03/17 Document 
Control Brancfi (Documoni Conlrol Desk) 5pp 44809 098 44809 149 

-0003230005 Proposed changes lo Tech Specs Section 6, replacing organization charts 
w/goncraf doscnplion of organizational requiremonis & certain corporate level jmsilion 
lilies w/ general position decrip lions 

• Virginia Power (Virginia Electric & Power Co) 80/03/17 47pp 44809 103- 
44809 149 

0603310150 Forwards Part C of questionnaire, "Feedwater & Condonsato Chomisfry," 
for feedwalor sys, per request 

STEWART.W L Virginia Power (Virginia Electric & Powor Go ) 88/03/22 Documoni 
Control Branch (Document Control Desk) 4pp 44915341-44915 344 

6603290167 Forwards noliCQ ol consideralion of issuance of amends to Licenses DPR 
32 & DPR-37 & proposed NSHC determination & opportunity for hearing ro 8B0317 
request lo modify Section C of Tech Specs, for publication In FR 
P/^EL.C Project Diroclorale 11-2 08/03/23 STEWART.W L Virginia Powor (Virginia 
Efectric 0 Power Co ), 2pp 44896 206-44896 305 

-8003290187 Notice of consideralion of issuance of amends to Licenses DPR-32 & 
DPR 37 & proposed NSHC determination & opportunity for hearing Amends revise 
Tech Specs Section 6 re organizallon 

PATEL, CP PfojeQl Directorate 11-2 80/03/23 Opp 44896 298 44B96 305 


Q Inspection reports, IE Bulleifns & correspondence 

8603010205 Responds lo NRC 080125 Ilf ro violations noted in Insp Repls 50 280/07- 
35 50-281/87-35 Corrective aclions contents of box surveyed, properly bagged & la- 

beled & health physics checktisl instructions for insp will be revised 
STEWART.W, L Virginia Power (Viroinfa Electric & Power Co ) 88/02/22 Document 
Control Branch (Document Control Desk) 3pp 44532 019-44532,021 
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0803160300 PcrAar.ls insp Rcpis 50 230/80 01 & 50 261/08 01 on 080103 31 & notice 
ot V o'E‘on Ccrccjns le fa'ure to fol'o^ p/ocedure violation & personnel verifying int 

1 j 1 corO “t Cfi-s in ptoc.' j'jtc * \\ tiO n totysC 'O^pS 

BBOAraEL'VL Regcn 2 Ofc ol ihe Director 80/02/25 STEWART, WL Virginia 
Po^ct {W,'q r a Electne & Poau Co ) 2pp 44705 006 44705 022 

*>8603160305 t^otcc Cl vo'aicn from in:p on 680103 31 Violation noled detailed wniten 
Crcc<"rJurt.s rot follOAed 0^ ciihcr complying w/steps or irnplementing change prior to 
proceed ng 

REVESLA Reg on 5 Of: of [he Director 00/02/25 2pp 44705 000 44705 009 

-*8803160308 Insp Repts 50 280 '00 01 8 50 201/08 01 on 880103 31 Vrolalions 
noted MijOr areas mspuCtsd plant op^ralions, plant mainl & sur\ei1lanc6,foflDwup on 
inspect Dr td:nt f cd items lER r^vie^r & QA program le^Te^# 

HOLLAnO SV E ti ChOLSON L E CANTRELL F S Region 2, Ofc of Ihe Director 88/ 
02/25 I3pp 44705 010 44705 022 

8003010305 Rcjpofidis to NRC 000127 Itr re violations & deviations noted in fnsp Repts 
50 21^0/6? 32 & 50 201/07 32 Correettve acdons documents reviewed to ensure doc* 
u/rcnia'ion avaiisfle to support de<t3lion from emergency response guidelines 
STFvVARTWL Virg.na Poftcr (Virginia Electric & Power Co) 80/02/26 Document 
C onirct Eranun (Oocurr.ent Cmittol Desli) Spp 44552 038 4 \552 042 

6602230035 NRC info Notice 80 006 Foreign Objects iri Sleam Generators ” Svr list 
■Cn.i 

RQSSrCE 0,.son of Opcrationaf Events Assessment (Post 870411) 08/02/29 
Consc' ili'td Ed son Co of New York Inc t lEpp 44554 253 44555 009 

8603080008 Pro. des supp'eminfaf response to Item 6 of NRC Compliance Bulletin 07 

002 te tas\er,i,T fcmentstfwesl.gation ^mpten^ervted to reduce owrober & 

cf fastener matls stocked lo minimize incorrect fastener selection 
STEWART WL Virgnia POAcr (Virgma Electric & Power Co) 08/02/29 OocumenI 
Centre! Brarrch (Oocumeni ConlroJ Desk) 2pp 44641 1?4 44641 175 

8803080203 Reiportds to unresolved iiems in Insp Rept 50 281/86 36 re contammenl 
mrcgr^cd teak rate tesfmg programTech Spec change requesting exemption from 
lpecif-c penetrations will be submitted W/seven oversize figures 
srewAPT WL Vr^ma Power (Virginia Electric & Power Co J 06/02/29 Oocumenl 
Lontrol Branch (Document Control Desk) 42pp 44656 275 44656 309 

8803 16WJW Forwards Insp Repts 50 280/68 06 & 50 281 /68 06 on 680216 10 No vm 
latrons Of dfi/iations noled xvviu 

COlLINSOPiI Regon 2 Ole ol the Director 08/03/02 STEWARTAVL Virnmia 
Power {Virg n a Electric S Power Co ) 2pp 44696 254 44696 265 ^ 

0" '9 No violations or 

dus a'icns noted Major areas inspected plant chemisi/y 

ol the arsetor 88/02/29 

>0 l^ocon- 

‘“SfS by®Gt°’'5«\Tonci^^ ^"aagomenl in UFA Type Laich 

HopSs'so 880125 notice ol violation lo/ fnsp 

(Virgina EfecSpowHCoi’lp ?48o'°233®s«OI 
^^Aofnfs*" Sv”^lsien?/^°"“ "*^'’''^"'31 Fleaotions W/Radwaste Solidilicaiion 

“latof 02 s so 28, /as 02 on 88020,-05 No vro 
fVi/ginia EkcScTpowe?^*’) 2pp%f23M^°49r'|3jJ^'^*’'''^''''''- Vii»™a Povtev 

44912 310 44912 320 ^ ‘ ^ ^ Director 88/03/08 19pp 

280/88 07 8 50 281/80 07 on 880222 26 & noircQ 

IV™e"cS'c^4PoL?Co'’)' 

'^'lA/ed l™teSp')?,rw?nite ttSsS S'’**'' 

,<ERQT 

‘♦UaJUJ 


6003140284 NRC Inlo Nolite 60 000, “Reduced RolialJiWy o< Stonm D/wen. Aum ip< 
Feedwater Pumps Caused by Instability of Woodward PG-PL Typo Govornors ' Sil 
list end 

ROSSI.CE Division of OperaHohial Events Assossmonl (PoM a70411> 09/03M6 
Consolidated Edison Co or New YorK. Inc I21pp 44057 058 4 4 B& 7 178 


R, Pertodic operating reports & related correspondonco 


0003010231 "Annual Whole Body Exposure Rcpl for CY07 " W/000221 (Ir 
STEWART, VV I Virginia Power (Virginia Electric & Power Co> 67/12./61i 3i»c 
44568 304 44566 306 

8003070236 “Semiannual Radionctivo Eflluonl nolonao nopt.Jul Doc 1R07 " W/flOD?29 
Ur 

STEWART ,WL Virginia Power tVirgmm ElocUlt & Powor Co) 67/12/31 2C:* 
44693 127 44093 146 

8803180050 Monthly oporaling ropls for Fob 19D0 W/OB031S Itr 
BENSON.OL, WARREN.LA, STEWART, W L Virginia f^ow(3r (Virginia riecCftC. S 
Power Co j 86/02/29 24pp 44770-223 44770 252 

6803210456 "Headquartora Daily Rept for 000314 " 

‘ Radjalion Prolection Branch 08/03/14 G3pp 44750 351*44700 054 


' ■ lauifj WUUI lUlIVtjOp 






l*'[ouoli confnlnmflnl laolaiion va^c$ 
^ TV SS 2010 discovered gronlor lhari ASMi: Soclion XI sperVaV^ 
deefared inoperable Caused by miaintorpretalEon of skotebris Loiids hficU W/8B0226 

44^9^279^44 599 ElocUlc & Rdvror r^\ 00/02/26 

IS 080202, containment Ibolnlion vnlvns dot fared ino,i.v 

nijL?!?=? oxcoss of Spoc voluo Cnusfl not tfoiorrTiFmirf Valves wfl bou' 

aooiyst*! fQRuUa W/ftOOlQI Hr 

Ss 20^44665®^ (Virginia Floclrlc & Powor Co) OO/on/oJ 4pjT 


f7o,«=v,;( T. .4 posmon intiicoiors ailfcrrrJ irom 

WeslingliDusu FHVR 

corroct rondinria W/a0O3O4 Itr 

44693^M46a3^'^oT (Virginia Cluctric & Powor Co) llB/03/01 4f>p 

a;)0ia7.conlainmonl IsoInlJon Vnivos TVSS ?0lA S IV 
W?I hft nn oakagoCauao of lonkngo nol dolor mined ralfuro aoaiys j 

Kq/Iu r> ; M ® S rofuGling outnyo Loads liflod W/nflo:i04 Ur 
44?100lf447io^§i6^ WuqTnia I'locUio & Powof Co) 06/00/01 


Y. Dry Cask Independent Spent Fuel Slorago InatoNnl/ons 

DOCKET 50*282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 

F. Security, medical, emergency & fire protection plana 

^^^(3CFR50^54(q)*^& flccep^^^ ^ omorgoncy plan consiytoni w/provislcfls cf 

ISteK?Co"tp%1S62!290%«i820^^ '«>SON,OE No.tlK-3 

*^V'Eniwgency NotlliratK°'nori'Mi'’iTf.’''9^^^ (toy ,3 lo 13 

11 lora-ll “hSnfSo ”,°|? AS/®! '■ Swilchboarc) Onornto/ niilios" S Hev 
FEY F L NorJf^rn^^J ?brvoy “ W/n0022.1 Itr 

• n Stafoa Power Co 00/02/24 107pp 44620 200 44029 134 

QA plan moola require aisn I of 
IOCFRSO.Am R SeSITtin Commilnionia to comply w/ 

miller, H JTleaJon 3°n r MrWn ” critiques for frro drifts niso accoplfll'e 
Power Co 2pp%"22^bSM^^^^ LARsON.CE Northern SUlcs 


3 to *^81? procedures, Includ ng f^c ^ 

Sample" ffydrooon nadlpgos 

Pdmary Liquid bWlo *’^/OQO30V|v 

35 r'ower CO OQ/03/01 4pp 44721 343 d472l 340 


rr t 'u rrw u 

FEY.F L Northern Stales I 


I Financial totcfmatlon 

CO eT/12/ 
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j Insurance & Indemnlly Information 

80O3O8Ot71 Forwards Endorsements 87,86,73,72 & 91 to NELIA Policies NF-174,NF- 
174.NF 197 & NF*t97.Endor3Gm0nls 8 to NELIA Certificates N-17,N-63 & N 37 & En 
dofsemenls 72,71 & 62 to MAELU Policies MF-51,MF 51 & WF 68, respectively 
OLOSON G M Northern Stales Power Co 88/02/25 OINITZ.I Office of Nuclear Re 
actor Regulation, Director (Post 870411) 25pp 44656 039-44656 063 


P Operating license stage documents & correspondence 

8803100017 Informs thal author will replace D Gilberts as senior vice president effective 
on 880101 Author biographical outline end 

JENSEN, R J Norlhern Stales Power Co 67/11/23 DAVIS, A 0 Region 3, Ofc of Ihe 
Diroclor 3pp 44666004 44666 006 

8803010007 Forwards ulif response to Generic Llr 80 02, “ISAP ir' General schedule 
for key IPE/PHA activities end 

MUSOLF.D Northern Slates Power Co 88/02/19 Office of Nuclear Reactor Regula- 
tion, Director (Post 870411) 3pp 44567 264-44567 266 

8802250195 Generic Ltr 80 04 to all nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve list end 

WIHAGUA^F J Associate Director for Protects (Post 87041 1) 88/02/23 Consolidated 
Edison Co of New York. Inc 1 1pp 44553 345 44553 355 

8803010190 Forwards "Eff/uent & Waste Disposal Semiannual Repl for Jul- Dec 1987," 
amend to “Effluent & Waste Disposal Semiannual Repl for Jan* Juno 1907" ■& Rev 1 
10 process control program manual 

FEY.F L Norlhern Stales Power Co 00/02/26 Document Control Branch (Document 
Control Desk) 2pp 44532 242 44532 283 

-9003010221 Rev 1 to "Process Control Program Manual " 

FRiEDRlCH,J M , SCHULLKE.DA Norlhern Stales Power Co 07/09/10 lOpp 
44532 206 44532 283 

8803030139 Forwards corrected summary repl on Mulll-Planl Action D 05 re upper pfen 
ium pnteclion, recommendation concerning generic priority & items for senior mgl alien 
lion 

01 lANNI.DC Proleci Diredorale (11-1 80/03/01 VARGA, S A Division of Reactor 
Projects ■ I/ll (Post 070411) 3pp 44566 057-44568 069 

8803080001 Advisps lhat Rev 11 to operational OA plan meets requirement of 
fl0CFR50,App a & acceptable Proposed changes altering commitments lo comply w/ 
lOCFRSO.App R Section III I ro 3-yf Interval of critiques Tor fire drills also acceptable 
MILLGR.H J Region 3, Ofc of the Director 88/03/01 LARSON.CE Norlhern Slates 
Power Co 2pp 44622 001-44622 002 

8803080419 Forwards summary listing of remaining special 62H conuollors w/aamo 
type of application & resistor valves Summary should bo satisfactory lo rosolve resis- 
tor vafue qiroslion of remaining controllers 

RIZVI.SH Foxboro Corp 88/03/01 MAKI.JR Northern States Powor Co 2pp 
44626 149 44626 151 

8003140323 Confirms 880316 mgt meeting at Region III ofc In Glen Ellyn. IL por 800222 
10 Icon between K Albrechl & M Phillips lo discuss performance based on OA applied 
to operating plants 

GREENWAN,E G Region 3, Ofc of the Director 80/03/07 LARSON.C E Northern 
Stales Power Co Ip 44712 282-44712 282 

9803210141 Forwards Project Directorate Itl-I slides for 880317 briefing of Exoculivo 
team Slides marked "P" primary slides directorate plans to show Other slides backup 
for possible ref 

VIRQILIO.MJ Project Directorate llt-1 00/03/14 NOVAK.T Division of Safety Pro- 
grams (Post 070413) 89pp 44760.106-44760 2G8 

8803240104 Suppis 871201 itr re ATWS mitigating sys actuation circuitry design, por 
88021 1 & 0303 tefcons Final design will not use RPS inslrumonl bus powor as power 
source Salequnrds 125 ventilation duct chaso not considored tor relay powor 
MUSOLF.O Northern Slates Power Co 88/03/15 Documenl Conlrol Srancli (Docu 
menl Conlrol Desk) 2pp 44867 189 44867 170 

8603220364 Generic Ltr GB 05 to all ficonsoes of operalmg PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon stoel reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associate Diroclor for Projects (Post 870411) 80/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44879 004 4487Q’126 


O. Inspeclfon reports, IE Bulletins & correspondence 

8B03 100011 Responds lo NRC Bulletin 87 001 re programs (or monitoring wat( (hick- 
noss of high energy piping Survey found no areas at or bofovv design nominal thick- 
ness 

LARSON.C E Norlhern Slates Power Co 87/09/09 DAVfS.A B Region 3, Ofc of Iho 
Direclor 5pp 44675 180 44675-184 

8603310156 Responds to NRC 870908 ltr re violations noted In Insp Repls 50 202/07- 
12 & SO 306/87-1 \ Corrective aclfons-on 070619, monthly Bus 26 undorvollago relay 
test in progress /Olay replaced & bus restored to automatic operability 
LARSON,(JE Northern Stales Powor Co 87/10/05 GULDEMOND.WQ Region 3, 
01c o( the DirecloT 5pp. 44915345 44915349 

8803030099 Forwards SALP 7 Board Insp Repls 50 282/07-01 & 50-306/07 01 for 
June 1986 - Nov 1987 Improvements needed In functional area of irainlng & qualifica- 
tion effectiveness. 

DAVIS.A B. Region 3, Ofc of the Director 80/02/25 LARSON.C E Northern States 
Power Co 3pp 44608 179-44608 21 1 

-8803030107 SALP Repls 50*282/87-01 & 50 306/87 01 for June 1986 • Nov 1987 
* Rogiof> 3, Ofc of the Director 88/02/25 30pp 44600 102-44608 211 

8803030138 Forwards Safely Insp Repls 50 202/08 01 & 50 306/88-01 on 880103- 
021 3 No violations noted 

GULDEMOND.WG, Region 3, Ofc of the Director 08/02/25. LARSON.C E- Northern 
Slates Power Co 2pp 44602.174 44602.105 


-8803030143 Safely Insp Ropts 50 282/88 01 & 50 306/88 01 on 080103 0213 No vio 
lalicns noted Major areas inspected previous insp findings.plant operalionaf 
safety.maml surveif lance s.ESF sys & refueling outage activitos 
DEFAYETTE.R Region 3. Ole of the Director 88/02/26 lOpp 44602 176 44G02 185 

990223 0035 NRC Info Nolica 80 006, "Foreign Obiects in Steam Generators" Sve list 
end 

ROSSI, CE Division ol Operational Events Assessment (Post B70411) 08/02/29 
Consolidalod Edison Co of Now York, Inc IlSpp 44554 263 44555 009 

9903030267 Informs that SALP assessment re performance at facility completed & that 
linding will bo cresenlGd at meeting on BB031 1 

GREEnMAN.EG Region 3, Ofc of the Director 08/03/01 LARSON.C E Norlhern 
Stales Power Co Ip 44565 300 44565 308 

8603020836 NRC Info Nolico 08-007, "fn advertent Transfer of Licensed Mat! to Dneon- 
trolled Localior>s" Sve fist end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/03/07 Consolidated Edison Co of New York. Inc 12pp 44673 001 44673 012 

8603090170 Advises lhat facility will ba included m special emergency operating proce 
dure (EOP) insp program Insp will evaluate applicability & useability of EOPs across 
nation R Love team loader for facility 

WRIGHT, GC Region 3, Ofc of the Director 88/03/07 LARSON.C E Northern Slates 
Powor Co 2pp 44SB5 001 -44BB5 002 

8B03090304 Advises that no furlher plar>l-6pecific action required based on review of 
070909 response lo NRC Bulietin 07 001, “Thinning of Pipo Walls at Nuclear Power 
Flams ’■ 

Ol tANNI.DC Projeci Directorate Ilf l 08/03/08 MUSOLF.D M Norlhern Stales 
Power Co Ip 44646 034 44846 034 

6603040062 NRC BuPiotin 80 003, "fnadequalo Latch Engagomonl in HFA Typo Latch 
ing Rel^ Mfg by GE " Sve list and 

ROSSt.CE Division of Operational Events Assessment (Post 870411) 80/03/10 
ConsolJcfated Edison Co of New York. Inc 128pp 44673 192 44673 319 

0803080148 NRC Info Notice 08-008, ’Chemical Reactions W/Radwasto Solidification 
Aqenls “ Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 

6903260101 Forwards "Insorvice Insp - Exam Summary .8801 04 0210, Refueling Oulage 
IZ.Insp Period 2, Second Interval “ 

MUSOLF.D Norlhern Slates Powor Co 08/03/15 Office of Nuclear Reactor Regula- 
tton. Director (Post 0704 11) Ip 44663 1 70-44863 1 70 

-0803230163 "Inservcco Insp Exam Summary 880104 0210, Rofuofing Oulage 12, Insp 
Period 2, Second Interval “ 

* Norlhern Stales Power Co 80/02/20 30Opp 44863 1 71-44663 362 

8803220091 Responds to 0QO203 NRC Compliance Buflolm 88 001, "Defocls In Wos- 
llnghouso Circuit Breakers " Wostinghouso DS series circuit breakers not used In 
Class IE SVC at plant 

LARSON.C E Norlhern Stales Power Co CQ/O3/10, Office of Nuclear Reactor Rogu 
laiion, Oireclor (Post G704 1 1) 2pp 44787 357 44767 350 

8003280292 Provides addi info ro aclions takon to correct violalions noted In Insp Ropis 
50 202/07 12 & 50-306/67-11 rroquoncy of actual powor versus indication power 
measurements & Inaccuracies in calculated rtoutren leakage discussed 
LARSON.C E No flhorn States Powor Co 08/03/ 16 NORELIUS.CE Region 3, Ofc of 
the Oireclor 2pp 44912 071 44912 072 

0803140284 NRC Info Notico 8B-000, "Reduced Reliabilily of Stoam Driven Auxiliary 
Feedwater Pumps Caused by fnslabifity of Woodward PG-PL Typo Governors ’’ Sve 
hst end 

BOSSI.CE Division of Operational Events Assessment (Post B70411) 08/03/16 
Cor>sofidaled Edison Co of Now York, Inc I21pp 44857 050 44B57 178 

8803260204 Forwards Safety Insp Repls 50 282/8M8 & 50 306/07 17 on 071216- 
000300, No violations noted 

HARRISON,JJ Region 3. Ofc of the Director 80/03/18 LARSON.C E Northern 
Slates Power Co 2pp 4 4000 080 44680 0 92 

-8803250208 Insp Repta 50 282/87 18 & 50-306/87-17 on 871216 600300 No vtola- 
lions or devralioris noted Major areas inspected activities on IE Bullelin 79 14 & li 
consoe action on previousiy identified Items 

GAVULA.JA, DANIELSON.OH Region 3, Ofc of Iho Director 0B/03/1D lipp 
44880 062-44880 092 

6603300158 Responds to NRC Compliance Rullotin 88 002 re steam generator suscep- 
tibility to high cycle faliguo cracking at seventh tube support for rows 8 through 12 No 
mods necessary oven If tube domed et sovonth tube support 
LARSON.C E Norlhofo Stales Powor Co 08/03/24 Document Control Branch (Docu- 
ment Control Desk) 6pp 44901 227 44901 232 


R. Periodic operating reports & related correspondenco 

8803010190 Forwards "Effluent & Waste Disposal Semiannual Repl for Jul Dec 1987," 
amend lo "Effluent & Waste Disposal Semiannual Repl for Jan June 1987'* & Rev 1 
to process conlrol program manual. 

FEY.F.L Northern Slates Power Co 88/02/26, Document Control Branch (Documenl 
Conlrol Desk) 2pp 44532 242-44532 283 

-6903010200 "Effluent Semiannual Rept.JuLOec 1907.SupplGinontal Info" 

* Northern Slates Power Co 87/12/31 19pp 44532 244 44532 261 

-0803010210 Amend lo "Effluent & Waste Disposal Semiannual Repl for Jan June 
1967” 

‘ Northern States Powor Co 87/06/30 4pp, 44532 262-44532 265 

-8603010221 Rov 1 lo ''Process Control Program Manual " 

FfilEORICH.J M . SCHULLKE.DA Northern States Power Co 87/09/10 IBpp 
44532 266 44532 203 
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8803150 t.Vi.T y cpfTal.r.fjKplsIc, 19&9 W/ee03i0 Hr 
DjOSTADO MQlfD f^cftrrrn Sfates PoAGf Co 89/02/29 9pp 44715304 
41715312 

e9032t045S 0^''* for aeoiH " 

‘ ff?7'3' cn Prof:' :n Branch 68/03/14 63pp 44759 351 44760 054 


S ftsportabfe occurrences. LHRs & related correspondence 

9803240393 C truiSCii 880115 Cv/crAli<ig Rcaclors Events Meeting 80 11 LfSl of 
ail r j jcs > ^(.Ms a scus^cd & tabijiation of long term foNowup assignments detailed in 

•'n'J I 

E*.nss A<sossm?rit Branch 08/03/15 ROSSI C E Division of Oper 
a' cf' il E,cn‘i As^rssrrcnt iPost 870411) l7pp 44B90 284 44800 300 

8803230025 LER 63 001 COcn 380218 inadequate net positive suclion head m low 
pr^ safely in.cCton sys if sco /ere d Caused b/ procedural inadequacy Emergency 
opLratny p,o:ed'j'«:S *vri be rc^isud VV/080321 Hr 

HUNSTADAA 71USOIF D Northern States PoAer Co 80/03/21 5pp 44B0B335 
4451/3 JJ:i 


V OperaloT ExamlnMions 

8803030099 Ferftards SALP 7 Board tnsp Repts 50 282/97 01 & 50 3067B7 01 for 
Ji*r- 11:6 Nd/ 1957 frrip'o^cmsnts needed in funcfronal area of training & qualified 
tiL 1 utkcli^cn-ss 

OAVJSAB Pfgcnl Ofc of ihe Director 08/02/25 LARSON, C E Northern Stales 
3pp 44603 173 lloOa 211 

6891250252 Adiis:s tlRC pjfcli^jS’cd end ter to guidance tot Vnal NRC reqaalifica* 
Tjn corns f cl 'cctng F'ssons framed from Ooc 1987 exams al HB Robinson 
pJdrI f ir,3' .t-ri :in v, n fcc -nca'pctaled 'nio exam-ners slds ^NUREG 102 M W/o end 
VVRfGHT G C Region 3, Ofc of Ihp Director 08/03/18 LARSON, CE Northern Stales 
PoACrCo Ip 44945 210 44945 210 


8803140033 Forwards Insp Repl 50-285/«Q 09 on 680222 26 Vio!it-c%> 
noted Enforcement conference scheduled for Bfi031S io dthcuss understiindng <1 
violation, reason for occurrence St corrective actions 

CALLAN.LJ Region 4, Ofc of IhQ Director B0/<73/O8 ANDREWS, H L Omaha Pubr 
Power District 2pp 44694 009 44694 014 

-8803140039 Insp Rept 50 285/88 09 on 000222-26 Potontial violfltiori roled l.la^ir 
areas inspected penetratfon fire barriers 

MULLIKIN.RP WESTERMANjr Reqron d. Ofc Of Iho Director 60/03/04 4cp 
44694 011-44694 014 


8603150048 Notificalion of 800315 ofiforcorncnt meeting w/ltconseo i/i Rejron IV to d s. 
cuss missma elecfricaf condwt f»to barciocs & hanltli ptiystes rofrilod jssuqs 
WESTERMAN.TF Region 4, Ofc of the Director 80/03/Of) nogion 4, Ofc cl HiaD 
rector 2pp 44728 024 44720 025 

6603160213 Revised emergency dan Impiomenbny procedure’s InWe ot cements & tv’ 
quest for Procedures EPIP OSC O.EPjp TSC-7, EF^IP RR /4,Ef*IP HR 62 A f Pip m 
77 10 be deleted W/6a03 10 Ur 

FRANCO.FF. ANDREWS, R L Omaha Public Power Di^itriGt 011/0 J/ 10 7 m 
44729 283-44729 289 

8603170036 Advises lhaV 960206 proposed chanejos lo omoreoncy plan occentablo 
CALLAN.LJ Region 4, Ofc of die Director 08/03/14 ANOnEWS.R I Omaha puL'c 
Power Dislncl 2pp 14731 143 44731 144 

Revised emergency pton implumontinrj procoduros.iticUKling Rev 7 )o TPiP 
OSC-15 1, "Conlrol Room Communicalor,” Rov 2 to EPfPOSC f/ 1, TecPimcAl Auo^ 
^8^25Tr ^ ^ EPip OSC 19-1, '‘EmDrqoncy Tolophofio OmK' w 

ANDREWS, RL Omaha Public PowuT Disirtet 00/00/25 5»pp 44910 160 449 2 j? 


J Insurance A Indemnity Information 


DOCKET 50-285 FORT CALHOUN STATION. UNIT 1 

F Security, medicaf. emergency & fi/e protection plans 

®®^^2902$7 FOfA rcqucsi for documents re 10CFRS0,App fl insps 8 enforcements 
JONES, OR Affhatian Not A&sgned 88/02/01 GRIMSLEY.DH NRC No Detailed 
Atfnaiion Gssn 2pp 41892 351 44892 352 

8802290005 EN 88 013 on 800222 notice of proposed imposition of civil penally in 
amount of Si75,000 dviij be issued to licensee Aciion based on two events re water 
Jrem f.fc protcct'oo sys entered insirumeni air sys 

Enforcement (Post 870413) 80/02/17 Ip 

4*35 lt}l 44552 161 

^^01 900129 Itr re violations noted in Insp Repl 50 265/80 

®“pm w & 0 -locumems already avartabte ,n 

wlSNof Asli^nc™ w WAnWa? w hoffmam,g 

■■*erSSnphSs7'''''’' a«PPo.l 

• Divison of Rules & Records (Post 870413) 80/02/26 4pp 44547 154 44547 157 

violations noted ir> fnsp Rept 50 285/87 32 & open 
p P nrrasures, per 8801 15 request Response wilhheld 

Conirol Branch 

O’ 

P?ieftoncf2r*l5“6Ml«55^'t5'f WOREWSflL Omaha Puhre 

-ps„a3 ^k;., a. 

4^556^)51 *(4556 Region 4, 0(c o( the Daecloi 66/02/16 2pp 

Po\'c/ at.nc,%®r44557'26tJ^^^ ^NWEVVS.RL Omaha Public 

870901 30 & noltca ol 

Po*er&s,nu 3§p”446Be3o{ll'’4BS^^ ^N'>«ewS.R L Omaha Pubte 

4468 a 304 44688 304 ^ ^ Peg^on 4. Otc ol Ihe Director 80/03/03 Ip 

contenis vv/eBOOO? emergency response plan, includuia lable oj 

ANDREWS PL Omaha Public P<,«e/Di5lricl 88/03/07 lipp 44684 279 44694 288 

* Rev 6 Io EPIP. 

Omaha Public Powrnstact 68/03/07 27pp 44695133-44695159 


MF 63.rcaneclwoir - » - ~ v. . u , , 

PETERSEN,He Omaha Public Power O'stnet «fl/03/ltt D<NlTZ,l OtUen of IV'i’ir 
Reactor Regulation. Director (Post 87041 1) 3pp 44091 028 44801 O:i0 

P, Operating Kcenae stage documents & corfoepondonee 

8602250195 Generfc Ltr 08 04 to all nonpowor roaclor flcorboca rci dMitribtilion ol ncnis 
irradiated in resoarch reactors Sve fisl end 

MIRAGUA.F J Associate Director for Projocte (Post 6704 1 1) 110/02/2 1 Consofidattii 
Edison Co of New York. Inc 1 Jpp 44553 346 44653 355 

8003010102 Discusses mtornaf vibration momlormq sys lluesfiold fovols ubvii lo \rvicc\\c 
q^uesled ° ^ degradation procuss NRC conciifronco w/comniltmonl changa ic 

«0/02/25 DoLOrruint Control Branch 
(Documeni Control Desk) 4pp 44562 055 44652 056 

FOIA roquQSl (or rfoarmor^ta ro rogiQuni ovnluatioaol 
F-nhJ/iS^tvn U^9P ® documents App A & B dociiroonls nvndalifo in f>DR 
GRIMSLtY.OH Division of Rules 4 Records (Post 070413) 00/03/04 COWNDHl 
D oc Searcfi Associates 6pp 44635 002-44036 329 

Rpa-8b4, Ole 

^^066tScu?a1?nn Of Rcluation & pv/iposo Ol iDihno Woliilw flM 

to Gananc Ur 63-28, IWm 2 2 2, "novinw o( Sololv RoSated 

revlewhe SdedlnTtteB*’ ''"® ''“"’f'toKrxi dalrj lor 

““'"-to-R Oanirrp Branch 

”ANDS''R7®n!;;ZPS"S to Qoiranc Ui 89 02, "ISAP It' 

(D0P?mPn?'^cnh?rDXr^4m^^^^ 

' DPn-40,allowlng ono limo 0>IPn5,t>n lo 

ANOREWS.RL Omaha Public Ptwver Dlsl/icl 88/03/00 Opp 44710 089 44710 037 

**SBcK°FB°™aVd’'* “"'onel lo Llconso DPR.40,chonglnQ Taclr Spec 

Sa.rSDtVr44%^^^^ Coni'll 0to.«h 

DPR.40,fovlsing Section 5 p/ovidmg 

NDnEWS,Rl Omaha Public Power Dlatnct 88/03/00 8pp 44716 076 44716 063 

valiortal ahuctSe'^^^'* /avisino Soollon 5 to p/ovldo lor changes in orgam 

•Omaha Public Power DIsliicl 88/03/09 5pp 44716 084 44710086 
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Bfl03240335 Forwards safety evaluation accepting ANF 07-139, "Extended Burnup Ropt 
for Fort Calhoun Reloads XN 4 & XN-S (Batches K & L).*' for licensing applications for 
facility & approving XN 4 & XN 5 for extended burnups 

BOURNIA,A Pfoiecl Directorate IV 08/03/11 ANDREWS.R L Omaha Public Power 
District 3pp 44852 1 15 44852 120 


■0803030032 ParliaUy withheld fnsp Repl 50 285/88 08 on 880127 (ref 
10CFR73 21) Violation noted Major areas inspected licensee compliance w/secunly 
plan 

HARHELU.PH. WESTERMAN.TF Region 4, Ofc of the Director Q8/02/16 2pp 
44556 151-44556 152 


-8803240342 Safety evaluation accepting extended burnup of Batches K & L for 
facility, per ANF 87-139, ' Extended Burnup Repl for Fort Cafhoun Reloads XN 4 & XN 
5 (Batches K & L) 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 08/03/11 3pp 
44852 1ia 44852 120 


8803220262 Forwards amended Tech Spec Page 3 59 ro one-lima extension of 18 
month emegency diesel generator sunrelllance interval 

ANDREWS, RL Omaha Public Power District 88/03/14 Document Control Branch 
(Document Control Desk) Ip 44808 064-44008 065 

-8803250001 Revised Tech Specs Page 3-59 re one time extension of 10 month sur- 
veillance interval for insp of Diesel Generator 1 
* Omaha Public Power District 88/03/14 Ip 44806 065 44808 065 


8803220311 Forwards application to amend License OPR-40 superseding 080219 appli 
cation for amend Proposed amend & attached juslification & NHSC have not 
changed Affidavit revised 1o correctly reftect subj of amend 

ANDREWS.RL Omaha Public Power District 88/03/14 Document Conlrol Branch 
(Document Control Desk) 1p 44798049-44798 063 

-8803220315 Revised application for amend to License DPR 40, changing Tech Specs 
lo incorporate rev to limitings condition for operation for flCS re heatup & cooldown 
rate 

ANDREWS, R L Omaha Public Power District 88/03/14 6pp 44798 050 44790.055 


-8803220317 Proposed marked up Tech Specs Incorporating rev to heatup & cooldown 

limit curves ^ 

* Omaha Public Power District 88/03/14 8pp 44790 056-44798 063 

8003250329 Foiwards notice of consideration of issuance of amend to License DPR 40 
& proposed NSHC determination & opportunity for hearing on 800309 request re ro 
vised Tech Specs lor one time exionsion of surveillance Intorvaf to insp Generator 1 
BOURNIA.A Project Directorate IV 08/03/14 ANDREWS, R L Omaha Public Power 
District 4pp 44851248 44051 258 

6003230113 Forwards response to Hems 5 & 9 lo Generic Hr 07-12, “Loss of RHR 
While PCS Partially Filled” Response includes summary description of procedures 
available in conlrol room that describe operalions w/RCS partially filled 
ANDREWS, RL Omaha Public Power (Jislrlct 80/03/15 Document Control Branch 
(Document Control Desk) 7pp 44050 211 44050217 


8603300252 Notificalion of 080321 meeting w/ulil in Region IV ofc to discuss radiation 
protection program Proposed agenda oncT 

CALLAN.LJ Region 4, Ofc of the Direcfor 80/03/16 Region 4, Ofc of the Direclor 
3pp 44904 299 44904 301 


8603220364 Generic Lfr 80 05 lo all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon stool reactor pressure boundary components 
in PWR plants Sve list end 

M(RAGLIA,F, Associate Direclor for Projects (Post 070411) 08/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44879 084 44079 126 


O. Inapactlon reports, IE Bulletins & correspondence 


880223003 5 NRC Info Notice 0B-OO6. “Foreign Objects in Sleam Generators " Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co oif New York. Inc 1 tSpp 44554 253 44555 009 

8803(^4.0048 Forwards Insp Rept 50 285/88 06 on 8801 11-15 No violations or devi 
ations noted 

CALLAN.LJ Division of Reactor Projects - I/It (Post 870411) 86/03/01 

ANDRE WS.R L On>aha Public Power District 2pp 44571 261 44571 277 

-0803040055 Insp Rept 50 265/88 06 on QB0llM5No violations or deviations 
noted Major areas inspected control of records & documents, procurement controls & 
receiving insp of purchased malls & compononls.review of insofvice insp data & 
records 

BARNES.I. ELLEflSHAW.L E . TAYL0R,R G Region 4. Ofc of iho Director 88/02/ 
26 ISpp 44571 263-44571 277 

8003070356 Ack receipt of 8709 24.1 1 04 & 00012? Ilrs informing NRC of steps taken to 
correct violations noted in Insp Repl 50 285/87 05 

CALLAN.LJ Office of Nuclear Reactor Regulation, Director (Post 870411) 80/03/02 
ANDREWS, R L Omaha Public Power District Ip 44604 166-44604 212 

-0003070364 Ack receipt of 870924,1104 & 880127 Itrs informing NRC of steps taken 
to correct violations noted in Insp Repl 50 285/87 06 Acceptance ol responses de 
pends upon listed conditions resulting from procedures in effect at facility 
CALLAN,L J Office of Nuclear Reactor Regulation, Director (Post 670411) 88/03/02 
ANDREWS, R L Omaha Pubfic Power Districl 2pp 44604 187-44604 212 

8603000324 Revised response to violations noted in Insp Rept 50 285/87 24 Corrective 
actions mgt altoniron increased re field conditions & station supervisors increased fre 
quency of plant lours 

ANDREWS,R L Omaha Public Power District 88/03/04 Document Control Branch 
(Document Control Desk) 3pp 44656 217 44655 219 

6003140090 Forwards fnsp Rent 50 205/07 35 on 87090130 & notice of 
violation Notice of violation withhord fref 10CFR73 21> 

CALLAN.LJ Region 4, Ofc of the Director 08/03/04 ANDREWS.RL Omaha Public 
Power Dfslrlcl 3pp 44680 301-44608 304 

-8003140093 Partially withhold Insp Repl 50 286/87-35 on Q70901 30 (rof 
10CFR73 21) Violations noled Major areas inspected socurily program 
HARRELL.PH, REIS.T, HUNTER.DP Region 4. Ofc of the Director 80/03/03 Ip 
44606 304 44688 304 


8003020036 NRC fnfo Notice 88-007, "Inadverlonf Transfer of Licensed Mali lo Uncon 
trollod Locations “ Sve list end 

CUNNINGHAM,R.E Division of Industrial & Medical Nuclear Safety (Post 070729) 
08/03/07 Consolidated Edison Co of Now York, (nc 12pp 44673 001 44673,012 


8803140033 Forwards Insp Rept 50 285/88 09 on 880222 26 Violations 
noted Enforcement conferenco scheduled for 600315 to discuss understanding ot 
viol alien, reason for occurrence & corroctivo actions 

CALLAN.LJ. Region- 4, Ofc of the Director 88/03/00 ANDREWS.RL Omaha Public 
Power Dislrfcl 2pp 44694 009-44694,014 


8803290267 FOIA request for documents re 10CFR50.App R fnsps & enforcements 
JONES.C R Affiliation Not Assigned 08/02/01 GRIMSLEY.D H NRC • No Detailed 
Affiliation Ql vert 2pp 44892 361-44092 352 

8802290005 EN 88 013 on 880222, notice of proposed Imposition of civil penalty fn 
amount of $175,000 Will be issued to liconseo Action based on two events re water 
from fire protection sys onlored Instrument air sys 

LUEHMAN,J, LIEBERMANJ Ofc of Enforcemonl (Post 870413) 00/02/17 Ip 
44552 181-44552 161. 


6603010443 Forwards Insp Rept 50-286/80-03 on 880101-31 No violations or devi 
ations noted 

CALLAN.LJ Region 4. Ofc of the Director. 88/02/24 ANDREWS.R.L, Omaha Public 
Power DiBirict 2pp 44538 296 44530 313 


■8803010446 Insp Rept 50-206/88 03 on 880101*31 No vlotalions or deviations noled 
Major aroas inspected followup on previously identified Items, LER followup, operational 
safely verification, plant lours A safety related sys waikdown 
WESTERMAN.TF. REIS.T , HARRELL. P H. Region 4, Ofc of the Director 80/02/23 
16pp 44538 208 44538 313 


8803010400 Responds to appeal re denial of FOIA request for documents Previously 
withheld clocurriienls will conlinuo to be withhold (ref FulA Exemptions 5,6 & 7) Appeal 
denied 

STELLO.V, Ofc of the Executive Director tor Operalions 88/02/25 BAUMAN, L Gov- 
ernment Accounla bill ly Project 3pp 44639 306-44539 308 


8003010212 Responds to NRC 000127 Ilf re violations noted In Insp Ropl 50 286/67- 
29Cojroclive actions personnel authorized to perform technical reviews of mafnl 
orders directed lo specify post-maint lesfing for safoly-relaled equipment 
ANDREWS.R L Omaha Public Power Districl 00/02/26, Document Conlrol Branch 
(Document Conlrol Desk). 5pp, 44531 242-44531 246 


6803010406 Responds to NRC 8801 29 Ur re violations noted in Insp Rept 50-285/88- 
01 End withheld 

ANDREWS.R L Omaha Public Power District 88/02/26 Document Control Branch 
(Document Conlrol Das k) Ip 44531 106-44531 106 

8003020130 Forwards response lo viofalions noted in fnsp Rept 50 205/87-32 & open 
item 8732 03 re compensatory measures, per B801 15 requesl Response withhefd 
ANDREWS.R L Omaha Public Power Otslrtct 66/02/26 Dowmeni Control Branch 
(Document Control Desk) Ip 44548 217-44548 217 


-8803140039 Insp Rept 50 285/80-09 on 880222-26 Potdnlial violation noled Major 
aroas inspected ponetratf on fire barriers 

MULUKIN.RP, WESTERMAN.T.F Region 4, Ofc of the Direclor 88/03/04 4pp 
44694 011 44694 014 


600315004 8 Notification i>\ 080315 enforcement mooting w/iiconsoo in Region IV lo dts 
cuss missing oloctrical conduit lire barriers & health physics related issues 
WESTERMAN.TF Region 4, Ofc of the Diroclor 88/03/08 Region 4. Ofc of Iho DJ 
roclor 2pp 44720 024*44720 025 

8803170073 Forwards Insp Ropl 50 205/80 05 on 880201 06 & notice of 
violalion Enforcomorvt conference scheduled on 800315 to discuss understanding of 
violalfons reasons for occurrence & corroctivo actions, per 880304 lolcon 
CALLAN.LJ Region 4. Otc of (ho Director 08/03/06 ANDREWS.RL Omaha Public 
Power Disfrict 2pp 4471 1 001 44 7 H 026 


-8003170030 Insp Rept 60 286/88-05 on 880201 05 Violations & program weaknesses 
noted Major areas inapoclocf radiation protection program.fncludmg organization & mgt 
conlrols.lralnmo & qualifications & radiological controls 

BAER,F E„ CHANEY.H D, PEOERSEN.R L Region 4. Ofc of the Direclor 80/03/07 
24pp 44711 003 44711 02G 


8803160262 Fonwards application for amend lo license DPR-40 to allow one time ex- 
tension in 18 month Burveillance interval for insp of DIosel Generator 1 Fee paid 
ANDREVyS.R L Omaha Public Power Districl 88/03/09 Documonf Conlrol Branch 
(Document Control Desk). Ip 44710008-44710 097 


-8803150264 Application for amend to License DPR 40, allowing one lime extension to 
18 monlh surveillance of diesel generators 

ANDREWS.RL Omaha Public Power DlsUrct 08/03/09 9pp 44710 009 44710097 


8803040062 NRC Bulletin 88-003. "Inadequato Latch Engagemonl In HFA Typo Latch 
tng Refay Mfe by GE “ Sve lisl end 

ROSSI, <jE Division of Operational Events Assessment (Post 870411) 08/03/10 
Consolidaiod Edison Co of New York, Inc 128pp 44673 102-44673 319 

8803210264 Advises that no further plant-specific action required re uli) 870914 re 
sponse to NRC 8ullQtrn 87 001, "Thinning of Pipe Walls at Nuclear Power Plants " 
BOURNIA.A Project Directorate IV 88/03/10 ANDREWS.R L Omaha Public Power 
District 3pp 44737 357-44 737 359 


■08 on 800127 & nolice of violation Notice 
■ 88/02/26 ANDREWS.R L Omaha Public 

Power Districl 2pp 44556 149 44656'1 52, 


8803030028 Forwards Insp Repl 50-285/88 
of violation withheld (ref 10CFR73 21) 
CALLAN.t J Region 4, Ofc of Ihe DIrecloi 


8803080148 NRC Info Notice 08-008, "Chemical Reactions W/Radwasle SdidHicaUon 
Agents," Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/03/ 14 
Consolidated Edison Co of New York, Jnc 120pp 44772 253 44773.012 
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0803220262 Fomards amended Tech Spec Page 3 59 to one lirne exlerjsron of 18 
monlh emegency tl.ese1 genefato/ surveiliance interval 

ANOREWS.RL Omaha Potjlic Powef Dislnct 88^03/14 Document Conlrol 9/anch 
COocument Conlrol Desk^ ip ^4fl08 064-44808 065 

■ 0803250001 flevtsod Tech Specs Page 3 59 re one time extension of 18 month sur 
ve<Jfance interval for msp of Diesel Generator 1 
* Omaha PuWsc Po>*eT District 88^02/ ip 44009 065 44308 0&5 

8603250320 Foivrards nolica of consicforalion of issuance of amend to License DPR 40 
& proposed WSHC Ueleimjnabon & oppoilumly for heaimg on B80309 rccpitst re le 
vised Tech Spoca for one limo extension of surveiltance iniorval to msp Generator l 
80URNW.A Project Directorate IV 86/03/14 ANDREWS, RL Omaha Public Power 
Oislncl 4pp 449M 243 44851 258 

-8003250333 Notice of consideralion of issuance of amend to LiceniG DPR-40 & pro 
posed NSHC dsteimmalion L opportunity tor twaiing on BSO309 request to fcvise 
Tech Specs lo alfow one- liiriG exlansion in surveillance interval to msp Ganorator 1 
BOl)nN)A,A Prejoct Dircctorata TV 86/03/14 7pp 41861252-44851258 

8803300059 Confirms 800321 enforcement conference lo discuss apparent violations & 
Significant radiation program weaknesses noted m (nsp Rapt 50 2B5/8B OS.per 
8.80309 tetcQO Pto posed ageada enct 

CALLAN.LJ Region 4, Ofc of the Director 68/03/16 ANDRE WS,H L Omaha Public 
Power Djstncl 3pp 44S01 DB9-44901 091 

8B03140284 NRC Info Notice 68 009, Reduced R elia til ity of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors" Sve 
fisl end 

ROSSI,CE Division of Operational Events Assessmeni (Post 870411) B8/03/18 
Consolidated Edison Co oi New York, lec t21pp 44657 056 4485? 176 

8803300222 Ack rccerpl of 680326 Hr informing NRC of steps taken lo correct violations 
noted in Insp RepV 50 265/'97 32, Bpecrficahy compensatory rneasurea 
CALLAN.LJ Rei^ion 4. Ole of (he Director 08/03/10 ANDREWS, R L Omaha Public 
Power District 2pp 44902 132 44902 134 

8803290409 Responds to notice of vialalon £ proposed imposition of civil penalty re 
violahons nolod in Irsp RepI 50-205/87*2/ Three week extension for addi mgt review 
of violators requested Penalty paid 

ANDREWS.R L Omaha Publrc Power Dislncl 08/03/22 LIEBERMAN.J Ofc of En 
force monl |Post 870413) 2pp 44892 293 44892 294 

0003300155 Responds to 880209 NRC Bulletin 80 001, '“Defects in Weslinghouse Cir- 
cuit Breakers ” No Wostirighouse Senes DS circuit breakers found 
ANOREWS^R L Omaha l^htic Rawer District 80/03/23 Document Control Branch 
{Document Conlrol Oosk) 2pp 44901 223 44901 224 

8803300182 Revsed response to NPC BiiHetm 87 002 ce reqursd sample tests o1 
safety 8 nonsafoty related fasteners Revised tesling results and for review 
ANDREWS, RL Omaha Public Power District 68/03/23 Documenl Control Branch 
(Document Control Desk) 32pp 44901 202 44901 323 

8603300250 AcK focoipl ol 8BD226 Itf Inlormtng NRC of steps taken to correcl violations 
noted in tnsp flopi 50 285/68 01 

CALLAN.LJ Region 4, Ofc of Ihe Director 88/03/24 ANDREWS, RL Omaha Public 
Power Dislncl 2pp 44902 195 44902 19? 


n. Periodic operating reports it related correspondence 


0003030290 ’'Arnual RepI for Tech Spec Section 5 9 1 b A App B for 1907'’ & “Semi 
annual RepI for Tech Spec Section 5 9 4 for Jul Dec 1987 " W/fiB0229 Itr 
GATES.WG, ANDREWS, RL Omaha Pub'ic Power Dislncl 87/12/31 I94pp 
44550 182-44557 015 


6803180056 Morilhly operating repl loi Feb 1988 W/8B0315 Ilf 
BLESSIE.WJ, ANDREWS.RL Omaha Public Power District 86/02/29 8pp 
44778 217-4477B 224 


66032 104 56 "Headquarters Daily Rept for 0BQ314 " 

* Radiation Proiectjon Branch 88/03/14 63pp 44759 351-44760 054 


$, Reportable occurrences, LERs A related cor/espondence 


8802290296 lEfl BB 001-00 on 8B01 25, discovered ii>cketi but impropetly latched door 
to waste disposal filte/mg loom {very high radiation area) Caused by inadequate secu- 
riiy ch ack Changes made to radiation protection manual W/660222 Itr 
PHlLLlPSvWC, ANDREWS^RL Gmalia Public Power District 80/02/22 4pp 
44510210 44516213 


68030 10060 LER 88-002-00 On 0BQ125.hrflh pressure safety in[octon isolal'cn valve tie* 
dared inoperable Caused by faiiu/e to meet design erdena for operabiWy Temporary 
machaniCfil jumper msfalled to bypass a?r inlenslier W/00O22S Hr 
PHILLIPS, WC, ANDREWS-.RL Omaha Public Power District 88/02/25 4pp 
44552 143*44552 146 


0003070367 Special rept on 660128,djscovered that fire damper 61 inoperable Caused 
by holes inadverlently made in damper sleeve to allow conduit lo pass Ihrough Fire 
darripef inopef&bte *n ewess of 7 days Damper sleeve replaced 
AN DREWS, fl L Omaha Public Power District 80/03/04 Oocumant Control Branch 
(DocunnenlControlDesk) lp.44 637 060-44637.080 

0803110009 LER 00*003 00 on 830205, key conlml lo very high radial ion areas 
inadequate Cause not stated Red health physics padlocks added lo doors barring 
access lo veiy b'Qh radiafon areas W/aS03Q7 ttr 

PHILLIP5,WCj, ANDREWS.RL Omaha Public Power Distncl 86/03/07 3pp 
44675 DlO-44575 012 
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F Security, medical, emergency & fire protection plans 


0803220287 Rswised emergency plan ^mpl&mGnl^ng ptocoduTes.mcluclirg Ren 2? lo IP 
Vol II ' Emergency Re&ponse Activalion" & Rev 9 to IP 1038. "Use of Eniofyoncy 
Communicalions Sys (State of NY Radiological Emergency Dale Forms.Rcca Lmo 4 
OOP Rad'O)'* 

WELSH.LU, BELL, DO New York Power Aulhority (formerly Power Aullwity of the 
State of Now Yoik) 88/03/18 51 pp 44802 036 44802 086 


H General correspondence 

8803140139 Forwards errata sheet to 870926 submittal re NUREG 1150, coirccted 
pages & draft version ol executive summary 

SPECTER.H New Yo^k Power Authority (lormerly Power Authority t^e Slalo of Nan 
York) 07/11/04 RYDER.C NRC No Detailed Affiliation Gwen 22pp 44CC9 001 
44671 150 

-8710210209 Comment opposing draft NUREG-1150, "Reaclor Risk Rof Oocunitnr' 
Reduced uncertainly in risk assessment found to be signihcanl w/respcc1 lo NOnFCi 
1150NUREG also does not consider value of operator aclionsAddI commonls end 
BRONS.JC New York Power Authorily (formerly Power Aulhorily of Iho Slate ol New 
York) 07/09/28 Rules & Procedures Branch e56pp 44669023 44671 150 


J. Insurance &. Indemnity Information 


0803310013 Forwards fisted endorsements to listed polictes.includrng Endorsoiiionl 1 02 
lo MAELU Policy MF 26, Endorsement 123 lo NELIA Policy NF ?6.Endorsemcf!l 71 lo 
MAELU Pofioy MF-56 & Endorsement 09 to NELIA Policy NF 189 
O’CONNOR.Dj, Marsh & McLennan, Inc 80/03/22 DINITZ.I Office of NLiclear Ho 
actor Regulation. Oirtcior (Post 870411) 53pp 44918 099 44016 151 


P Operating license stage documents h. cor respond ence 


0803010130 Provides response to Generic Llr 80 02 ro fSAP II Generic Ur does mol pro- 
vide sufficient info lor aulhonty to make Imal decision ro participation in ISAP 
If Recommends nieeting w/NRC to discuss issue 

BRONS.J C New York Power Authority (formerly Power Authority of the- Stnlc ol Mew 
York) 88/02/22 Documenl Control Branch (Document Control Desk) IPfip 
44535 290 44535 305 

8802250195 Gerieiic Ltf 06 04 to all nonpowei reactor licensees re dislribUton ol gciris 
irradiated rn research reactors Sve list end 

MIRAGLIA.F J Associate Director for Projects (Post 870411) 08/02/23 Consolidiitc 1 
Edison Co ol New York, toe lipp 44553 345 44553 355 

8003030141 Forwards application for amend to License DPR G4,fevismg Section 1 1 A 
lo conform Tech Specs w/supporling FSAR Irarsienl analyses ro opamlmr) ie>dor 
coolant pumps when reaclor coolant average temp above 350 F Fee paid 
DRONS, j C New York Power Authority (tormerly Power Authority of the State of tic* 
York) 88/02/24 Document Conlrol Branch (Docurnont Conlrol OosNj 2pp 
44555 066*44555 000 

• 8003020235 Application for amend lo License DPR 64.fovising Section 3 1 A !o cort- 
form w/supporting FSAR transient analyses re reaclor coolant pumps operating when 
average lamp above 35Q F but below no load reactor coolar^l average temp 
0RONS,J C Now "York Power Authority (formorfy Power Authority of Iho State of New 
/orK) 88/02/24 Document Control Branch (Document Control Desk) Ip 44555886 
44555 068 

-8803020247 Proposed Tech Specs revising Section 3 1 A ro min number ol reaclor 
coofanl pumps ope/aling between reactor coolani sys total average greater Ilian 350 
F but below no toad reactor coolant average temp 

* New Yotk Power Authority (tormerly Power Authority of the State of Now York) BQ/ 
02/24 12pp 44556 069 44555 080 

Q80309002Q Fmaf response to FO!A request tor docuruents that clarify ox w'lQfpml 
phrase "unreviewed safety question " Forwards parliatfy withhold App F documenl s 
(rot FOIA Exemption 5) 

GRIMSLEY.DH Division of Rules & Records (Post 870419) 68/03/03 

LAMBEHSKI,J Troutman, Sanders, Lockerman & Ashmore 3pp 44633 223 
44633 228 

• 8003080061 Discusses 871022 meeting w/slaff to discuss NRC position ro ulil steam 
generalor repfacomer^t program Brief summary of licensee position or^ why replace 
ment can be accomplished under 10CFR50 59 fisted in Enc) 1 
NE1GHBORS.JD Pfojeci Directorate M 87/10/21 MIRAGLIA.F J Associate Direi*loi 
for Projects (Post 870411) YARGA,SA Division of Reactor Projects - i/ll (Pcsl 
870411) BOQHR.B Assislani Director for Region I Reactors Ip 44633226 
44633 226 

0803100006 Forwards addI info re plant specific Issues concerning NUREG 0737rilcrr 
IfDI, "Presaunier Safety & Rolsel Valvsa Testing," per lelcons concerrvpQ ^^''1 
850815 response to NRC 850606 request for info. 

BRONS.J C Now York Power Authority (formerly Power Aulhority ot tho Stale ol Now 
York) 08/03/07 Document ConUol Branch (Docament Control Desk) 0pp 
44756.102 44765 192 

-8803220196 Rev 1 lo "Background Info for WesPnghouse Owners Group Emergency 
Response Guideline E-2,FauJted Steam Generator Isolation " 

■ New York Power Authority (iormerly Power Aulhonty of the Slate of New York) 63/ 
09/01 25pp 44755 108 44755 132 

-8803160007 "Teat Plan for RELAP 5/Mod 1 & FORCE " 

KOMiCHEK.D P„ VVOLFE.C F, New York Power Aulhorily (formerly Power Aultiority of 
IheSlateof New York) 82/11/01 60pp 44755133 44755 192 
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B 903230 294 Forv/urds application fof amend to License DPR 64, allowing plant operation 
w/one or more inoperable mam steam line safely valves provided Inal power range 
high neutron flux selpoinl reduced to specified value Feo paid 
BRONS.J C New York Power Authority (formerly Power Authority of the Slate of New 
York) 80/03/ 15 Document Conirol Branch (Document Control Desk) 2pp 
44864 262 44864 276 

->9803230299 Application for amend to License DPR 64, allowing plant oporalion w/one 
or more inoperable main steam line safety valves provided that power range high reu- 
1ron flux setpoint reduced to specified value 

BRONS.J C Now York Power Authority (formerly Power Aulhorily of the Slate of New 
York) 68/03/16 Ip 44064 264 44064 264 

-9003230302 Proposed Tech Specs 1o allow plant operalton w/one or moro inoperable 
mam steam fine safety valves provided that power range high neutron flux setpoint 
reduced to specilied value 

^ Now York Power Authority {formerly Power Authority of the State of New York) 68/ 
03/15 12pp 44Q64 265 44B64 276 

8803220364 Generic Ltr 56 05 to all licensees of oporaling PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressuro boundary componenis 
in PWR plants Svc list end 

MIRAGLIA.F Associate Director for Projects (Post 070411) 08/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44B79 004-44670 126 


O. inspecUan reports, IE Bulletins & correspondence 

8802290227 Notification of SALP Board Meoling 87 092 on 870729 w/iitil in King of 
Prussia, PA 

JOHNSON, J Region 1, Ofc of the Director 07/07/21 Region 1, Ofc of the Director 
2pp 44539 005 44539 006 

8603010357 Notification of SALP Mgt Meoling 07-132 on 671113 w/util in 
Buchannan.NY 

JOHNSON.J Region 1, Ofc of the Director 07/ 10/21 Region 1, Ole ol the Director 
2pp 44570 250 44570 251 

8602290277 Forwards Safety Insp Ropt 60 266/87-27 on 871130 1204 & notice of vto 
lation 

JOHNSTON.WV Region 1, Ofc ol the Director 08/02/16 JOSIGER.W Now York 
Power Aulhorily {formerly Power Authority of the Stale of New York) 3pp 44552 211- 
44558 223 

”8802290281 Nolice of violation from insp on 871 130-1204 Violation noted QA findings 
not promptly corrected 

' Region 1 , Ofc of the Director 08/02/16 2pp 44552 214*44552 215 

”8802290285 Insp Ropl 60 286/87-27 on 871130 1 204 Violations noted Major areas 
inspoclGd Itcenseo records mgt program, rocords mgl implemenlatton, document conirol 
prog-ram & document conirol impfemenlalion 

PRELL.J, BLUMBERG.N Region 1, Ofc of the Director 08/01/26 8pp 44552 216 
44552 223 

8603030088 Forwards Insp Repi 50 286/87-20 on 871222 8&02D&NO violations noted 
WEN2INGEn,EC Region 1. Ole of Iho Director 88/02/24 JOSIGER.W New York 
Power Aulhorily (formerly Power Aulhorily of Iho Slalc of Now York) 2pp 44555 209- 
44555 218 

”9803030085 Insp Repl 50 286/37 28 on 071222 860203 No violations nolod Major 
areas inspGClen foulino ensile regular & backshift Insp of plant opornlions.including 
shill logs & records One ilom unresolved ponding Itcenseo resolution 
JOHNS^DNJR Region K Ofc ol the Director 03/02/23 8pp 44555 211-44555 210 

8802230035 NRG Info Notice 68 006, "Foreign Objects In Steam Generators" Svc list 
end 

ROSSI ,ce Division of Operational Evonls Assessment (Post 870411), 80/02/29 
ConsolicfalGd Edison Co of Now York, Inc liopp 44564 253 44555 009 

8803020036 NRC Info Notice 88 007. "Inadvertent Transfer of Licensed Matt to Uncon- 
1 rolled Locations " Svc Ipst end 

GUNNINGHAM.R E Divi&ion of Industrial & Medical Nuclear Safely (Post 870729) 
08/03/07 Corrsolidalod Edison Co of Now York, Inc 12pp 44673 001 44673 012 

0803040062 NRC Bulletin 00 003, "Inadequalo Latch Engogomenl In UFA Typo Latch 
ing Rel^ Mfg by GE " Svc list onci 

nOSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of New York, Inc f20pp 44673 192 44673 319 

9803080148 NRC Info Notice 80 008, "Chemical Reactions W/Radwasto Solidification 
Aeon Is " Svc list end 

ROSSI, CE Division of Operational Evonls Assessmoni (Post 870411), 80/03/14 
Consolidated Edison Co of New York, Inc I20pp 44772 253 44773 012 

9903240361 Responds to NRC 880216 ltr re violations nolod m Insp Rept 50-286/07- 
27 Corre Clive aclions escalation process reviewed by dept, importance of following 
process stressed & status sheet devofoped for use w/corrective action rep is 
JOSlQER.WA New York Powor Authority (formerly Power Aulhorily of the State of 
New York) 08/03/ 17 JOHNSTON.WV Region I. Ofc of tho Direclor 5pp 
4 4669 021-44869 025 

8803140284 NRC Info Notice 80 009, "ReducGif Reliability of Steam Driven Auxiliary 
Feodwaler Pumps (Caused by Instability of Woodward Pu PL Type Governors " Svc 
list encf 

ROSSI, C E Division of Operational Events Assessmoni (Post 870411) 00/03/18, 
Consolidated Edison Co of Now York, Inc 121pp 44857 050 44857 170 

9803240220 Advises that no further plant specific action ro NRC Bulletin 67-901, "Thin 
ring of Pipe Walls at Nuclear Power Pianls" required Info provided in 670915 re 
sponse to bo used to determine extont of industry participation In Insps 
NEIGHBORS J D Projecl: Directorate 1*1 08/03/10 BRONS.J C New York Power Au- 
Ihorily (formerly Powor Aulhorily of Iho Stale of New York) 3pp 44808 357- 
44808 359 


88 033002 47 Forwards response to IE Bullelin 60 002, "Rapidly Propagating Fatiqua 
Cracks in Sleaim Generator Tubes " Enhanced procedures instituted lo provide opera 
tors w/ ability to take actions to ensure safe operation 

JOSIGER.W A New York Powor Authonly (formerly Power Authority of the Stale of 
New York) 60/03/24 RUSSELL.WT Region 1, Ofc of Ihe Director 9pp 44902 186- 
44902 194 


n periodic operating reports >& related correspondence 

88 03170201 Monthly oparalmg rept for Feb 1988 W/880301 Hr 
KELLY, L . JOSIGER.W A New York Powor Authonly (formejly Power Authority of the 
Slate of New York) 06/02/29 0pp 44739 229-44739 236 


S. Reportable occurrences, LERs & related correspondence 

0803070296 LER 00-001*00 on 080202, manual unit mp Imtiatod due to loss of both 
mam boiler feed pumps A anticipated decrease steam generator lovefs Caused by 
overgreasing of bearing New prcvenlivo lubrication procedure implemenled W/860226 
lU 

LAURICELLA.R , JOSIGER.W A Now York Power Authority (formerly Power Authority 
of Iho Slate of Now York) 88/02/26 5pp 44637 106 44637 1 10 
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F Security, medical, emergency & fire protection plans 

8803140340 Clarifies 871109 ltr re Rov 22 to security plan per J Gibson.C Perny & JW 
Davis discussion Rev addressos identifications & responses for implemontation of 
10CFR73 65 requirements Enel withhold (ref 10CFR73 21) 

TUCKER, H B Duke Power Co 88/01/15 Document Control Branch (Document Con* 
IfOlOesk) 3pp 4471? 287-44712 289 

9902240011 Forwards Rov 23 lo station security plan Rov withhold (ref 10CFR73 21) 
TUCKER. H 0 Duke Power Co 80/02/16 Document Control Branch (Documont Con- 
trol Desk) Ip 44749 205-44749' 205 

0803160390 Forwards Insp Ropts 50*269/88 02,50 270/08 02 & 50-287/88 02 on 
800202 04 No violations or devlalfons noted 

CLINE, W E Region 2, Ofc of the Director 08/02/10 TUCKER.HQ Duke Powor Co 
2pp 44704 318-44704 320 

”9003160308 Parlially withhold Insp Ropts 50*269/60 02 & 50 270/00 02 & 50-207/08- 
02 on 860202 04 (ref 10CFR2 790(d) & 73 21) No violations or cJovialions noted Major 
areas inspected llconsoo program for 5NM control & accounting 
JONES.D W Region 2, Ofc of tho Director 00/02/18 Ip 44704 320 44704 320 

0803160097 Forwards Insp Repls 50-269/00 01,50 270/88 01 & 50 287/80 01 on 
0001 16-0216 No vtolalions or deviations noted 

6R0WNLEE.VL Rogion 2 . Ofc of Ihe Director 08/02/26 TUCKER, H0 Duko Power 
Co tp 44703 076 44703 093 

”6803160099 Insp Ropts 50-269/80 01,50 270/06 01 & 50 207/00 01 on 080116- 
0216 No violations noted Major aroas in-spocted ope rati on s.mafnt, physic at 

security, ESF lineups, rov lew of safety sys functional Insp items & public officials moot- 

SflNNER.PH Region 2. Ofc of the Director 08/02/25 17pp 44703 077-44703 003 

0003170124 Advises that Rov 87*4 to omorgoncy plan consistent w/ planning slds of 
10CFR50 47(b) a requlromcnls of App E lo 10CFR50 

COLLINS.D M Region 2. Ofc of Iho Director 08/02/26 TUCKER.H B Duko Power 
Co Ip 44710 347 44710 347 

0003170179 Advisos that Rov 07-3 lo emergency plan consistent w/ planning slds of 
tOCFRSO 47(b) & requiroments of App E to 10CFR50 Proposed changes which do 
crooso GffecHvenoss of emergency plan shall not bo implemonlod w/o NRC approval 
COLLINS.D M Region 2. Ofc of Iho Director 08/02/26 TUCKER.H 0. Duka Power 
Co Ip 44725 121 44725 121. 

8803100039 AdvIsos lhat 870216 Rov 23 to physical security pian conslslonl w/provi 
sionsof 10CFR50 54(p) & acceptablo 

CLINE. WE Region 2, Ofc of the OIraclor 00/02/29 TUCKER.H B Duko Power Co 
3pp 44682 134 44602 136 

8903140334 Forwards rosponso to violations noted in Insp Repts 50 269/07-50,50*270/ 
07 50,50 287/07-50,50-369/67 45. 50-370/07 45,50 413/07 43 & 50 414/87 43 per J 
Nofson 800 120 request End withhold por 10CFR73 21 

TUCKER.H 8 Duko Power Co 88/02/29 Document Control Branch (Documont Con- 
trol Desk) 3pp 44712 283-44712 285 

8803160414 Forwards tnsp Ropts 50-269/60 06.50 270/00 06 & 50 207/08 06 on 
080210 No violations or dovlalions noted 

CLiNE^WE Region 2, Ofc oJ the Director 80/03/02 TUCKER.H B Duke Power Co 
2pp 4470 0 240 44700 242 

”8003160422 Fartlnlly withheld Physical Security Insp Repls 60 269/06 06,50 270/86- 
06 8 50-296/00 06 on 0B02I8 (ref 10CFR2 79(f(d) & 73 21) Major areas 
inspected requirements for physical protection of irradiated reactor fuel. 
THOMPSON.P Region 2. Ofc of the Dfroclor 80/03/02 Ip 44700 242-44700:242 

08031 503S7 Advises that scope & objectives for plant radiofogical emergency prepared- 
ness excercisG scheduled for 880414 meet requirements for annual emergency oxer- 
Cl so 

COLLINS, DM Region 2, Ofc of the Director 88/03/03 TUCKER.H B. Duke Power 
Co, Ip. 44687 254 44687 254 

9803310202 Ack receipt of scenario for plant radiological emergency preparedness ex 
arciso scheduled lor 0804 14. Detailed review of scanarlo wJI be conducted 
COLUNS.D M Region 2, Ofc of the Direclor 80/03/09 TUCKER.H B Duke Power 
Co ip 44 91 6 337 44916.337 
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8803220034 sp*C'^l inslfuct'ons page tor security pfansPage addresses NRC 

1CCFR73 55 cf(„ci-vc 861202 End withheld O0CFR7J 21) 

TUCKER M 0 Ou^e Pcw"; Co 80/03/14 Documenl Conirol Branch (Document Con 
UClD-ah) 3pp 44601 163 14504 17» 

^603250146 Fcrrtards 'r>«:p Rcpt-, 50 269/00 05 50 270/88 05 & 50 287/80 05 on 
e3'j2l7 0316 Nd » :’ 3 I cns no'cd 

SRO'tVMEEVL Reg on 2 0(c of tne D.rcdor 80/03/21 TUCKER H 8 Duke Power 
Co 2 pp 44602 ri67 44082 076 

-*8803250157 (nsp Repts 50 269^89 05,50 270/80 05 & 50 287/80 05 on 880217- 
0316 No (iiOijt ons noted Miior areas inspected mamt operations surveillance, physical 
seesMy <& d 5 gn changes 

SKIN*IERPH Reg on 2 Ofc of the Director 88/03/21 0pp 44082 069 44882 076 


0803220381 Forwards Request for Hefiet 08 03 from roquiromcnls ol Sec Iron XI c* 
ASME Boiler & Pressure vessel Code (w/addunda throiigli Wrnlor 1980) ItcquGSls rt 
mservice insp performed durioQ second 10 yr inlorvaf W/one ovorsi^cd drawing 
TUCKER, HB Duke Power Co 88/03/15 Docurnonl ConUol Hranrh (Dacurnurl Con 
trol Desk) 4pp 44794 355 44794 359 

8003220415 Application for amends to Lrconsos OPR 3Q.DPn 47 S DPR 55, ru^riVM 
Tech Specs re operability & surveillance requiromonls for mad iiqi into core cool rw in 
sirumentalion per Generic Llr 83 37, Item II F 2 

TUCKER, HB Duke Power Co 80/03/15 Oocurnonl Control BrnriLh (DocumuinC Con 
trol Desk) 5pp 44787 214 44787 235 

-0803220428 Proposed Tech Specs re accidont monitoriny rnslmmonhition 
* Duke Power Co 88/03/15 17pp 44787 210 4478/ 235 


J- Insurance & Indemnity informalloni 

8003220051 SubTi ts into re ut I insurance values prcsenled in compliance w/NflC Prop 
c't/ Ru’e 10CFR50 54(w| 

HOUSE DR Duke Power Co 83/03/15 V‘*OODR Office of Nuclear Reactor Regula 
ten Orc:t:r(Post 87011 !) Ip 14001 145 44801145 

P. Operating license stage documents & correspondence 

0803230092 Forwards Revs 13 M & 15 ol otlsile dose calculation manuals lor 
p'ar'i w/o Rc ^.3 14 & 15 

TUCKER HB Duke Power Co 07/01/06 DENTON HR Office of Nuclear Reactor 
(651 125 870111) DENTON HR PWR PfOjecl Directorate 6 
YOUNuBLOODQJ PWR Pfojeci Direclorale 4 2pp 44850 248 44850 291 

8003220078 Rlv 2 lo Corporate Process Control Program “ W/e0O3l6 llr 

Cline D, TUCKER H B Duke Power Co 80/02/16 21 pp 44804 148- 

44804 168 

8803020225 Advises thal response to Generic Ltr B 8 02 re latest NRC rev to ISAP II & 
vv/NRC partjcipatng in program will be provided subsequent lo 880301 mealing 

88/02/23 Consolidated 

Ed.:,onCo of New York, Inc lipp 41553 34 5 44553 355 

application For amends to Licenses DPR 38.DPR-47 & DPR -55 de 
* '“"'"a'e lOCFRSd 59 

DukePo^iefCo 88/03/27 3pp 44643 033 446« 035 
Pubi c Cter> s Cmlcl! Hsm Pra,ecMpp 5 

=<' S“'«' » P'^su/o Vassol 

tucker h'b''Kp'’'’ ''’®P 

trol Desk) 4pp 44697°0*72 44697^076^*^ Documsnl Conltol iranch (Documenl Con 

‘°Tech s”ec3?e1qmd^em!lom rS » amend 

complete on review of issue ivea.per r^flu 870416 Ur, efforts considered 

« 6 « 337^4679' 332 '’''''='°'"'®"^ TUCKER.H B Duke Powe, Co 2 pp 

swichitiQ logc'pa 861 ^ 07 'felcon''''^' mooting to discuss issues le emeigency power 
IP 44lbS1l8BT901^6B°6'‘‘’' TUCKeR.HB Duke Powe, Co 



bn^mloimal •<> Reg Guide 1 97, Oconee Nuclear Slalion, Units 1,2 4 3 " 

4476ol93 44?60 3 n°''®"'’^*'‘‘"^ TUCt<ER,H B Duke Power Co I 9 pp 


0803220364 Generic Llr 08 05 to all liconsoos of opornling PWMs & holflarji cl CF^f:^ 
corrosion of carbon slool roaclor prosburo boundary coruponen'i 
in PWR plants Sve list end » kv t 

MIRAGUA.F Assoctalo Director for Profocls (Posl 870411) 08/03/17 Consol Jala*! 
Edison Co of New York, Inc 43pp 44879 004 44079 126 

0803250201 Forwards Westinghouso ltr on opofaling plant loodhnck non vital iH>rti.r 
supply used in valvo inlarlock logic Problom may offnet plnni, based oa NUT 
u bo reviewed to dotermlno pobblblo apnllcabifity lo pfnni 
44B?1 209^485*1^ 00/03/21 TUCKFR.M B IXiko Powor Co 5jTp 

Q Jnspeclfon reports, IE Bulfotlna & correspondonco 

Insp Ropls 50 260/00-02,50 2/0/00 02 A 50 26/ 788 02 on 
680202 04 No violations or dovialions noted 

2PM4704 3*1 W 704 320 TUOKCailM Diiku Power Co 

50-269/00 02 & 50-270/011 02 S 5O20f/8k 
afea5 ,n8?e«ed liceisM— — - no 1 .-dk's,or 

JONES, D W , MCALPINE 
44704 320 

'"'Will'' «' '■P'l-eo IMU.J 

r^sX ? 27«/«7-*0 « ‘>0 21i//(1/ 40(2)i.i|iai«ili »1 

rni t iNQ n M *^^ 4 ? accoptanco critonn for comparisons onci for info 

C?4pp^47f035r47%362°''''“°"®®'^^ 

Co iM^M^re^Tosoo?'" 00 / 02/20 TUCKLU.KB Duko Poiwi 

50 269/00 01,50-2/0/00 01 & fiO 2BMUI 01 on (IQOI K 
"'OOS inspoolod opornilun, lpMc.1 
1 functional insp ilnnis & public olficmfs rncci 


Jeensoe program for SNM control & 'nccounilfiy " 

7,E J Region 2, Ofc of Ifio Oiroclor 08/{)2/16 Ip 4470') 32') 


. .w T,wios«vpia rtuiuu tvittlur are 
secunly.ESF lineups, review of sa/olv svs I 
ing ' ' 

?7prW03”hT47030M'’‘^^®'-^®''^'^ 

BBM230035 NRC Into NolKie 00 006, Tore, on Ob|«c1s In Slonm a<.n.'r,.lp,b " Hi 

Cm^lidofed'ESjIr?n I'’'''’' 00/02/79 

uonsoFKJQiea tdison Co of Now York, Inc llfipp 44554 253-4455^000 

®®M287%7.5rijiTrtiIS™®''“T "‘”1“ '"S" loop's W» ?6'3/'07 St. 00 2/0/0/ 51 1 

“ni a« frM20 P'PPP'I''™ to provide boiler qu, del, nos 4 con 

*°0Oa,li?cSn*?resu0s5cV*rrIulmiS^^^ rosponsp lo NfIC Oorri()ltanto Bullolm 9/ 

TUCKER H J“S'r"o' * 

Iopp m8%62S‘^ GflACE,JN Rogio,, 2, 0(c ol 11.0 OiiucM 

°°87-M?50-287/™7-M6T369/w'45'£!n’n7mn7 ur 200/07 50.50 270/ 

IrolOoski 3pp 447,?2ra 44712*286^^*' Conirol Drnncl. (Document Con 

2pp 44609 079-%e9' ^0. t^ii'aclor 00/03/02 TUOKEFt.H Q Duke Power Co 
lainmeminlegri y ’Wa delSrnL ilnS^^^ * 50 287/07 49Term "con 

* 50,o..s,06w 

2pp W00 240?447o1i242 °'''’® 88/03/02 TUCKER, ||D Du ko Power Co 

06 i*M*2M/Sor*cIiI^'‘*880210®^re1'®1^^^ ^“-265/68 00,50 270/88 

mspeoledroquiremenls (or physical Drr>iiviiivl^?^^j^^®^'^l & 73 2((Ma|or a/oas 
THOMPSONS Region ? &? K^°H?r“'3‘''«toProaclorruol 

nugion 2, oic ol Iho Director 80/03/02 Ip 44700 242 44700 242 
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0003210033 fntoJ'nis of util intention lo incorporate hslod code oases of ASME fioiter 5 
Pressure Vessel Code into inservice msp programs at power nuclear stations Fee 
ard 

UCKER.H B Duke Power Co 88/03/02 DocumenI Control Branch (Documeni Con 
trol Desk) 2pp 44798 25B 44798 259 

8B03D20036 NRC fnfo Notice 88 007, ‘‘Inadvertent Transfer of Ucensed Mall lo Uncon 
trolled Localions " Svc list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
88/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001-44673 012 

8803160066 Forwards Request for Relief 08 01 Irom ASME XI Boiler & Pressure Vessel 
Code re required pressure testing o1 specific wolds following repairs S inservjce msp 
performed during second 10-yr interval W/ two oversize drawings 
tucker, H B Duke Power Co 08/03/07 Document Control Branch (Documonl Con 
trol Desk) 4pp 44697 072-44697 076 

8003160210 Responds lo NRC Bulletin 88 001 re defects in Westinghouse circuil 
breakers Plant does not use Westinghouse circuit breakers in Class lE applications so 
Bulletin BG 001 does not apply lo plant 

TUCKER, H B Duke Power Co 86/03/07 Document Control Branch (Document Con 
trol Desk) Ip 44728 075 44728 075 

8803040062 NRC Bulletin 88 003, ‘‘Inadequate Latch Engagement In HFA Typo Lalch 
inn Relay Mfg by GE ” Svc list end 

BOSSI.G E Division of Operalional Events Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of Now York, Inc 128pp 44673 192 44673 3I0 

8303000148 NRC Info Notice 88 008. "Chemical Roaclions W/Radwasle Solidificalion 
Agenis “ Svc lisl end 

ROSSI.C E Division of Operational Events Assessment (Posi 070411) 80/03/14 
Consolidaled Edison Co of New York, Inc 120pp 44772 253 44773 012 

8803210385 Ack receipt of 870914 fir re NRC Bullolm 07 001 concerning programs for 
monitoring thickness of pipe wolfs in high energy singlo phase & two phaso carbon 
steel piping sys No further plant specific action roquireo 

HOOD.D o Project Directorate 1(2 00/03/ 15 TUCKER, H0 Duke Power Co 4pp 
44760 170 44760 182 

6803220017 Forwards Request for Relief 80-02 from requirements of Soclion XI of 
ASME Boiler & Pressure Vessel Code duo lo Impraclicahty of pressure testing specific 
welds Approval requested by 880410 W/one oversize drawing 
TUCKER, MB Oiiko Power Co 08/03/15 Document Comrof Branch (Documonl Con- 
IrolDcsk) 5pp 44606 119 4480B 123 

6803220381 Forwards Request for Relief 80 03 from roquiremonts of Soclion XI of 
ASME Boiler & Pressure vessel Codo (w/addonda through Winter 1980) Requests ro 
inservico insp porformod during second 10 yr inlorval W/ono oversized drawing 
TUCKER, He Duke Power Co 00/03/15 Docunnonl Control Branch f Document Con- 
irol Desk) 4pp 44794 355 44794 359 

06032S0046 Ack receipt of 880229 Itr informing NRC of steps taken to correct violations 
noted In Insp Ropls 60-269/67 61, 50 270/87 51 & 50 287/07-51 Implomonlatton of 
correctivo action will be oxamined during future insps 

BROWNLEE, VL Roeion 2, Ofc of the Director 00/03/16 TUCKER, HB Duke Power 
Co Ip 44891 103 44601 103 

0003140264 NRC Info Notice 60 009, '‘Reduced Rollabilily of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Typo Governors " Svc 
list end 

ROSSI.C E Division of Operalional Events Assessment (Post 070411) 00/03/10 
Con&oltdalod Edison Co or Now York, Inc 121pp 44057 058 44857 170 

0803260323 Ack rocoml of 880220 Hr informing NRC of slops taken lo corrocl vlolalions 
noted in. Jnsp Ropts 50 269/07-50, 60-270/07-50,50-207/87-50.50 389/8/ 45,50 370/ 
87'4S. 50 413/87-43 & 50 414/07 43 Response acceplablo 
STOHR,J P Region 2, Ofc of Iho Director 08/03/10 TUCKER, H B Duko Power Co 
1p 44913 080 44913 000 

8803260140 Forwards Insp Ropls 50-269/00 05,50-270/08-05 & 60-287/80-05 on 
880217 0316 No vioialions noted 

BROWNLEE, V L Region 2, Ofc of the Director 80/03/21 TUCKER.M 0 Duko Power 
Co 2pp 44882,067 44002 076 

-0803250157 Insp Reels 50-269/89 05.60-270/00-05 & 50-207/00 05 on 0B0217 
0316 No violations noted Major aroas inspected malnl, opQrallons.survoillanco, physical 
security & design changes 

SKINNER.PH. WERT.lD, PEEBLES.TA Region 2, Ofc of Iho Director 00/03/21 
8pp 44802 069 44062 076 

0003250285 Forwards Insp Ropls 50 269/00 04,50 270/00 04 & 50 287/08 04 on 
QQD216 19 & 22-25 No violations noted 

HERDT,AR Region 2. Ofc of the Director 86/03/21 TUCKER.H D Duke Power Co 
2pp 44903,001-44903 013, 

-8003250206 Insp Repls 50-269/08 04,50-270/08 04 & 50-287/00 04 on 000216-19 & 
22-26 No violations noted Major areas inspected insorvica msp, eddy current 
tesl.irllrasomc exam of reactor vessel flange lo ahofi weld & safely related piping 
ECONOMOS.NE. BLAKE, JJ Region 2, Ofc of Ihe Director 00/03/15 lipp 
44G03 003-44903 013 


R Periodic operating reports & related correspondence 

8803110136 "Sernmnnual Radioactive Effluonl Release Rept for Jul Dec 1987" W/ 

aaoaot itr 

TUCKER.H Q Duke Power Co 07/12/31 39pp 44679 015 44679 053 

8003100046 Monthly operating repls for Feb 1908 W/8Q0315 Itr 
REAVIS, J,A, TUCKER.H B. Duke Power Co 08/02/29 17pp 44770 014 44770 030 


S, Reportable occurrencest LERs & related correspondence 

8803290100 Advises that LER 269/88 04 re emorgency power switching logic relransTor 
lo starli^ logic will be sent by 880406 

TUCKER.H B Duke Power Co 80/03/23 Document Conlrof Branch (Documonl Con- 
trol Desk) Ip 44945 103 44045 103 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8803200239 Forwards Table l to physical security plan omilted from 88031.1 
submittal Table withheld 

RUBV.L Reed ColSego, Portland, OR 68/03/25 MONTGOMERY, J L Region 5. Ofc 
of the Director tp 44912 151 44912 151 


DOCKET S0>289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


8803020090 Rev 2 to Emergency Plan Implementing Procedure 6415 IMP 1300 29, 
"Operalional Support CIr Operations " W/updated table of contents 

* Gonoral Public Ulililies Coip GPU Service Corp 88/02/23 23pp 44546 174- 
4454Q 196 

0803020001 Revised emergency plan impfemenling procedures, including Rev 4 lo 6410- 
(MP-1300 01, "Emorgancy Classification" Rev 3 lo 6410PMP 130002, "Emerger^cy 
Direclior>" & Rev 6 to 64tO-IMP*1300 04, "Corilacl/Callout of Emergency Personnel "■ 

• General Public Utilities Corp GPU Sen/ice Corp 60/02/24 57pp 44590 1QB- 
44590 243 


8803020 1 44 Rev 2 to Emergency Plan Implemonting Procedure 6410 ADM-1300 02, 
"Emergency Equipment Readiness " 

* General Public Utilities Corp GPU Service Corp 60/02/26 82pp 44590 297- 
44501 017 

0803220269 Revised emorgonev plan impfomcnlmg procedures, mefuding Rov 6 to 6419 
IMP 1300 03. "Emergsney Offsite Nolificalions" & Rev 3 lo 6415 IMP-1300 10, 
"Onsile /Offsite Radiological/ Environ Monitoring" 

• General Public Ulilities Corp - GPU Service Corp 68/03/14 91pp 44001302 
44802 032 


J Insurance & Indemnity Iriformatlon 


B803300194 Advises that listed property insurance coverago wkll bo in offocl as of 
6B04OI,in accordance w/roquiromonls of 10CFR50 54(w)(2li 
HUKILL.H O Gonerai Public Utilities Corp - GPU Service Corp 88/03/17 Document 
Control Branch {Documonl Control Desk) 2pp 44904 282 14904 203 

8803310013 Forwards listed ondorsomonts to listed policies. including Endorsement 102 
lo MAELU Policy Mf- 26, Endorsement 123 lo NGtIA Policy NF 76, Endorsement 71 to 
MAELU Policy MF 56 & Endorsement DO lo NEUA Policy NF 1D9 
O'CONNOR.OJ Marsh & McLennan. Inc 00/03/22 OINITZ.I' Office of Nuclear Ro 
actor nogulation. Diroctor (Post 870411) 53pp 44910 000 44018 151 


P. Operating license staao cfocumonts & correspondence 


68022S019S Generic Ltr 00 04 lo all nonpowor reactor licensees ro disiribullon of gems 
irradiated in research rOQClors Svc lisl end 

MIRAGLIA.F J Associalo Director for Proiocts (Posi 070411) CQ/02/23 Consolidated 
Edison Co of Now York, fnc 1 1pp 44553 345 44553 355 

8803010353 Staff roquircments memo re 080216 affirmation /discussion & vote In 
Washington, DC on SECY 88 26 Commission approved order responding to quosfion 
cerliftGci by Appeal Board lo Commission 

CHILK.SJ Offico of Iho Secroiary of iho Commission 88/02/25 PARLER.WC 
Office off fho General Counsel fp 44639 293 44539 293 

8803040187 forwards SSER accopimq ulil use of Rochosler Inslrumonl Sya Model SC- 
1302 Isolation devices, per NRC review of SPDS design Pos I - imp le mental ion audit ol 
SPOS.per NUREG 0737, SuppI 1 not planned until Issuance of generic Hr 
HERNAN.R,W Proioci Diroctoralo I 4 80/02/26 HUKILL.H D General Public Utilities 
Corp - GPU Sorvico Corp 3pp 44604 079 44504 083 

-8803040215 Supplemonlal saffety evaluation supporting util uso of Rochosler Inslru- 
mont sys Model SC 1302 isolation devices.per NUREG 0737.Suppl 1 
* Offico of Nuclear Roactor Regulation, Oireclor (Post 870411) 60/02/26 2pp 
44584 082-44504 083 

80030800 70 Forwards Rev 3 lo Corporate Procedure lOOOADM 1201 01, "Procedure 
for Nuclear Safely & for review Now process requires assessment of proposed 
chango re coriain screening criteria lo determine need for wrilton safety ovalualion 
CLARK.P R Gonoral Public Utilities Corp - GPU Service Corp 08/02/26 Document 
Control Branch (Document Control Desk) 2pp. 44656 227-44656 274 

-8803080075 Rev 3 lo Procedure 1000-ADM-1291 01. ‘‘Precodure for Nuefoar Safely & 
Environ Impact Revievr & Approval of Documenls " 

CLARK, P H General Public Ulililios Corp GPU Service Corp 07/08/25 46pp 
44656 220 44056 274 

8003090178 Summary of 8B0210 meoling w/GPU in Rockvillo.WD lo discuss mailers 
pertaining lo 7R refu-ehng outage planned lo commence on 800617 Attendance list & 
viewgraplts one) 

HERNAN.R W Project Direclorate 1*4. 88/02/26 Project Directorate 1 4 23pp 
44655 009 44655111 

8803030176 Notification of 800309 meeting w/util & INEL in Idaho Falls, lO to discuss 
operating procedures 

HERNAN.R W Pfolec I Directorate I 4 88/02/29 SfOLZ.JF Project Directorate I 4 
3pp 44566 079 44566 081. 

8803110081 Forwards responso lo ISAP (I queslionnairo.per Genoric Ur 80 02 
CLARK.P R General PubIPc Utilities Corp GPU Soa/icg Corp 08/03/04 Document 
Control Branch {Document Conlrol Desk) 4pp 44601 153-44681 156 
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0803230366 Forwards revised plan for long range planning promamper fJRC request re 
oUl 870713 application for amends to Licenses DPR-50 8 DPR 16 
CLARK, PR General Public Utilities Corp GPU Service Corp 80/03716 Document 
Control Branch (Document Control Desk) 20pp 44794 32E) 44794 348 

8003220364 Gen,eric Ltr 68 05 to all licensees of operating PWfls A holders of CPs for 
PWRs re bone acid corrosion of carbon sleel reaclor pressure boundary componenis 
in PWR plants Sve list end 

MIRAGLIA.F Assocrals Director tor Projecls <Pos1 870411) 08/03/17 Consolidated 
Edison Co ol ffew York, Jnc 43pp 44879 084 44679 126 

8803230268 Forwards applicalion tor amend to license DPR'50.consisting ot Tech 
Spec Change Request 17B re organi 2 ation chart Analyses per 10CFR50 91(a)(1) & 
Certificate of Sve also end Fee paid 

HUKILUH D Generat Public Ulililies Corp • GPU Service Corp 80/03/17 Documeni 
Conirol Branch (Document Control Desk) 2pp 44844 OO1'44044 019 

“8003230272 Application to amend License DPR 50, consisting of Tech Spec Change 
Request 178 re crqanizalLon chart 

HUKILL,H D General Public Utilities Corp - GPU Service Corp 88/03/1.7 6pp 
44844 003 44B44 008 

“8803230274 Proposed changes lo Tech Specs.replacing organization charts w/more 
organizalion requirements 

• General Public Ulililies Corp GPU Service Corp 68/03/17 lipp 44044 009 
44844 Q19 

8803240303 Forwards safely evalualion re util 87 1027 submitlal to reconfigure mam 
steam tine rupture detection sys indicatino lamp during Cycle 8 refueling oulagoNHC 
finds sys acceptable & in compliance w/fEEE Sid 279 1971 

HEFINAN.R W Project Direct orate I 4 88/03/18 HUKILl.H D General Public Utilities 
Corp - GPU Service Corp 2pp 44855 339 44855 343 

“8003240310 Safely evaluation supporting util 671027 submittal re reconfiguring mam 
steam line rupture detection sys bypass indicating lamp during Cycle 8 reluefing 
outage 

• office of Nuclear Reader Regulation, Director (Post 870411) 08/03/ 16 3pp 
44655 341-44856 343 

8803240469 Grants limited copying permission to NRC & contraclor for reproduction of 
TMI-t PRA 

HUKILL.HO General Public Utilities Co/p GPU Service Corp 68/03/20 Document 
Control Branch (Document Control Desk) Ip 44691 016 44891 016 

8803300377 Forwards Amend 137 to License OPR-SO & safely evaluation Amend re 
vises radiological effluent Tech Specs to improve clanly.make more specific w/o 
changing inlenl or substance & improvo consistency w/STS 
HERNAN.RW Project Dire clorate I 4 0B/O3/2Z HUKILL.HO Genera! Public Utilities 
Corp • GPU Service Corp 2pp 44913 312 44914 014 

• 88O33Q0399 Amend 137 to License DPR 50, revising radiological eflluenl Tech Specs 
lo improve clarity, makes more specific S improve cor^sislency w/STS 
STOLZ.JF Projecl Dircclorale M 68/03/22 50pp 44013 314 44914 011 

- 8603300406 Safely ovalualion si^porling Amend 137 to License DPR-50 

• OfficG of Nuclear Reactor Regulation. Director (Post 870411) 88/03/22 3pp 
44914012 44914014 


Q, Inspecllon reports, IE BulfeNns & correspondence 

8602160272 Forwards Exam Ropt 50 269/67 250 L re exams administered on 871208 
U 

GALLO.RW Rcoion 1. Ofc of the Director 88/02/10 HUKILL.H D General Public 
Utilities Corp GPU Service Corp 2pp 44608 143 44608 178 

“80O218O-282 Exam Repl 50-289/87 250L on 871208-11 Exam results one reaclor op 
eralor candidate failecf exam Numerous individual deficiencies noted during operating 
tost indicalinq tra-inlrg program vveaknoss 

DUDLEY, N . KELLER, R M Region 1, Ofc of the Director 86/02/10 30pp 44603 145 
44608 178 

0802230036 NRC Info Notice 60 006, ^'Foreign Objects lo Steam Goneralors" Sve list 
end 

ROSSI.CE Division of Operalional Events Assessment (Post 670411) 80/02/29 
Consolidated Edison Co or Now York, Inc liapp 44554 253*44555 0 09 

0609020036 NRC Info Notice 88 007, 'Tnadvertent Transfer of Licensed Mat! lo Uncon- 
trolled Locations " Sve list enci 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 670729) 
68/03/07 Consolidated Edison Co of New York. Inc 12pp 44673 001 44673 012 

8009160021 Forwards Safety Insp Rept 50 209/80 04 on 871013 15 & 880205 Hem 2 a 
of 870729 notco ol viofation withdrawn Uti] to be contacted to set meeting dale for 
discussion of differences re technical & safety review program 
KANE.W F Region 1, Ofc of the Director 68/03/07 CLARK, P (Seneral Public UlilJlias 
Corp - GPU Service Corp 2pp 44727 042 44727 046 

“0803160025 Safely fnsp Repl 50 298/8D04 on 871013 16 & 0205 Major areas 
Inspected licensee B70828 response lo 870729 notice of violafion re adequacy & 
proper implementaflon of licensee technical & safely review program 
COWGILL.C Regron 1, Ofc of the Director 08/02/23 5pp 44727 044-44727 046, 

8603040062 NRC Bulletin 88 003, 'Tnadequate Latch Engagement m HFA Typo Latch- 
ing Relay Mfg by GE " Sve list encf 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co or New York. Inc I28pp 44673 192-44673 319 

6603000146 NRC fnfo Notice 88 808. "Chemical Reactions W/Radwasle Solidification 
Agents ” Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/03/14 
Consolidated Edison Co OJ New York, Inc 120pp 44772 253-44773 012 

8603210390 Forwards Safety Insp Rept 50 289/0 8 01 on 860)09 0206 & notice of 
violation Hems idenldied m notice of violation reflect degradation In mainl planning ef 
forts 

0ETTEN HAUSEN, L Redon Ofc of the Director 80/03/14 HUKILL,H D General 
Public UlifitiQs Corp - GPU Service Corp 2pp 44796 251 44796 265 


- 6803210403 Notice ot violation from insp on 800109 0206 Violalions noted vfob Tici^l 
JT CK 212 for reactor bldg Emergency Coolmg Pump RR P1B did nol speedy corre. 1 
model for replacement in kind expansion joint 
• Region 1, Ofc of the Diroclor B8/03/14 2pp 44796 253-44796 254 

“8803210410 Safely Insp Rept 50 289/88 01 on 880109 0206 Violalions nolcJL''ajor 
areas inspected various plant transients, verification of correct activilics & pailralldii) 
of instrument air control sys 

COWGILL.C Region 1, (Jfc ol the Director 86/03/10 31pp 44796 255 44/96 Sd5 

8603140204 NRC Info Notice 88 009, "Reduced Roliabilily of Steam Driven Autliq 
Feedwater Pumps Caused by Inslabilily ol Woodward PG PL Type Govornors " S.c 
list end 

ROSSI.CE Division ol Operalional Events Assessment (Post 870411} 00/03/18 
Consolidated Edison Co of New York, Inc 121pp 44057 058 44657 178 


R. Periodic operating reports A related correspondence 


0803030240 "Porsonnel Exposure Repl for CY87 " W/fiG0226 Mr 
HUKILL.HO General Public Utilities Corp • GPU Sorvico Corp 87/12/31 3co 
44602 249 44602 251 

0003030264 "Personnel Exposure Repl for CY67 " W/Q80229 ftr 
HUKILL.HO General Public Ulililios Corp GPU Service Corp 87/12/01 tJeo 
44630 168 44630 179 

8003040126 Forwards "Semiannual Effluent & Release Repl.Jul Dec 1987,' anclulr^j 
executive summary of repl, disposal & effluent release dala.jOint fronuorcy Uiblos 
sessment ol radiation doses due to 1907 liquid & gaseous effluent reloaso 
HUKILL.HO General Public Ulililies Corp - GPU Service Corp 88/02/26 Doc-unt^. .! 
Control Branch (Documeni Conirol Desk) 2pp 44573 074 44573 103 

- 8003040131 ''Semiannual Effluent & Release Repl.Jul Dec 1907 " 

* Genera! Public Utilities Corp - GPU Service Corp 07/12/31 OBpp 445710/0- 
44573 163 

0803230004 Monthly operating repl tor Feb 1008 W/&eo314 <lr 
SMYTH.C W . HUKILL.H D General Public Utilities Corp • GPU Service Corp 58/02/ 
29 6pp 44809 155 44009 160 


S Reportable occurrences, LERs & related correspondence 

0803040104 LER 87 000 02 on 870916,lurbiMe tnppod on high moisture scpnraloi luiil 
followed by reaclor trip Caused by failure of nonsafoty reJalod lovol eenVo''f 
LC77E High tevel I rip lime delay relay replaced W/080226 Hr 
RANDAZZO.J A . HUKILL.H D General Public Ulifitros Corp - GPU Sorvico Coifj 
02/26 Spp 44601 223 44601 227 


V Operator Examinations 

8002180272 Forwards Exam Ropt 50 289/87 250L re exams adminislercd on Q717M 
1 1 

GALLO.RM Region 1. Ofc of the Director 88/02/10 HUKILL.H D Gonomi PuL-c 
Utilities Corp - GPU Service Corp 2pp 44608 143-44608 178 

8002160282 Exam Repl 50 289/87-250L on 871200 11 Exam results one reader cp 
erator candidate failed exam Numerous individual deficionciss noted duiirtg optidlnj 
tost indicating training program weakness 

DUOLEY.N , KELLER.R M Region 1. Ofc of Hie Director 08/02/10 30pp 4.1693 145 
44600 178 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F- Security, medical, emergency & fire protection plans 

0803290257 FOIA request for documents re lOCFRSO.App R ifisps S onforcoincnis 
JONES.CR Alfilialion Not Assigned 88/02/01 GRIMSLEY.DH NRC ♦ No Dota'cd 
Affiliation Given 2pp 44892 351-44892 362 

0803080402 Rev 8 lo Emergency Plan Implementing Procedure 5712, ' UnuBi-jf 
Event " 

‘ aosion Edison Co 88/02/22 8pp 44624 050 44624 057 

8003090049 Rov 0 lo Emergency Plan Implomenling Procedure 5 734 
"Sampling, Transport & Analyses of Effluent Iodines & Particulates From Roaclor 
Vent Under Emergency Conditions 
' Boston Edison Co 88/02/24 20pp 44678.324-44670 343 

8003070243 Forwards issue 2, Rev 4 to security plan.reflQcling current mgi 
org^anlzalion End withheld (ref 10CFR73 21) 

BJRD.R G Boston Edison Co BB/03/02 Document Control Branch (Documeni Cor> 
IrofOesk) 2pp 44629 137-44629 13B 

8003070305 Forwards Rev 0 lo security training & qualification plan & Rev 4 lo sccmiV 
contingency plan Revs withheld 

BIRD.R G Boston Edison Co 88/03/04 Documont Control Branch (Document Con 
trolOeSk) 2pp 44656025-44656 026 

8003140320 Forwards Safety Insp Rept 50-293/88 05 on 8801 25-28 No viefaCwns 0 
deviations noted 

BELLAMY, RR, Region 1, OIc of the Director 80/03/04 BIRD.RG Boston Edison 
Co 2pp 44710 001-44710 007 

“0003140343 Emergency Preparedness Insp Repl 50 293/88 05 on 8B0125 28 No vi> 
lalions noted Major areas inspected changes lo emergency preparedness 
program, organization & mgt conirol, training, protective action decision rrakrng a pubw 
K\(o 

TUCCINARDI.T , CONKLfN.C, LAZARUS, W. Region 1, Ofc of the Director 88/02/29 
5pp 44710 003-44710 007 
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88Q321O405 Foma^ds Safeguards Insp Repl 50 293/86-oe) on 860125-28 No violalions 
not-ecf Sections of details withhold (ref 10CFR73 21) 

BELLAWy.RR Region 1, Ofc of the Director 08/03/04 BIRD,R G Boston Edison 
Co 2pp 44799 125 44799 131 

-8803210489 Partially withheld Safeguards Insp Repl 50 203/08 06 (ref 10CFH73 21) 
on 880125-28 Maior areas inspected secunly program upgrades, security 

o/cianizat ion. program audils. testing & mainl & physical barriers protected area 
SMITH G, MADDEN.T, KEIMIG.R R Region 1, Ofc of the Director 88/02/25 5pp 
44799 127 44799 131 

8B0 31 40242 Forwards Amend 114 fo License DPR 35 & safely evaluation Amend re 
vises Toch Specs to reflect actual conditions resulling from mods to facility required to 
comply w/ specific technical provisions to 10CFR50,App R 

MCDONALD, DG Project Direclorato 1-3 88/03/08 QfRD.RG Boston Edison Co 
3pp 44674 30f-44674 338 

-8803140253 Amend 114 to License DPR'35.fevising Toch Specs to reflect actual con 
di lions resultmg from mods to facility required to comply w/ specific technical provi 
sions of 1 0CFR50,App R 

WHSSMAN.R H Project Directorate I 3 08/03/08 2app 44674 304 44674 331 

”8603140265 Safety evaluation supporting Amend 114 to Liconse DPR-35 

Office of Nuclear Reactor Regulation. Director (Post 870411) 88/03/00 7pp 
44674 332 44674 330 

0803210184 Forwards Safely Insp Rept 50 203/87 67 on 87120/ 880119 & notice of 
violation Equipment failures indicalo need for stronger post-work tost practices & thor- 
ough power ascension lest program 

cdlLlNS.SJ Region 1, Ofc ol the Director 88/03/11 BIRD.RG Boston Edison Co 
3pp 44778 312-44778 345 

--0803210109 Insp Rept 50-293/87-57 on 871207 880119 Violation noted Major areas 
inspected plant operations, radiation protection, physical secunly, plant ovonts.mainl & 
surveillance One unresolved item identified 

QLOUGH.AR Region 1. Ofc of the Director 08/03/11 30pp 44770 316 44778 345 

8803220112 Forwards Insp Rept 50 293/88 09 on 880224 26 No violations noted Insp 
follows up events associated w/implemontalion of emergency plan on 88021 1 
CONGEL.F Region 1. Ofc of the Director 08/03/17 BIRO.RG Boston Edison Co 
2pp 44776 063 44775 069 

-8003220114 Insp Rept 60-293/80 09 on 880124-25 No violations noted Major aroas 
I nspeclGd conditions surrounding classification & reporting of nolificatton of unusual 
event Identified on 88021 1 

CONKLIN, C, LAZARUS.WJ Region 1, Ofc of Iho Director 88/03/10 5pp 
44775 065 44775 069 

6803220404 Responds to 880128 Ur to Chairman Zoch expressing concerns re emer- 
gency proparodnoss plans at plant NRC will not permit plant to resume operation until 
safe operation can be dotermmed 

MURLEY ,TE Office of Nuclear Reactor Regulation, Director (Post 870411) 00/03/ 
17 OUAID.DL Affiliation Not Assigned 15pp 4480/001 44B07 019 

' 8003220413 Expresses concerns re worthlessness of evacuation plan for plant 
OUAID.DL Affiliallon Not Assigned 80/01/28 ZECH.L Commissioners 4pp 
44007 016 44807 019 

0803200339 Informs that proposed emergency public info brochure will not bo issued by 
end of Mar.per 071229 expectation Some Info needed (or complofion of brochure not 
yet finalized 

vAnLEY,RA Boston Edison Co 88/03/21, Document Conlrol Branch (Document 
Confrol Desk) 3pp 44912 139 44912 141 


H. General correspondence 

0003090314 Informs lhal N Olivier,) Wonlzef & G VanEpps terminated omployment at 
utd 

BIRD,R G Philadelphia Electric Co 88/03/02 Documool Control Branch (Document 
Conlrol Desk) Ip 44675 206 44675 206 


J. Insurance & fndemnfly fnformntfon 

0803000432 Submits slafemonl of sources & amounts of financial protection carried by 
company, per I0CFR50 54(W) 

FOULSHAM.PA Boston Edison Co 08/03/03 WOOD,R. Oflico of Nuclear Reactor 
Regulation, Director (Post 07041 1) Ip 44625 059 44625 059 

0803310013 Forwards listed endorsements to listed policies, including Endorsement 102 
to MAELU Policy MF-26, Endorsement 123 to NELIA Policy NF-76,tndorsomonl 71 to 
MAELU Policy MF 56 & Endorsement 89 to NEDA Policy NF-189 
O’CONNOR.D J, Marsh & McLennan, Inc, 88/03/22 DINITZJ Office of Nuclear Re- 
actor Rcgulalion, Director (Post 870411) 53pp 44918 099 44910 151 


P Operating license stage documents & correspondence 

8003210063 ‘^Reactor Containment Bldg Integrated Leakage Rate Tosl Typos A.P & C 
Periodic Tost " W/8Q0315 Itr 

MANDERINO.P, SEERY.J A, BIRD.RG Boston Edison Co 07/12/31 MURLEY.TE 
Office of Nuclear Reactor Regufafion, Director (Post 070411) 109pp 44793 256- 
44734 007 

0803030142 Requests to bo included on fist to testify at NRC 860218 public meeting in 
Memorial Hall.Plynriouth.MA 

KlflBYtE P Massachusetts, Commonwealth of, 08/02/02 KANE.WF Region 1, Ofc 
of the Director Ip 44565 114-44565 114 

0003010067 Forwards GE proprietary rept, 'Tech Spec Improvemenl Analysis lor Reac- 
tor Proteclton Sys for Pilgrim Nuclear Power Station," supporting proposed changes to 
Tech Spec Tables 3 1 1 & 3 2 A Rept withheld (ref 10CFR2 790ib)(1)) 

QIRD.R G Boston Edison Co 88/02/22 Document Control Branch (Document Con- 
trol Dosk) 6pp 44635 211^44535 216 


8803090174 Confirms that uld preliminary enjoined by US District Court for Oistricl of 
MA from performing annual drug tests upon clerical employees Prolrminary injunction 
issued on 870324 by Judge O Nelson Court papers -end 

BIRD.RG Boston Edison Co 68/02/22 Document Conlrol Branch (Document Con 
trol DQS>k) 56pp 44670 254 44676 306 

8002250195 Generic Llr 8B 04 to all nonpower reactor Itcenseos re distribution of gems 
irradiated in research reactors Svc list end 

MIRAGL)A,FJ Associale Director for Projects (Post 87041 1) 88/02/23 Consolidated 
Edison Co of Now York, fnc 1 tpp 44553 346 44553,355 

8003010312 Forwards sfalemsnt for record of public meeting hold on 000218 Statement 
provides addi info & responds to statements & comments made during meeting 
BIRD.n G Boston Edison Co 00/02/23 Document Conlrol Branch (Document Con 
IfOlOesk) 9pp 44567 296-44567 304 

0003080062 Responds to SJ Colfins 000128 llr re util power ascension program & for- 
wards confirmation of agreomenls mado during 0B0211 lelcon w/^ Colfins.NRC 
managers & staff 

BIRD.R G Boston Edison Co 88/02/29 Document Conlrol Branch (Document Con- 
trol Dosk) 20pp 44622 032-44622051 

8003010024 NolificatJon of Significant Meeting 87 124 on 071008 w/CommonwealIh of 
MA in King of Prussia, PA re plant activities Proposed agenda end 
MILLER, MT Region 1, 0(c of the Director 08/03/01 Region 1, Ofc of the Director 
3pp 44 5 4 3 303 44543 305 

0803150 1 74 Advises that listed plant oporaling procedures used to incorporate Intent of 
process control program meet intent of plant tech Spec 6 8.curronl NRC guidelines in 
SRP Section 1 1 4 & acceptable for processing & packing solid waste 
MCDONALD, D Projocl Directorate 1-3 08/03/03 BIRD.RG Boston Edison Co 3pp 
44690 009-44690 01 I 

0803140242 Forwards Amend 114 to License DPR-35 & safety evaluation Amend re 
vises Tecti Specs to reflect actual conditions ro&ultino from mods to facility required to 
comply w/ specific technical provisions to lOCFRSO.App R 
MCDONALD, D Q Project Directorate I 3 88/03/08 BIRO.R G Boston Edison Co 
3pp 44674 301 44674 3 38 

-0803140253 Amend 114 to License DPR 35.rovlsfnq Tech Specs lo roflocl aclua) con- 
ditions rosultirw from mods to facility required lo comply w/spocific tec hr leal provi- 
sions of 10CFfl50.App R 

WESSMAN.RH Project Dire cloraie 1-3 88/03/00 aspp 44674 304 4 4674 331 

-8803140255 Safety ovafuation supporling Amend 1 14 to License OPR-35 

• Office of Nuclear Roactor Regulatron, Director (Post 870411) 88/03/08 7pp 
44674 332-44674 338 

0803210370 Forwards Rev IB to “Inservice Testing Program for Pumps & 
Valves, Second Ton Yr Interval, Pilgrim Nuclear Power Station " 

BIRD.R G Boston Edison Co 80/03/14 Oocumonl Conlrol Branch (Document Con 
Irol Dosk) 2pp 41770 352 44779 126 

-0803210302 Rev ID to "Insefvico Tosling Program for Pumps & Vofvaa, Pilgrim Nucle- 
ar Power Siation “ 

HUTTON.SM, SABINA.JL, BELLEFEUILLE.J Boslcin Edison Co 80/03/14 130pp 
4 4 770 354-44779 126 

8003220075 Forwards responses to NRG concerns ro Rev 1A of Inservice toating (1ST) 
program for pumps 8 valves for plant Lffil plan for upgrading current 1ST program oa 
lablishos more vtabSe pump & valve tesling prograiTi w/o major [mpact on NRC 
review 

BIRD.R G Boston Edison Ca 06/03/14 Document Control Branch (Document Con 
trot Desk) 26pp 44707 290 44707 315 

880 3220332 Forwards util rosponso lo NUREG O737.l1om If E 4 2(7). "Aiitomalic Isola 
lion of Contoinmonl Purge & Vent Valves " Valves on linos 2 inches in diameter or 
smaller do not need direct radiatror^ actuated isolation signal 
BIRD.RG Boston Edison Co 86/03/14 Document Control Branch (Document Con- 
trol Dosk) Opp 44787 080 44707 095 

8803220491 Forwards addI info supporling 851110 proposed change to Tech Spec 3/ 
4 3 C ro scram insortion time per 871022 roquosl 

BIRD.R Q Boston Edison Co 00/03/ 14 Document Control Branch (Document Con- 
trol Desk), 3pp 44787 347*4478 7 340 

0003230095 Forwards GE Rept EAS'90 0007, "Drywolf Temp Analysis," providing re- 
vised drywoll temp profiles roquosted fn NRC 880129 llr Temp profiles dolerminod 
based on 30 & 10 minutes of drywell spray Initiation lime 

BfRD.R.G Boston Edison Co 88/03/15 Pocumenl Conlrol Branch (Document Con- 
trol Desk) 2pp 44724 003-44724 066 

-8803230100 "Drywol! Temp Analysis" 

SOZZI.G U General EloctriC Co EAS 98 0887 07/ 08/3 L 62pp 44724 005- 

44724 066 

DBO 3220364 Generic Hr 98 05 to all licensees of oporaling PWRs 8 holders of CPs for 
PWRs fo bone acid corrosion of carbon steel reactor pressure boundary components 
In PWR plants Svc list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/17, Consolidated 
Edison Co of New York, Inc 43pp. 44879084-44070^126 

8003250203 Notification of contract execution, Mod 1,to "Local Telephone Svc for 
Yankee R<^we, Vermont Yankee, Maine Yankee, Pilgrim & Soebrook Resident Sites " 
Confraclor New England Telephone Co 

DORSEY.M Conlracl Administration Branch FIN C 1912 88/03/17 GODY.A Region 
1, Ofc oHho Director Ip 44D56 319 4485B321 

“880 3260210 Mod 1,de obligating funds from lolal obllgaled amouni of contract & lo 
correct FIN number, lo "Local Telephone Svc lor Yankee Rowe, Vermont 
Yankoo, Maine Yankeo.Pilgrim & Seabrook Resident Sites " 

* New England Bell Tefephone Co FIN C 1012 80/03/17. 2pp 44856.320- 
44856 321 
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a 803240043 FcrAardj concerns & questions re plant restart plan NRC reviewir>9 oral & 
fub'c corrm:nts rcsui’in^ from 86021 B pubf'c meelmg Response requested 
rt.iT n 30 d3/s of date of Itr fn^o may be requested as revieiw progresses 
COLLINS SJ Reqon 1. O'c of lbs Director 88/03/18 BIRD,R G Boston Edison Co 
4pp 44850 235 44850 259 


O Inspection reports, IE Bulletins & correspondence 


8803250257 FQIA rcqu:3i for documents re lOCFRSO.App R insps & enforcements 
JONES CR Alfi'iatiun Not Assigned B8/02/01 GRIMSLEY.DH NRC* No Detailed 
Afl'a^onG^en 2pp 44892 351 44092 352 

€803030044 FcrAards addf info in response to NRC 670821 requesl for assessment of 
s^ileti cnhancerrent program submitted on 870708 No changes required lo 
Tech Epees due to additon of gate Valve 10 Ho 51 1 & check Valve 10CK510 to 
RHR 5/3 

BJRO.fl G Bostor^ Edison Co 89/02/22 Document Control Branch (Document Con 
iret Dzak) 2epp 44557 258 44557 283 

6803030096 Forwards Safety Insp Rept 50 293/87 50 on 871220 23 No violations 
noted Dcfi: cniy noted in area ol adminisiralive control of test activities which may 
md :ate (a:k of attcnt'cn to detail 

JGHNSTOrriVV Reg on 1, Ofc of the D rector 88/02/23 BIRD.RG Boston Edison 
2pp 44555 010 44555 018 


”8803030102 Insp Rept 50 293/87 58 on 871220 23 No viofalions or deviations 
nn':d h<a,cr areas inspected conteiinment integrated leak rate testing & preliminary re 
su'is e.a'uaton 

GOLLAJA Reg on 1, Ofc of the Director 88/02/1? 7pp 44555 012 44555 018 

B 8 02230035 NRC info Not'ce 80 006, Foreign Objects in Steam Generators " Sve list 

encl 

ROSSI CE Oiv'sion of Operational Evenis Assessment (Post 870411) 88/02/29 
Cersa’ dated Ed.son Co of New York Inc 1 18pp 44654 253 44555 009, 

S803140376 Forwards fnservice fnspectron Program Amend 87 02 lo second 10-yr inler 
va! inserMce insp program Amend incorporates design changes made during Refueling 
Ou'age 7 

BiRDR G Boston Ed sort Co 8fi/03/02 Document Control Branch (Document Con 
trot Desk) Ip 44705 235 44705 256 


-8803140383 Amend 87 02 to inservice insp program incorporaiing fisted changes 
GREEN, MW Boston Edison Co 00/01/19 21pp 44705 236 44705 256 


8803140328 Forwards Safety Insp Rept 50 293/88 05 on 680125 28 No violations or 
deviate ns noted 

BELLAMY R R Region 1 Ofc of the Director 68/03/04 BIRD.R G Boston Edison 
Co 2pp 44710 001 44710 G07 


■8803 140343 Emergency Preparedness Insp Rept 50 293/88 05 on 880125 20 No vio- 
rat'cns noted Major areas inspected changes to emergency preparedness 
pr^ogram.organiiat or^ & mgl control, training protective action decision making & public 

5pp^^47loo03 ‘44?lOM Director 88/02/29 


O’ on 880125*20 No violations noted 

-8803170065 Insp Rept 50 293/08 01 on 600125 29 No Violations noted Maior areas 

SSSrasTSfS Spaces' ^ »' > 0 ^^^ 

?f7'25084^i?250B8^^^''^‘^ 88/03703 5pp 


Bwl®" Edisop 
50 293/88 06 (rel 10CFR73 21) 
?4^lM/799 l3i^''^^“'"" '•O'cottheD.teclor 88/02/25 Spp 

‘ O' “ to Onoop 

88^ 220030 Wda Salehs Insp flept 50-293/88 03 on 880125 29 No violations 
&1fp™4W7'{2?4“4?S7'i3°4'°‘''''’°‘^'“'0' B'RRRQ Bosion Edison 

inspected liconsce'lX^^A^coirectjvoadloo^te^^^^ ®'®“ 

9pp 4478 7 126 44787 134 ^ Region l, ole of ihe Director 88/03/02 

grams for planmsVrehie^ng oSage^ mservice insp & augmented IGSCC Insp pro* 
88/03/08 BIRD.RG Boston Edison Co 3pp 


0803210184 Forwards Safety Insp Ropl 50-293/87 57 on 071207 600110 A noi ce uf 
violation Equipment failures indicate need for stronger post-work tost practices H they 
ough power ascension lest program 

COLLINS, SJ Region 1, Ofc of Ihe Director Ofl/03/1 1 BIRD, FI G Boston Edison Co 
3pp 44778 312-44778 345 

”8803210187 Notice of viotatlon from insp on 671207 6601 19 VIoPalion noEoiJdoois M 
areas being controlled as locked high radiation areas found un locked & ur>nticnd*d 
* Region 1, Ofc of the Director 88/03/1 1 Ip 44776 315 d4770 315 

”8803210169 Insp Rept 50-293/67-57 on 871207 860119 Vlofnlion nolcd Major Bifai 
inspected plant oporations/adiatlon protection, physical socunty, plant ovQnla,ma nM 
surveillance One unresolved item Identified 

BLOUGH.AR Region I, Ofc of the Dfroclor 06/03/11 30pp 44770 316 44778 345 

0803000146 NRC Info Notice 86 008, ''Chemical neactions W/Rncfwas!e SolidificaC'ufi 
Agents " Sve list end 

ROSSt.CE Division of Oporalionaf Events Assossmonl (Post 670411) 8n/03/H 
Consolidated Edison Co of New York, fnc 120pp 44772 253 44773 0 12 

0803210046 Forwards Mgl Meeting Rept 50 293/06-10 on 800224 PurpoiiO of niuu(iri.j 
to discuss ulif sell assessment process dosig nod lo dotorrTiIno roadinoss for request 
ing restart permission 

COLUNS.SJ Region 1. Ofc of the Director 06/03/14 BIRD.F1Q Boston IZdisonCn 
2pp 44796 291 44796 299 

”8803210047 Mgl Meeting Insp Ropt 50-203/68-10 on 000224 Major ariMj 
discussed util self as&essmonl process doainned lo dotormi.no rondioes^ for reques' 
ing restart 

DOERFLEIN.L T , BLOUGH,A,R Region 1, Ofc of tho Dlroctor 08/03/14 7rp 
44796 293-44796 299 


8803220201 Fonvards Exam Rept 50 293/67-560L ol exams ncJmJnl&tOfGif on 07120? 

Oireclor 68/03/15 QIRD.n Dosloii Ldison f>5 

3pp 44788 013 44786 157 

”8803220221 Exam Rept 50 293/87.560L on 671207-1 1 Exam rosulla nfl two senioi la 
actor operator & six reactor operator candidalos passed both wnllon exams S, otKViil 
fng tests 

'Ai. 1» Ofc of the Difoclor 66/03/00 140pp 41763016 

44780 157 


8803220461 Notifies that Woslinghouso circuit bronkors not In Ufio or planned lo L-*- 
applications a1 util. In rosponso lo NRC Qullotln 06 00 1 
BIRD.RG Boston Edison Co, 60/03/16 Document Conlfo) Bratirli (Documcnl (oi 
Uol Desk) Ip 44767 289 44787 289 


8803220112 Forwards Insp Rapt 60 293/60 09 on 660224 26 No violations noted lii'p 
associated w/implomontalion of omornoncy plan on m2i I 
2pp^W5 063 44775 0?9 ^ 00/03/17, OIRD.flG Bo^lon I rJi=ion Ce 


203/86 09 on 860124 25 No vjolaliono notod Mnjoi aiwu 
eve^nt ider^^^^ ctasaificalion & reporting of nollficallon of unusual 

44°775 06M4775 069^^''^‘^ Diroclor 60/03/ It) 


8803140284 NRC Info Notice 00-009, "Roducod Roliabllilv 
Feedwater Pumps Caused by Instability of Woodward PG 

NQi ArtOl ' 


of Stonm Driven ALinfuirv 
-PL Typo Oovornorb' S^c 


ROSSI, C E Division of 
Consolidated Edison Co 


Operational Events Assossmonl (Post 670411} BQ/OJ/lffl 
of New York. Inc 121pp 44657 050-44057 170 


©yafuatfon accopling prosonl ponolrfllion Boarsjxri u'l 
0 end ® ^ ^ evaluation to rosolvo Horn A of fnsp Ropt GO 203/07 SOW/ 


44092 327^.44692 328^‘ Direclorato I 3, 60/03/24 OfRD.R E Boston Edison Co 2pp 


insDteam rSnf 50-203/87.53 on 671210-20 re nuainonlc-J 

Bo?addl Improvcimoala indndo msU’Li 

e?nf?R n efr supply connaclion 

npM 4 tro 2 

^^actfon^s^aher^SJln 50-203/07 59 Corroctiva 

SolmomnnU^fH dponorgizod, further work panel auspondod 6 

addl^work controls ostabliahed ' ^ 

lrolOe8k%pM"9«32o5?9f6 32e^'' Conifol Omneh (Docunicnl Con 


*’OTHumansJ,jDaol987^"^^^^^^^ Disposal Ropt.lnoludtofl naPiolofircal Impacl 

?4?^^0^9 44 S 91 °i' 48 '*'^'^’^' Boalon Edison Co 07/12/31, I30pp 

® Ass' W/OB0309 Itr 

IV,1^., BJRO.RG Boston Edison Co 66/02/29, 7pp 44716 307 44716 313 

“BLMITHVRnS® '’A, 'S' ®'®tos ropt (or 800213-26 
ol lteOreolw 7?r4^727 23W72?l6^^ WIGGINS.J T Rodion I. Ofc 

'^®p* tor 080314." 

fladialionProleclion Branch 88/03/14 63pp 44750351-44760 064 

®'BLr.i?rtH Ptoni biweekly status ropt for 860227 031 1 

Ol1ho[54or 6pM^78°183!44%0^^^^^^^^^ WIGQINSJ.T Region 1, Ole 
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S RepoiTtable occurrences, LERa & refaled corresponrience 

fta0304007'1 LEH 8B 003 00 on 60O13O.seipDin1s of degraded grid voltage relays (dGr)li 
fied as too low Caused by incorrect assumption made rn model used for voltage analy- 
sis originally performed in 1976 AddI analysis & review being performed W/000229 Itr 
EUilS?D W. aiRD,R G Boston Edison Co 98/02/29 6pp 44576 220 44576 225 

■6803040253 LER 67 005 01 on 87 101 5, unplanned isolation of RHR sys (shutdown cool- 
ing mode) occurred Caused by eloclncal crall personnel error due to deficienl work 
plan & insp record Electrica? isolation tagout & WR&IR revised W/660229 Ur 
HAMIETON.PJ , BIRO.R G Boston Edison Co 08/02/29 5pp 44574 076 44574 060 

6803090085 LER 98 006 00 on 6Q0203,ATWS Div 2 trip signal & subsequent scram 
signal asneratod Cause of ATWS trip signal not yet identified but being 
Invesbgaled Stop work order issued, halting further implomontation of mods W/ 
680302 Itr 

ELLIS.DW, BIRD.RG Boston Edison Co 88/03/02 4pp 44662 014 44662 017 

8803090089 LER 68 005 00 on 880202, automatic actuation of portions of primary con 
tammenl & reactor bldg isolation control sys (PClS/RBlSj occurred Caused by PCJS/ 
R0IS logic relay coil failure Logic relay coil replaced W/080302 Hr 
ELLIS.DW , BIRD.R G Boston Edison Co 60/03/02 5pp 44674 061 44674 065 

8803090093 LER 88*004 00 on 080202, unplanned automalic actuations of portions of 
primary containment & reactor bldg isolation control sys occurred Caused by mad 
equate [nstruclions SyS restored to svc Instructions revised W/800302 Hr 
ELLIS.D W . BIRD.H G Boston Edison Co 88/03/02 6pp 44665 257 44665 362 

8803150344 LER 07 023 00 on 07091 7, automatic actuation of emergency diosbl gener- 
ator A occurred Caused by procedural deficiency Procedure 3 M 3 1 .Attachment V re 
vised to add addi info to caulion statement W/flao31 1 Hr 

HAMILTON, PJ, BIRD.RG Boston Edison Co 08/03/11 4pp 44716 066 44716 069 


V Operator Examinations 

8803220201 Forwards Exam Rept 60 293/87 560L of exams administered on 871207- 
1t 

QALLO.R W Region 1, Ofc of the Director 80/03/15 BIRD.R Boston Edison Co 
3pp 44788 013 4478B 157 

•>8603220221 Exam Rept 50 203/67*5601 on 071207 11 Exam rosullsall two senior ro 
actor oporalor & six reaclor operator candidates passed both wrillon exams & operat 
Ing tests 

HOWE.A. LANGE.D Region 1, Ole of tho Director 06/03/06 146pp 44780 016 
44700 15/ 


DOCKET 60*294 MICHIGAN STATE UNIV, RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

68D302Q165 Forwards Amend 6 to Liconso R-IM & safely evaluation Amend changos 
Tech Specs to doloto semiannual pulse & annual power cafibrs & to rostricl llcensoo 
to subcritical modo 

MICHAELS,! S Standardization & Non Power Roaclor Projoct Diroclomlo 06/02/25 
WILKINSON, RE Michigan Slate Univ, East Lansing, Ml 3pp 44548 321 44540 334 

•'8003020173 Amend 6 to Liconso R-1 14, changing Toch Specs to delete semiannual 
pulse & annual power calibre & lo roslnct liconsno to subcritical mode 
hUOENSTEIN.LS Slandardlzation & Non Power Reactor Project Oiroctoralo 00/02/ 
25 6pp 44540 324-44548 332 

-*8803020180 Safely evaluation supporting Amend 6 to License RIM 
* Slandardlzation & Non-Power Reactor Project Oiroctoralo 06/02/25 2pp, 
44548 333*44548 334 


DOCKET 50*295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8803090031 Revised emergency plan implementing procedures index 
* Commonwoallh Edison Co 08/02/05 4pp 44678 353 44670 356 

8803010033 Responds to NRC 000121 Itr ro fire protection issues, Items 7 & 12 Agrees 
to frclucfo auxiliary bldg vontilation fans as safe shutdown equipment & Install addi flro 
detectors at listed localions 

TRZYNA.G E Commonwealth Edison Co 00/02/23 Document Control Branch (Doc 
umonl Control Desk) tp 44542 120 44542 120. 

6803080142 Forwards Secufily Insp Repls 50 295/80 08 & 50-304/00 09 on 0G0201 19 
& notice of violation Notice of vloJalion withhold (ref 10CrR73 21) 

MALLETT.B S Region 3, Ofc of the Oiroclor 80/03/03 REED.C Commonweallh 
Edison Co 2pp 44622 004-44622 006 

-*8803080154 Partially withheld Insp Repls 50 295/86 08 & 50-304/08-09 on 060201' 
19. Violation noted Major areas Inspected cfrcumstancos surrounding Inadequate 
search of package mall observed on 800201 

HARE.S, DROUIN.Q, CREED, J R Region 3, Ofc of the Director 06/03/02 Ip 
44622 086 44622 086 


J. Insurance & Indemnity Information 

8803040109 Forwards Endorsements 1 to NELfA Certificates MW-lfl6.MW-2Q, NW 
t50,NW-95 & NW-108.Endorsoments 2 lo MAELU Certificates MW-g8,MW-5,MW 
74,MW-28 & MW-37 & Endorsement 3 to MAELU Cerlifrcalo MW-37 
OS TER, J Commonwonflh Edison Co, 60/02/29 OINITZJ Office of Nuclear Reactor 
Regulalion, Director (Post 870411) 105pp 44573 165 44573 269 

8803220401 Provides onsite property damage insurance at listed facilities.por 
10CFR50 54(w)(4) which requires licensees to rept present sources & level of insur- 
ance 

MORGAN.We Commonwealth Edison Co 86/03/15 Document Conlrot Branch 
(Document Control Desk) ip 44789 101-44789 101, 


P Operdllng license stage documents & correspondence 

8803020101 FOIA request for end stated documents re reactor vessel mall repls 
CONNOR, L Doc-Search Associates 83/01/15 Division of Rules & Records (Post 
870413) lOpp 44554 001 44554 010 

6802250195 Oanenc Llr 88 04 to all nonpower reader licensees re distribution of gems 
irradiated in research reactors Svc list onct 

MIRAGLfA.FJ Associate Director for Projects (Post 97041 1) 08/02/23 Consolidated 
Edison Co of Now York, Inc ttpp 44553 345 44553 355 

B8 0302029 4 Headquarters daily rept for 880225 

* Ofc of Special Projects 88/02/25 lapp 44566 030-44566049 

8803020111 Partial rasponso to FOIA request re pressure vessel surveillance 

g rogram App A & D documents available) in PDR Forwards App B daciimonts 
iRIMSLEY.D Division of Rules & Records (Posi 670413) 88/02/26 CONNOR, L 
Doc Search Associates 3pp 44554 011-44554 252 

8803020231 Forwards SER opposing basis for conclusion that ulil reported values of 
copper & nickel con lent of roaclor vessel beltiino welds.per 670916 submiltaf 
MULLER.D R Project Diredoralo III 2 88/02/26 BUTTERFIELD, L Commonwoallh 
Edison Co 3pp 44547 1 14 44547 122 

-800302023 4 SER ro mall properties for Pacturo toughness requirements for protection 
against PTS events. NRC concludes that many of 30 measuremenls added to list tn 
WCAP- 10962 not credible 

' Project Oiroclorato III 2 88/02/26 6pp 44547 1 17 44547 122 

0803030137 Forwards notice of consideration of issuance of amends to Licenses DPR- 
39 & DPR-48 ro 071224 request to revise Tech Specs lo allow steam generator tube 
to bo repaired by utilizing Weslinghouse mechanical sleeving methodology 
MULLER.D R Project Direclorato HI 2 flO/02/26 BUTTERFIELD.L Commonweallh 
Edison Co app 44566050 44566 056 

-Q80303014S Notice of consideralion of issuance of amends lo Licenses DPR-39 & 
DPR-48 & opporlunily for hearing Amend n would allow steam qenorator tubes to be 
fopaired utilizing Woslinghouse mechanical sloeving mothodoTogy 
MULLER.D R Project Directorate III 2 88/02/24 4pp 44566 053 41566 056 

8803040072 Responds to items discussed rn 871207 lelcon re mods to ATWS prolec 
tion sys described in ubi 060605 Hr 

TRZYNA.G E Commonwealth Edison Co 8G/02/26 Documoni Control Branch (Doc- 
umonl Control Desk) 3pp 44633 151 44633 153 

080 307032 5 Forwards Rev 49 lo CE-t-A, '‘QA Program for Nuclear Generaling Pro 
Qfams," consisting of listed revised pages Rev rollecls orgamaation & title changes as 
well as changos resulting from mock ASME surveys 

MORGAN, W Commonwealth Edison Co 00/02/26 Document Control Branch (Docu 
mont Control Desk) Ip 44604 306 44604 325 

G003090006 Forwards revised Tech Spec Page 97A,pflf 080119 lefcon re NRC con- 
cerns over 87111-3 proposed amontl lo licenses ro PCS & pressure isolation valve 
foakago 

TRZYNA.G E Commonwoallh Edison Co 80/03/04 Document Control Branch (Doc- 
ument Control Desk) tp 44667 020 44667 021 

-8803090000 Ravtsod proposed Tech Specs ro RCS & pressure isolation valvo leak- 
age 

^ Commonwealth Edison Co 00/03/04 tp 44667 021 44667 021 

0803170272 Summary ol BB0I05 mooting vv/ulif ro features of ISAP II List of allendeos 
end 

NORRIS, J A Project Oiroctoralo HI 2 60/03/08 Project Oiroctomlo IH 2 32pp 
4 4 733 271-44733 302 

6003150201 Advises that info marked as proprietary in util 671224 application lor 
amends to licenses & Tech Specs writ be wilhheld from public disclosure.pcr 
tOCFRa 790 Section 1 03(b) of Atomic Energy Act of 1054 
MULLER.D R Project Directorato III 2 80/03/ 1 1 BUTTERFIELD.L Commonwoalth 
Edison Co. 5pp 44690 004 44690 008 

0803230105 Forwards response to Generic Ltr 8fl 02, *'ISAP If Parlial listing of ISAP 
rosQurco requlremonts also end 

MORGAN.W E Commonwealth Edison Co 00/03/16 MURLEY.TE Office of Nuclear 
Reactor Regulation. OIroctor (Post 870411) 3pp 44849 095 44849 097 

8803 220364 Generic Ltr 66 05 to all licensees of operaling PWRs & holders -of CPs for 
PWRs fo bone acid corrosion of carbon steel roaclor prossuro boundary components 
In PWR plants Svc list end 

MIRAGLIA.F Associalo Director for Projects (Post 67041 1) 68/03/17 Consolidated 
Edtson Co of Now York, fnc 43pp 44870 084-44879 126 


Q, Inspection reports, IE Gullellns & correspondence 

8802230035 NRC Info Notice 88 006, "Foreign Objects in Steam Generators Svc lisl 
onci 

ROSSI.CE, Division of Operalional Events Assessment (Post 070411) 80/02/29 
Consolidated Edison Co of Now York, fnc IlGpp 44554 253-44555 009 

8003000142 Forwards Security Insp Repts 50-29S/CB 00 & 50 304/80 09 on 880201*19 
& nolice of vrolallon Notice ol violation withhold (rof 10CFR73 21) 

MALLETT.B S Region 3, Ofc ol (ho Director 88/03/03 REtD.C Commonweallh 
Edison Co 2pp 44622 084-44622 086 

-CBO3O0O154 Partially withheld (nsp Repls 60-295/80 08 & 50 304/08 09 on 880201- 
19 Violation noted Major areas inspected circumstances surrounding Inadequate 
search ol package mat) observed on 680201 

HARE.S, DROUIN.B, CREED, J R Region 3. Ofc of Ihe Director 88/03/02 Ip 
44622 060 44622006 

8803020036 NHC Info Notice 00 007, '1nadvo/lenl Transfer of Llconsod Mall to Uncon 
trolled Localions " Svc list end 

CUNNINGHAM, R.E Oivjsion of Industrial Medical Nuclear Safety (Post 870729) 
88/03/07 Consolidated Edison Co of Now York, fnc 12pp 44673 001-44673 012 
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8G03040062 NRC Builotin 88 003 Inadec^uate- Lalch Enaagemenl in HFA Type latch 
inq Relay Wfq by GE ” Svc Pisl end 

ROSSI, CE Division of Op&faiional Events As5>essmenl fPosI 87041 l)i 86/03/10 
ConsofidaiGrf Edison Co o* New Vork, JnC I28pp 44673 192*44673 319 

0803180120 Forwards Special Insp Repls 50 2 95/87 24 & 50 304/87 25 on 8709H 
10 Chock valvo testing program sljoufd address listed issues Ulil aggressively devel* 
■oping program lo address issues raised m Significant Operating Event Rept 86 3 
CRUTCHFIELD.D Divis'On of Reactor Prefects III.IV.V S Special Projects (Post 
870411) 88/03/11 REEO.C CommoriAealtn Edison Co 4pp 44771 165 44771 179 

-8803180121 Insp Repls 60*295/07-24 & 50 304/87 25 on 870914-18 One open ilem 
noted Major areas inspected check valve testing program.check valve Pocation, check 
valve mamv & laituie h^siory & response to iMPO Event Rept 66 3 
BAKER.ET Vendor Inspection Branch 68/02/09 lipp 44771 169-44771 179 

8803089148 NRC Info Notice 88 008, Chemical Reaclions W/Radwasle Soliddicalton 
Agents *' Svc li-si end 

ROSSI.CE Division of Operational Events Assessment (Post 87041 0 68/03/14 
Consofidaled Edison Co of Now Yorkjrrc 120pp 44772 263 44773 012 

8603140284 NRC Info Notice 80 009, "Reduced Reliability ol Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors" Svc 
list end 

ROSSI.CE Division ol Operalional Evenis Assessmenl (Post 870411) 88/03/18 
Consolidated Edison Co of New York, Inc I2lpp 44657 058-44857 178 

8003240054 Forwards Safety Insp Repts 60 295/88-07 & 50 304/88 08 -on 880302- 
04 No violations noted 

WRIGHT.GC Region 3, Ofc of the Director 88/03/18 REEO.C Ckjmmonwoaith 
Edison Co 2pp 44845025-44645 034 

-8803240061 Safely Insp Rep is 50 295/88 07 & 50 304/88 08 on 000302 04 No viola* 
lions or deviations noted Major areas inspected coniainmeni leak rale lest (CILRT) 
procedure & performance witnessing A review of CURT results 
MAURAiFA, PHILLIPS.M P Region 3, 0/c of the Djreclor 08/03/15 8pp 
44845 027 44845 034 

8803300358 Forwards responso to NRC 000205 BuHetifii 88 001 requesting holders of 
OLs or CPs for Westinghouso designed nuclear power reactors w/sleam generators 
havino carbon steel support plalss.imp foment actions specified ir> bulletin 
MORGAN, WE Commonwealth Edison Co 8B/03/24 DAVIS, AG Region 3, Ofc of 
the Director 6pp 44913 212 44913217 


R. Periodic operating reports & related correspondence 

8093160345 '‘Efffuenit & Waslo Disposal Semiannual Re pi 1987 W/e8O200 It/ 
PLIML.GJ Commonwealth Edison Co 87/12/31 DAVIS.AB Region 3, Ofc of the Di- 
rector 29pp 44727053 44727 OBI 

8803940061 Forwards occupational radialion exposure portions of plant operalmg roots 
KOVACH.TJ Ccmmor^wealth Edison Co 08/02/29 DAVIS.Q Region 3, Ofc ot the 
DiTOClor Ip 44612 317 44612338 

-8809980301 ’M937 Rept of Occupational Persornel Radiation Doses" W/ 880229 Hr 
PIIML.GJ Commonwoallh Edison Co 2RP 1101 4 ROO 87/12/31 DAVIS.B Reqion 
3, Ofc of Ihe Director 4pp 44612 320*44612329 

8003090140 Monthly operating repis for Feb 1988 W/880303 it: 

AUSTIN, G , PLIML.GJ Commonwealth Edrsoh Co 00/02/20 12pp 44665 243 
44665 254 


V. Operator Eyaipi nations 

8003250009 Forwards revs to nutdanco for trial NRC requalificaUon exams re lessons 
(oarned from oxams a1 HB Robinson plant W/o end 

WRIGHT.GC Region 3, Ole ol Ihe Director 68/03/18 REED.C Comrnonweafth 
Edison Co 2pp 44881 095-44061 096 


DOCKET 50 296 BROWNS FERRY NUCLEAR POWER STATfOM, UNIT 3 


F. Socurity. medical, emergency & fire protection plans 


-8003179200 Insp Repis 50 259/87 46.50 260/87 46 & 50 296/87 46 on 
31 Violator? noted Major areas inspociod previous enforcemenl mailers mu'' p 1 1 
action Item. war room meeting, omergoncy procedures A cold weather prenar^vons 
PAULK.G L . IGNATONlS.AJ Region 2, Ofc of the Director 06/02/11 
44725 126 44725 153 

0803080379 Advises that 880209 Rov 6 to physical security plar> consistent wrty5-^ 
sions ol 10CFR50 54fpl A accepiable 

BARR.K P Ofc of Special Projects 08/02/29 WHtTE.S A Tennessee Vahey 
ity 3pp 44625 063 44625 085 

8803149285 Revised emergency plan implemenlmg procedufes,incluc}ino Rev 1 
2. "Notification of Unusual Event," Rev 1 lo EPIP- 3. "Alert." Rov 1 !o EPrp i 5 ? 
Area Emergency," & Rev 1 to EPIP-5. "General Emergency " W/a80307 (fr 
GRIM.MC, GRIDLEY.R Tennessee Valley Authoniy 88/03/07 64pp l-l/ISCP 
44713 074 

0803100125 Forwards supplemental response to JA Zwolmski B7092Q Hr CO S\ UT i 
Iransmilting NRC fegulatory effectivenoss review AddI info re resolunon of d^.'\*' 
cies icfenlilied by review learn provided List of commitments also end 
GRIDLEY.H L Tennessee Valley Aulhonly 00/03/17 Documenl CorjiroP 
(Document Conirol Desk) tp 44790 1 1 1-44798 112 


H. OeneraJ correspondence 


0003319152 Commenl supporting Rev I.SuppI 1 of NUREG.0654/F[:MA'nEP 1 f-oiM 
ological emergency response plans 

GRTDLEY.R Tennessee Valley Aulhonly 08/03/21 Document Conirol Branch 
meni Control Desk) 2pp 44967.321 44967 322 


P Operating license stage documen'^s & correspondence 

8893070012 Forwards Vol 1 of "Test Rept on Soismlc Qualification/ Vorificnticn d Vi 
ous Alumrrom Electrical Conduit Configurations" & supporting documonts mad^iTiV 
fy excluded from 670408 submiUal ro seismic design Issues 
GRIDLEV.R Tennosseo Valley Aulhoflly 67/04/17 DocumonI Con Ire! Branch 
ment Conirol Desk) 2pp 44684 222 44505 350 

-0803070039 Vol I of "Seismic Qualification/ Voriflcation o( Various Afuminurr 
Conduit ConfiQuralions " 

MEUNZ.H. JORDAN.HD Wyle Laboratories 17743 1, 86/05/ M 32pp -14564 2N 

44584 265 

- 8003070096 Rev 3 lo BFEP-PI 85 02, "Seismic Qualification of Existing Efoctncal Cc.> 
duit & Conduit Supports " 

SANDERS.WL, BROTHERS.TM, Tennessee Valley Aulhonly 06/19/15 

44585 1 11*44585 130 

-0003070100 RevO lo BEN 50-723, "Seismicalfy Qualifying Conduit Supports ’ 
SAVERY.AB Tennessee Valley Aulhonly. 86/03/23 160pp 44505 131 44585 a 

-0003070105 "PreliminarY Study of Vibration Damping in Elecirlcal Conduit " 

MARCH,? A Tennessee Valley Authority 86/03/31 32pp 44585 299 44685 J30 

-8003070119 "Experimental Invosligalion of Vibralion Damping in Alumriwin Llt'i.b.i) 
Conduit," Interim rept 

MARCH.PA Tennosseo Valley Aulhonly 86/03/31 20pp 44505 33144585 350 

0803010201 Forwards Ofc of Inspector & Auditor (OIA) rept ontillod "Rovlaw ol NYC 
flelallonshfp W/TVA Nuclear Safely Review Staff (NSRS) " Rapt eJeareJ 
Commission, OIA & Ofc of General Counsel for public release 
SHOWMAN,S Correspondence 6 Records Branch 88/02/12 SHELBURNE.B NfIC 
No Detailed Affilratlon Given Ip 44540.196 44540 253 

-0003010313 Forwards ropt on rovrew of NRC refatlonshfp w/TVA nudoar safety fCi 
staff (NSRS) re receipt & dislribulion of NSRS repts prior to 05OlO1.paf J 
860310 request No formal or informal arrangements to provide repis lo Nn<t foul'd 
CONNELtY.^n Office of Inspector & Auditor 87/12/28 2ECH CommissJoriOfS 
44549 197*4454(7253 


8603160377 Forwards Insp Repis 50'259/8B 01,50-260/88 01.50 296/86 Of, 50 327/ 
88 01 A 50 328/88 01 on 880106,07 ■& 13lssuarico of onforcomenl action unneces 
sary since utii has initilated signihcanl correclrve actions since violations occurred 
BARR.K P Ofc ol Special Prelects 88/02/25 WHITE.SA Tennessee Valiev Author 
nv. 2pp 44700 215 44700 217 ^ 

-8803160392 Parlfally withheld Insp Repis 50 259/08 01,50 260/08 01, 50-296/68 
01,50*327/88 01 & 50 328/08 01 on 880106,07 & 13 (ref 10CFR2 700(d) & 
73 21) Major areas injected corrective actions ro listed unresolved items 
TOBIN, W Region 2, Ofc of the Director 08/02/24 Ip, 44700 217 44700 217 

0803170117 Forwards partially withheld Insp Repis 50 259/88 03. 50 260/88 03 & 50* 
296/08*03 on 880125 29 No viofatrens or deviations noted 
BARR.K R Ofc ol Special Pio|gc 1 s 88/02/25 WHITE.SA Tennessee Valley Author 
Ity 2pp. 44? to 346*44? 10 350 

-8803170126 Partially withheld insp Repts 50 259/80*03.50 260/80 03 & 50-?96/8a*03 
on 080125-29 (ref 10CFR2 790(d) & 73 21) No violations noted Ma)or areas 
inspected security plan & implementing procedures, records & repts & vital areas. 
TOBIN.WJ Region 2. Ole of the Drrector 86/02/22 Ip 44710 350 44710 350 

8803170190 Forwards Insp Repts 50*259/87 40,50-260/87 46 A 50 296/07-46 on 
87120f-31 A notice of violation 

BARR.K P. Ofc of Special Prelects 80/02/26 WHITE.SA Tennessee Valley Aulhor- 
ily, 2pp 44725 122 44725 153 

-8803170194 Notice ot viofatlon from insp on 671201-31 Violatron noted teal per* 
formed on standby gas Irealment sys Tram 0 on 871125 did not comply wMNSI 
N510-1975 ^ 

BARR.K P Ofc of Special Projecis 86/02/26 2pp 44725.124 44725 125 


-0802170126 "Rept to Commission Review of NRC Relalionship W/TVA Nuclear SakV 
Review Staff ” 

' OfticQ of Inspector & Auditor 07/12/31 55pp 44540 199-44540 253 

8003040073 Forwards responses I0 NRC 000113 questions on Proposed Chdngo 454 
revised Tech Spec Pages 155 & 166 showing increase of 2 F in oonbcllino portions of 
curve$ of Rgures 361a&361bGE Ropt NEDO 24793 also end 
TREVORS.G A Nebraska Public Power (jJslnct. 89/02/22 Documeni Control 
(Document Control Desk) 13pp 44601 132-44601,218. 


'•0803040007 "ln*Vessol Neutron Spectral Analysis " 

BURNS.LS. SABOL.W.W, ARMIJO.J S General Eleciric Co, NEDO 2479 J eO/W' 
Oa 72pp 44601 147 44601218 


8002250195 Generic Lir 88 04 lo all nonpower reactor licensees re dislribulion of flea's 
wradialod In lesearch reactors Svc lis\ encl 

MIRAGLIA.F J Associate Director for Projecis (Post 870411) 08/02/23 ConsoMal -J 
Edison Co, of New York, Inc lipp 44553 345 44553-355 


08O3O3OO15 Partial response lo FOIA request for documents re Soquoyah prossu£» 
transmilter.Fofwa/cis App F documents.App F documents also available m PDR 
GRIMSLEY.D Division of Rules & Records (Post 870413) 88/D2/26 CONNOR I 
Doc-Search Associates 2pp 44583 082-44583 162 


-8003030114 Forwards list prepared by plant project manager of meetings NR R held 
w/TVA onsite from Jan 1984 to present. per 060316 request List ol meelinys w/iv? 
on other listed sites also end Meolmg summaries also provided . 

DENTON.H R Office of Nuclear Reader Regulation, Director (pre 861126) 86/03/20 
COMBS, F OlfJcoofCongressiona) Affairs (pre 870413) Ip 44583 138*44583138 
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8803030126 Forwards list of meelings NRR held w/TVA on planl from Jan 19 S 4 to 
” present Handwrilien trip repl of 840307 meelmg at util re analog transmitter malfunc 

I Ai*NAS G C NRC * No Detailed Affiliation Given 85/03/19 MiRAGLIA,F J NRC • No 
Detailed WMiation Gwen 6pp 44583 139 44583 144 

8803030130 Forwards rGdior>al trip rept outlining plant interim post accident sampling 
“sys Licensee representatives appear to understand NRG position re nood for improve 

rOLUf^S D M Rsgiorr 2, Ofc of the Director 84/06/13 VASSALLO.D B Region 2, 
ore of the D^eclor ip 44583 145 44583 145 


<>•8003150159 Advises that anrionci extends -expiration data of Licenso 0-1-21075-01 from 
660130 to 890130 & changes administrative requiroment.por categorical oxclusion of 
10CFH51 22(c) (10) Environ assessment need not be prepared 
ROUSE.LC Fuel Cycle Safety Branch 68/03/07 Fuel Cycle Safety Branch Ip 
44689 148-44669 Hfl 

680314026 0 Forwards FR notice of environ assessment & finding of no significant 
impact re 6304 0 6 request.supplemonled on GC02i7, for exemption from requirements 
of 10Cf R50 55(Q>t4) 

ZECH.GG Ofc Dl Special Projects 88/03/08 WHITE, S A Tonneasoe VaCloy Author- 
ity 2pp 44 679 333 4 4679 337 


■8803030173 Summary of 841213 mooting w/TVA re stability rolalod aspects of single 

CLAR^Tr j'^perating Reactors Branch 2 84/12/13 Operating Reactors Branch 2 
8pp 44583 146 44583 153 


-8803140270 Notice of environ assessment & finding of no scgnificanl impact support- 
ing request for exemption from requirements of TOCFRSO 55a(g)(4),oxtendinG 120- 
monlh pump & vaive program insorvice losting interval (o 920831 
GEARS.G e Ofc of Special Projects 00/03/08 3pp 44679 335 44G79 337 


-.8603030204 Summary of 040329 meolinq w/TVA & NRC re TVA proposotf changes to 
nuclear safely review board List of attendees & aO^nda ^cl , „ ^ ^ 

KENYON.TJ Operating Reactors Branch 4 84/04/11 Operating Reactors Branch 4 
5pp 44583 156-44583 160 


0003160220 Agrees w/NRC detcrmlnalion re ASMG Boiler & Prossuro Vossol Code 
Cases M 341 & N-356 review fGo,pGr 000218 fir lo SA White Fee will bo romiUed 
GRIDLEV^R Tonnossoo Vallay Aulhonly 06/03/00 Oocumonl Control Branch (Docu- 
ment Control Desk) Ip 44696 049 44696 049 


enston of 10 yr interval for insorvice Insp & sys prossuro 
to expire on 880301, por 860620 Hr & extension wiil 
T after next startup of each unit 
f Authority 88/03/01 Document Control Branch (Oocu 
9 144-44629 145 

8803040177 Discusses key elements to planl ATWS designs, per ATWS Rule 
10CFflS0,62 Based on changes in design, planl conforms to recommontfabons & 
meets intent of NRC safely evaluations conlamotf In 861021 Hr f^m G Lamas 
GRIDLEY.R Tennessee valloy Aulhonly Q0/O3/01 Documonl Control Branch (Docu- 
ment Control Desk) 6pp 44643 049 44643 054 

6803140327 Forwards Amends 146,142 & 117 to LIconsos DPfl-33KDPR 52 & DPR 
68.respeclively & safely evaluation Amends delete requiromonl to perform partial do 

IeCHG^G^oIc'o? Special Projects 88/03/01 WHITE, S A Tonnossoo Valley Author- 
ity 2pp 44676 130 44676 148 

-8803140336 Amends 146,142 A 117 to Ltconscs DPR-33,DPR 52 & OPR 60, 
res pec lively. deleting requrremont lo perform partial closure test of MSI Vs twice per 
wk 

ZECH.G G Ofc of Special ProjOClS 80/03/01 15pp 44676 132 44676 146 


8803040147 Informs NRC of ext( 
teat programs Current interval 
begin second 10-yr interval t y 
GRIDLEY.R Tennessee Valiev 
menl Control Desk) 2pp 4462 


-8803140344 Safety evaluation supporting Amends 146,142 A 117 to Licenses DPR 
33.DPR-52 & DPR-65.respeclivoly 

* Ofc of Special Projects 08/03/01 2pp 44678 147-44676 148 


8803070177 Partial responsG to FOIA request for documents, including HR Denton 
860103 Hr to HG Parris ra TVA position on App B requiremonis Enct App 0 docu 
menis also available in POR App P documents lolally withheld (ref FOIA Exemptions 5 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 00/03/02 WANN.L 
Times Printing Co. 5pp 44609 024-44609 206 


■8803070215 Notification of 860619 moeling w/ulil in Region II ofc lo discuss TVA m 
limidalion & harassment of TVA omployeos 

♦ Region 2. Ofc of the Director. 06/06/19 Region 2, Ofc of the Director 3pp 
44609 243 44609 247 


8803170271 Forwards wookfy schedule of TVA aclivilies for wks of 889314 21 
KELLYJ L Ofc of Special Projects 88/03/1 1 ZECH.G G Ofc of Special Projocis 
4pp 44725 356 44725 350 

0803170277 Summary of 800317 meeting w/ulif rn Rockvillo.MD lo discuss restart ac 
ceptanco criteria for civil /seismic issuos & ampacity 

GEARS, GE Ofc of SpQCial Projects 00/03/11 ZECH.GG Ofc of Special Projects 
3pp 44733 303 44733 305 

0803210323 Trip repl of 800222-26 sito visit re audit of conirol room desrgn & proce- 
dures genoralion package 

MOriAN.D H Ofc of Spodal Projects 80/03/14 ZECH.G G Ofc of Special Projocls 
4pp 44771 302-44771 305 

8003210012 Forwards response lo Generic Llr 00-02 re ISAP II 'nlorosl In participating 
in ISAP 1 1 expressed 

GRIDLEY.R Tonnossoo Valley Aulhonly 00/03/15 Documonl Control Branch (Oocu- 
ment Control Oosk) 4pp 44809 348-44809 351 

8003220203 Provides planl program for resolving discrepancy bolwoen FSAR & as con- 
slructod configuration of scconcfan/ confalrnienl ponotraltons ro seismic 
qualikcation Program satisfies intent of FSAR commitment & provides basis for TSAR 

IQV 

GRIDLEY.R Tonnossoo Valley A uthONly 63/03/16 Docu mo n.1 Control Branch (Oocu- 
monl Control Desk) 6pp 44004 182-44004 1-67 

0803220364 Gofionc Ltr 08-05 to all llcensoos of operating PWRs A holdors of CPs for 
PWRs ro bone acid •corrosion of carbon sleol ronclor prossura boundory compononis 
in PWn plants Sve list end 

MIRAQLfA.F Associate Oiroctor for Projocts (Posi 8704t1) 80/93/17 Consolidated 
Edison Co of Now York, Inc 43pp 44070 004-44870 126 

8803240231 ForwafrJs oxomption from requirements of lOCFRSO 55a(o)(4) lo- allow cur 
font 120 month Intervaf for ASME See lion Xf pump & valve program to end on 
02003 1, per util 830406 request 

ZECH,GQ Ofc of Spocral' Pfojocis 86/03/10 WHITE.S A Tonnessoo Valfoy Aulhor- 
lly 3pp 44855 227-44055 233 


8303070345 Trip repl of 660224-25 silo visit, listing activitros & key polnts.mcluding at- 
tendance at Sequoyah oporatronal readiness public mooting, fracking of appropriate 
lessons learned from plant & Itiontllrcatlon o1 erderm Issuos 
GEARS.G E Ofc of Special Projects 80/03/02 ZECH.G G Ofc of Special Projects 
3pp 44610 088 44610 070 

8803160035 Forwards Amends 147,143 & 118 lo Licenses DPn-33,DPR-52 & OPR- 
6 8, respectively & safety evaluation Amends clarify appnront conflicts & makes various 
conectvons to Tech Specs 

ZECH.G G, Ofc of Special Projects 8B/03/03 WHITE.S A Tennessee Valley Author- 
ity 2pp 44704 234 44704 298 


-6803240247 Exemption from 10CFR50 55n(g)(4) Cfilana.lo allow 120 month insp Inlor- 
val for ASME Soclion Xf pump & valvo program, including Insorvice oxams of compo 
nonts insorvico tests of oporational readiness of pumps & valves, to end on 920831 
EBNETER.SO. Ofc of Special Projects 80/03/ tG Tonnossoo Valley Authordy 4pp 
44055*230 44055*233 

8003300186 Comments on NRC proposed policy stale men l ro intogralad schodufos for 
implementation of plant mods bupports position Ihot tologratod schedules on plant- 
spociflc voluntary basis will provide slablo environ w/rogard to resources 
GRIDLEY.R Tonnossoo Valley Authority 00/03/23 Documonl Conirol Branch (Docu- 
ment Control Desk) 6pp 44001 330 44901 335 


■8803160042 Amends 147J43 & 110 to Licenses DPR-33,DPR 52 & DPR 68, 
respectively, clarifying apparent conflicts & making corrections lo Tech Specs 
ZECH.G Q Ofc of Special Projects, 88/03/03 55 pp 44704 236 44704 293 

•8803160045 Safely evaluation supporting Amends 147,143 & 118 lo Licenses DPR- 
33, DPR 52 & DPR-68.respcc lively. 

♦ Ofc of Special Projects 80/03/03 5pp 44704 294 44704 298 


0003290100 Forwards ‘'Roviscd Pump & Valvo Tost Program,” por 
10CFR60 55a(0) Summary of changes to pump & valvo lest program also end. 
GRIDLEY.R Tonnossoo Valley Authority 08/03/25 Documonl Control Branch (Docu 
ment Control Desk), 2pp 44011 123-44011 313 

-0003290188 ASME Soclion XI. '‘Roviaod Pump & Valvo Tost Program ” 

* Tennessee Valloy Authority 00/03/25 200pp 44911 125>449fl3l3 


8003140374 Summary of 080229 meeting w/TVA.S&W & EQE ro overall civif/ seismic 
program at plant List of altendeos.vlewgraphs & add! info end 
GEARS, Q t, Ofc of Special Projecis 08/03/04 Ofc of Special Projects Ilipp 
44679 165 44679 275 


6803300240 Advisos lhaf repairs to sodimentation port) now finishad bul testing Iras not 
yet been cemplelod Ropt will bo submlttod by 0Q0516 rather Ilian 860401 
PROOKS.n H Tennessoo Valley Authority 00/03/25 NORN.C Alabama, Slate of 
2pp 44902 173 44902 174 


8003090324 Forwards "TVA Welding Projecl Browns Ferry Nuclear Plant Phase II 
Review." addressing issues raised by insp repls Program to evaluate implementation 
of procedures for both const & welding programs 

GRIDLEY.R Tennessee Valley Authority. 88/03/07 Document Conirol Branch (Docu- 
ment Conirol Desk) 2pp 44693 177 44695:055 


8803300414 Final responso lo FOIA requost for documents Forwards documonts listed 
in App O Documents atso available in POR Document in App P complololy wilhlield 
([rof FOIA Exemption 5) 

GRIMSLEY.D Division of Rufes & Records (Post 870413) 08/03/25 WANN.L Times 
Printing Co 4pp 44920 262-44920 270 


-8603090337 Vol V to, "Welding Project Browns Ferry Nuclear Pianl Phase If Review, ” 
‘ Tennessee Valley Authority 87/11/21 600pp 44893 179 44895 055 

8003160130 Forwards Amend 2 to License 01*21075 01 for low fovol radwaste storago 
facility at pfsnl Amend extends license expiration dale to 890130 ponding resolution of 
issues re incorporation of facility into OLs DPR 33,DPR-52 & DPR-6e 
ROUSE.L C Fuel Cycle Safety Branch 80/03/07 WHITE.S A Tennessee Valloy Au- 
thority 3pp 44689 143 44609 148 

-8003150152 Amend 2 to Liconse 01-21076 01 for TVA, authorizing use of 42,000 Ci 
fission St activation products & associated trace amounts of SNM at low (eve) rad- 
wasle storage facility 

ROUSE.LC Fuel Cycle Safely Branch 08/03/07 2pp 44689 146 44689 147 


-8601160691 Summartzos NRC activitlos Involving TVA from 851223 860103 IE pre- 
pared for Sequoyah equlpmonl qualdicalion Insp schodulod to common co on 
860106 M Grotonhuis wifi assume ciulios as project manager for Browns Forry 
DENTON, HR Office of Nucloar Roaclor RogufatJon, Director (851125 870411) 86/ 
01/08. STELLO.V- Ofc of Itie Exocuhvo Diractor for Operations 2pp 44920.284- 
44920 285, 

-0601170610 Forwards weekly schoduie of TVA activities for wks of 860113 & 
20 Schedule will bo updated & issued each Friday to reflect activilios for forthcoming 
2 wk period 

THOMPSON.HL NRC - No Dotallod Affiliation Given 86/01/10 OENTON.H.R, Office 
of Nuclear Reactor Rogulatpon, Director (851126 870411} HAYES ,6 B Office of In 
vestigatiofis. 3pp 44920 271-44920 273 
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-a50i03'j0l2 rutrrt', rtj.J'f/ summ^r^ of NRC activities involving ulil for 060113 17, in 
- .1 '-j G.„'!; /.! Gxup *ceVf/ teiccn to discuss slatus of ongoing activities & site 
, :mj to a5s:^s t'cct/'cal d:s gn catcufation program 

L“’JTC)riHf1 Off'”’ of Ptactcr Rcgufalion, Director (051125 670411) 06/ 

01 '21 STELLOV etc of ino Eiccut-.e O.rGctor tor Operations App 44920 291 

~flfi033l0l03 5 i.t*cJj'e of NRC interactions w/TVA (or wks of 060106 S 13 

rrr>3V, J Ofc Of jny Eitcutuc Drccfor tor Operations 66/01/03 PALLADINO, 
r=t1*rThAL CoT.-r SS oners Jpp 44920 267 44920 269 


-6803170200 Insp Repls 50 259/07 46,50-260/07 46 & 50 206/07 46 on bMi'jl 
31 Violation noted Major areas in spec tod previous enforcomort mnlt^^re rrm'i. p'i i 
actioiT I torn, war room meeting, emorgoncy procedures & cold woallior nroparft!.o^"ii 
PAULK.GL, PATTERSON.C A . BFToOKS^CR Hegion 2, Ole of ttio Oiroctor S'!;:.'; 
11 28pp 44725 126-44725 153 

8B02230035 NRG Info Notice 08 006, “PofGlgn Objects tri Slenm Gtviefalnrs S.c I*: 
end 

ROSSI.CE Division of Oporationflf Evonts A’lsossmcnt (Post 8/0411) fifl/O^Yr 
Consolidated Edison Co of New York. Inc 1 lOpp 44554 253 44555 OOCJ 


- 8803310108 PevofuS scb-Jj'i. of fJRC mtcracicms w/TVA for wks of 860 M3 & 20 
SfELLOV etc of th. &*c:utivc Director lor Operations 86/01/10 PALLADINO, 
EEPMhAL ^JECHCon.rr.ss oners ip 44920 270 14920 270 

♦ 8803310135 ;rds schedule ol NRC interaction w/TVA for wks of 860127 5 0203 
STElLOV Cfc c( the E*ccut,.e D rector for Operations 86/01/27 PALLADiNO, 
lERNThAL JECHCcTmiscners tp 44920 274 4 1920 274 

- 8003310143 Forwards wcckiy schcdulo for TVA activities involving NflC for wks of 
fc''Of27 & 0:03 Sihcdue vsi't be updated & issued each wk to reflect activities for up 

. n -g2 wv p-.-^j 

THIM-SONHL fi'RC No Data'tcd Atfiliabon Given 06/01/24 DENTON,HR Office 
cl Nuci.ar Rcactcr Regulation D, rector (851125 S7041 1) HAYES.BB Office of In 
^a'ens 4pp 44920 275 44920 270 

• 8303310166 Forwards schedule of NRC interactions w/TVA for wks of 860120 & 27 
STElLOV Ofc of In: Execut.vc Director for Operations 86/01/27 PALLADINO, 
cERNTHAL ZECH Comm 5= oners 1p 44920 279 44920 279 

-8803310172 Fcrwards wcyk'/ schedufe of TVA aclivilres involving NRC for wks of 
£':0120 & 27 Schedule Wi'l b: updated weeMy to reflect activities for forlhcomino 2 wk 
C^red 

THO^'FSONHL ffRC f Jo Octa led Affil'ation Given B6/01/21 DENTON, H R Offree 
c‘ Nuclear RuaCtor Rtgulat on 0, rector (851 125 870M 1) HAYES, B0 Office of In 
3pp 44920 280 44920 232 


-8803310177 Forv.ards memo re summarv of NRC activihcs involvinq TVA from 
651223 660103 

STElLOV Ofc of the Executive Director for Operations 66/01/10 PALLADINO 
BBRNTHAL 2ECH Commissior^ors Ip 44920 283 44920 283 


8803310187 Forwards rremos re NRC summary of activities involving TVA on 660106 
10 a to 1? 

STEILO V Ofc of the Executive Director for Operations 86/01/27 PALLADINO Com 
miss oners ip 44920 286 44920 286 


-a8M3l0192 Subrr.its weekly summary of NRC activities involving TVA from 860106 

nf/24^ST^FMr?v'^nfr (851125 870411) 66/ 

44920 290^^^^'^ ^ ^«cutivB Director for Operations 4pp 44920 287 


0 Inspeciion reports, IE Bulletins & correspondence 

For,vards Vol 1 of Tesl Repl on Seismic Qualification/ Verification of Van 
Ota A um num Electrical Condu't Configurations" & supporting documents madveiient 
cv design issues ^ inadvertent 

Doc. 

BUCHANAN LP Tennessee Valfcy Authority 86/07/29 57pp 44584 256 44504 312 

" (??B-cScf,i liX-tar’ ""P'*™"'®"'’'’ O' IE Bullel,n 79 02/79 14 
SEASON JW Tennessee Valley Aumority 86/01/28 lOSpp 44684 313.44565057 

"*^n?ii?^upport5° ^ ol Existing Elecirjcal ConiJuit & 

ADAMSR Tennessee Valley Authority 86/10/16 53pp 445850SB 44585 110 

sary since uM has in titated siaiuSMM OTtiectoeSm 

BARR K P Ofc ol Special Proieels 88/07/34 wmitc e a^'t aliens occurred 

Ily 2pp 44700 316 44700317 WHITE, S A Tennessee Valley AuWor- 

“ 0 uo'”” s'^oTI' S^O Me/8B "oT Jn^owln/® 296/88 

'lSvSsH?agS&”KTT ‘ " 

Ity 2 pp 44710 348 44710350 WHITE, S A Tennessee Valley Author- 

” oo'Jeotls 29 ■ ol'tTcp'n^X? a® “ « “ « 

Inspected sc-curjtv plan & nVi Jrr,hA.2i^ ^ vrofations noted Maior areas 

fhy 2pp 44725^122^4^7^25 69/02/26 WHITE, S A Tennessee Valley Author- 

BARR.KP OfeolSpeeiatProiecIs 88/02/36 3pp 44725 134 44735 135 


8003040147 Informs NRC of oxionsidn of lO-yr intorval for Itisurvlcn rnsp & sys pats/i! 
test programs Current tnierval to oxpiro on 000301, par 0(f0820 Itr S oxU'nSvn *1 
begin second 10 yr interval 1 yr aflor noxt blnrliip of cacti unit 
GhIDLEY.R Tennessee Valley Aulhority 00/03/01 Doenmant Control (banrb 
menl Cor^lrol Desk) 2pp 44629 144 44629 145 

8803040155 Forwards info ro FSAR Chaptor 2 i/pdalo procus’i fit plans to riui p • 
OSS as part of dovofopmont of new program for FSAR updntos.pLu If lri«ip Ri f ri 
259/07 30,50 260/87-30 & 50-29G/07-30 Lisi of commlfmonia niso end 
GRIOLEY.R Tennessee Valley Authordy 00/03/01 DociinionI Control Hfan^h [0- ^ 
menl Control Desk) 4pp 44633 129 44G33 132 

8803170002 Ack receipt of 800216 Hr Informing of stops takon lo cortuct v»o'y; t 
noled rn Insp Ropls 50 259/07-43, 50 2G0/87-43 & 50 290/0/ 43 
BARR.KP Ofc of Special Projects 00/03/02 WMITE,SA Tonnessno VoVy Au N< 
ity Ip 44710 303 44710 303 


8803020036 NRC fnfo Notico 00 007, "fnadvorlonl Trnnsfor ol Hcciisud MdlJ to V\~ ' 
Irolled Localtons " Sve llsl onci 

Division of Induslrifll & Modictil Nuuloar Saloly (Rost fl/o/:?! 
aO/03/07 Consoirdalod Edison Co of Now York, Inc 12pp 44073 001 448/3012 

8803090324 Forwards "TVA Welding Projocl Drowns Forry Ntiiluar Plant 1 
Rovrew, addressing issues raised by insp ropta Prngrani to evoluate Irnnlumunlsvi 
of procedures for both const & wolding programs 

GRIDLEY R Tennessee Valioy Authority 00/03/0/ Dorumon I Control Branch [(\^' 
menl Control Desk) 2pp 44093 177 44095 055 

-8803090337 Vol V to, "Welding Proloct Drowns Forry Nucirjflr Plant Plmsu II 
Tennessee Valloy Authority 07/11/21 GOOpp 440D3 170 44095 055 

60O3O4OOQ2 NRC ^llolin 00 003, '’Inadoqunto Lolcli Engngornrmt m UFA lynn 6<' n- 
-ng Rfil^ Mfg by GE " Sve list oncI 

ROSS , CE Division of Oporationaf Evonis Assoasmonl (Post 6/0411) OO/COno 
Consolidated Edison Co of Now York. Inc IPOpp 440/3 192 44(j/3 919 

Hr ro rJuvinlion nolerf in In^jj Rr, j 
» 50 296/07-20 Full rompllnnci) dnTii change.! ij 
enci ° ° commilmonls & doscrlpllon of corroctivo acllona fi compIniKi.i d''* 

Authority 00/03/11, Docunienl Coiilrol nrandi 
ment Conirol Desk) 4pp 44733 200 44733 203 - ^ m 

Advises lhal NRC Design Bnsolino & Vurificniiort Progmiii Tr-nrn w l pr 
cafeufattons on 0004 1 0 22 Imp plan oriel 

i^ 3pM477n06 /4T7l'3M^^^^ '^"'^LsA Tttmo»,ch Vdtluy Aii-rw 

"Chomlcaf noacllons W/Radwnslo SoMi.-V’ai 

^ ODQrallonat Evonis Assossmonl (Post O/OMI) Cfi/ovii 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44//3 0I? 

*^4?50^260/0r4Wlo°5iSn7®^^^ violations noloci In Insp Riipls 50 2th?'67 

nwnnrmt Corrociivo nclfOfv proQfoS9 mn(/o la fodiiring di' 

monl Control Desk) Gpp 4473 


rtV '-niJawu uy missing pn , 

mSciZosrrp'pWBW^ 

Wllin-.SA TohrussuoVB V, 

^^^''07-46 & 50*200/e7-45 on G7n>'^ 
resolved Hems ^ Pfosorvallon of ociijlpmonl Threo w 

YORK J WALTON of standby flnuid conIroP eySifdontdiod 

44849 220 44B49 235 fiO/OJ/O? lef’P 


!es=oTo&;^^ M^ti Specs 

men?CortralLT8Tr9pp''44%^^^^ Oocurnonl ConVol Bthncli (Doo 

**opodtor temlrnmion^'eroosure^iSn^^^^^ chook-ln/chock-oul procodufo bgliip ds.tl 
fe|0-259/84-12, 50^84-^2 & 58 BottriB"'"''" 
hieni ConirollSnpp ^Sg'^loo 44X4a“/9“'' ' ® BiatKtH (0«iy 

.enl ISO raon™[nleTOiMor'ASMB Rnrlllin"'??*® tOCFRSO B5b(o)(4) to allcr# cm 
9a0831,paf util 8M406 request ^ '<> <>' 

ity 3pp 44055^227-44855 23?^^^*® 06/03/16 WHITE, S A Tonnossoe Veloy Aulhcv 
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8B03240247 Ejcemplion 10CFR50 55a{g)(4) crilena^to aHow \2Q monlh insp mW- 
vfll for ASMS Section XI pump & valvo program, including inservico exams ol compo- 
nents & insefvico tests of operational readiness of pumps & valves, to end on 920831 
EBNETER.SD Ofc of Special Projects 88/03/18 Tennessee Valley Autfionty 4pp 
44855 230' 44855 233 

8803310255 Summarizes 880317 meeting w/ltcensee to provide followup on 880220 
mcelfna issues re proposed IE0 79-02/79 14 program 

GEARS.G E Ofc or Special Projects 88/03/25 Ofc of Spociaf Projects 16pp 
44918 019 44918 035 


DOCKET 50'29a COOPER NUCLEAR STATION 


F. SecurJly, medical, emefflency & lire protection plans 

8803310221 Documents 871113 moetino w/utif in Region IV oJc re security upgrade 
project at plant Listed Items require Turthor clariltcation, including confirmation that 
outer )solaUor> zone maintained por physical security plan W/attenuees Iis1 
CALLANXJ Region 4, Ofc of the Director 87/12/02 TREVORS, G A Nebraska 
Public Power Disiricl 3pp 44916 334 44916 336 


R. Periodic operating reports & related corraapondence 

8803010434 Discharge monitoring ropt for Jan 1988 

• Tennessee Valfoy At>1honly 88/01/31 13pp 44542 229 44542 241 

8603250302 MontNv operating repls for Feb 1968 
CRAWFORD JD Tennessee Valley Aulhonty 08/02/20 GOpp 

44099 133 44B99 211 


8803010366 Forwards Insp Rept 50-290/B8 02 on 880 104-08 & notices of violalton & 
devralion 

CALLAN,LJ Region 4, Cfc of the Director 08/02/24 TREVORS,G A Nebraska 
Public Power Districl 3pp 44570 239 44570 249 

“6803010397 Nolico of violation from insp on 800104 08 Violalron noted individuafs did 
not receive appropriate Gmargancy training & (allure to produce records indicating that 
state or local govt nolilrod of ovaluoticn/ audit rept 
* Region 4, Ole ol the Director 88/02/24 2pp 44570 242-44570 243 


8803070003 Forwards '‘EfffuDnl & Waste Disposal Semiannual Reptjul Dec 1987” & 
■'Radioactive tnoporable Effluent Instrumentation Ropl,” per Tech Specs 3 2D 2 a 
3 2 K 2 

GRIDLEY R Tennessee Valley Aulhonty 88/03/01 Oocumenl Control Branch (Docu- 
ment Control Desk) 2pp 44612 090-44612 235 


-8803070004 "Efiluent ^ Waste Disposal Semiannual Repl.Jul Doc 1967 
* Tennessee Valley Authority 07/12/31 63pp 44612 092*44612 154 


“6603010401 Notice of deviation from insp on B00104 08 Doviatron noted failure to 
perform mobllo siren testing 

‘ Region 4, Ofc of Ihc Direclor 08/02/24 ip 44570 244-44570 244 

“8603010416 fnisp Repi 50 290/BB-02 on B0O1O4-OB Vrofations & deviations 
noted Major areas inspecieci emergency preparedness program 
HACKNEY,CA. FISHER, W L Region 4, Ofc of the Direclor 88/02/17 5pp 
44570 245-44570 249 


-8803070005 "Radioactive Inoperable Effluonl Inatrumentation Ropt ” 

• Tennessee Valley Authority 87/12/31 8pp 44612 165 44612 236 

8803080259 Forwards weekly schedule of TVA activities for 080307-14 Schedule will 
be uodatedS issued each Friday to reflect activities for forlhcorriing 2 wk poriod 
KELLY. JL Ofc of Special Proiecis BB/03/04 ZECH.GG Ofc of Spoefal Projects 
4pp 44657 264-44657 267 


8803210456 "Headquarters Daily Rept (or 800314 
* Radiation Pfolection Branch 80/03/14 63pp 


44759 351-44760 054 


8803080231 Rev 7 to Emergency PI tin Implomenting Preeduro 5 7 23, "Technical Info 
Coordinator ” 

WEHBILL.C, MEACHAM.J. TREVORS.G A Nebraska Public Power Drslrict 86/02/ 
29 app 44656 073 44656 060 

oaoaieOISO Rev 1o 870610 apphcalion for amend to License DPR 46, consi sling of 
Tech Spec Change Request 32, revising Tech Specs re fire protoctlon 
requiremonis Fire hazards analysis & doscripiion ol add) changes end 
KUNCL.L G Nebraska Public Power Dislrlcl 80/03/04 Documonl Control Branch 
(Document Control Desk) 13pp 44695 193 44695 200 


S. Reportable occurrences, LERa & related correspondence 

8003180011 NPDES non compliance nolificalion on 870921, elovalion of wastowoter in 
sedimsnlalion pond dropped 4 inches w/no discharge through pormitlod 
point Seepage point located in switchyard drainogs ditch Pond laken out of sve for ro- 

BROOKS.R H Tennessee Valley Authority 08/02/24 HORN.C , PI2NAR,T Alabama, 
Slaioof 3pp 44774 290 44774 292 


V Operator Examinations 

8803030012 Forwards summary of 8Q0204 mocling in Atlanta, GA ro Irnnsfor of Walls 
Bar operators 1o Sequoyah, status of operator licenses at Walt Bar & status of rcquall* 
ftcation program at Browns Ferry List of altondoes & summary of Issues oncl 
BARR.KP Ofc of Special Projects OQ/02/24 WHITE.SA Tennossoo VaNoy Author- 
ity 6pp 44556 040 44555 045 
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“8603160026 Rov lo proposed Tech Specs, con sisfrng of Tech Spec Change Request 
32 ro firo protection roquirornenls 

KUNCL.L G Nebraska Public Power District 00/03/04 3pp 44695 20G-44695 208 

6803290419 Ack rccoipl of 0601 13 Itr describing socunly upgrade project In response to 
NRC 671202 fir NRG continuing lo monitor progress of mods & to review now sys he 
coming oporallonal 

CALLMLJ Region 4, Ofc of the Direclor 08/03/lG TREVODS.G A Nobraskn 
Public Power District 2pp 44002 295 44802 296 

0693290021 Forwards "Exorcise Evafuatioh ol ImpComontalion of SlalQ & Local Radio- 
logical Emorgoncy Rosponso Plans," for exorciso conducted 871007 & romodlal exor- 
cise conduclod 07 1 203 

KRIMM.R W Fodoraf Emergency Managornont Aqoincy OQ/03/22 CONGEL,F J Divi- 
sion of Radiation Proloction & Emargoncy Preparedness (Post 070411) 1p 
44899 024 44899 083 

“6803290029 "Exorcise Evdiualion of Implemonlation ol Slato & Local Rndiotogical 
Emoraoncy Responso Plans " 

OVERSTREET, J D Fodorni Emorgoncy Managomont Agoncy 67/12/23 59pp 
44899 025 44890 683 


Q. Inspeclfon reports, IE Bullotins & correspondence 

8803160245 Forwards Exam Ropl 50-297/01-60-01 on 880202-03.W/O exam 
questions.answer Itey & facility comments 

JULIAN.CA Rogion 2, Ofc of the Director 80/03/C4 WEHRING.B North Carolina 
State Univ . Raleigh. NC 2pp 44731 049 44731 066 

“8803160249 Exam Rept 50 297/OL 88 01 on 060202 03 Exam resullsono of two re 
actor operators passed written exam & operaling exam & senior reactor operator 
passed both exams 

DEAN.WM, 0ROCKMAN.KE Region 2, Ofc of tfio DIroctor 88/02/23 5pp 
44731 051 44731 055 


R. Periodic operating reports & related correspondence 

8803100016 Headquarlers daily ropl for 800303 
* Ofc of Special Projects 88/03/03 24pp, 44661 020 44661 051, 


S Reportable occurrencea, LERs & related correspondence 

8803010438 PNO V-08 013A on 8001 14, reactor bldg ovorpressunzalfon 

occurred Investigation revealed that hfgh/low pressure trip circuit for Tram 'B' fan trip 
circuit Inoperable Licensee conlir^uing investigation to dotermino root cause 
JOHNSON, P. BOSTED,C Region 5, Ofc of the Director, 88/02/19 2pn 44542'249- 
44542 250 


V, Operator Examinations 

8803160245 Forwards Exam Rept 50-297/OL-a8-01 on 860202-03 W/o exam 
oueslions, answer key & facility comments 

JyLIAN,CA Region 2, Ofc of the Director 88/03/04 WEHRING.B North Carolina 
Stale Univ , Raleigh. NC 2pp. 44731,049 44731 055 

“8603160249 Exam Rept 50-297/OL 08 01 on 880202-03 Exam results, one of two re- 
actor operators passed wrillen exam & operaling exam & senior reactor operator 

g assed both exams 

eROCKMAN.K.E Region 2, Ofc of the DJreclor 88/02/23 5pp 
44731 061-44731.055 


J. Insurance A Indemnity Information 

8803150347 Forwards Endorsements 1 8 2 lo NELIA Corlillcalo NW‘107 & Enclorso- 
monts 1 & 2 lo MAELU Certificata MW 43, 

TREVORS.G A Nebraska Public Power District 85/03/10 Office of Nuclonr Roaclor 
Rogulotlon, Director (Post 670411) 21pp 44608 314 4466S334 

8803220172 Providos requiroef info deladmg properly insurance covorago cnrriod by util 
for facility Policy expiration dale for coverage Is 080501 Util prosenlly involved in ro 
iiowa I process & covorago well be ronowoef for 68050 1- 890501 
TREVuHS^G A Nebraska Public Power Districl 09/03/14 Document Control Brarcli 
<Oocumenl Control Desk) Ip 44706 271-44786 271 


P. Operating Ifcense stage documonta & corrospondance 

6803040073 Forwards rosponsos to NRC 060113 questions on Proposod Change 46 & 
revised Tech Spoc Paged 155 & 156 showing increase of 2 F in nonbellino porlfons of 
curves of Figures 3 6, 1a&361bGE Ropl NEOO-24793 afso end 
TREVOR S,G.A Nebraska Public Power Dlstrtcl 80/02/22 Documonl Control Branch 
(Oocumont Control Desk) 13pp 44601 132 44601218 

“6803040076 Proposed Tech Specs, showing increase in nonbeStline portions of curves 
of Fmures 361 o8361 b 

* Nebraska Public Power Districl. 08/02/22 2pp 44601 1 45-44601 *146 

“8803040907 "In-Vos so I Neutron Spectral Analysis ’’ 

BURNS.LS. SABOL.WW, ARMIJOJ S Gonaral Eleciric Co NEDO 24793 80/09/ 
00 72pp 44601 147-44601 216, 

9602250195 Generic Ltr 86 04 to all nonpower reactor licensees re distribution of gems 
Irradiated in research reactors Sve list end 

MIRAGLIA.F J Associale Director for Projects (Post 87041 1) 80/02/ 23 Consolldalod 
Edison Co. of Now York, Inc 1 1 pp 44563 345-44553 355 

9803020097 Forwards Amend 117 to License DPR 46 & safely ovaluatlort Amend 
changes Tech Specs lo modify operability requirements for rod sequence control sys 
& rod worth mlnimizer lo allow banked posllion withdrawal sys use at listed rod danai- 

iy 

LONG.W.O Projocl Directorate V 88/02/23 TREVORS, G A Nebraska Public Power 
Districl 3pp 44547 126 44547 140 
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-8803020108 Amend 117 ro License DPR 46, revising Tech Specs lo modi*y operabirity 
requiremonls rod sequence conirol sys rod worth rTinimizer lo allow banked posi 
lion withdrawal sys use between 10 & lOO^b rod density 
CALVO.J A Pfoieci Direclorate IV 88/0Z/‘23 lOpp 44547 129 44547 138 

"88030201 12 Safety evaluation s>upporling Amend 117 to iiconse DPR 46 
’ Ollice of Nuefeaf Reactor Regulation, Director (post 670411) 08/OZ/23 Zpp 
44547 139^44547 140 

8803070284 Forwards notice of consideratJon of issuance of amend to License OPR 46 
S proposed NSHC delermmalien & oppo/tur^ity for hearing on QBOIZI request lo 
reviSB Tech Specs to allow use of fuel assembly & conirol blade lead test assemblcea 
LONG.WO Projeci Diroctoralo tv QQ/02f23 TREVORS, G A Nebraska Public Power 
OiSiriCl 3pp 44596 034^44596 042 

-8693070299 Notice of consideralion of issuance of amend lo License DPR 46 & pro- 
posed NSHC determination & opportunity for hearing Amend revises Tech Specs lo 
allow usQ of fuel asseirbly ^ control blade lead test assemblies 
DJCK.GF Project Directorate tv 88702/23 6pp 44596 037-44596042 

8803080329 Parlial response to FOIA request for documents re regional evalualiort of 
plant Forwards App B documents App A a B documents available in PDR 
GRIMSLEV.D H Division of Rules 5 Records (Post 870413) 38/03/04 CONNOR, L 
Doc-Search Associaies 6pp 4463 5 002 44635 329 

-8803089345 Forwards Reqion iV operating plan lor FYB5 Items which mgl should 
focus attention on listed Aodi operaimg plans end 

FOSTER, WH Renton 4. Ofc of Ihe Director S5/1t/l3 MARTIN.RD Region 4. Ofc 
of the Director l38pp 44835 009 44635 146 

9803160158 Rev to 670610 application for amend lo License DPR 46, consisting of 
Tech Spec Change Request 32, revising Tech Specs ro fire protecifon 
rcduiremonts Fire hazards analysis & description of addi changes end 
KUNCUL G Nebraska Public Power District 88/03/04 Document Control Branch 
(Document Control Desk) 13pp 44695 193 44695 208 

-8803180028 Rev to proposed Tech SpecSnConsisling of Tech Spec Change Request 
32 re fire protection requirements 

KUNCL.LG Nebraska Public Power Dislncl 83/03/04 3pp 44695 206 44695298, 

8893210201 Advises lhal Page 95a of Tech Spec end w/800223 Amend 117 to Li- 
cense OFR 46 deleted effective 880223 

LONG.WO Project Directorate IV 89/03/10 TREVORS,GA Nebraska Public Power 
DiSlrtcl 3pp 44760 354 44760 356 

8803220364 Generic Llr 80 05 lo all licensees of operating PWfls A holders of CPs for 
PWRs re boric acid corrosion d carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MiRAGUA.F Associate Director tor Projects fPosI 870411) 88/03/17 Consoltdaled 
Edison Co of New York, Inc 43pp 4 4879 0 B4 44679 126 


Q Inspecifon reports, IE Bullellns & correspondence 

88030 ICS 8 5 Forwards fnsp Rept 50 296/8B'02 on 880104 08 S notices of vioialion & 
do vial ion 

CALLAN.LJ Regcon 4. Ofc of Itie Director 80/02/24 TREVORS,GA Nebraska 
Public Power OiBtricl 3pp 44570 239 44570 249 

-8803010397 Notice of wofation from insp on 800104-08 Violalion noted Individuals did 
not receive appropriate emergency training & failure to produce records indrcaling that 
Slate 0/ local covt notified of evaluation/audii ropi 
' Region 4, OTc of Iho Director 88/02/24 2pp 44570 242 44570 243 

-8003010401 Notice of deviation from insp on 890104 08 Deviation noted failure lo 
perform mobile siren testing. 

• Region 4, Ofc of ihe Director 88/02/24 Ip 44570 244-44570 244 

-^9803010416 Insp RepI 50-298/80 02 on 880104 06 Violations & deviations 
noted Major areas inspected emergency preparedness pronram 
HACKNEV.CA, fisher, WL Region 4, Ofc of the Direclor 88/02/17 5pp 
44570 245-44570 249 

6803940197 Ack receipt cf 060126 llr mformlr^g NRG of slops taken to correct viplatlons 
noted in Irsp Rept 50 208/87-28 

CAILAN.LJ Region 4, Ofc of the Director 80/02/26 TREVORS.QA Nebraska 
Public Power District Ip 44670 24 8 4 4 676 252 

8802230035 NRC Info Nplice 88 006, “Foreign Objects in Stoam Generators Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 08/02/29 
Consolidated Edison Co of New York, Inc 1 1Spp 44554 253 44555 009 

8903020036 NRC Info Nolice 80 097, 'Inadvertent Transfer of Licensed Mall to L/ncon- 
Uolled Locations” Sve list end 

CUNNINGHAM,R E Division of fndustrial & Medical Nuclear Safely (Post 870729) 
89/03/07 Consolidated Edison Co. of New York, Inc 12pp 44673 0(11-44673 012 

0603160191 EN 80 021 on 6803 14, notice of violation A proposed fmposilloa of civil pen 
afty in amount of $25,000 will be Issued Action based on Inadequate search of con- 
tractor vehicle resulting in ammunilion found in protected area 
ROSANO,R P , LIEBEhWAN.J Olc of Enforcement (Post 870413) 68/03/09 Ip 
44716 284-44716 294 

6093040062 NRC Bulletin 00 003, "(nadEquale Latch Engagement in HFA Type Latch 
ina Bet^ Mfg by " Sve Wst encl 

ROSSI,CE Division Of Operalional Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co or New York, Inc IZBpp 44673 192-44673 319 

8603090148 NRC Info Notice 88 005, “Chemical Reactions W/Radwasl 0 SoHdilicalion 
Agents " Sve list end 

ROSSI.CE Djvfsion of Operational Events Assessment (Post 870411} 88/03/14 
Consolidated Edison Co of New York, Inc 129pp 44772 253 44773 012 

8803210139 Discusses Insp Rapls 50 299/87 27.50 299/87-31 & 50-29B/87 32 & for- 
wards notice of violation aproposed rmposllion of civil penalty W/o end 
MARTfN,RO Region 4, Ofc of the Director 88/03/14, TREVORS, G A Nebraska 
Public Power Distrfel 2pp, 44724 350-44724 351 


0803140294 NRC Info Notice 66 009, "Reduced Roliability of Steam Driven Aui 'sv 
Foodwalof Pumps Caused by Insfabifity of Woodward PG PL Typo GovcirKws Si: 
list end 

ROSSI.CE Division of Oporaltonal Events Assossmont (Post 070411) 00/03/19 
Consofidaled Edison Co of New York, Inc 121pp 44857 0S8 44057 170 

8803300166 Ack receipt of 870428,1126 & 880107 Itrs informing NRC of slops taicnb 
correct violations noted in Insp Rept 50 290/87 01 Response of 08010/ unmspons ir 
lo notice of violation Commonla end Comments withhold (ref 10CFn73 21) 
CALLAN.LJ Reqion 4. Ofc of the Director 88/03/24 TREVORS.QA 
Public Power Disirict 2pp 44901 234 44901 235 


R, Periodic operating reports & related correspondence 


8003070192 "Annual Oporaling Repl for 1987 " W/fla0229 Hr 
TREVORS, G A Nebraska Public Power Districl B7/12/3I, 13pp 
44627 334 

0803070294 "Semiannual Operating Rept • Radioactive Effluenls.Jul Doc 106/ Wr 
980219 Ilf 

TREVORS, G A Nebraska Public Power Oistncl 87/12/31 275pp 4l650^n> 
44650 200 

8003140073 Monihly operating rept for Feb 1988 W/8B0308 Hr 
SCHEUERMAN,J T . HORN.G R Nebraska Public Power DisiHd 08/ 02/29 
44702 281-44702 285 


S. Reportable occurrences, LERa A related correspondence 


8003220026 Pari 21 rept ro- defect fn operalion of gas monitors using fixed MtOfS irv* 
reported on 80U21 2 Caused by error in software lor monitors Vendor losting n»i b 
software & In Inlorim recommends changing filters every 48 h 
STANLEY, LA Kaman Instrumonlaiion Corp 80/Q2/22 Region 4, Olc ol Ilia lAkvV 
3pp 44840 327-44848 329 

0803010415 LER 00-002-00 on 000 120, reactor scram occurred due to overaga p- nr 
range monilor high flux Caused by locking screw used lo secure disc loosen ng A tv 
braling off Group Isolations reset & diesel generators secured W/0GD226 Itr 
REEVES.D L, HORN.G R Nebraska Public Power Dislncl 08/02/26 5p|i ? 7 
44542 206 

0803140375 LER 86 003 00 on BB0128,RHR pump 0 motor ground nlarm roccued*- 
pump In SVC prior lo scram Exact causo of worn Insulation unknown fieri occint.‘< 
motor oblalnod A ir>s1allec# as authorized by Design Change 00 071 W/flflOG09l1r 
REEVES.D L, HORN.G R Nebraska Public Power District 00/03/00 5pp 41714 :i4 
44714.248 
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F. Security, medical, emergency A fire protection plans 

8003230230 Forwards "Responso lo lOCFRSO.App R 'AlternaKvo Shutdown CapjL -' 3 
4.160 Volt Switchgear Room." per 871 1 10 request 

FAY.CW Wisconsin Electric Power Co 88/02/29 WAGNER, DH Project D.fcc'.va's 
IIF3 Ip 44064 012 44864 159 

-8003230233 "Response to 10CFR50,App R ’Alternate Shutdown Cnpabifity,' 4 it) 
Vdlt Swilchgoar Room," 

• Wisconsin Electric Power Co 88/02/29 140pp 44064 0 1 3-44864 160 

8803210491 Forwards scope A objeclives for plant modjeal omoroonw cInSI scfn i 
for 880316 Drill being conducted In conjunction w/annuaf util modicnl ernorguncii 
A designed lo allow for succesful demonstration of offsite objeclives 
ZACH.J J Wiscor^sin Electric Power Co 08/03/01 WE AVER, W Federal Lmoig. nn 
Management Agency 14pp 44801 107-44801,120 

8003240067 Advises that MAOCR meteorological monitoring sys sollwaro Iniia'ix) I 
available to conirol room staff Plant operators A emergency propaiodnoss 
orsonnel in process of receiving framing Anticipates completion by 080515 
AY, GW Wisconsin Eleclrsc Power Co 08/03/23 Document Control Branch |D!>-i> 
mont Control Desk) 2pp 44880 165 44080 160 

8803280254 Forwards proprcelary changes lo plant modified amended security |Yanf / 
880310 (elcon Changes withheld ^ 

CASSIDY.TJ Wisconsin Electric Power Co. 80/03/23 OocumonI Corilrol 
(Docurnem Conlfo) Desk) Ip 44912 177-44912 177 


P. Operating license stage documents A correspondence 

8903020101 FOIA request for end slatnd documents re reactor vessel mail fopls 
CONNOR, L Doc Search Associates 88/01/15 Division of Rules 9 nccwdj (kcp 
870413) lOpp 44554 001-44554 010 

0802260101 Advises lhal util 071020 Itr assures that design A fabrication o( spent N-i 
racks provided lo plani adequate Conclusion based on ulil extensive Hivolvemifni n 
rack tabricalion process , o 

WAGNER.DH Project Directorate III-3 88/02/22 FAY.CW Wisconsin Electric Pw < 
Co 3pp 44500 199 44500 201 

8803010245 Forwards "Semiannual Monitoring Rept.Jul Dec 1987" A Rev 1 lo "0l!i-'4 
Dose Calculation Manual " . „ 

FAY.CW. Wisconsin Electric Power Co 88/02/22 Document Control Branch (Docu- 
ment Control Desk) 2pp 44551 295 44552 028 

- 8003010248 Rev 1 to "Dlfsite Dose Calculation Manual " 

• Wisconsin Electric Power Co 87/09/30 77pp 44651 297 44662 012 
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6602 250 195 Generic Ltr Q6 04 1o all nonpower reactor licensees re dislnbution of gems 
irrafltaied Jn research reactors Svc list encl 

MIRAGLIA.F J Associate Director tor Projects (Post 670411) 88/02/23 Consolidated 
Edison Co of New York, tnc 1 1pp 44553 345 44553 355 

8803010192 Discusses 671130 1204 meetings w/Scienco Applications Inti Corp & for- 
wards request (or addi info ro requirements of SuppI 1 to NUBEG 0737 Response re 
quested within 30 days of Hr receipt List of attendees also end 
WAGNER.DH Protect Diredorato (11-3 8D/02/24 FAY.C W Wisconsin Electric Power 
Co 5pp 44540 003 44540 007 

8803020111 Partial response to FGIA request ro pressure vessel surveillance 
program App A & B documents available in PDR Forwards App 8 documents 
GRfMSLEY.D Division of Rules & Records (Post 670413) 60/02/26 CONNOR, L 
Doc-Search Associates 3pp 44554 011 44554 252 

—8003020125 ‘'Point Beach Nuclear Plant Unit 2 Pressure Vessel Surveillance 
Program Evaluation of Capsule V " 

PERRIN.JS, FARWELO.DR. LOWRY, L M Battolle Momortal InsIHulo, Columbus 
Laboratories 75/06/10 99pp 44554 129-44554 227 

8803030279 Responds to 00011 1 request that Woslinghodso Repl WCAP 1 1666, “Point 
Beach Unit 2 Evaluation for Tube Vibration Induced Fatigue,’' bo wdbhold per 
10CFR2 790 Request granted based on review 

WAGNER. DH Protect Directorate III-3 80/02/26 FAY.C W Wisconsin Electric Power 
Co 5pp 44558 132 4455B 136 

8B03030139 Forwards corrected summary rept on (vlulti-PlanI Action D 05 re upper plon- 
lum injection, recommendation concerning generic priority & items for senior mgt atton 
ticn 

D1 lANNI.DC Project Directorate 1(11 88/03/01 VARGA, S A Division of Reactor 
Projects f /II (Post 87041 1) 3pp 44566 067 44506 059 

8803080013 Responds to 871204 application 1o withhold WCAP-11573 ropl from discio 
sure per 1 0CF1R2 790 Delorrrmed that info submitted marked as propnoiary will bo 
Withheld (ram public disclosuro por fOCFR 2 790(b)(5) & Section 103(b) 

WAGNER.DH Project Directoralo III 3 86/03/01 FAV,CW Wisconsin Electric Power 
Co Spp 44633 181 44633 185 

8803090030 Confirms commitments re ATWS mitigating sys actuation 
circui1s(AMSAC),por 660225 lotcon Util committed to using isolation relays in AMSAC 
wtiich are qualified per NRC safety evalualion of WCAP- 10856 & maintaining docu 
ments on site 

FAY.C W Wisconsin Efeclric Power Co 68/03/02 WAGNER.O Project Directorate 
III-3 Ip 44670 360 44676 360 

8803090176 Forwards Amends 112 & 115 to Licenses DPf\-2A & OPR-27, rospeclivoly 
& safely ovafualion Amends change channels in Tech Spec 15 3 5 5, "Conlainmont 
Hydrogen Monitors," from (our to two 

WAGNER.DH Project DirocloratG 111-3 88/03/02 FAY.C W Wibconsin Elec Iric Power 
Co 2pp 44657 314 44657 326 

-6603090166 Amends 1 12 & 115 to Lfcensos DPR 24 & DPR 27,rospoctively, changing 
number of channels Indicated in Tech Spec 15 3 5*1 from (our to two & modifying 
Tech Spec 15 3 5 2 to accurately indicate number of channols required to Inp 
PERKINS.KE Project Directorate HI-3 00/03/02 6pp 44657 316 44657 323 

-8603090191 Safety evaluation supporting Amends 112 & 115 to Lfcensos DPR-24 & 
DPR-27,rospocl(VOly 

‘ Office of Nuclear Roactor Regulation, Diroctor (Post 670411) 66/03/02 3pp 
44657,324-44657 326 

8803220364 Generic Hr 66 05 to ali liconseos of oporating PWRs & holders of CPs (or 
PWris ro boric acid corrosion of carbon stool reactor pressure boundary components 
in PWn plants Svc list end 

MIRAGLIA.F Associate Director for Projects (Post 670411) 80/03/17 Consolidnlod 
Edison Co of Now York. Inc 43pp 44679 064-44879 126 

6803250203 Noliffcation of contract execution, Mod 1,to "Local Tolophono Svc for 
YankoQ Rowe, Vermont Yankee, Maino Yankeo.Pilgrim & Soabrook Rosidonl Silos" 
Contractor New England Telephone Co 

DORSEY.M Contract Administration Branch FIN C 1012 06/03/17 GODY.A Region 
1. Ofco( Ihe Director Ip 44856 319 44856 321 

-8803250210 Mod l.doobligaling funds from total obligalod amount of contract & to 
correct FIN n umber, fo "Local Tolophono Svc for Yankee Rowe.Vormonl 
Yankee, Maine Ydnkeo.Pi^rim A Soabrook Rosidont Silos " 

* New England Boll Te(ephono Co FIN C 1012 68/03/17 2pp 44656320* 
44856 321 

6803290047 Informs that WCAP-11671, "Point Beach Unil 2 Sleam Generator Tube Fa- 
tigue Presonlation" will be withheld from public disclosure (ref 10CFR2 790(b)(5)).por 
671124 roriuest.due to listed reasons 

WAGNER.DH. Project Directorate 1 11-3 68/03/16 FAY.C W Wisconsin Electric Power 
Co 6pp 44096 275 44896 280 

66D3240034 Submils proposed allornalive change to 870625 proposed changes to QA 
pro gram, as described In Section 1 6 Exception of fifotime slorago & rotontion of ra- 
diographs. not assoclted w/ASME Section XI components & sys justified 
FAY.C W Wisconsin Efoclric Power Co 86/03/21 Document Control Branch fDocu- 
menl Control Desk) 2pp, 44891 014 44691,016 

6803200426 Forwards safely evaluation accepting 840405 response to Gonertc Hr63- 
26, Mem 2 1 .(Part S] re vendor inlerfaco programs & reactor Irip sys components 
WAGNER, D H Project Directorale (If-S 00^3/24 F/VY.C W Wisconsin Electric Power 
Co 2pp 44892 320 44692 324. 

.*8803290428 Safety evaluation accepting util 840405 response to Generic Ltr 03* 
26,110171 2 1,(Parl 2; re vendor fnlorface programs A reactor trip sys componenls 

* NRC - No Ootaifed Affiliation Given 88/03/24 3pp 44892 322-44892 324 


0. Inspection reports, IE Bulletins & correspondence 

8803036274 Forwards corrected 6002 1 2 Hr forwarding Insp Ropls 50 286/68 03 & SO- 
301/86-03 Original Hr Incorrectly indicated Insp Repls 50-266/87-19 & 50 301/67-19, 
SHAFER, WD Region 3, Ofc of the Director 88/02/26 FAY.C W Wisconsin Electric 
Power Co 2pp 44557 028 44557 031 


-8003 0 3 0264 Forwards Insp Repts 50-266/68 03 & 50 301/BB03 on 880111- 15 No 
viola Dons noted 

SHAFER ,WO Region 3, Ofc of the Director 88/02/12 FAY.CW Wisconsin Electric 
Power Co 2pp 44557 D30-44657 031 

8802230035 NRC Info Notice 88 006. "Foreign Objocts in Steam Generators” Svc list 
encl 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/02/29 
Consotidaled Edison Co oi New Vcik, tnc UBpp 44554 253-44555009 

8803920036 NRC Mfo Notice 86 007, "Inadvertent Transfer of licensed Mat) to Uncon 
tfotled Locations " Svc list encl 

CUNNINGHAM.R E Division of fndusinaf & Medical Nuclear Safety (Post 870720) 
88/03/07 Consoljdatod Edison Co of New York. Inc 12pp 44673 00144673 012 

0003169188 Forwards corrected pages to SALP Ropls 50 266/67 01 & 50 301/67 
01, per 880100 meeting Porlions of SALP ropl modified as described in onc( errata 
sheet 

DAVIS, A B Region 3, Ofc of the Director 86/03/08 FAY.C W Wisconsin Elocinc 
PoworCo 3pp 44702 338-44702 352 

-0003150189 Corrected pages to SALP 6 Repts 50 266/67 01 & 50-301/67-01 for Apr 
1086 - Sept 1967 

* Region 3, Ofc of the Orreclor GB/O3/O0 12pp 44702 341-44702 352 

8003160083 Provides response to NRC Bulletin 06 001, "Defects m Woslinghouse Cir 
cull Breakers " Util determined thal Westinghoiiso Serros DS circuit breakers not em 
ployed at plant Insp required by bulletin not applicable to niani 
FAy,C W Wisconsin Electnc Power Co 80/03/09 DAvlS.A B Region 3. Ofc of the 
Director Ip 44728 094-44728 094 

8003040062 NRC Bulletin 88 003, "Inadequate Latch Engagement In HFA Type Latch 
ino Relay Mfg by GE " Svc ksl encl 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 60/09/10 
Consolidated Edison Co or New York. Inc t26pp 44673 192-44673 319 

0803210243 Forwards Safely fnsp Repts 50 266/66 05 & 50 301/66 05 on 600206- 
12 No violaVons noted 

SHAFER, WD Region 3, Ofc of the Director, 66/03/11 FAY.C W Wisconsin Electric 
PoworCo 2pp 447D6 300 44796 31 1 

-0003210246 fnsp Ropls 50*266/68 05 & 50 301/66 05 on 800200-12 No Violations or 
devlalrons noted Ma|of areas inspected QA & confirmatory moasurcmcnls for in plan! 
radjochomical analyses & venf (cation of TLD collocation 

JANUSKA.A, SChfUMACHER.M C Region 3. Ofc of the Director 68/09/11 lOpp 
44796 302 44796 311 

0003000148 NRC Info Notice 63 008, "Chomfeal Reactions W/Radwasto Solidification 
Agents " Svc list oncL 

ROSSf.CE Division of Operational Events Assessment (Post 670411) 86/03/14 
Consolidatod Edison Co of Now York, fnc I20pp 44772 253-44773 012 

6003140204 NRC fnfo Notice 80-009. "Reduced Holiabilily of Steam Driven Auxiliary 
Foodwalor Pumps Caused by InslablJily of Woodward PG PL Type Governors " Svc 
Isl oncl 

ROSSI.C E Division of OporalionnI Events Assessment (Post 0704 H) 68/03/18 
Consolicfalod Edison Co of New York, fnc 121pp 44057 056-44057 176 

6003300069 Forwards suralomonlal response lo Bullol in 00 04, "Analysis of PWR Mam 
Steam Lino Break W/Continuod Feedwater Addition,” discussing poblulaled singlu 
failure scenario Involving feeding addHion during main sloam (mo break 
FAY.C W Wisconsin Efeclnc Power Co 80/03/23 WAGNER, DH Project Direclorato 
fll-3 4pp 44901 092 44901 095 

0003310216 Responds lo Generic Ltr 06 03 Requirement for once nor shift chock of 
auxiliary feedwalor (AFW) piping temps commitlod to in IE Bulletin 65 001 
confirmed Removal of fagging from AFW piping por IE Info Notice 64-06 noted 
FAY.C W Wisconsin Etoctric Power Co 86/03/23 Oocumonl Control Branch (Docu 
menl Control Desk] 2pp 44916 360 44916 361 


R Periodic operating reports & related oorrespondenco 


06090101 14 "Personnol Exposure & Monitoring Ropt for 1967 " W/880222 Hr 
FAY.C.W Wisconsin Efoclric Power Co 67712/31 BECKJORD.E, Olfico of Nuclear 
Regulatory Research, Director (Post 860720) 2pp 44531 356 44631 357 

88030402S6 “Point Beach Nuclear Pfont Units 1 & 2, Annual Results & Dala Ropl, 1987” 
W/GQ02a9 Ur 

FAY.C W. Wisconsin Electric Power Co, 87/12/31 103pp 44629 171-44629 273 

0803010246 Forwards "Semiannual Monitoring Repl,Jul-Dec 1087” & Rev 1 to "OffsItQ 
Dose Caloofatlan Manual " 

FAY.C W Wisconsin Efoclric Power Co 88/02/22 Document Control Branch (Docu- 
ment Control Desk) Spp 4455) 295 44652 028 

-8803010268 “Soralannual Monitoring Repl.Jul-Doc 1Q87 " 

* Wisconsin Elocinc Power Co 07/12/31 16pp 44552 013 44552 028 

0803140092 Monthly operaling repls for Feb 1908 W/0aO3O9 Hr 
KRAUSE.CW. FAY,GW Wisconsin Efeclnc Power Co 68/02/29 9pp. 44702 314- 
44702 322. 


V. Operator Examinations 


0803250247 Advises that NRC published end rev to aufdtinc© for tna) NRC requalifica 
tion exams Revs in document reflect lessons learned from exams administercp at H B 
Robinson in Doc 19B7.W/0 end 

WRIGHT, G,C Region 3, Ofc of the Director, 66/03/10 FAY.C W Wisconsin Electric 
Power Co Ip 44099 274-44899.274 
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DOCKET 50 WT CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F Security,, medical, emergency & fire protection plans 

8903250023 Rev 7 to "Radjofogical Emergency Response Plan ” W/aB032l Itr 
STEPHENSON.JO, WILSON K R Florida Povver Corp (subs of Florida Progress 
Carp ) 80/02723 e8pp U9Q% 097 AABB2 062 

8803080428 Rev 6 to Emergency Pfan Implernentmg Procedure VP 580, *‘Planl Safety 
VeriFication Procedure ' 

MiARSHALL.W Florida Power Corp (subs ol Florida Progress Corp) 88/02/25 
lOpp 44626 I J9 44626 146 

8803160342 Advises that special msp initiative enlitled, ‘Erne mercy Operating Proce 
dure tECDP) ‘ in late stages of pParrning irsp wilt verify lhat EOPs technically accurate 
a that specified actions can be accomplished using existing equipment 
REYES LA Region 2. Ofc of the Director 08/03/04 WILGUS.WS Florida Power 
Corp (subs 0 1 Florida Progress Corp ) 2pp 44705 023 44705 024 

8003250272 Rev 29 to Emergency Plan Irrplementing Procedure EM 202. "Duties of 
Emergency Coordinator ” 

STEPHENSON, J D Florida Power Corp (subs of Florida Progress Corp) 86/03/14 
64pp 44913 087 44913 151 

8803220306 Forwards Rev 4 lo modified amended security plan Pev wilhheld (ref 
10CFR73 21) 

WlL&ON,K R Florida Power Corp fsubs pi Florida Progress Cotp ) 30/03/15 DocU' 
mem Control Grancfi (Ooctment Control Desk) Ip 44804 193 44804 193 


8803160420 Application for amend to License OPR'72,revising Tccli Spec 4 0?(: re 
quirement that surveillance requirement be performed w/toial max combmej in^ 
lime for any three conseoulive tests nol to exceed ref interval by 3 25 bnio“» 

WILSON, KR Florida Power Corp (subs of Florida Progress Corp} 6Q/03/M 
merit Control Branch (Document Control Desk) 2pp 44747 170 4474/ 171 

8803250077 Forwards FR notice of consideration of issuance ol amniH lo 
DPR-72 per 880120 application revising Tech Specs re actions to bo taknn whin i 
battery supplying dc control power lo 230 kV switchyard breaker inopernbU' 

SILVEfl,H Protect Directorate 12 88/03/15 WILGUSWS riondn 
(subs of Florida Progress Corp ) 2pp 44859 181-44859 187 

-‘8803260048 Notice of consideration of issuance of amend to Licon^to DPIl fS A 
porlumty for hearing Amend revises Tech Spec re actions to be taken when ono U' 
lery supplying dc. control power lo 230 kV switchyard breaker inoporablo 
BERKOW.HN Project Directorate 11-2 88/03/16 5pp 44859 103 44 B^j9 107 

8803210290 Nohficalion of 880330 moeiing w/util in Rockville, Md to discuss {oncu . j 
design tor emergency leedwater reiiabilily improvement a final rosolulion ol DS7I 
issues of diesel generator capacity & air intake temp, 

SILVERN Proieci Directorate II 2 88/03/16 BERKOW,HN Protect Difivlivnlu i' 2 
3pp 44771 339 44771 341 

8803220104 Advises that calculation package prepared to ovalunto conlimird rii< 4 i-h 
control complex ammonia detectors, per NUREG 0737, Hem IIID3 4UI.1 v, n ri r, 
ammonia detectors & expects to submit Tech Spec change by 000429 
WILSON, KR Florida Power Corp (suba of Florida Progress Corp ) Cfl/Ol/t/ l>«i 
rnent Conlrol Branch (Document Coniroi Desk) 2pp 44808 066 44008 06/ 


H. General correspondence 

8BQ3080257 Provides notice ol death of SW Srown.License Number OP-205 94.on 
880209, per 10CFR50 74 

WILGUSWS Florida Power Corp (subs of Flo nda Progress Corp ) 88/03/02 Docu 
meni Control Branch (Docuner>t Conlrol Desk) Ip 44641 140 44641 140 


J Insurance & Indemnity Informallon 

80Q3O8Q156 Forwards itemi2alion of various property insurance policies curronlfy in 
place at plant 

SIMPSON EC Florida Power Corp fsubs of Florida Progress Corp | 88/03/04 Doc- 
ument Control Branch (Document Conlrol Desk) 2pp 44623 237 44623 238 


P Operating ficetisa stage documenU & correspondence 

8802220246 Forwards response to End 2 of NRC 870910 Hr re NUREG 0737. Hem 
II F 2,iFicludi(ng suggesled cfarificalions to discrepancies noted in NRC/SER & mile 
stones status 

SIMPSON, EC Florida Power Corp (subs ol Florida Progress Corp ) 88/02/17 Doc- 
umer^l Control Branch (Document Conlrol Desk) 37pp 44518 001 44518 037 

80O22SO19S Generic Ltr DB 04 to all nonpower reactor licensees re dislnbution of gems 
iffadiatert m research reactors Sve list end 

MIRAGUIA,F J Associate Director for Projects (Post 670411) 88/02/23 Consolidated 
Edison Co of New Y 01k, Inc 11 pp 44553 345-44553355 

0903020126 COfulirms that ficensec 841004 response lo NLIREG-0737 Item fl K2 16 re 
reactor coolant pump seal inlcgnly foPJowing loss of offsite power accept able 
SILVER.H Projeci Oiredorale 112 80/02/25 WILGUS.WL Florida Power Corp 
(subs of Florida Progress Corp ) 2pp 44552 338 44S52 339 

0003030260 Advises that scheduled date for submitlal of revised sol of variable sheets 
to include chances known to date revised to 680331 

WILSON, K R Florida Power & Lght Co 00/02/29 Document Control Branch (Docu 
ment Control Desk) ip 44566 t02<44565 102 

8803040113 Forwards final test resells demonstrating conservatism in analysts support- 
ing worst caso dcpsel ger^erafor loading & & ar^gireerod safeguards leads 
WILSON.KR Florida POrtcr Corp (subs ol Florida Progress Corp ) 68/02/29 Docu 
menl Conlrol Branch (Documenl Conlrol Desk) 47pp 44576 253-44576 290 

8803110162 Nolification of 8B0311 meeting w/util in Rockville.MD lo discuss facility 
emergoncy feedwater reliability Agenda end 

SILVER, H Project Directorate II 2 06/03/04 BERKOW.HN Protect Direclorate 11-2 
4pp 44671 178-44671 181 

8903140181 Nolification of room change for 880311 meeling w/utiP rn Rockville MD to 
discuss emergency feedwater relrabilily Meeting agenda end 
SILVER.H Project Directorate fl-l 88/03/04 0ERKOW,HN Proiect Direcioralo IM 
3pp 44678 109 44678111 

0003170301 Application for amend to License DPR-72, in eluding Rev 1 to Tech Spec 
ChanM Request 148 re conlammeni aiT locks Fee paid 

SIMPSOM.EC Florida Power Corp (subs of Florjoa Progress Corp ) 88/03/09 Doc- 
umenl Conlrol Branch (Document Control Desk) 6pp 44739 263-44739 27Q 

-0003170309 Rev 1 to proposed Tech Spec Change 148 re conlarn ment air locks 
* Florida Power Corp (subs of Florida Progress Corp ) 8B/03/09 Ip 44739 269 

AA-fiQ oin ° ^ 


8003100004 Forwards revised pages to applicalion for amend to License DPR-72, con 
SI sling of Rev 1 to Tech Spec Change Request 155, revising inlake canal dimensions 
10 reflect width of Area B as more or enual lo 110 ft 

SIMPSON, E C Fforida Power Cerrp (subs of Florida Progress Corp ) 88/03/09 Doc- 
umenl Conlrol Branch {Document Control Desk) app 44770 001 44770 013 

-0803100015 Revised appfreabon for amend to License DPR'72,cons(8tlr9 of Rev 1 (o 
Tech Spec Change Rcquesl 155, revising intake canal dimensions lo refiecl widlh of 
Area ^ as greater or ecual to 1 10 f1 

’ Florida Power Corp (subs of Florida Progress Corp) 88/03/09 Ip 44770 004- 


8803220364 Generic Ltr 88 05 la all licensees of operaiing PWRs & hokfurs of C f’s 
PVVRs re boric acid corrosion of carbon steel reactor pressure bouidary cn^r^pc'> “s 
in PliVR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 070411) 08/03/1/ Cunsi-’ 
Edison Co of Now York, Inc 43pp 44879 084 44879 126 

8603220426 Notifies that util has received accredilation for training progfiuii from 
Academy for Nuclear Training Util intends to exercise options ol lOcfll'j)- ai 
available Requests that NRG review ol training program changes bo disconlinui ■! 
WILSON.KR Florida Power Corp (subs of Florida Progress Corn ) Gn/OJ/17 D' ^ 
ment Conlrol Branch (Document Control Desk) ip 44789 106 44769 lOb 

8803240132 Forwards revised sel of Reg Guido l 97 variable shoots oiimnniry s. 
NRC w/840fl21 iransmittal Revs include equipment mods made in Rofiiiil vr CiM'*,' 
aaol 10 Status shown on attached sheet complete with listed oxcopuon'i 
WILSON.KR Florida Power Corp (subs ol Florida Progress Corp ) flO/Ol/21 ri- 
ment Conlrol Branch (Document Conlrol Desk) 86pp 44867 226 44087 32? 

08(>324O13S Forwards "Reactor Containment Bldg Integrated Leak Ralo 7iisl {ilPTj 
flepl provides info re aborted ILRT attempt which occurred prior to compJotnui ci1 h : 
cossful lest Info re reason for aborted tost & correclivo action in Apn 1 1 
WILSON.KR Florida Power Corp (subs of Florida Progress Corp j 011/03/21 
ment Control Branch (Oocumont Control Dosk) 1p 44844 292 44845 0I3 

-8003280103 “Reactor Containment Bldg Inlegralod Leak Rato Tost" 

OEEMAN.D G . COOPERvJ Florida Power Corp (subs of Florida Progmss < uqH- 6// 
11/30 a3pp 44844 293 44845 013 

8803250156 Approves interim relief from certain ASME Code loslinrj fCq-uifuniLUi^ *• > 
conditions for all reliefs requested by licensee except two Excepllons orniUnil pi-nJ 1 
evaluation of compliance w/codo requirements & required mods W/summory 
BERKOW.HN Project Directorate II 2 88/03/21 WILGUS.WS Florida fW f Tv 
(subs of Florida Progress Corp ) 6pp 44051 194-44851 199 


Q, rpspectfon reports, IE Bulletins & correspondence 


0803160192 Forwards Insp Repl 50 302/87-42 on 800104-00 No violaiOT or c.t- - 
aftons noted 

JULIAN, C A Region 2. Ofc of the Director 08/02/22, WILGUS.WS riundn Poo ' 
Corp (subs of Florida Progress Corp ) 2pp 44703 210 44703 235 

-8003160203 Insp Rept 50 302/87 42 on 080104-08 Violation noted in area addn.5''-f 
by INPO accreditation of Iralning programs but no nolico of violaiion w'f {- 
issued Major areas inspected nonlicensed staff & licensed oporalor trnlnmj 
LAWYER.L. SHYMLOCK.M Region 2, Ofc of the Director 08/02/2 J Iffp 
44703 220 44703 235 

0803160232 Forwards Insp Rept 90 302/88 06 on 800111-15 No viofaliohs or di./ 
alrons noted Unresolved Item identified 

HERDT.AR R^ion 2, Ofc of the Director 80/02/26 WILGUS.WS riorkfa Vc*'i 
Corp (subs of Honda Progress Corp ) 2pp 4469B 322-44606 332 

-8803160239 Insp Ropl 50-302/88-06 on 8801 11-15 No violalions or dovlal^;<■.1 
noted Major areas inspected verification of confirmatory action Hr Homs idcriCifitd in 
871 1 17 Hr & review of mods 

RERNHARD.R, S2CZEPANIEC, JAPE.F Region 2, Ofc of the Director 08/02/7^ 
gpp 44696 324 44696332 

6002230035 NRC Info Nolico 80 006, "Foreign Objects In Steam Generators SvC fcsl 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 
Consolidated Edison Co of New York, fnc 1 1flpp 44554 253 44555009 

B0O3 150294 Forwards Exam Rept 50*302/OL-88 Ot administered on 8001 ?2-M 
JULIAN.CA Region 2, Ofc of the Director. 88/03/01 WILGUS.WS Florida 
Corp (subs of Florida Progress Corp ) 2pp 44687 265 44686 21 9 


-8803180019 Proposed Tech Specs re iniake canal characleri sires 
• Florida Power Corp (subs of Flonoa Progress Corp) 88/03/09. 9pp 44770 005 
44770 013 


-0803150304 Exam Rept 50-302/OL 88 02 on 8001 12-14 Exam results Ihroe somer le 
actor operators & six reactor officers parsed written 8 operating exams 
OEAN.WM, RROCKMAN.KE Region 2, Ofc of the Director 80/02/111= 3t>0pp 
446 87 257-44688 208, 
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-see 3 1601 12 Forwards comments on 880112 senior reactor & reactor operator 
exams Question l 12 wilt be deleted from exam & answer key for Questions 1 17 & 
6 03 will be revised 

KELLEY.LC Florida Power Corp (subs o1 Florida Progress Corp) 80/01/15 
DEAN, a Region 2, Ofc of the Director lipp 446B8 209 44688 219 

S803 160342 Advises that special Insp initiative entitled, ’'Emergency Oporating Proce- 
dure (EOF)," in lalo stages of planning Insp will verify that EOPs lechntcally accurate 
& that specified actions can be accomplished using existing equipment 
RE YES, LA Region 2, Ofc ol iho Director 08/03/04 WILGUS.WS Florida Power 
Corp <subs of Florida Progress Corp ) 2pp 44705 023 44705 024 

0803020036 NRC fnfo Notice 88 007, "Inadvonenl Transfer of Licensed Matt to Uncon- 
trolled Locations Sve list end 

CUNNINGHAM, R £ Division of Irdustnal & Medical Nuclear Safety (Post 870729) 
a8/03/{}7 Consolidated Edison Co of New York, Inc 12pp 44673 001 44673 012 

6803040062 NRC BuNelfn 88-003, "Inadequate Latch Engagement in HFA Type Latch 
ing Relay Mfgby GE " Sve list end 

ROSSt.CE Division of Operationat Events Assessment (Post 070411) 88/03/10 
Consolidated Edison Co of New York, Inc 120pp 44673 192 44673 319 

8003220240 Forwards relief requests determined to be necessary for implornonlalion ol 
updatod pump & valve program & supercedes relief request submitted on 
871231 Summary of revs made to each relief request & of revs planned also end 
WILSON, KR Florida Power Corp (subs of Florida Progress Corp ) 80/03/10 Docu 
menl Control Branch (Document Control Desk) 34pp 44786 282 447Q6 314 

0803080 148 NRC Info Notice 88 000, "Chemical Reactions W/Radwasle Solidill cation 
Agents ” 5vc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/03/14 
Consolicfaied Edison Co of New York, Inc 120pp 44772 253-44773 012 

8803210522 EN 88 023 on 80031 T.notice of proposed imposition of civil penally tn 
amount of 8100,000 1o be Issued (o licensee Actions based on several 
viola lio ns, indudino failure to follow radiation control procoriures 
FLACK.E, LIEBERMAN,J Ofc of Enforcement (Post 070413) D6/03/14 Ip 
44804 209 44804 209 

8803280179 Forwards summary of enforcement conforenco on 800222, per Insp Rapt 
50-302/87-41 Major areas discussed diesel generator loading & cooling water 
temps List of attendees & handouts also end 

GRACE, JN Region 2, Ofc of the Director 08/03/ 15 WILGUS,WS Floriria Power 
Corp (subs of Rorida Progress Corp ) 20pp 44901 057-44901 076 

8B03220200 Responds to violations noted in Insp Rept 50 302/87 40 Corrective 
actions clearances reviewed for complianco w/30 day cor1ifica1ion,cnglnoerod safe 
guards actuation reset & power restored to required oicctrical distribution busses 
^ WILSON,KR Florida Power Corp (subs of Florida Progress Corp ) 88/03/16 Oocu 
menl Control Branch (Document Control Desk) 4pp 44Q43 042 44843 045 

8803 250273 Discusses Insp Repts 50 302/07-35 & 50 302/08-03 & forwards notice of 
vlolalion & proposed imposition of civi) ponafty in amount of $100,000 
GRACE,JN Region 2, Ofc of Ihe Director 80/03/17 WILGUS.WS Florida Power 
Corp (subs of Rorida Progress Corp ) 4pp 44901 021 4490) 029 

• BB 032502 74 Notice of violation & pronosod imposition of civil penalty in amount of 
$100,000 Action based on failure to arioquatoly control access to high radiation areas 
& made quote procedirros for personnel radiation protoclion 
GRACE,J N Region 2, Ofc of Iho Director 80/03/17 5pp 44001 025 44901 029 

8003140284 NRC Info Notice 88 009, "Roduced Roliabilily of Steam Driven Auxilrary 
Feodwalor Pumps Caused by Inslabllily of Woodward Pe-PL Typo Governors " Sve 
list end 

ROaSI,CE Division of Operational Events Assessment (Post 070411) 80/03/18 
Consolicfaied Edison Co of Now York, Inc 121pp 44057 058 44857 178 

0803220417 Lists responses 1o specific concerns in Generic Llr 88 03 re Generic Safely 
Issue 93 concerning steam blnmng of auxiliary feedwater pumps 
WILSON,KR Florida Power Corp (subs of Florida Progress Corp ) OB/03/10 Docu 
menl Control Branch (Documenl Control Desk) 3pp 44705 062-44785 064 

8003240167 Forwards 1987 m service Insp summary ropi Owner dale rept for Insorvico 
insp also end Summary contains info re Class 1 & 2 wolds, supports, bolls & pump fly 
wheels examined during Refuel 6 Exam details available upon roquesl 
WILSON, K,R. Florida Power Corp (subs of Florida Progress Corp) 80/03/21 Oocu 
menl Control Branch (Documenl Control Desk) Ip 44867 1 73-44867 225 

-0803240230 Inservice insp rept for Sept-Dec 1907 Ropf includes summary of oxam 
results, oxam plan for Outage 7, evaluation repts, certification of personnel, equipment & 
mall & requests for relief & Isometric drawings pertinent to outage 
' Florida Power Corp (subs, of Florida Progress Corp,) 08/03/09 52pp 44867 174- 
44967-225. 

B0O326O165 Approves interim relief from certain ASME Codo testing requirements w/o 
condillons for ail reliefs requested by licensee except two Exceptions granted ponding 
evafuallcn of compliance w/code requirements & required mods W/summary 
BERKOW.HN Project Directorate II 2 80/03/21 WILGUS,WS Florida Power Corp 
(subs of Florida Progress Corp) 6pp 44051-104-44051 199 

8B03250305 Forwards app to 871120 SALP Rept 60-302/87-27 Ack util efforts in ovafu 
ating SALP rept & providing assessment of various functional areas In rept 
GRACE.J N Region 2, Ofc of Ihe Director 08/03/21 WILGUS,WS Florida Power 
Corp (subs of Rorida Progress Corp ) 2pp 44899 212 44899 249 

-6003250306 App to SALP Ropl 50-302/87-27 for 871120 
* Region 2, Ofc of the Director 08/03/21 28pp 44899 214-44899 249 


R, Porlodfo operating reports & related correspondence 

0603940151 "Semiannual Radioactive Effluent Release Ropl.Jul-Oec 1987" W /880226 
Itr 

JOHNSON.SG , WILSON,K R Florida Power Corp. (subs of Florida Progress Corp) 
07/12/31 77pp 44572103 44572' 179. 


6803010441 Forwards 1987 annual repis of reactor vessel surveiEiance 
capsules, challenges to pressurizer PORV S safety valvcb, facility charges, tests & ex 
penments 8 personnel exposure 

SIMPSON.EC Florida Power Corp (subs of Florida Progress Corp) 68/02/24 Doc 
ument Control Branch (Documenl Control Desk) Ip 44538 272-44538 295 

-8803010447 "1987 Annual Rept of Reactor Vessel Surveillance Capsules. Challenges 
to Pressurizer PORV & Safely Valves, Facifity Changes Test & Experiments " 

• riof Ida Power Corp (subs of Florida Progress Corp ) 07/12/31 20pp 44538 273 
44539 2 92 

— BB030104S7 "1987 Annual Repl lor Whole Body Exposure " 

* Florida Power Corp (subs of Florida Progress Corp) 87/12/31 3pp 44530 293 
44538 295 

0003160436 Monihiy operating repl for Feb 1903 W/B80314 Ur 
BINKOWSKIJ, STEWAHT.SA, WILSON, K R Florida Power Corp (subs of Fforida 
Progress Corp ) 80/02/29 5pp 44726 337 44726 341 


S Reportable occurrences, LERs & related correspondence 

0003010063 LER 97 020-01 on 070903 UHS ternp exceeded max value assumed in 
plant design basis Caused by personnel error during original plant design spec 
development Analysis performed to determine elfect of high temp on plant cooling W/ 
080120 Itr 

MOFFATT,L W. WILGUS,W S Florida Power Corp (subs of Florida Progress Corp) 
88/01/22 6pp 44552 137-44652 142 

0003030169 LER 00-003-00 on 880l28.four conlammonl isolation valves not being sur- 
vGilled per Tech Specs discovered Caused by personnel error during doveiopmenl & 
review of proceduro Surveillance procedure rovisod W/B80229 ilr 
MOFFATT.LW Florida Power Corp (subs of Fforida Progress Corp) W)LSON,K R 
Florida Power a LlghlCo 88/02/29 4pp 44565 272 44565 275 

0003030301 LER 07-019*01 on D709 14. emergency diesel onmne 30 minute design 
rating oxceeded during previous survoilfarco testing Caused by personnel’ 
error SurveillancG procedures revised a Toch Spec changes submilled a approved W/ 
8Q0229 llr 

MOFFATT.L W. WILSON, K R Florida Power Corp (subs of Florida Progress Corp) 
09/02/29 lipp 44557 016 44557 027 

0603150053 Summary of Oporating Reactors Evenls Meeting 68-10 on 8B0308 List of 
allondocs & slgmlicanl elements of events discussed end 

LANNING.W Events Assossmenl Branch 08/03/10 ROSSI.CE Division of Oper- 
ational Events Assossmenl (Post 0704 II) lOpp 44609 306 44689 324 

6803210205 Requests answers to listed questions re 88022B Irarsrent that occurred nl 
plant since event occurred so close to completion of oaw reassossmant.by 000325 
SILVER, H Proieci Dirocloralo 11-2 88/03/11 WILGUS.WS Florida Power Corp 
(subs of Florida Progress Corp) 3pp 44760 357-44760 359 

0803160065 LER 09 004 00 on 880128,procoffural inadequacy caused missed Tech 
Spec aurvQillancG Caused by lale compfolion of SP-433 Practico hailed of signing oil 
SP-433 as complotod boforo dolerminalion of rncore detector oporabilily W/083314 
Hr 

MOFFATT.L W. WILSON.K R Florida Power Corp (subs of Florida Progross Corp) 
88/03/14 5pp 44727 011-44727 015 

0803250049 Special Ropl 07-05 01 two steam gonoralor lubes found do (oc live, having 
indicatrons grealor I ban 40®o through wall & ono lube idonlifiod as degraded w/imJrca 
lion of through wall Tubos removed from sve by plugging AddI info end 
WfLSONvK R Florida Power Corp (subs of Florida Progress Corp ) 08/03/21 Docu 
mont Control Branch (Documonl Control Desk) 6pp 44900 140-44000 145 

0603290263 LER 08-005-00 on 000223, action slalemonl for oxceoding conlainmonl iso 
lalion vafvo stroko lime not onlored Caused by personnel error Personnel Involved 
counsoirod on Tech ^ec rGquifemonlsW/080324 Itr 

MOFMtT,L W, WILSON, K R Florida Power Corp (subs of Florida Progress Corp) 
08/03/24 5pp 44003 242-44903 246 


V. Operator Examine Ilona 

8803160192 Forwards Insp Ropt 50 302 / 87-42 on 880104 08 No violalions or devi 
ations noted 

JULIAN.CA Region 2. Ofc of Iho Director 89/02/22 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp) 2pp 44703 210 44703 235 

-8803160203 insp Repl 60 302/87 42 on 080104 OOViofaUon notod In area addressed 
by INPO accreditation of training programs but no notice of violation will bo 
issued Major areas inspectod nonlicensod staff & licensed operator training 
LAWYER.L, SHYMLOCK.M Region 2, Ofc of the Diroclor 88/02/23 16pp 
44703 220 44703 235, 

0603160294 Forwards Exam Rept 50-302/OL 88-01 administered on 6001 12 H 
JULIAN.CA Roglon 2, Ofc of the Diroclor 80/03/01 WILGUS.WS Florida Powor 
Corp (subs of Florida Progress Corp ) 2pp 44687 265 44608 219 

-8003150304 Exam Rept 50 3D2/OL 68 02 on 880112-14 Exam results Ihreo senior re 
aclor operalors & six reactor officers passed written & operating exams 
DEAN.WM, BROCKMAN.KE Region 2. Ofc of the Diroclor 08/02/18. 300pp 
44687 257-44608 208 

-8803150112 Forwards comments on 880112 semor reactor & reactor operator 
exams Question 1 12 will be deleted from exam & answer key for Questions 1 17 & 
6 03 will be revised 

KELLEY.LC Florida Power Corp (subs of Florida Progress Corp) 08/01/15 
DEAN, a Region 2, Ofc of the Director lipp 44699 209 44680 219 

6003170017 Notifies that senior operator licensing wniten oxam scheduled for 880531 & 
planl oral exam scheduled for 960601 Ref mall requlromcnts.requlroments for admin 
slration of written oxams & facility review requiremonls end 
JULIAN.CA- Region 2, Ofc of the Director 08/03/01 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp) lOpp 44711 161-44711:170 
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aSOl070333 Fi>:< r cf ptrman3r,I rca^^ignmcru o' PM hicW Lctrsc OP 20441 

C'’ 

M F CT.I4 PCisv' Cq^p of Flof da Progress Corp ) 8B/03/02 Docu 

r rt • -I Orsr h fDc'uT-nt Cnril'Gl OuSk) Ip 44643 019446*13048 


DOCKET £0 304 ZlOW NUCLEAR POWER STATION, UNIT 2 


F S«cufdy, m«dica? emergency & lire piotec^lon plans 

ii03050Q3i Rf. :t-cicfr:rg.-nc/ pun tmpfc minting prouctfures index 
‘ C:tt *nA-,3i’nE.jsonCo <far02/05 44^79 m U678 356 

58830 T p:“U to NHC 830121 Hr re fire protection issues, Hems 7 & 12 Agrees 
'3 i"'i. ^3 2 j> i^i b'dg ^cn'i'^ariGn fai^s as safe shuldO^vn equipment d rnsM addi (Ke 
*r»-5 ai f5''d 'ccatons 

^RZN^idGE COTmcHAeallh Ed'Son Co 88/02/23 Dorument Control BMnch (Doc 
Lfr:^>C:r*fctD^3k) ip H£42 T20 41542 120 

8803030142 FccAjrds Sccunt/ fnsp Repis 50 295/88 Od & 50 30^/86 09 on 990201 19 
& rcf .e ot * ;tj' cri Mo' tt c.1 ^ Cntoo ‘ft.tt’hc'd {fd tQCFR73 21) 
ttALLETTBS ri:;jcn 3 Ofc ol tnc Director 08/03/03 REED.C Commonwicallh 
EctenLi*’ 2cp 44622 08 1 41622 06o 


8903150201 Advises tRat m<<i mufeorf as pfopfioinry in titif 8/1224 cicn'ci'</, 
amends to licenses & Tr^ct\ Specs will bo withhold from |)Lrb)ic d'^;lo5'.u’^ 
tOCFR2 790 & Section t03(b) of Atomic Crorgy Act of 1954 
MULLER.DH Project Oiroctoralo 111*2 fJB/03/n DUTl^m It LbL „ 

Edison Co 6pp 44690 004 dAOODOOB 

8803230105 Forwards response lo Gononc lit 89 02. "ISAf^ |l " Parlinl cl K* 
fosoufco requirements also one) 

MORGAN.Wt Commonwoal8> bdison Co 00/09/16 MURLlY.T t Olfic«3 o*/;* ,r 
RenctOf RQQuIation, Diroclor (Post 07041 1) 9pp 44049 095 4404009/ 

9803220364 Generic I tr 80 05 lo nff Nennsoos ol onofoiiny PWRs Si boMrn ' fiu 
PWfls to bone ac«J cofios'on of carbon stool ronctor pfo«}soro I our da ry , 

in PWR plants Sve list onci 

MIRAGLIA.F Associate Director tor Proierl5 (Posl 87041 R aa/Oj/U Cnriv.i "i - 
Edison Co of Waw YorH, Inc 43pp 44070 084 440/8 120 


Q Inspection reports, IE RiMletlns A corrospondonco 

8B02230035 NRC Into Nulico 00 000. "rofoifpi Ohjocts In Steam Cicrii'FftloiH ‘ 
end 

ROSai.GE Division of Opernlionnl EvonH Assossmoni (Post (1/0411) QFi/ir/',/ 
Consolidated Edison Co of Now York, fnc 1 lOpp 44054 2f)D .14S55 Cili9 


■9803G80f54 Pa,T3'./ withheld Inip Repis 60 295/80 00 & 50 304/88 09 On 080201* 
i’''V'ij.i:n f:r*dp.*3jnr areas inspected circum-sunces su’ rounding inadequate 
s 2 rn rf p icira;;: ms’l obt^r.cd on 8BO261 

n O'c uf tht; Director 00/03/02 Ip 14622 086 44622 086 


J Insurance A mdemnity Inlormahon 

3303220401 Pro.iJ;s or^Silc property damage insurance at listed facilities per 
tCC'^R30 64{*j(4) iaM :h requres hcenset^s to rept present sources & leveS ot tnsoT* 
in:e 

r.^:;n3AtlvVE CcrrmonAeallh Edison Co 80/03/15 Document Control Branch 
iDo'.umcnt Convcl Desk) Ip 44789 lOT 44789 101 


P Operating license stage documents A correspondence 

3603020101 FOlA rr'Qj^st for enci staled documents re reactor vessel rnali repis 
CCnttCRL OocSaaxh Associates 08/Q1/15 Division of Rules & Records /Post 
0/01131 lOpp 44551 001 44554 010 

9802 J5019S GLnenc Li; 80 0 1 to all nonpOAer toaclor licensees re distribution of gerns 
rraq at^d in reKarch readers Sve )is) gne) ^ 

^^l02/?3 ConsoWatet) 

Edc:nCo Offkav /ork Inc llpp 4)55:5 345 44553 355 

8803020294 Hcadauarkrs da'ly rtpl foi 0B6225 

* Otc 01 Spi.c«rfl Pro, eels 88/02/25 I9pp 44566030 44566049 

PafUi response 10 FOJA /squesl re p/esswc vessel surveiWanco 
r R^fi^Pv h^n ® ‘i-ra'aNo m PDR Forwards App 8 documents 

GRiMSLEYD Divison of flu’es & Records (Posf 8?q^13) 8B/D2/26 CDAAjORl 
Ddc Search Assccialvs 3pp 44554 011 44554 252 cuiVftUH.L 

9803020231 Poiwdrds SER opposing basis for conclus’on that utif renorled values nf 

* Pro,€ci D rectorato IJj 2 88/02/26 6pp 44517 117 44547 122 

consideration of issuance of amends to Licenses DPR 

Ecl.son Co 3pp 44566 050 44566056 ^ oui icHHELO.L Commonwealth 

WUERDPt P/O|«.l0.rcctoralelll2 Bem/14 4pp 44566053 ^4566 036 

doSm uM 860605 ?, lo ATWS protec* 
uScnYojntrol Document Conirol Branch (Doc 

grams’ coiws^^ngljl i?s1e/rev^^ Nuefear Generating Pro 

wofir AwvS^r m«}f ^ organization & utle changes as 

mt.ni Conirol 06^^^44^4^306^448043^^^^ Docuinenl Control Branch (Docu 

uSSi 02044^7*0™'®^ Oocumeni Conirol Branch (Ooc 

-M0306000. Hovaod proposed T«h ^ocs ,o flcs « proaaoro raofal.oh vaivo laak- 
Comr.Kin«c9lthBd,5onCo 88/03/04 ,p 44687 021 44667 021 
..O£0272 Wary 0. 660.05 n.eo6np„/c,p,p 
44733 27144733^2 Dreo/orate 1112 06/03/06 Proisci Oteciorale ||I2 ajpp. 


8003080142 Forwaids Soctidly Innp Hopls 60 POO/fifl Ofl S> 50 09 ori f,.’’n;,jp j 

& notice of violation Nolico ol violation wilhtmid (rof ICCfn /9 ?11 
MAUETT.OS Botj^on 3, Otc ot U\q Oirnclor 00/03/09 flCEllC (/t>nirrk.i, >si 
Edison Co 2pp 44622 004 44632 O0(> 

1 

•98030801S4 Partially wilhlioltf lnsj> Rnpts 60 295/66 06 & 50'361/1lft 
lOVmlnbcn rolcdWalor areas Inspnctod f Ircumstani on <pi«ffOLriiijiJn| i/n«1'/. 
search ot pacKano mall obsoivod ofi lUUiyo l 

HARE.S, DROUIN.B. CREED, JR Jloglon 3, Ofc of Iho diroclor fUl/0M>? ' 
44622086 44622086 


— . nlTT I „ >7*' u**', n-pii Iitiriniui ^11 Uli T’ri:>rij rvi.itp i j 

ifollod Locations ' Sve list one) 

Owislon ot (ndusUiol A Modtcul Ni/climr Safely (Post fRi'.\ 
00/03/07 ConsoJidaled Edibon Co of Now York, Ino 12pp 4-16/ j 001 140 A) 012 

8803040063 NRG f^llplin 00 OOd. "lniuJ0(|unU> (akh rriapU/omofil in HI A Tvri’ cs * 
mg Rofay Mig by GE Sve l\sv 

ROSSLCE misvQn Qt Op^mtional EVanh, Assusmuunl (f^o‘>t 1)70411) CiiAIM 
Corisot'dafcd Bdison Co. of No-v, York, fu. t26pp /fdOA't (92*446/3 iffl 

Fowft'ds Spoclal fnsp Riinta 60-20f)/U/.24 A bO 304/t)/ 2b ua flCjU 
16 Chech vawo Icshag paugram ahrmld mlffro'ja llvtcaJ hsiins IJtil ai]rjFn*''jsvi.’'/ ii 
'fi Slnnificuni Opornlinu f vem Ri jit f'L ^ 

CfJDTCHFIELD.D Division of Roactor ProWk ♦ IfUV.V A ' ' 

670(1 () ao/OO/ff flEEO.C Commonwonfiti Etfison Co 4pp 


lfl,IV,V A bpacmi t'roiCiH . 

'■ )f> 4 1/7 1 105 44? /I I 


J floplb CO ?gE/07 24 A 50 304/0/ 25 on 0709M 111 Orio 
as inspoclott ctieck valvo Ujbttnp propfarn.Ciorh VdWtJ 
liufo history & resfiofisn to fNf'O Evonl Rupl 0(1 3 

idnr fn<:nfir*linii (Irnnrli (in/au/hn i r r « -it-.n aa 1 1 1 a 1.3 


•*8803180121 Insp J., 
noted Major areas 1-. 

4 failure fi<aiv4i]r a u; iivrv; uvuni ruipi mi *i 

aAKER.tr Vendor tnspoction Brnncli 00/02/09 llpp 44/n 1b^M4N'1 1H 

8803080148 NflC Ihlo Noheo Btt 606, ‘'Ctvumk.nt tUuirUum W/lfaihv.isto SoM' 1 - 
Agenis Sve hsl end 

Oporntiohol Evonta As‘iuiflfnunl (Post 8/0111) 
Consolidalod Edison Co of Now York, Inr IPOpp 447/2 Pbl) 44/73 01? 


009. ;;RodtruJd nolinblliiy of Steam Drivi-n 7 

..r«n« ... 1.. i . .. . ... . . ■ - 


nmrirciJU MOluiDiiiiy or 5team urivi-n 7- » , 
Knct Caused by Irislabilily ol Woodwmit PG IM Type Gtv.iiTrwTj-s «. 


Oporniiona) llvetin AHsei>66\em 6>osi (1/0411) jiflr 0 i'i« 
Consofidalod Edison Co of Now York. Inc I21pp, 4406/ 050-4 <105/ l /b ^ 

00 206/00 0/ & 50 004/06 06 wi 

9/ 00/03/10 Mir DC Commi-rA ' 

Edison Co 2pp 44845 025 44045 004 

zmfm 0 / & 50 004/00 oo nn mom oi r/ov i 

hoiodMajor areas insiXKJtod conlainmnni leak latu (C ‘f’' 

44845 027^44846^034^'^^ DlTOClor 90/01/ (5 

havjna c t/og|gno(J ntjcfonr power reactors w/*3(cnm gm 

MOfl^Aw w plQloa.impJoment actions spocifjod in bullotm 

0n/03/?3'DAViS,Af) nooonO.O. < 


°°PLfML G J Somlannutil Oopt 1007 " W/ft00209 Hr 

D^V1S,A0 npg,on3 . OIc ol .7.>f- 


'6'1'oJJoh onpoBuro portions of pHinl opetarinr} f.i'i 
flO/02/29 tJAVIS.D Region 3. Otc Ct 


Oireolor Ip 44812317.33612 330 ^ 


*PUWL,G*j'crjmmnm*«lj?i! ?5™P6j!Ph0l Porsonnol nadlotton Dobos" W/ 6e07<3P 

**AUSP)I(''g wJJSI ® *®0fl W/B00303 Hr 

44665 254* Dommonwoalih Edison Co 80/02/20 t2pp 44665 

■ fiadraton Prolechor, Bra?M%3/i4®63pp'*44753 351 44760 051 
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V. Opsfalor Examinations 

8603250089 Forwards revs to QuidancQ for Inal NRC requalifrcalion oxams re lessons 
learned from exams at HB Robinson plant W/o end 

WHIGHT.GC Region 3. Ofc of the Director 08/03/10 REED.C Commonwealth 
Edison Co 2pp 446B1 095 44681 096 

DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLAWT 

F. Security^ medical, emergency & fire protection plans 

0603010226 Revised emergency plan implementing procedures, Including Rev K 1o EP- 
AD 1, "Rant Emergency Organization.'' Rev K to EP-AD 2. "Emergency Class Deter- 
mination" & Rev I to EP-AD 3, "Unusual Event " W/e80225 Itr 
HiNTZ.DC Wisconsin Public Service Corp 86/02/25 523pp 44533 327 44535 129 

8803000525 Responds to exercise weakness noted in Insp Rept 50 305/87 10 on 
871019 22 of annual emergency preparedness exercise at plant Roevaluation of ac 
ceptability of "off-hours" portion of exercise requested 

HINTZ.OC Wisconsin Public Service Corp 68/03/01 Document Control Branch 
(Document Control Desk) 6pp 44624 112 44624 1 17 

8803250-008 Forwards proposed Amend 10a to Industrial security manual re Implomon- 
tatJon of 10CFR73 55 rule changes Amend withheld 

HINTZ.DC Wisconsin Public Service Corp 88/03/22 Document Control Branch 
(Oocumoni Control Desk) 2pp 44913 065-44913 066 

J Insurance & Indemnity information 

8803060145 Forwards endorsements to NELIA & MAELU policies & 
certificatosjncluding Endorsomenls 23 & 60 to NELIA Policies NS 304 & NF-204,En 
dorsemonl 64 to MAELU Policy WF-71 & Endorsements 1 & 2 to Certificates NW-1 11 
& MW-44 

HINTZ.DC Wisconsin Public Sorvico Corp 08/03/03 Document Control Branch 
(Document Control Desk) 31pp 44641 141-44641 171 

P. Operating license stage documents & correspondence 

0803010206 Advisos that util doclines to parlidpato in JSAP ll.per Generic Llr 00 02 duo 
to addl burden on util rosourcos Util will bo participating in othor programs to identify 
potonlial significant safety Issues 

HINTZ.DC Wisconsin Public Servico Corp 08/02/22 MIRAGLIA,FJ Associate Di 
rector for Projects (Post 8704 1 1) 4pp 44532 001 44532 004 

0602250196 Generic Ltr 80 04 1o all nonpowor reactor licensees re dislfibullon of qoms 
irradiated In research readers Sve list onci 

MIRAGUA.F J Associate Oiredor for Projects (Post 070411) 00/02/23 Consofldalod 
Edison Co of Now York, Inc lipp 44553 345 44553 355 

6003010136 Responds lo 880222 request for addl info ro stoam gonorator lubo plug- 
ging levels Survoillanco Procedure 36 084, "Steam Gonorator Tube Insp," will be ro- 
vised prior lo uso during upcoming rofuoling/mainl outage 

HINTZ.DC Wisconsin Public Servico Corp 80/02/23 Document Control Branch 
(Document Control Desk) 2pp 44535 309-44535 310 

6603040237 FoAvards "Kewaunee Nuefear Power Plant SPDS Verification & Vatidalion 
Program Plan," per commitment in DC Hinlz 871231 llr 

mNTZ.DC. Wisconsin Pubtic So^ico Corp 88/02/29 Document Control Branch 
(Document Control Desk) Ip 44829 328-44629 340 

-8803040242 Rev 0 to WPS-1000 08 001, "Kowauneo Nuclear Power Plant SPDS Von- 
ficallon & Validation Program Plan " 

Wisconsin Public Service Corp 88/02/12 20pp 

8003030139 Forwards corrected summary rept on Multi Plant Action D 05 ro upper plon* 

I ton concerning gonenc priority & items for senior mgt allen- 

Dl lANNI.pC Project DKOdorate Ifl-l. 88/03/01 VARGA.SA Division of Reactor 
Projects I/ll (Post 670411) 3pp. 44566,057 44566'05g 

0003080115 AdvBGS that listed P&IDs being sent to Region III fncldenl Response Ctr 
rof library^or JG Kepplor 800320 request 

HINT2.DC Wisconsin Public Sorvico Corp 88/03/01 Document Conlrol Branch 
(Document Control Desk) 1p 44640 323-44640 323 

8B031802S5 Responds lo 071026 request for withholdihg WCAP 11619 from public 
approved & info will bo withheld par 10CFR2 790(b)(5) 

GUTTER, JG Project Directorate 111*3 08/03/02 HINTZ.DC Wisconsin Public Sorvico 
Corp 5pp 44737 026 44737 030 

8803090011 Forwards further clarification to util 871218 response lo Generic Llr 83- 
29, Item 2 2 Although interface program is not possible for switchgear, approprialo 
measuros taken lo ensure conlinuod reliable equipment performance 
HINTED C Wisconsin Electric Power Co 88/03/04 Document ConlroJ Branch (Docu 
men I Conlrol Desk) Opp 44078 345-44678 352 

071130 request for withholding of Wostinghouso Ropl WCAP- 
Steam Generator Sleeving Rept (Mechanical Sleeves)," per 
1OCFR2 79O,Requ0St granted 

GtJTTER.JG Project Dirodorale f 1 1-3 00/03/09 HINTZ.DC Wisconsin Public Service 
Corp 5pp 44678 187-44678 191 

8003240147 Forwards Amend 77 to License DPR-43 & safely evaluation Amend re- 
vises Tech Specs to change low frequency frip sefpoints for reactor coolant pump 
breakers from 57 6 Hz lo 55 0 Hz 

GUTTER, JG Project Directorate Iff 3 08/03/14 HINTZ.DC Wisconsin Public Servico 
Corp 2pp 44856 344-44855 354 

-0803240160 Amend 77 lo License DPR -4 3, revising Tech Specs to change low fre- 
quen w trip selpoints for reactor coolant pump breakers from 57 5 Hz to 65 0 Hz. 
PERKINS, KE Project Directorate III 3 80/03/14 Opp 44055 346 44055 351 


-8603240182 Safely evaluation supporting Amend 77 to License DPR 43 

Regulation, Director (Post 070411) 08/03/14 3pp 

8003^0154 Forwards proprietary " Statistical Assessment of DNB Test Data Resulls" & 
?j 7 m reload safety evaluation methods 

HINTZ.DC Wisconsin Public Service Corp 80/03/16 Documerit Control Branch 
(Document Control Desk) lipp 44866 171-44866 181 

licensees of operating PWRs & holders of CPs for 
^ ^ corrosion of carbon steel reactor pressure boundary components 

in PWR pfanls Sve list end 

MIRAGUA.F Associalo Director for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 004 44879 126 

Amend 78 lo Liconse DPR 43 & safety ovalualion Amend adds 
paragraph to allow plant mod to reduce number of snuboors on sic am genorator 
upper lateral support snubbers, per revised GDC 4 

Corp^2pp^44Wl2?-44^^^^^ 80/03/18 HINTZ.DC Wisconsin Public Service 

-0603200301 Amend 78 to License DPR-43.revising Tech Specs to modify design of 
upper laloraf supports by reducing number of snubbers 
PERKINS.KE Projecl Directorate III 3 00/03/18 2pp 44079 129 44879 130 

-8003280 305 Safety evaluation supporting Amend 78 lo License DPR-43 
44879T3l”44079 1?3^®^‘^‘°'’ (Post 870411) 88/03/18 3pp 

Q Inspection reports. IE Bulletins & correspondence 

generator tube Insorvlco insps.per 
between J Gutter, H Conrad & CS Smoker 

HINTZ.DC Wisconsin Public Service Corp 86/02/22 Document Control Branch 
(Document Conlrol Desk) 4pp 44531 260 44531 263. 

to 880222 request for addl info re stoam aonerator tube plug- 
ging levels SurvoiNance Procedure 36-004, "Sleam Generator Tube Insp." will bo ro- 
upcoming rofuoling/maint outage 

SorvJCQ Corp. 08/02/23 Document Control Branch 
(Document Cor^lrof Desk) 2pp 44535 309 44535 310 

^^^2230035 NRC Info Notice 88 008, "Foreign Objects in Sleam Generators " Sve list 

ROSSfjC E DMsion of Operational Events Assessment (Post 870411) 00/02/29 
ConsofidalGd Edison Co of New York, Inc 110pp 44554 253 44555 000 

lo oxercifio weakness noted In Insp Rept 50 305/67 10 on 
871019 22 of annual emergency preparedness exorcise at plant Roevaluation of ac 
ceptabifity of off hours portion of exercise requested 

WNTZ.DC Wisconsin Public SorvEco Corp 60/03/01 Document Control Branch 
(Document Conlrol Desk) 6pp 44624 1 12-44624 117 

00O3O28()36 NRC Info Notice CQ 007, "inadvertent Transfer of Llconsod Mail to Uncon 
trolled Locations " Sve fist end 

CUNNINGhfAM.R E Division of Industriaf & Medical Nuclear Safely (Post 0707201 
88/03/07 Consolldalocl Edison Co of New York, Inc 12pp 44673 001-44673 012 

0003040002 NRC Bulletin 80 003, "Inadequate Latch Engagement in UFA Typo Lalch 
ino Rel^ Mfo by GE " Sve fist one) i 

ROSSI, CE pwjalon of Operational Events Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of Now York, fnc 120pp 44673 102 44673 319 

0003080148 NRC Info Notice 80 008, "Chemical Reactions W/Radwasle Solidififtalion 
Agonis" Sve list end 

ROSSI, GE Division of Operational Events Assessment (Post 8704111 08/03/14 
ConsoHdatecJ Edison Co of Now York, fnc 120pp 44772 253 44773 012 

8603140284 NRC Info Notice 68 000, "Reduced Reliability of Steam Drivon Auxiliary 
Feodwalor Pumps Caused by Instability of Woodward PG-PL Type Governors '* Sve 
list end 

ROSSfjCJE qvisfon of Operalionaf Events Assessment (Post 8704111 88/03/16 
Consolidalod Edison Co. of New York, fnc 121pp 44057 050 44057.178. 

R Periodic operating reports & related correspondence 

8803020059 "Annual Operating Ropl for 1967 " W/080229 llr 

Servico Corp * Wisconsin Power & Light Co • Madison 
Q as & Electric Co 07/12/31 132pp 44568,146 44568.277 ^ 

0803040069 "Semiannual Effiuenl Release Repl.Ju! Doc 1987" W/OB0229 llr 
HINTZ.D C. Wisconsin Public Service Corp 07/12/31 40pp 44601 232 44601 272 

8003140100 Monthly ^orating rept for Feb 1908 W/a80309 Itr 
RUITER,G H , HINTZ.DC Wisconsin Public Service Corp 88/02/29. 5pp 44693.350- 
44603 354 

8003100016 Headquarters dolly ropl for 080303 
* Ofc of Special projects 08/03/03 Z4pp 44661 029 44661*051 

S Reportable occurrences, LERe & related correspondence 

8003010413 LER 07 010 01 on 870904, rodundant containment Isofalion sump A dis- 
chargo control valves opened for 2 9 minutes while valve inoperable Instructions ad- 
dressing valve inoperabllily status not included on DANGER tag,W/6a0225 Hr 
NALEPKA,OS Wisconsin Public Service Corp HINTZ.D C Public Service Co of Colo 
rado 88/02/26 5pp 44531 ’108 44531 112, 

8603080289 PNO Ilf-88 01 5’on 800302, reactor tripped automatically from 93% 
power Caused by fault in electrical disiribution bus which provides power to reactor 
coolant purnps & main feedwater pumps Similar event occurred on 870710 
OEFAYETTE.R,, KNOP.RC Region 3, Ofc of the Director 88/03/03 Ip 44643.332- 
44643 332 
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8503030505 lER 87 0i2 0t on 87H28tAo rndependenl containment isolalton control 
• ti j c 3 je frcm centre I room during performance of inservice 

tj in:crrc_t rr0'j;i number solenoid valves W/e80304 Hr 
^ery 5_^^HINTZ DC VVisconsn Public Service Corp 8B/( 


Corp 8B/03/04 9pp 


33032 1029 f plant €00302 Up from 93*g pov«er caused by fault in electncat 

'■} j'fLj :n bus [>j- 10 l3rg„ number of faultb Region 111 should follow licensee evalua 
T :n ro tnat d sir, but in sys reliab^o 

V1E:EN*.MNEG Rc3:n3 Ofc of the Director 60/03/14 MILLER, HJ NRC No 
D '-J «tf , 3tcn G.^cn tp 44721 300 44724 300 

V Operator Eiaminations 

3303250245 mat NRC pub' shed rev to guidance for trial NRC rcqualificaiion 

Dec fsa^’we'ener H8 

W, scons-, Poblip 

DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 
F Security, medical, emergency & fire protection plans 

seccitsb?!^' ® ^’""'3®'’':!' P'^" PP"S'5lenl ^/provisions of 

ilv/Fc"?Co"2'pp%:l«?29?'4«5223f'”' LARSON.CE Noribcn 

8003070010 Rc. I hod Cite rgency plan implementingi procedures, including Rev 13 to F3 
M taF3 S-vitchboardOperaloFSl'a Rev 

PP V P I Survey *’ W/0eO224 Hr 

FEVFL Northern Slates PoAcr Co B8/02/24 197pp 44628 290 44629 134 

«803 i60M2^e^'SiO cirogc^ ^ procedu/es, inclutfrnp Rev 

SbTp’o A R;/^3 Io tT?80 23 PosfArnrtlL^n'f^*"' M'Paen Racliogas 
Fe> F L ro„h.,n siaios Poll Ar^!72r:M3 5^2® 

I Financial information 

* mccahih/o " w/8eo3oi ib 

31 4€pp 44573 274 44573 324'^’^^^^^^^ '^^ Northern Stales Power Co 87/12/ 

J Insurance & Indemnity Information 

'“imiV Cant NF.|7a.NF 
dorsements 72 7l & 62 to Maph i dI,® '? ^ortificales N 17,N 63 & N 37 A Cn 
OLOSON,G M Nonhefn' Sla!'e!‘>''o^ U' “pobval ' 

a-ior Rcg.'ai,on Ovcclor (Pos, 870411) a?M4^039 476M063° 

P Operating Keen pocomen.s » corraspondenc, 

JEtllEr?R }“(J“li?®3'Xcal 0011^915,0° “ “">0 ' vpo presWenl ellecbve 

SSVp OAV,S.AB Region 3. 0,0 Of .be 

*■'' “ " ■' “PPdPle 

tion Director {Post So4?lf 3pp 44 S? 264^44'567 ^6^^ Roactor Regula 

Ed son Co of New York. Inc llpp 4455T3?5 £^3*355^^^ Consolidated 

t8030l0 l90 Forwards Elliuem s. oj.,.. rs . . _ 

an 
to 


■ 'r'K ‘*‘♦33 44553 rj5g '-'vpiauiEuaiea 

Control OcsK) 2pp 44S32242145322M ^"'">1 Branch (DocumonI 

FRiEDRCH j r/,* KHUUK?D a'"'£' *^“ 3'am Manual " 

44532 266 44532283 Slates Po^er Co 87/09/, o ,8pp 

OnANHIoc Proeu n, , F''™''' * '“">5 <« aenror mgl alien 

B-,ec,s ''''.Fos.‘8704i,,''3r4&oW6Ur"''’®^ •"«»">" 0- Raaclor 

3030SOOOt AfLalSPe Ihnl Cl 

inrcD^ A__ fhat Rev It fn . 


8003080419 Forwards summary lislino^of fomalniri(j special r>?H confroUrrs 
lypa of application & rosislor valvos Summary sfiould ho sntlsfnctorv (r> ro^^T'acr, t 
tor value quostion of romainJng controllors 

44626®4g 446?6°t5l'^‘’''’ ^ Norlhom Sinlos PoA.r (o 

’’."’““"O foii'Pn "I o'o I" C'lun b 1'./,'. , 

lelcon between K Albrochl & M Philfipa to rlincuss porforntanco bn set! on (JA t a ' 

to ODOratinn n nnlc ■* ’ =0 


to operating plants 

W.EG Roflion 3, Ofc of Iho Dlroclor 08/0,1/0/ I ARSON 0 S ti . 

♦ « AA 7 i O onr>.AA 7 i fi 'in** 


GREENM^,. W, w.w V, IIISA uri 

States Power Co tp 44712 202-44712 202 


forwards Projoct Diractornlo Ilf i sfidos for flfi03l / hrk.f.n.i of , 
fS ^ ^ tiirocfornto pinna to slmwOitinr B>..fi 9 1 u , 

VIRGILIp.MJ Project Diroctornlo III- 1 00/03/14 NOVAK.T r^ivislon of r 
grams (PosI Q70413) OOpp 44760 106 44700 2GU ^ f' ^ 

800211 & 0303 iGfcons Final design will not uao ftPS Ifistrijnmnl Imih iitnA.,4, *. f V 
MUSOLF^D^ilnfS? 125 yenlilnllon (iuci cIuibo not consIflnioU for furay powe 1 

"“''boos 0 , opoiolinn I'Wd'i S twICcrs oin u, 

KroirrK,K;,r44W^^^ «i./(,37i7 

0. inspection raporls, IE Bullollns A corrospoiidoiico 

“™ssor.?,gKZrSfpM^^^ 

raferg^p'p" c.i)MUoNr..wo lb,.,) 

G0.2.l?/07 0, S bO ntbl/b/ aM, 
lion offeclivenoss ^ '•’’PfO'/omonts noodod In fiincllorml nron cf traiPurui A «n ' 1 

P^“co%?p";460dp7§8“Voo“2n“®'^^ ^^"^'>^.1:1 Nb-ihiinl', 1 


mb Ni.r 1 J' 


“OBBi’/nnoi s o, o..p.„ . 

SlalM^pS°Co|,p®^OT2^°4^^ lAllhOWCI I,," , 

DEFXvrnErRfe ofiVot^f S“ ' 

ic.n Mogion 3. Ofc o1 Iho Dlroclor. 00/(&/?6 lOpp 44602 1/(1 44ro2 IM 


dV\ 04? \«V4P^IUILri 

Consol;5aL‘"ElS c°i 

*1ISS W ® porlorninnoo «l l„c,„„ con,pl,.|cd J 

Slalos Powo; Co. Ip 44565 aOMdMsaoo'®®'®' r 


Nurro” 


Ljfations^” Transfer of LlcnnsncJ Mail lo Ux ■ 

BB/03/07 Con^Srda.XZ°n'(i"'';;f',;jt®yott^^ I2pp “d"io7n SH, 

’dwe®(EoVlnsrprogtam ffi m mnl’®'!"'®'' *7 “Boolnl omoronnry oporal.n,, ■< 
WR?r"M"T'^??5"^'o*Ber^^ apphoobill.y & ..so“nb,l,l!. 

Power Ci 2pp 06703/07. LARSON.OK Northern S-i' . 

fociiil'Otl liasod on ro.c-.l 

Power Co^p’dAffis?^^'"’' “O'OB'OO MUSOLF.DM Noithorn S'pM 

R8sllS'E^*S'’f P*' ''®°ond^ ‘•“'F'' Enanoomoinl In PIFA Typo UVb 

Consobdaled <?i 

^®^|SeTO ®® °®8' "Chomfeal Roacllona W/Radwaslo Solidki,’.- 

ConsoMaled Edison Co oPS7orV^rnr?2^DZ4a77®9®U*^’?®‘v®'°''’ ” 66'63/n 

MU^LF S«'nn,nry,fl8010d.02,o, Roluolinj OJi^- 

"on, Oirailor (Posl%%4"l).^p°ZM“,70 ®’ Hoactor nt,^'l 
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-€003230163 "Insemce Insp - Exam Summary 880104 0210,ReCueling Oulago I2jnsp 
Period 2, Second Interval ” 

* Non hern Stales Power Co 88/02/20 300pp 44863 171 44863 362 

8603220081 Responds to 880205 NRC Compliance Bulielin Q0 001, "Defects in Wes 
tinghoiise CircLijt Breakers " Weslmghouse DS senes circuit breakers not used in 
Class IE SVC al plant 

LARSON, C E Northern Stales Power Co 88/03/16 Office of Nuclear Reactor Regu* 
lalion. Director (Post 070411) 2pp 44787 357-44707 358 

8G031 40264 NRC Info Notice 88-009, "Reduced Relrability of Steam Driven Auxilrary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors" Svc 
list end 

ROSSI, CE Division cf Operational Events Assessment (Post 870411} 08/03/18 
ConaolJdated Edison Co of New York, Inc 121 pp 44857 058 44857 178 

8803250204 Forwards Safety Insp Repts 50-282/87 18 & 50 306/87-17 on 671216 
600308 No violations noted 

HARniSON.JJ Region 3, Ofc of the Director 80/03/10 LARSON.C E Northern 
Stales Power Co 2pp 44BQQ 080-44080 092 

-0003250206 fnsp Repts 50 282/87-10 & 50 306/07-17 on 871216 BB0308 No viola 
bans or deviations noted Maj or areas Inspected activities on IE Bulietm 79 14 & fi 
cense e action on previously Identified items 

GAVULA.JA, DANIELSON, OH Region 3, Ofc of the Director 88/03/18 lipp 
44880 082-44800 092 

BG033Q015B Responds to NRC Compliance Bulletin 88 002 ro steam generator suscop 
tbility to high cycle fatigue cracking at seventh tube support for rows 8 through 12 No 
mods necessary even if tube dented at seventh tube support 
LARSON,C E Northorn Stales Power Co 88/03/24 Document Control Branch (Docu 
ment Control Dosk) 6pp 44901 227 44901 232 


R. Periodic operating reports & related correspondence 

8803010190 Forwards "Effluent & Waste Disposnl Semiannual Ropl lor Jul Doc 1987," 
amend to "Effluent & Waste Disposal Semiannual Rept for Jan Juno 1987" & Rev 1 
to process control program manual 

FEY, Ft Norlhorn States Power Co 88/02/26 Document Control Branch (Document 
Control Desk) 2pp 44532 242 44532,293 

-6003010200 "Effluent Semiannual Rent, Jut-Dec 1907,Supplemonlal Info” 

* Non horn Steles Power Co 07/12/31 19pp 44532 244-44532 261 

-6603010210 Amend to "Effluent A Waste Disposal Semiannual Rept for Jan June 
1967 " 

* Northern Stales Power Co 07/0B/30 4pp 44532 262-44532 265 

6803160132 Monthly operating repts for Feb 19813 W/08031O Hr, 

DUGSTAD,D, MUSOLF.D Northern States Power Co 88/02/29 9pp 44715 304- 
44715 312 


S. Reportable occurrences, LERs & related correspondonco 

8803240393 Discusses 880315 Operating Reactors Events Meeting 88 11 List of 
alto n dees, events discussed & tabulation of long term followup assignments detailed in 
ends 

LANNING.W Events Assessment Branch 88/03/15 ROSSI, CE Division of Opor- 
allonal Events Assessment (Post 870411) 17pp 44890 264 44890 300 


V, Operator EKamlnatfons 

8803030099 Forwards SALP 7 Board Insp Repts 60 282/07-01 & 50 306/87 01 tor 
Juno 1086 ■ Nov 1987 Improvomanis neodod in functional area of training & quallfEca 
lion offoclivenoss, 

DAVIS.AB Region 3. Ofc of Iho Director. 88/02/25 LARSON,CE Northern Stales 
Power Co 3pp 44608.179 44606 211 

8603260252 Advises that NRC published end rev to guidance for Iriaf NRC requaMica- 
llon exams, reflecting lessons learned from Dec 1987 exams a1 HB Robinson 
plant Final version will be incorporated Into exnmlnere slds (NUREG 1021) W/o end 
WRIGHT, G C Region 3, Ofc of the Director 88/03/18 LARSON.C E. Northern Stales 
Power Co Ip 44945-218 44945 216 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


J. Insurance & Indemnity Information 

8803220190 Submits Info re nuclear properly insurance, In compliance w/ 
10CFR60 54(w> 

MAILLET,LE Maine Yankee Atomic Power Co. 88/03/11 Document Control Branch 
(DocumenlConlro) Desk) Ip 44808109-44806 100 

8803260037 Forwards Endorsements 1 & 2 to NELIA Cerliflcato NW-102 & MAELU Cer- 
Uficoto MW- 3 4, respectively 

VIETEN.M J Mnrsh & McLennan, Inc 88/03/16 DINITZ,! Office of Nuclear Reactor 
Rogulallon, Dlreclor (Post 670411) 21pp 44891*077-44891 097. 

8603310013 Forwards listed endorsomenle to listed poticjos.includinn Endorsement 102 
to MAGLU Policy MF 26, Endorsement 123 to NELIA Policy NF-76,Endor8emenl 71 to 
MAELU Policy MF-56 & Endorsement 89 to NELIA Policy NF-189 
O'CONNOR, DJ Marsh & McLennan. Inc 88/03/22 DlNITZ.I Office of Nuclear Re- 
actor Regulation, Director (Post 870411) 63pp 44918 099 44918 151 


P. Operating license stage documents & correspondence 

8802290230 Hav 1 to notification of Signifeant Meeting 87 079 on B706D4 in King of 
Prussia, PA to discuss recent outage occurrences 

TRIPP.LE, Region 1, Ofc of the Dlreclor 87/05/29 Region 1, Ole of Iho Director 
2pp, 44552 226-44552 227 


0002290258 Notification of Significant Meeting 87 079 on 870601 w/util in Region I ofc 
to discuss recent outage occurrences 

TRIPP.LE Region 1, Ofc of the Director 87/05/29 Region 1, Ofc of the Director 
2pp 44552 172 44552 173 

80022303 05 Forwards YAEC 1622, "Validation of Yankee Atomic Energy Co Criticality 
Safety Methodofogy," (or review & approval Rept dcmonslralDS validity of three now 
calculational paths used in licensing calculations Fee paid 

WHITTIER.GO Maine Yankee Atomic Power Co 08/02/12 Documont Control 
Branch (Documont Control Dosk) tp 44544 047 44544 100 

“BB022 3 0413 "Validation of Yankee Atomic Energy Co Criticality Safety Methodology" 
NAPOLITANO.DG , CARPENITO.F L , CACCIAPOUTI.R Yankee Atomic Electric Co 
YAEC 1622 80/01/31 57pp 44544 040-44544 100 

6802250 195 Generic Ltr 88-04 to all nonpower reactor ficensoos re distribution of gems 
irradiated in research reactors Svc list end 

MIRAGLIA.FJ Associate Director for Projects (Post 87041 1) 89/02/23 Consolidated 
Edison Co of New York, Inc 1 1 pp 44553 345 44553 355 

6003020140 Responds to Generic Ltr 8B 02, "ISAP fl " Util decided not to participate in 
program 

wHTTTIER.G D Maine Yankee Atomic Power Co 80/02/23 Document Control 
Branch (Document Control Dosk) 2pp 44544 128 44544 129 

8003020048 Requests add! info to continue review ro Section 1 2 ot Generic Ltr 81 
20 Response roquirod within 36 days of receipt of Ur 

SEARS.PM Prolccl Directorate 1-3 88/02/29 RANDAZZA.J B Maine Yankee Atomic 
Power Co 2pp 44547 168-44547 159 

6003060342 Application for amend to Licer^se DPR-36, modifying Tech Spec 5 2 to re 
fleet succcssional change in offsite corporato organization & associated changes in 
functional reporting slrucluro Foe paid 

RANOAZZA.JB Maine Yar^kae Atomic Power Co 00/03/01 Document Control 
Branch (Document Control Dosk) 5pp 44626 019 44626 025 

-8003080343 Proposed Tecit Specs reflecting successional change in offsite corporate 
organization & associated chdnjjes in functional roporlmg slruclure 
' Maine Yankee Atomic Power Co 88/03/01 2pp 44626 024 44626 025 

0003080504 Requests submilla! of fee (or 871228 application for relief from ASME 
Code requirements ro valve lositng lor facility 

DIGGS.n M License foo Management Branch 08/03/04 WHITTIER.G B Maine 
Yankee Atomic Power Co Ip 44632 201 44632 201 

68032106 54 Summary of 080202 meeting w/u1il,C E & Yankoo Atomic Electric Co In 
Rockvillo.MD ro E E sm«Tll brook code List of attendees end 
SEARS.P Project Direclorafo 1-3 08/03/16 WESSMAN.R Project Direciorate I 3 
4pp 44746 340 44746 343 

8803220006 forwards safety evaluation supporting util responses to Generic Ltr 03- 
28,ltcm2 2,Part2 

SEARS.P M Project Directoroto I 3 08/03/16 RANDAZZA.J 0 Maine Yankee Alomic 
Power Co 2pp 44773 296 44773 303 

-Q80322 0072 Safely evaluation supporting util 831110,840216.0412,1214, 050618 & 
0820 responses to Generic Ltr 03 20, Horn 2 2 2, based on staled ulil 
commitmonts.lnsp Rapt 50 309/8G 0/ & actions described in precoduro for vendor 
Interface 

• Offjco of Nuclear Reactor Rcgulnlion, Director (Post 870411) 88/03/16 6pp 
44773 238-44773 303 


0003220364 Generic Ltr 88 05 to all ficonseos of operaling PWRs & holders of CPs for 
PWRs re boric acid corrosion ot carbon steel reader pressure boundary components 
In PWR plants Svc list end 

MIRAGLIA,F Associate Director for Projocls (Post 870411) 80/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44879 004 44879,126 


0, Inspoctfon reports, IE BullcllnB & correspondence 


8002290260 Notdicalion of SALP Mgt Mooting 07 058 on 870512 w/ulil in King of 
Prussia, PA 

TRIPP.iLE Region 1, Ofc of tho Director 87/04/30 Region 1, Ofc of the Director 
2pp 44539 066 44539 067 

600223003 5 NRC Info Notice 8B-006, "Foreign Objects m Sloam Gonorators" Svc list 
end 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 00/02/29 
Consol tdatod Edison Co of New York, Inc 1 f8pp 44554 253 44555 009 

6603020036 NRC Info Notice 88 007, "Inadvertent Transfer of Licensed Matt to Uncon- 
iroiletJ Locations ” Svc list onci 

CUNNING HAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
86/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001-44673 012 

6803040062 NRC Bulletin 08 003, "Inadequate latch Engagoreenl in HFA Typo Latch- 
inn Rel^ Mfg by GE " Svc list end 

ROSSI.CE Division of Operational Events Assossmont (Post 870411) 00/03/10 
Consohdoted Edison Co of New York, fnc 120pp 44673 192-44673 319 

66O308O14B NRC Info Notice OB-008, "Chemical Reactions W/Radwasto Solldihcation 
Agents Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 879411) 08/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 

8603220066 Forwards safety evatualion supporting util responses to Generic Llr 83- 
28,Mom 2 2,Part 2 

SEARS.PM Project Direct orale 1 3 88/03/16 RANDAZZA.J B Maine Yankee Atomic 
Powor Co 2pp 44773 296 44773 303 



86 DOCKETED ITEMS 




•5 »' j u " n 



■T ‘i;C?oiinq utl 8J 11 10,8 102J6,04 13.12 H, 850618 & 
,f: Ltr 83 28 Item 2 22 based on slaied uW 
88 07 8 acicns described m piocedufo ^or venaor 


{ p.jjfi'C'i, Drecfor (PosI 870411) 88/03/16 6pp 


sa33t4v2i4 V’l, f*':? M lO Reduced Re^iab'iW ot Sieatn Driven Auxiliary 

► ' t T' 1^5^- it:/ ifs*3t 'V of WooiTivard PG PL Type Governors ” Sve 

' f ri.1 

► " I'r " £ f'l, ‘,11 c* Oftri'cnal EvCnis Assessmem (Posl 870411) 86/03/18 
f. * -iJ^ • :r C) c'/. iWQfi* !r^c I2lpp 44857 056 44857 178 


n F«rlad!c operating reports i related correspondence 


?533:ac507 S T :rr.:f Eli u n Rc ‘.ase Rcpi 3ui Dec 1967 ' W/e80229 1'r 
.•.►'TTHPGD ri'^‘9 Aton-'c Portrcr Co 87/12/31 15pp 44624 171 

T'-5 

es:3 140156 f*'- T / a’3' 3* C.’I fcr Feb 1998 »V/880306 \\i 

'.VHJTiehGO Man^ Yankee Alom’C Po^er Co 88/02/29 5pp 
J4( 2 ’ "2^ 44727 "j2 


DOCx;^T 50 3tl SALEM NUCLEAR GENERATING STATION, UNIT 2 


F Security, mepicat emergency & tire protection plans 


1. Financial Information 

6803210492 FowQfda 1987 annual ropt for oach ownor A aummoiy of awfrn>f fvi '\*:i 
infernal cash flow slafemenfs showing 1987 Acliinf S, lOUH Pro|(‘Ctnd >v/r-«p'*!ria‘ yi :l 
significant varialions 

MlLTeNSERGen.S Public Sorvico Eloclrlc & Gns Co of Now Jorcoy 811/01/15 W 
ument Control Branch (Document Control Dosk) Gpp 44005- 0 10 2b I 

-8003210500 "Philadelphia Eloclric Co Annua) noj>t. 1007 " 

EVERETT JL Philadelphia Electric Co 87/12/31 dOpp ->4084 04? 44184 

--‘8803210505 "Delmarva 1987 Annual Ropt " 

CURTtS.N Oeltnarva Power & Light Co 07/12/3 1 hCpp 004 -HIUjO M/ 

-8803210509 '‘Public Sve Enlorpriso Group Inc 1907 Annual Flept " 

FERLAND.EJ Public Sorvico Enlorpriso Group 87/12/31 48)1(1 44pXjbl** 

44865 203 

-8803210513 "Atfanllc EnofQV 1987 Annual Ropt " 

PEEHAN.J 0 Mianivc City WflcUic Go 87/12/31 54 pp 4 ABUS ?04 44065 25 1 


J. Insurance & Indemnliy infornmtlon 

8803170319 Fonvards Endorsomonls t-2 to NCDA Coftitiralo NW ia/, 

I 2 to MAELU CorKlicalQ MW‘202,EndofSomonta 1-3 to Nf:( lA C’erdficnlo NiV Ti $ 
Endorsemenii, 1-3 (o MAELU Cerlificafo MW- 16 

OCONNOR.DJ Marsh 6 McLennan. Inc 80/03/09 fllNn;/.! OtUce of 
actor Regulation, Director (Post 0704 It) fa/pp 44 /iJfi 00 1 -44 /?« 1 42 


a?:)32905S7 r'j'A !► ;u'«i f:r dc:ijrn:ni< re I0CFB50 App R insps & enlofcemenls 
"•.iT'jt R vzo N-* Assgn:d 68/02/01 GRIMSLEY.OH NRC No Detailed 
A*' i‘ cn C . r n :pp 4 a*;- 2 3Sl 44532 352 

8603020166 P^, s- J A/ts, »! f^isrd emergency plan impfernenling procedures, including 
R'-j T n Er\p 4i"i Erre'^d^ncy Response Manager Response/' Rev 2 to EPiP 
yj) ai p.*ar=‘3tff Response" 5 Rev 3 (o EPIP, 'Radiological 

* A Gas Co of New Jersey 08/02/26 133pp 

8803020^69 Pt.^ 2 o Errrrgcnc, Pla,i imp^emeniing Procedure Section 3 ''Emergency 

T'jR J 'ft 0 ADAMS C JOHNSON WS publ.c Service Eleciric 6 Gas Co of New 
Jtf, y &d,[:i‘26 I5;p 44590 244 44530 291 



415^J Ivc 44514 120 


8803070183 R». .iSM emiufoency r'*' 
10.. A':n, Rc^3toEP-Plf 
f^avrs S'-ppen Ctr lOSC) Act,. 

Tut c tiKViZ & Gs 

4 ^ P-12 072 


' ) EPIP 

■ ■ ■ 1 241- 

‘ esiabl,shed (or sub, «rea^,re ha/bfds analy 

"Emorsanc/ 

^ Js'S®/ 88/02/26 26pp 14678 227 

”^^o”o?ricbn.oai*SiJ^'c1!'^ Er^aroency Plan Socunty R«spons« EPIP 90i, 

^ -^*'887 86/02/26 18pp 

Bxcnt Classj^caton Guide ” 

P.t.cSor,cECo Oicororaoo 88/02/26 120pp 14712081 11712 257 
s$c3i$oro^ ^ ■'- 

•r^p tyirp ‘a lor 'mptemern- 

VU£W ■ cbv^acomplot. 

^'in O-n-cl erarv-h (Docurr^n, Conua, be'ikTlpT /iVor! U l^ol lT®' °“- 

“^'"®“®«-='' J"/88 06 « 50 351/ 

^ i^o'sL^ls’ w'on 88020^0®^ 2'*^ *’2'88 06.50 311/86- 

H Generat corrBjpcodence 

“san/ymCA ''‘^‘“Porale changes m 


P. Operating ifeenae aiago documonts & corrospondonco 

8803010349 Rev 1 to Notibcfllion of Lfconsoo Mootinn «/ 04 1 t>n 1 w/uhl u tr.j 
discuss plonnod englnoerinq dopl c Hannon 
NORRHOLM.LJ Region 1, Ofc of Iho Diroclor 67/Od/O? Munion 1. Oft c] iK-Hivr-, 
tor 2pp 44551 114-44551,116 

0802290273 Nolilication of Ucensao Mooting 07 lOD on 0/0/P9 w/ulrl in >Mr^..H 
<^'3 cus 8 radiation proteclion program 

SWETLANO,P 0 Roaron 1, Ofc ot Um Olroctor q// 07/?3 flutjilon 1, Ofc of l/io f' 
for 2pp 44539 127 too 128 

6803010013 Nofificafion ol Ucomoo Mgl Mooting 87' 1114 on f)/Mrt3 w/ulil lb) si 

coofdinatron prohluni A rfreovery otlni'iv 

2pp 44552^029^44^32 030 ^^^'^^ 07/10/30 fluglo/i 1, Oh, ofllin lSi i.>-u 

8802250196 Genoric Ltr 88 04 to off nonpowor roactor doonfmiis ru di'driluition sit . i 
irradiated in roscarch maclors Sve lisi oncf 

MIBAOyA.E J Assgcialo Olroctor for Prqlocls (Pont a704n) flB/OP/iMi On*. 'Mi'/ j 
Edison Co of New YciK. Inc 1 1pp 44553 345 4455: J 355 

^ 0^073 f aubmiitni lo uiii A f ws iiiiriddfinu #- 

tualion cirf^dijiy (AMSAC) roaulling from 800126 lok'on w/ (t Sfovon ilnv fijiii'* ' > 
Si?TcSDcn595 tlovicos on onipul ukfo of AMfiAC 

I & Qna Co of Now Jurauy n!l/0?/2fi P,.* 

ument ConlroJ Branch (DocumonI Conirof Doak) 7pp 445/4 |7tM‘l5M tfip 

Uom fiO 3t l/Q7-5fO 03 fu Hcliodulo t(U rr. t 
ponofration sonf vonfiCiitlon hrrFUrnni Atlwihoii n rr^/ ■ 
c compfoloif Ijy omi ol IIIO'J 

umemrnnhiSn^flni'M^ of Now Jumuy 8(1/0 Ml) t 1\k 

ument Control Branch (DocumonI Conirol Desk) 4pp -14703, 1 1 I 44 /(J3 114 

flconsoos of opoMiflno f>wna K ImNloia of ( Tj. w 
in PWR^plani^SvcIis^t^encf ° carbon stool roacior proatnirci Uoijnihiry rsvrijivit .”i, 

Edison 0/0411) RU/OJ/I/ li'id 

cflison GO Of Now York, (nc, 43pp 44079 004 44070. 1 

a rnspeeffon reports, lE Bulleilns A correspondonco 

26^14^ )18%'^ IM ' - <’te Ol I"'/ f 

A«nG,vr2T8«M3li“l^ OniMkEV.tfn N,1C: - No (V-LV-I 

O" 600101 -O/Hov-a 

sp0c}luepUo)/owC?fl^^^ several add! llama itfontllioU vni) bo addressed n 

KANE W? rS"? nr ?, t3SW20 volvo 

"noWlor 'Te?3®Vs2Si?®®^? 50 311/00 02 on 080101 07 Nc, vlara-c/., 

support Speefal rent to survcillonco A cil0incer.r»3 

Kffiv.EM rsW^ANDP^^ NRC w ion rosults of failod 13SW2(> o^iii'a^'j 
44571 214-44571 243 ^ Diroclor 05/02/ 1 1 ICY-P 

"f^erofgn Obioda fri Si<jam aor-oratois " Sve hr 

S&idSs c°i 2r«rV",r 



DOCKETED ITEMS 87 


6803150327 Ack receipt of 860108 Itr informing NRC ol sieps laken to correct violations 
noled in fnsp Repls 50 272/87 30 & 50 31 1 /87-31 

BELLAMV.F R Region 1. Otc of Iho Director 88/03/03 MCNEILL, C A Public Service 
Efectric & Gas Co of New Jersey 2pp 44728 040 4472B 047 

8803160104 Responds to Unresolved Hem 60 311/87-29 03 re schedule for implernem- 
mg corrinfehensive fire harrier penetration seal verification program Activities compfet- 
cd under program stated Program for plant to be completed by end of 1989 
MILTENBERGER,S Public Service Eloctnc & Gas Co of New Jersey 88/03/04 Doc- 
Limenl Control Branch (DocumonI Control Desk) 4pp 44703 111 44703 114 

8803020036 NRC Inlo Notice 68 007. "Inadvertent Transfer of licensed Mall to Uncon 
trolled Locations “ Svc last oncl 

CUNNINGHAM.R E Division of Industrial & Modtcal Nuclear Safety (Post 870729) 
08/03/07 Consolidated Edison Co of New York. Inc 12pp 44673 001 44673 012 

6803150080 Forwards Safely Insp Repts 50 272/08 03 & 50 311/80-03 on 880101- 
02 1 5 No violations noted 

WENZINGER.EC Region 1. Ofc of the Director 88/03/07 MILTENBERGER.S 
Public Service Electric & Gas Co of New Jersey 2pp 44715 176 44715 232 

-0803150987 fnsp Repts 50 272/86 03 & 50 31 1/OB 03 on 880101 0215 No violations 
noted Ma^or areas inspected mainl & survetllance, review of special repts, drug 
lesting.assuranco of quality followup to reactor vessel head leaks 
SWETLAND.PD Region 1 Ofc of Ihe Director 8B/03/04 56pp 44715 170- 
44715 232 

8803040062 NRC Bullolm 88 003, "Inadequate Latch Engagement m HFA Type Latch- 
ing Relay Mfg by GE " Svc list end 

ROSSI, CE Division of Oporalional Events Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192-44673 319 

8803080148 NRC Info Notice 88 006, "Chomtcal Reactions W/Radwaslo Solidjficalion 
Agenls " Svc list encf 

RoSSI.C E Division of Operational Events Assossmonl (Post 670411) 08/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253 44773 012 

8803140284 NRC (nfo Nolice 08 000, "Reduced Reliability of Steam Driven Auxilrary 
Feodwalor Pumps Caused by Instability of Woodward PG PL Typo Governors ” Svc 

ROSSI.C £ Division of Operalional Events Assessment (Post 670411) 88/03/18 
Consolcdaled Edison Co of New York. Inc 121 pp 44057 050 44857 170 

0003240326 Nolifios that ulil 871009 response to NRC Bulletin 87 001 being used to 
deter mme extent ol industry parliCppnKon & implemenlatlon of erosion/corroslon insp 
programs & to obi am data on observed pipe wall thinirn 

FISCHER.DC Proleci Direclorato 12 08/03/10 MCNEILL.CA Public Service Elec- 
tric & Gas Co of New Jersey 3pp 44862 1 12 44052 1 14 

QS032'90164 Forwards Safeguards Insp Repts 50 272/88 06,50 311/08 06 & 50 354/ 
88 04 on 880201-05 No violalions noted 

BELLAMY.H R Region 1, Ofc of tho Oifoctor 80/03/22 MCNEILL, C A Public Service 
Efeciric & Gas Co of New Jersey 2pp 44904 129 44004 137 

-8B03290176 ParllaNy withhold Physical Socuiily Insp Ropls 50 272/80 06,50 311/88- 
06 & 50 354/88 04 on 080201 03 (ref 10CFR73 21) No violations noted Major areas 
inspected procedures, security organization & mgl offoclivonoss 
BAILEY.Fl J Region 1, Ole of the Director 88/03/18 7pp 44904 131 44904 137 


R Porlodic operating reports & related correspondence 

8803280247 "Personnel Exposure & Monitoring Ropl for Exposure Yr 1987 " W/a00323 
Ur 

MILTENBERGER.S Public Service Electric & Gas Co of Now Jersey 0 //1 2/31 3pp 
4 4 904 071-44904 073 

8803030214 Forwards semiannual radioaciivo effluont roloaso Ropt RERR 23 for Jut- 
Dec 1987 

MILTENBERGER.S Public Service EIncIric & Gas Co of New Jersey 88/02/25 Doc- 
ument Control Branch (Document Control Desk) 2pp 44565 216 44565 271 

-8803030210 Semiannual radioactive offluonl release rqpl lor Jul Doc 1007 

* Public Service Gleclnc & Gas Co of Now Jersey SGS-nERR-23 87/12/31 54pp 
44565 218 44565 271 

80030/0155 Forwards annual ropls ccniaining tabulations on annual basis of number of 
station. util & olhor personnel receiving exposures greater than 100 mrem/yr &. associ- 
ateci exposures according lo job funclions for unit, per Tech Spec 6 9 15 
MITTENBERGER.S Public Service Eleclrtc a Gas Co of New Jersey 08/02/26 Doc- 
umenl Control Branch (Document Control Desk) 2pp 44000 002 44600 013 

-0803070162 "Sid Format for Roporling Number of Personnel S Man-Mrem by Work a 
Job FuncliDn for 1087 " W/undaled Itr 

* Public Service Efeciric a Gas Co of Now Jersey 87/12/31 12pp 44600004 
44600 013, 

0803210436 Monthly operating rent fo-r Fob 1980 W/8Q031i Ur 
WHITE. P , ZUPKO.J M Public Service Electric a Gas Co of New Jersey 80/02/29 
lOpp 44803 001-44803 010 


S Reportable occurrences, LERs a related correspondence 

8803150315 PNO 1 88 027 on 8B0307.ulil announced election of JF Paquette as presi- 
don* a chief operating officer a director ol company a CA McNeifl as executive vice 
president effective on 860314 

LINViLLE.J Region 1. Ofc of the Diroclor 88/03/07 1p 44716 213 44716213 

8803170275 LER 88 003 00 on 880208 Jech Spec Table 3 3 12 Action 27 not complied 
wUh Caused by personnel error associated w/ inadequate communications a 
Iraining Operations Dept mgt reviewed event & procedures will bo modified W/B 60309 
Itr 

POLLACK, MJ , ZUPKO.J M Public Service Electric a Gas Co of Now Jersey 88/03/ 
09 6pp 44739 237-44739 242 


6803210144 LER BB 004 00 on B80213,safeguafds equipment control sys slave relay 
testing not per formed on staggered test basis as required by Tech Spec 
surveillance Caused by inadequate administrative control Surveillances corrected W/ 
880311 Itr 

POLLACK, M J , ZUPKO.J M Public Service Electric & Gas Co of New Jersey 00/03/ 
11 5pp 44793 031-44793 036 

8803230106 Special Repi 80-2 on 0aO217,fOactof Inp breaker exceeded time require 
ment for opening during surveillance testing Caused by equipment 

problem Undervoliago Inp allachment replaced a breaker maintained per breaker 
maint procedure 

ZUPKO,J M Public Service Electric a Gas Co of New Jorsey 88/03/16 Document 
Control Branch (Documont Control Desk) 3pp 44844 022 44844 024 


V Operator Exafnlnatlons 


8603010020 Nolilication of Preinsp Meeting 80 004 on 880127 w/ulil in Salem.NJ re op 
orator requalhfical ion program evaluation 

SWETLAND.P Region I, Ofc of tho Director 88/01/12 Region 1. Ofc of Ihe Director 
2pp 44551 149 44551 150 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency a ffre protection plans 


6863000122 f reforms lhat fwo changes to emergency plan implementing procedures 
completed, per R Fish request 

CROLEY.B Sacramonlo Municipal Utility Oisiricl 88/02/ 1 7 FISH.R Region 5, Ofc of 
Ihe Dire c to r I p 44622 087-44622 087 

8003080007 Idenlifios two inslancos where mods made during current plan! outage did 
not fully comply w/App R requiromenls Compensatory medsurns will bo in place prior 
to leavjng cofti shutdown 

ANDOGNINI.GC Sacramento Municipal Utility Dislricl 88/02/25 MARTIN. JB 
Region 5. Ofc of tho Director 2pp 44622 173 44622 174 


8003010319 Notifiralion of 800303 meeting w/utifs & AN! in Rockville, MD lo discuss 
Pros in annunciator cabmola 

FIELDS, N Events Assessoionl Branch 00/02/26 LANNING.W D Evonfs Assess 
menl Branch 5pp 44539 261 44539 265 


8803070069 Notifrcatier> of 880303 meeting w/utils in Rorkvillo.MD to discuss fires in 
annunciator cabinets 

FIGLOS.N Events Assossmont Branch 08/02/26 LANNING.W D Events Assoss 
ment Branch 5pp 44610 006-44610 090 


8003280279 Forwards Insp Ropt 50 312/87 49 on 871228 30 6 880127 20 No viola 
lions notod 

PATE.R J Rogtoii 5, Ofc of tho Direclor 88/03/08 ANDOGNINI.G C Sacramonlo 
Municipal Utility District 2pp 44903 151 44903 161 


•08 03280261 Insp Ropt 50-312/07-49 on 071228 30 & 880127-28 No viofations or do 
vmtlons notod Major areas inspected firo proloclron program irnploinGnl alien & idonli 
fiGd open btoms 

RAMSEY.C , RfCHARDS.S Region 5, Ofc of tho Director BB/03/0B 9pp 44903 153 
44903 161 


8803280310 Roque sis name of NRC reprosonlalivo to servo on exercise scenario 
review group responsiblo for roviowfng scenario packages develop od to moot require 
ments established in NUREG 0G54/rEMA REP I.SocIton N, "Drills & Exercises " 
CROLEY.Q G Sacramonlo Municipal Utility District 88/03/10 FISH.R Region 5, Ofc 
oMho Director Ip 44912 020-44012 028 

0003220227 Responds lo 880307 inviialion to provide represenlalivo for scenario 
review group Offer declinod 

FISH.R F Ragion 4, Ole of the Director 88/03/17 CROLEY.BG Sacramenlo Munici- 
pal Utifily District Ip 44775 113 44775 114 

-8803220235 Requests NRC partccipnlion m drill & exercise scenario review group NRC 
parltcipalion will help minimizo rovs lo dnll/oxerciso packages during regulatory 
review 

CROLEY.BG Sacramento Municipal Ulility Dislflct 68/03/07 FISH.R Region 5, Ofc 
of tho Director Ip 44775 1 14-44775 114 


G. Adjudicatory correspondence 


8803250034 Forwards Director's Decision DD-88 04 denying peHlion lo order utif from 
restarting until complolo check of all cablos underlaken.nolice of Issuance & NUREG 
1286,10 response to 870225 Ur 

MURLEY.TE Office of Nuefoar Reactor Regulation, Director (Post 070410, 68/03/ 

17 MOLLERpB Alfilialion Not Assigned 7pp 44854 070 44055 165 

-8803250040 Director's Decision DD8fl04 danyinn.under 10CFRP20B. petition to 
order licensee lo show causa why plant should not oe provonlcd from restarting until 
complale check of all cablos under lakon 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 00/03/ 

18 14pp- 44054 005-44054 098 

-8803260220 Notice of Issuarico of diroclor's decision, under 10CFR2 206. denying B 
Mol for 070225 petilion to order licensee lo show cause why plaril should nol be pro 
vonied from reslarlfng unlit complete check of all cablos undertaken 
MURLEY,TE Office of Nuclear Reaclor Regulation, Director (Post 870411) 88/03/ 
18 228pp 44854 099 44856 166 


H. General correspondence 



88 DOCKETED ITEMS 


$503290407 Responds 10 870401 lU fOfwa/d<ng 0 Moller petilion re^^tieshng iTiat facility 
not be re started untiJ complele check of all cables underiaiken ” 0 MoNer request 
denied based oa reasons set forth rn end direclor's decnsjon 

STELLO.V ore of the E^eculrvd Director tor Operations 80/03/23 CRANSTON, A 
Senate 5pp 4 iB&7 034 44097 057 

-6704300148 PeMioo under r 0 CFP 2 206 that facjlrtyr not be restarted until complete 
check of all cables uncfcriakcn or facility compfeiely shutdown 
WOLLER.S Affilration Nat Assigr^ed 87/02/25 Region 6 , Ole of ttie Director 2 pp 
44917 321 44917 323 


J fnsirrance A Indemnity Information 

6803910321 Forwards Endorsements 1 A 2 to MAELU Policy lw1W-40 & NELIA Policy 
NW-117 

CRUNK. S L Sacramento Municipal UliPity District 80/02/24 SALTZMAN.J B NRC - 
No DeiaiJed Aftifiation Given 4 lop 44552 009-44552 120 


8803070226 Forwards Suppi 5 lo Rev 0 to proposed Amend 16«1 to Lrcdnso UPfl JT'J 
vising Tech Spec Table 4 1-1 & Tech Spec 4 10 1 E 2 to roqurro that sum, ijr, . 5 u 
performed only when gaseous chlorine onsite per NflC request 
ANDOGNINI.GC Sacramenfo Municipal Ulilily District 88/02/25 MJHAGLI\FJ 
sociale Direcior for Projects {Posl 0704 1 1) 3pp 44895 180 44095 183 

- 88030 70231 Revised proposed Tech Spec Table 4 1 t & TC'ft ' 
4 to 1 E 2, requiring performance of surveillances only when gnsoous rthienre t-', i 
* Sacramento Municipal Unlity District 89/02/25 2pp 44B95 102 44095 183 

8803080224 Submits info ro TDI emergency diesel generators, indird mg ii^lo cn ''i*"! 
& backup air supply sys.diese! lubricating oil consumptionJDI radmlor ULrfOfiTi n t 
vibration 

ANOOGNINIGC Sacramento Municipal Utility District 80/02/25 MfRAGLlAFj 
soctate Director lor Projects (Post 870411) 6 pp 44638 255 4463 ? 042 

-0803080241 Preliminary Repi Rancho Seco Piping Vibration TDl Diosefs A A O 
ARZANI.VG, SCHEFFLEfl.W Duke Engineering & Services. 80/02/11 
44636 263 44637 042 


P Operating license stage documents A correspondence 


8893210427 Summarizes 870923 meeting w/recrpjcnl in Bethesda.MD held to alfow util 
opportunity lo expfam progress achieved in resolving known weak areas al 
SMUD .Minutes of mceting.lisl of atiendees.agenda S viewg/aphs of prosonlahon enci 
MURLETJE Office of Nuclear Reactor Regulation, Direcior (Post 870411) 87/10/ 
15 ANDOGNtNI.GG Sacramento Municipal UVay OisUvci tOpp 44760 312 
44760 321 

8802240039 Suppi 1 lo Rev 2 lo application for Amend 155 lo License DPR*5*I adding 
term dewatering*' lo process control program Dascriptjon of changes end 
ANDOGNINI.GC Sacramento Municipal UliPity Dislrrcl 88/02/11 MIRAGLIA.FJ As 
sbCiate Director for Protects (Posl 870411) 5pp 44726 144 44726 169 

-8802240043 Proposed Tech bpecs.adcfing term “dewatenng* to process cor>trol pro 
gram 

^ Sacramento MunjCioal Utilily District 68/02/11 21pp 44726 149 44726 169 

8603029003 Rev 0 10 RECW G87B. "Radiological Effluent Conlrol Manual “ W/860219 
ll-- 

MARTIN, DW, CROLET.BG, ANDOGNINI.C Sacramento Municipal Ulilily District 
90/02/15 MiRAGLIAFJ Assocrate Director for Projects fPosl 87041 1} 17pp 
44588 229 44568 245 

8003010429 Forwards updated schedule for NRC open item closure Distrjcl will contin 
UD to provide weekly updates of open item closure schedule tnlil plan restart 
CRUNK.SL Sacramenfo Municipal Utility District 60/02/19 MARTIN.J B Regions, 
Ote of the Director Spp 44542 220 44542 228 

8803020005 Forwards addi info re use of battery chargers as i&ofalion devices & mod of 
ICS/NNI per 8802 J 1 lelcon 

CROLEY.BG Sacramento Mu nicipaf Utilily Disiri cl 68/02/19 MIRAGLIATJ Associ 
ate Director for Projects (Posl 87041 1) 4 pp 44590 157 44590 1 60 

8803010050 Forwards responses to two action ilems from 871113 meeting, including 
response to evaluate conditions under demineralized reactor coolanl slorage lank to 
regcnemiive holdup lanks lo control water inventory problems» 

ANDOGNINkG C Sacramenlo Municipal Ulilily Dislrrct 88/02/22 MlflAQUA>F J As 
Sbcialo Director for Projects {Post 870411) I 2 pp 44531 053 44531 064 

8883010186 Submits addl commitments ro remote shutdown testing per G Kalmar} 
request Number o( personnel performing special lest procedure wifl not exceod 
number required by Casually ProccduroOP C 13A 'Remote Shutdown '' 
ANDOGNINI.GC Sacramenlo Municipal Utility Disincl GB/ 02/22 MIRAGLIA.FJ As 
socrate Dtreclor for Projects (Post 070411) 2pp 44542 266 44542 267 

8803010235 Forwards Rev 3 to eRPT-E0220. ' Ropi on Conformance of Nuclear Sve 
Electrical Bldg & Diesel Generalor Bldg Electrical Inslalfalron |o Reg Guide 1 75 , ’■ pro- 
senlinn clauficaiion for actual confiQuralioh at facility 

CROLEY.BG Sacramento Municipal Ulilily District 88/02/22 MIRAGLfA,FJ Associ 
ale Director for Projects (Post 870111) 3pp 44532 047 44532 085 

' 8803010250 Rev 3 to ‘Repi on Conformance of Nuclear Sve Electneal Bfdg S Dmsol 
Generator Bfdg Electrical Installation lo Reg Guide 1 75 " 

‘ Sacramento Municipal Ulility Oislnct ERPT E0220 08/02/05 36pp 44532 OSO- 
44532 085 


8802250195 Generic Ltr 88 04 to all nonpower reactor licensees re distribution of qems 
ii/adiated in research reactors Sve list end 


M!RAGLIA,F J Associalo Director for Projects (Post 870411), 88/02/23 Consobdated 
Edison Co of New York, (nc lipp 44553345-44553 355 


8803080427 Forwards updated schedule for NRC open ilem closure Weekly updates will 
be provided until plant restart 

CRUNK.SL Sacramento Municipal Uljfity District 88/02/24 MARTfN.JB Reqion 5 
Ofc of the Direcior 9pp 44625060 44625068 


8803020294 Headquarters daily repl for 860225 
^ Ofc of Special Proiects 86/02/25 f 9 pp 44566 030 44566 049 


1803070076 Documents ulil position & forwards addl info re NUREG-0737, ftem 
fl’l D 3 4, “Control Room/Technicat Support Clr/' including brief -discussroni of leakage 
tests results & method & sile specific data used m determining CR/TSC X/Q value 
ANDOGNINI.GC Sacramento Municipal Utility Dfsirict 68/02/25 MIRAGLIA.FJ. As 
sociate Director for Projects (Posl 87041 1) 6 pp 44527 096 44627 16B 


—^03070082 ' Methodology For Revised Control Room X/Q Oelerininalion For Rancho 
Seco Nuclear Station 

* Sacramento Momctpal Utility District 68 / 02/20 27pp 44627 102 44627 128 

- 0803070090 “Conlrol Room/Technical Support Clr Habitabiiity Study. Radiological 
Dose Assessment ^ / a 

* Sacramenlo Municipal Utility District 68/02/29 18pp 44627 129 44627 146, 

-6803070094 "Conlrol Room /Tech meal Support Ctr Habitability Sludy, Aqueous Ammo- 
nia Con cenlratfons'’ 

* Sacramento Municipal Utility Dislricf 00/03/07 32pp 44627.147-44627 168 


6803080309 Informs of util intention to begin hoatup of plant from currcni co'J k^' 
down condition, in response to NRC 080120 request Plant mot nDCOssniv pminj 
prior lo leaving cold shutdown condition A proceeding w/safo FtcS lid a tup 
ANDOGNINI.GC Sacramenlo Municipal Uliiity DiSlncl 08/03/01 MMiTS'S 
Region 5, Ofc of the Director 3pp 44622 224 44622 226 

8803090215 Application for amend to License DPR 54, consisting of SurpI 6 lo "i 

Amend 164 revising Tech Spec 4 l 1, Horn 44 c 8 Toch Spec 4 10 1 U 2 to 1 -i 

quantity of gaseous chlorine in restricied area 

ANDOGNINI.GC Sacramento Municipal Utility District 08/03/01 WIIIAGLiAf J C- ■ 
Sion ol Reactor Projects 1/1) (post 870411) 2pp 44667 012 44667 016 

-8803090219 Proposed Tech Specs, revising Tech Spec 4 1 l.lioni 44 c 8 Tcih 
4 ID 1 E 2 re lola) quanliiy of gaseous chlorino (n rohlnclod area 

* Sacramento Municipal Utility District 80/03/01 2pp 44667016 44607 016 

0803160221 Forwards iipdaled schedule for NRC open item closuro 
CRUNK.SL Sacramento Municipal Utilily DislncI 88/03/01 MARTIN, df) 

Ofc of the Director 9pp 44722 352 44722 360 

0803090230 Informs that ufil subrnillals adequately resolve inilidl NRC rommeuM i f 
team approval of second 10 yr mservico testing program given 
HOLAHAN.GM Assistant Director for Region 111 & Region V Roactors 09^0) J 
ANDOGNINI.GC Sacramento Municipal Utility Distncl 3pp 44657 309 44 {j 6/ Hi 

0SO3ISO326 Informs lhal guidance ref in 800301 application for Rev 0, 
posed Amend 164 ref guidance provided in Reg Guide 1 3 Rof should tin fr**g{5 i‘ 

CROLEY.BG Sacramento Municipal Utility Oialricl 80/03/04 MIRAGI lAi J Au > 
ato Director for Projects (Post 070411) Ip 44689 064*44609 064 

8603170235 Forwards AEOO/S802. “Trends & Patterns Program Spucral fiejilO..! 
alional Experience Feedback Evaluation, Rancho Seco Nuclear Gtrnij'.j 
Slat fon.Re start," in response to 80021 1 memo Lists items that ihoulcJ be a Jtkii : 
for restart 

NOVAK.TM Division of Safely Programs (Posl 070413) 88/03/08 MOUifflNO 
sistant Director for Region III A Region V Reaclors 3pp. 44725 23G 44725 V P 

*•8803170245 '‘Trends & Palterns Program - Speefof Rept, Operational Cxpcrirnci' h i 
Oack Evaluation.Rancho Seco Nuclear Generniing Stat/on.Rostarl " 

PLUMLEE.GL, DENNIG.R Trends & Pallerns Analysis Branch 08/03/11 ?<,{> 
44725 239-44725 311 

8803220032 Requesis extension foi completion of 24 h surveillanco run lo 86itVJ? 
provide time for complolion.contigencios & resull review Basis for original rt’q^rP5l^J^ 
nol changed A lesliiig will be comploled prior lo 080312 
ANDOGNINI.GC Sacramento Municipal Utifily District 68/03/09 MARTi,Vi9 
Region 5, Ofc of the Director 2pp 44602 295 44802 296 

0803220123 Notification of 800316 meeting w/util at plant lo discuss concerns ru a c t 
hoi particle exposure 

WENSLAWSKl.F A Region 5, Ofc of ihe Director 88/03/09 Ronion 5, Ole of iMh- 
rector 2pp 44707 360-44787 361 

6603220216 Fonvards response to action item resulling from 671113 rnoolmj nrvhflC 
on radiological effluents NURFG 0133 default value for max activity conton! of 
lank reasonable for site 

ANDOGNINI.GC Sacramento Municipal Ulihiy District 00/03/11 MIRAGLMF J 
socrate Director for Projects (Post 87041 1) 6pp 44808 1 13 44608 1 10 

8803230032 Forwards updated schedule for NRC open item closuro & sumTii 
status Util will confinue lo provide weekly updates of open item closuro schedu'a u 1 
plant resfart 

CRUNK.SL Sacramento Municipal Utility Dismcl 80/03/11 MARTIN.J B fUgvni 
Ofc of Ih a Direcior 9pp 44843 301 44043 309 

8803220024 Forwards Amend 97 to License DPR 54 & safety evaluation Amend iT»:4 
fies various sections of Tech Specs to more closely resombfo B&W STS 
KALMAN, G Project Diroctoraie V 86/03/15 ANOOGNINI.G C Sacramonta 
Utility District 2pp 44773 168 44773 251 

-0803220027 Amend 97 lo License DPR 54, modifying various scclions of Tech 
to more closely resemble B&W STS 

KNlGHTON.Gw Project Directorate V 88/03/15 73pp 44 7 73 1 70 44773 242 

-0803 2 20033 Safety evaluation supporting Amend 97 to License DPR 54 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 86/03/15 
44773 243-44773 251, 

6803240406 Forwards addl fnfo re Administrative Procedure AP 28, "Post Trip 
sient fnvesUgation.Assessment & Reporling,*’ providing event lypo dohriitjons M 
assure appropriate level of technical & mat review prior to reactor reslarl 
FIRLfT.J F Sacramento Municipal Utility District 80/03/16 KALMAN.G NRC - LJ 
DetaFled Aifitialion Given 2pp 44880 239 44080 273 

-8603240407 "Post Trip Transient Invesligalion.Assessment & Reporling" 

* Sacramenlo Municipal Utility DistncL 88/02/12 33pp 44880 241 44880 273 
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8803240433 Forwards operalional readiness review committee restart readiness assess 
menl indicatirig plant ready tor restart, for info Rept discusses methods used, areas 
reviGwed.backgroiuird of each contributor & recommendations 
ANDOGNINI,GC Sacramento Municipal Utility District 88/03/16 MURLEY.T E 
Office of Nuclear Reactor Regutatfon, Director {Post 870411} 35pp 44880 274- 
44880 308 

8803290068 Forwards operational readiness review committee restart readiness 
assessment Rept contains discussion of methods used.areas reviewed & background 
of each contributor 

ANDOGNINI.GG Sacramento Municipal Utility District 68/03/16 MARTIN, JB 
Region 6, Ofc of the Director 35pp 44910 082 44910 11G 

8803220364 Generic Ur 08 05 to all licensees of oporatmg PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon sleet reactor pressure boundary components 
in PWR plants Svc list end 

MIHAGUA.F Associate Director for Prolects (Post 070411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 084*44879 126 

6003230046 Responds to 88031 1 Hr & commits that implementation ot util utilization or 
dinance will not adversely impact safety Rov 1 to "Future Plant Capacity Factor Engi 
r^eering Assessment" end 

ANDOGNINI.GG Sacramento Municipal Utility District 86/03/17 MURLEY.T E 
Oflice of Nuclear Reactor Regulation, Director (Post 8704 It} 2pp 44809 062- 
44809 097 

-8803230050 Rov 1 to "Futuro Plant Capacity Factor EngiriGering Assessment " 

* Sacramento Municipal Utility Oislnct 80/02/24 34pp 44809 064 44009 097 

6603230171 Application for amend to Licenso OPR 54, consisting of proposed Amend 
1 66, modi lying Tech Specs to correct typos & make furlhor editorial changes to those 
submitted in proposed Amend 139 Too paid 

ANOOGNINI.G C Sacramento Municipal Utility District 08/03/17 MIRAGLIA.FJ As 
sociate Director for Projects (Post 070411) 3pp 44644 212*44044 207 

—8803230175 Proposed Tech Specs, correcting typos & making further editorial changes 
to proposed Amend 139, did 860129 

* Sacramento Municipal Utility District 88/03/17 73pp 44844 215 44844 287 

6603300397 Forwards Amend 90 to License DPR*54 & safety ovalualion Amend ro 
vises Tech Specs, reducing lower Nmits of deloclion for fiquid radioactive effluents & 
changing requirements to address tiardware changes in elfluofit sys 
KALMAN, G Project Directorate V 88/03/17 ANOOGNINI.GC Sacramento Municipal 
Utifily Oisirict 4pp 44914 022 44914 140 

-8803300407 Amend 98 to License DPR 54, revising Tech Specs by reducing limits of 
detection (or liquid radioactive effluents & changing raquiromonls to address hardware 
changes In effluent sys 

KNIGHTON, GW Project Dirocloralo V 08/03/17 119pp 44914 025 44914 145 

-8803300410 Safely evaluation simporling Amend 00 to Liconso OPR 54 

* Office of Nuclear Reactor Regulation. Director (Post 070411) 08/03/17 3pp 
44914 M6 44914 t4G 

0603250117 Recommends Commission mooting not be postponed & Commission con 
sidoratfon of rosfort not be conlmgerjl on prior staff rosofuiion of diesel gonerator vi 
b ra lion jirob lorn 

STELLO.V Ofc of the Executive Director for Operations 88/03/10 2ECH, HODGRTS, 
BERNTHAL Commissioners Ip 44657 007*44057 007 

8803300456 Forwards SER re foslnrl of plant following ovonl of 051226, NUREQ- 
1286,Suppl 1 All issues ro restart closed, except for TDl vibration problems W/o onci 
KNIGHTON.GW Project Diroctorale V 80/03/16 ANOOGNINI.GC Sacramento Mu 
nicipal Utility District 2pp 44914 203*44914 204 

8803250139 Forwards info on NRC concerns re supports for B2 TOI diesel gonornlor 
components & D2 diesel exhaust shroud Completion ot mods on piping, restraints & 
support configuration prior to storlep from next rofuohng outage Inlnded 
ANDOGNINI.GG Sacramonlo Municipal Utility District 88/03/21 MIRAGLIA.FJ As- 
sociate Director for Projects (Post 87041 1) 70pp 44900 039 44900 099 

8603300240 Responds to 060826 Ur requesting NRC to conduct public hearings & per 
manently close plant For reasons sot forth In oncI Director's Decision under 
10CFR2 206,raquosl denied 

MURLEYJE Office of Nucloar Reactor Regulallon. Director (Post 870411) 88/03/ 
22 DRAOLEY.T, Los Angelos, CA 2pp 44904 335 44904 352 

-8803300261 Director’s Decision under 10CFR2 206 ro T Bradley.Mayor of Los 
Angeles, CA,potilion roqueslmg NRC to conduct public hearing & permanently close 
plant For reasons discussed, petition denied 

MURLEYJE Office of Nucloar Reactor Regulation, Director (Post 870411) 86/03/ 
22 lOpp 44904 337-44904 352 


Q. inspection reports, IE Bulletins & correspondence 

6802240305 Forwards Insp Rept 60 312/08 03 on 880104 22 No violations noted 
ZIMMERMAN, R Region 5, Ofc of the Director 00/02/00 ANDOGNINI.GG Sacra 
men to Municipal Utility Disiricl 2pp 44731 162*44731 170 

-8802240310 fnsp Rept 50 312/88 03 on 860104*22 No violations or deviations 
noted Maior areas Inspected previously idontifiod lloms.LERs & followup on items of 
noncomp fiance .expanded augmented review & tost program action & allegations 
ANG.W P . JOHNSON. A . MILLER, L Region 5. Ofc of tho Director 88/02/02 1 5pp 
44721 164-44731.178 

6603010141 Forwards Insp Rept 60 312/87-37 on 071024-1204 & notice o1 
viol at con, Clarification of corrective action sys requested 

KIRSCH.DF Region 5. Ofc of the Director 80/02/10 ANDOGNINI.GG Sacramento 
Municipal Utility District 2pp 44535 324 44535 344 

-8803010151 Notice of violation from insp on 871024*1204 Violations notedon 
e71t11.Work Request 139613A,Slop 4 not performed while troubleshooting HVAC 
sys refrigeration unit & nonconformance rept not initiated lo correct nonconformance 
KIRSCH.D F Region 5, Ofc of the Director 80/02/10 2pp 44535 326 44535 327 


-8803010157 Insp Rept 50-312/87-37 on 871024 1 204 Violations noted Mapr areas 
inspected operational safely vGnfication.rriainl, surveillance & followup items 
DANGELO.AJ, MYERS.C J . PEREZ.G P Region 5. Ofc of Ihe Director 80/02/03 
I7pp 44535 328 44535 344 

660223D035 NRC Into Notice B6 006, "Foreign Objects in Steam Genorators " Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post Q70411) 88/02/29 
Consolidated Edison Co or New York, Inc IIOpp 44554 253 44555 009 

0803030050 Forwards ’'Procuremoni Engineering Assessment Pian.lr'lorim Rept ’’ Rept 
addresses issues raised by NRC procurement insps of 880104 14 & 0210 12 
ANDOGNINI.GG Sacramento Municipal Utility Dastr«ct 88/03/01 MIRAGLIA.FJ As 
sociate Director for Projects (Post 87041 1) Ip 44608 212*44608 283 

-0003030062 Procuroment Engineering Assessment Plan.lntorim Repi ' 

* Sacramento Municipal Utility District 68/03/01 7lpp 44606 213 44608 283 

B003210503 Forwards Insp Rept 50 312/88 06 on 880125 0219 & notice of violation 
KIRSCH.DF Region 5. Ofc of the Director 80/03/02 ANDOGNINI.GG Sneramento 
Municipal UtiNly District 2pp 44809 001 44809 034 

-8803210500 Notice of violation from insp on 8001 25 0219 Violations noted three 
safety related RSMM 0330 gasket fine items, w/ expired shell lives had nol been 
tagged or place in hold location 

KIRSCH.O F Region 5. OIc of the Director 88/03/02 Ip 44009 003 41809 003 

**0003210511 Insp Rept 50 312/80 06 on 880124 0219 Violation noted Major areas 
inspected lice nseo action on previously identified inspector Hems.LERs.followup on 
(toms of non compliance & followup on EASTRP co/roctive action 
ANG.WP, MELFU, MILLGR.L Region 5, Ofc of the Director 88/03/02 31pp 
44809 004 44009 034 


0803220009 Forwards Special Insp Rept 50 312/68 07 on 080205 & 08 Findings dis 
cussed in end rent will remain unresolved item ponding completion of invosligalion 
'VENSLAWSKP.F A Region 5, Ofc of the Director 88/03/03 ANDOGNINi.Q C Sacra 
mor^lo Municipal Utility District 2pp 44799 134 44799 151 

-0003220092 Insp Repl 60-312/80 07 on 080205 & 08 Findings of rept will be idenliliecJ 
as unresolved ponding complouon of investigation Major areas inspected respon&e lo 
liconsoe 680204 rept of potential exposure to extremity of worker 
CILLIS.M. YUHAS.GP Region 5, Ofc of tho Director 08/03/03 lepp 44799 136- 
44799 151 

8003020036 NRC Into Notice 66 007, ‘ inadvertent Transfer of Licensed Matt to Uncon 
trolled Locations " Svc list end 

CUNNINGHAM.n C Division of Industrial & Medical Nuclear Safely (Post 870729) 
80/03/07 Consolidated Edison Co of New York, Inc l2pp 44673 001 44673 012 

6003260279 Forwards Insp Repl 50 312/87 49 on 871228 30 & 800127*28 No viola 
lions noted 

PATE.RJ Rijgion 5. Ofc of the Director 88/03/08 ANDOGNINI.GG Sacramento 
Municipal Utility Oi Sind 2pp 4490J tsi 44903 161 

-0003280281 fnsp Rept 50-312/67 49 on 071228-30 & 8601 27 28 No violations or do 
vial ions noted Maior areas inspoclod fire protection program impicmenlalion & idonlt 
lied opon items 

RAMSEY, C. RICHAROS.S Region 5. Ofc of tho Director 88/03/08 9pp 44903 153 
44903 161 

8803040062 NRC BuNotin 88-003, "Inadequate Latch Engagement in HFA Typo I a1ch 
inn Relay Mfn by GE " Svc list end 

ROSSI.CE Division of Operational Events Assessment {Post 070411) 08/03/10 
Consolidated Edison Co or Now York. Inc 128pp 44673 192 44673 319 

6803210009 Rospcjnds lo need for addi commitment r<? procuremoni ongtneormg as 
sossmonl plan noted in 880307 09 enspSMUD ASL verification commilmenl end will 
provide noceasary actions to satisfy issue fo green lag validity program 
ANDOGNINI.GG Sacramento Municipal Utility Disif tel 80/00/10 MIRAGLIA.FJ As 
sociate Director for Projects (Post 870411) 2pp 44724 301 44724 302 

0003080140 NRC Info Notice 68 OOfl. ^’Chemical Reactions W/Radwasle Solrdilicfillon 
Aoonts " Svc list one I 

ROSSI.CE Division of Operalional Events Assessment (Post 070411) 86/03/14 
Con&olidaled Edison Co of New York. Inc l20pp 44772 253 44773 012 

6003140284 NRC Info Notice 80-009, "Reduced ReNabJlily of Steam Driven Auxiliary 
Feodwalor Pumps Caused by Instability of Woodward PQ PL Type Governors" Svc 
list end 

ROSSI.CE Division of Operational Events Assossmanl (Post 870411) 00/03/18 
Cor^sofidated Edison Co or Now York, Inc 121 pp 44857 050 44857 178 


R, Periodic oporalfng reporls & related correspondence 


0003160314 Forwards monthly update of restart scope list & long range scope 
list, including lolaf statistics as of e60222.rostart items downgraded to long range or 
voided sincQ 860121 & now restart items 

CROLEY.B G Sacramento Municipal Utility District 88/02/26 MAHTtN.J B Region 5, 
Ofc of Ihe Director 3<)pp 44 695 296-44695 334 

0003180099 Monthly oporaling ropl for Feb 1988 W/flB0315 Ur 
BOSAKOWSKI.P , CRUNK, 5 L Sacramonlo Municipal Utility District 68/02/29 lipp 
44774 279 44 774 289 

8803290226 Forwards unit shutdowns & power reductions form omitted from monthly 
operaUng rept for Feb 1 988 

CRUNK, SL Sacrdmenlo Municipal Utility District 80/03/10 MARTIN.J B Region 5. 
Ofc of Ihe Director 1p 44003 292-44803 293 

-0803290229 Unit shutdown & power reductions form of monthly repl for Fob 1988 
BOSAKOWSKI.P Sacramento Municipal Utility Dislncl 80/02/29 Ip 44903 293 
44903 203 



90 DOCKETED ITEMS 


3 Ripci^ht'^ a::urrerices, lEfti & related correspondence 

*’:’CfC0ia ^ * J ro ni ^6 tc 2&VV 3 bn:rm 3 l transient operaiinq guidelines i^o 

, 1 j s‘,?ni g-c'rjiDT ti.tc rupture Concerns adarcssdd m RO 

„ " ^ . J ' * ' " ire E Cri ensu'cs mat Olfsile dose limrts met 

*, '(I'j* ^'"rn ■'’0 Mo'* C pal Ol'il/ Di^lnCl 86/02M6 MARTINIS 

‘ . . u < ' , / , - Cr_-r Jpp 4t53l 923 M531 026 

: 5 D_() 10 CSS j T':ti O- aeOJOS.trc si^pprcss.on water sys declared moper' 
; : u cVctrc & d Zi*\ &f.cr\ fire pumps Sampling Procedure CHM 

- 1 ' r , f 1 >:■ > L 1 5 ['''- 3 g' lank asserrDTed 

' r iT ,pil U'.'‘y Ostrjcl 60/02/10 MARTIN JB Region 5. 

I Mr ;r 44-31 344 14531 346 

c5}}0i04Sl uEH 5 r. 01 :n €6,1^07 satcty features actuaiion sys calibi piocedare 

' ,• r » r:i »"Cv t fu' trrer of (ripp^'g bistablE* Caused by lecbnjcal error m 

i. Af' 1 , 1 , 'run* :n'3‘:n ad usied through work request VV^8802 23 lU 
, 4fr''’'-1f.MGC Sairarrer.io Municipal Uiitity OisiTicl 88/02/23 

' it',: * 

‘^^010202x8 J fc*3 Oft) cn 320224 RK Byfne recommended closure of plant to 
1 ' C 'J5 ai '=>'92*:4 rr’Ct'-^Rccommendatjon wjN be considered by board 
f n I Lc*?n*,u csnMu rg loss of offsite po«ver testing 

' i'H-. ff^ rj (r: Oreilor 88 '02/25 Ip 41590147*44590147 


T Hearing iranacrlpts on non-antitruat matters 

8603300461 Transcnpl ot &8032a public mooVlng lo WafettK’Qfon Wi rn discuN-sionj^i-O'/U 
We vole on facrlily restart Rolatotl into oncl Pp i 113 
‘Commissioners QQ/03/22 lOOpp 44905 1(31) .MOC35 :r)n 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT i 


F, Security, medical, emorgoncy & ftro protection pinna 

8803340339 fledisicibuled Rou 0 to Pago 7 of f;mor(ju.‘iicy Plnn lrnp(oni<'iHiri[i (Vi\' i-,T« 
1903 35, “Administration of Potassium foclicio “ 

* Arkansas Power & Light Co 04/07/09 2pp 44HOt) PX) idhtUl 714 

6803070167 Revised omorgoncy plno implomontma mof (ultffU'j.iiKlii'iifb^ 2i l> 
lOOJ 10. 'Emergency Action Level Ciassifiuition’* A no't o U> PiiHfMI, fin-j* 
Responso/Nolifications " 

* Arkansas Power & Lighi Co 07/11/03 1 /Ipp 44I14P lOh-ddtMP ;V'> 

6802290130 Rev 3 to Erncrgoncy Plan ImplornonllfUj ProcofUirn 1003 'M, lli qiu.'iis f,* 
Addf Periionnol 

* Arkansas Power fi Light Co 00/01/14 4pp 445tin DPI’ 4<11i'V)t>/S 


88‘jlCn«24 ‘ t:" % rc TO) CT,crg:ncy desel generators, including mfo on siarltnq 

'i --rc'r d "s"! fubncati'ig cl consumption, TDI radiator performance s 

- *J!r»c 5-:rjrc'’'0 M.ncipal UlJity District 88/02/25 MjRAGLlA,FJ As 

• iPuSt 87041 1) 6pp 44636 256-44637 042 

' se JIC6Q24 1 n v, Rept R 2n:ho Seco P.pmg Vibration TOI Diesels A & 6 " 

V'j SC'^^pf^rlER A D>e Enanaering & Servrces 88/02/11 142pp 

iv nyi 11*1)7 0 *2 

6^33220230 P;v-,£!i ihjt en'Cfccmerpi d scretion be used lo grant refref from reguire- 
” ^1 Tf ch Sp:: 4 6 3 C S (or I mifed period from heatup until CompJelion oT sur 

► . ' n frh„x to cr’Cally 

A‘*rjO:if(,\JGC Eivan-erto Mvncipa! Utifty Disirict 86/02/25 MARTIN, JB 
r o O^Cuf tre Dr<.LJor 3pp 44622 296 44622 298 

fis 030800 77 f’hO V E8 0i7 on PcOGOi.ut'l certified that all prerequisites lor non nuclear 
^ ^ j f cpcra'ing test temp S pressure completed Reactor criticality 

F<5:n5 Of,; cf the D rector 88/03/01 Ip 44613 355 41613 355 

’•^03080081 A,k re::p! of 630501 jfr certifying that util has compfaled prerequisiies 
, fv r-vrrng r.p Pt,,crd ZOo F & nofi/tcaficin re final TO/ dJfisei vibration 

• M nt,r cb,e:tQn to heatup per approved test program 

' . \ O'a of me Oiredor 98 / 03/01 Sacramento Municipal Utility 

' ui Ip 44 o1j w2o 44613^96 ’ 

>^203030384 FfiS V f9 oot on e60229p!ant notified ot bomb threat Licensee conduct 
J r.- j r j irch found ih ee suspcious packages Packages examined & found Jo be 

Director 88/03/01 2pp 

8233160450 LER 63 G31 Won 970601 improperly crimped termmaf fugs on two GE 

ventilation fan motors Caused by mfo 
t ' uT M ^ ^ '^95 installed 1V/880302 Itr ^ ^ 

'"‘ ‘Rn'^na Municipal Utifiiy Distnct 88/03/02 

ujijjd Rt.x^cin4 OL of th2 D 'ector 4pp 44725 042 44725 045 

s 833160044 A d. sts lhai ut,i evaluated remaming TOi vibration issues tnfft re rrii 
H., ,:rer,.0,s ,;a lab!o ro, ,o«o« ll 

•,•VE^o^:r° ,'/,c a'S4695 J Assoc- 

Itr remam in effect ^ 

Saoranron.o 

run to 680320, ,0 

: * '-S' 4 '‘■■r tro co,?p-s'^'^w!o mil? "" *>“ 

"Svo I"*'*''"" '’®« TO' a^rtora- 

‘ heatup cooldowmode^^^ Sene/afors declared qperabte m 

5 ,, era aocnaa 35 «£,, «« W3 U^hMd bo p,epa,eq to discuss 



‘tofr^Jems »''D2’*rJcl 0 IS SlScwVK? m'rf ^ ™ ““sal gene 
s- a -■^-c:brls,P,o,«„,p„s,e7o‘^„; iow 


8602260141 Rovi^od omcrijoiicy pfnn impfumontinrj |)ro(N»(/iift>u,(rii fuiiini.| fji y I ii 
1903 343 "Emerrjoncy Operation*) f acllily tvarimtton,” ffiiv ? (o IHOvt lib, Ariir. iV'i 
lion of Potassium lodido" & Rov f1 lo 1903 04 't, “Duihin <it f iMonjiTK^ llniiv' o 
Team " 

♦ Arkansas Power & Light Co 00/01/14 lOpp 44 bill) 00/ -Mh.p) 02 1 

6603070176 Rdv 2 fd procflf/ufd tQQ3^P, "Cnmnuiruf & Coiitrof "" 

* Arkansas Power & Light Co 00/0?/ 1 6 2fjp 44020 DOO 44l32f) OO'l 

8603020071 Forwards revised industriaf socurily pinn tmtm ftifloiumi t> Iruk tlhvii5 
commenis Rov wilhheld (rof 1 0Crn2 790 fi 73 2 1 ) 

HOWARD, D R Arkansas Power & Lirjfit Co 09/02/24 PfCK.G tVojint lriii'irtiTst,rl^ 
Ip 44682 J 65 44682 105 

6803280321 Requests 30 day extension for suhmiltirtg ndOl rus|ioris(i tu ptiCiTitMl v» ' i 
lion noted m Insp Ropls 50 3J3/00 34 & 60 369/00 IM ro InUunlmil .uMjriiy /^l.J 1 |q^ 
NflC 800201 comments on initial rosporiso 

HOWARD, DR Arkansas f>owor & Light Co «8/02/Pd CAI I AN, I J Hi'O'On l Ov rl 
the Director fp 44904 149 44004 14o 


8803070006 Revised emergency jiinn linploriientiny prat oifuroM.IrKiinfinij fh,v 1'i ’i 
f90330£ "Evacuation," Rev 9 lo 1903 51, 'Turnover' of fio'^poiiijiliikly * A 1li * 2 i < 
1903 78. "Emorgoncy Rospofiso Support " 

* Arkansas Power a Light Co BU/D2/?6 05pp 44020 DhO 441 i2l) 1 1ll 


emorgoncy plan Implumenlf/iti jiiforodiiroii.frK ludimr lht>i o n 
'Assignmonl of Plant Emorueiicy rotim/nri:)i.rp MixiiDifm " A Huv / n 
1903 03^ 'Assignmonl of PorsonnoJ to Lmeroonry npiipopni) Oriiaiu/iihiin' 

Arkansas Power a Light Co 00/()?/25 22pp 44028 0 1 ;» 44()Plf O t ) 


r,rt ® j-T*. vuiufijiuiuy pi«ii inipmfnoruirig i’(niri'n,irH.iin?inir tinv n ij 
190502 ■OMsito Emorgency Monilonntj" 8 nov ? lo 1)lOf>t)3l, ' Alibifiiin 1 U1 l^M 
minalion Using RM J4/Hf> 210 " 

• Arkansas Power a light Co 80/O2/26 46p|). 44026 (JU/i 440 2 R O/D 
6803080143 Romils foo for 871029 request for oxemptioii from App H,pvr Nta fliulfiS 

^6C|UwSf 

HOWARD D R Arkansas Power a light Co 86/02/29 DincS.i \M Un m m 1 1 1> M.’r 
agemenl Branch Ip 44624 040 44624 049 


8803070172 Record of dololion of Rov 0 lo f>rocodufe l<K)4,f)(}. '‘firufieh)(j.ui1 
Jfac^ng & Dose Integration 

8070,0 Arkansas Power a Light Co 88/03/01 2 pp 4*1043 041 ] 44643 OW 


Implornonting Prorodi/rrj Ii}f)4ti0,*, iVli'o 
pose Proiocfions - ROACS Compulor Mottiorf ■’ 

Arkansas Power a LfghI Co 88/03/02 47pp 44690 0C>I-/I4ii9() (Mb 


lsr?3 3^ impfonipnlmg prQ< <Hfurnn,tnc)Liiiinfj Ihiv ft t.' 
a Roy IT <3uitfo)ino6 for Roscuo/ hopnir & Onnuicje l.imtrni TuTn,v 

& Rev 13 to 1903 59, "Ernorgoncy Rosponse Or{iani7n(ioni *' 

Arkansas Power a Lfght Co 68/03/03 Iflppp 44711 052*44/ 1 I ICO 

090201 Itr informing NflC of fmpInrnuntnUon struduu lev 
Kso SaS 50 sludy.ln mnpon w lo vJoMtiorn enf. i 

C/^LLAN?Tnii\?^^®o?J *?0W07-31,Encf 10 871221 ItrwiltihcM 


r. wKw«iing license stage documents a corrospondonco 

**he ‘■I, 06 02, "ISAP II ■■ Pmtirmi, J U 

HOvSart, n n "cctdorrl l&suos ” ' ' 

*ec.o, 

'0 "'•‘lotal'Pl' o' O' 

Edison 

°°plan?F?J^a^drApJ^ITcun!or,n?A^ 'Wl' rofllonal ovAliialicn d 
GR1MSIEY,DH K L * 6 tlocurnems ovoltablo In PDR 
DooSoa,ohAssocMS'’6pp%i5oO^ 

05/11/13 MARTIN, nn ncgioi. -I, Ofc 
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8803240172 Forwards safely evaluation accepting ulil response lo requiremends of 
NUPEG-0737Jtem II D 1, ‘ Performance Tesling of Relief & Safety Valves” Recom^ 
mends msp of safety relief valves after lift involving water discharges 
DICK.GF PrafQCl Directorate IV 80/03/11 CAMPBELL.G Arkansas Power & Light 
Co 3pp 44851 001 44851 031 

•^8803240178 Safety evaluation accepting util response to requirements of NUREO- 
0737.Uem II D 1. “Performance Tesling of Relief & Safety Valves" 

* Proiecl Directorate IV 60/03/11 28pp 44851 004 4465 1 031 

8803220274 Requests 60 day extension to 580501 tor submittal of addi info re compari- 
son of design liner strains versus calculated liner strains at elevated reactor bldg 
ternp 

HOWAHO.OR Arkansas Power 8 Light Co 88/03/14 CALVO.J A Project Director- 
ate IV 1p 44785 033 44785 033 

8803230080 Nolilrcalion of significanl licensee mgt mealing on BB0322 in Region IV ofc 
lo discuss licensee aclivilies w/ engineering manager 

CHAWBERLAIN^D Region 4, Ofc of the Director D8/03/16 Region 4. Ofc of the Di 
rector 2pp 44649 179 44849 180 

8803220364 Generic Lfr 88 05 to all licensees of operating PWRs & holders of CPs for 
PWRs ra bone acid corrosion of carbon stool reoclor pressure boundary components 
in PVVR plants Sve list encf 

MIRAGLIA.F Associate Director for Projects {Post 670411) 88/03/17 Consolidated 
JEdison Co of New York, Inc 43pp 44879 004 44Q79 126 


Q Inspection reports, IE Bulletins & correspondence 

8803030024 Submits addI mfo m response ‘o IE Bullotin 05 003 re motor operated valve 
testing, per request Certiiccafion program developed for tochnicians to ensure proper 
training _ , _ . 

ENOS.J T Arkansas Power & Light Co 07/10/06 GAGLfARDO.J E Region 4, Ofc of 
the Director 4pp 44557 234-44557 237 

8603280310 Provides results of spiked split samplos for analysis of 
chlorido, fluoride, sulfale.copper & Iron by BNL in response to Insp Repis 50 313/87-33 
a 50-360/67-33 

HOV/ARD.DR Arkansas Power & Light Co 88/02/22 CALLAN,LJ Region 4. Ofc of 
the Director 2pp 44912 080 44912 081 

8803030123 Advises of special Insp initiative that is ir> late stages of planning Purpose 
of insp is lo verify a1 selected sites lhal emergency operating procedures technically 
accurate fnsps are lo be performed tn Apr-Juno 1988 time frame 
CALL AN, L J Region 4, Ofc of the Director 08/02/24 CAMPBELL, G Arkansas Power 
& Light Co 2pp 44606 359 44608 360 

S803260321 Requests 30 day extension for submitting addi response to potential viola 
lion noted In Insp Repls 50 313/86 34 & 50 368/86 34 re industrial security plan, per 
NRC 600201 comments on initial response 

HOWARD, DR Arkansas Power & Light Co OB/02/24 CALLAN.LJ Region 4. Ofc of 
the Director Ip 44904 149 44904 t49 

8802230035 NRC Info Notice 86 006, “Foreign Objects in Steam Gonorntors ” Sve list 
end 

ROSSI, CE Division of Operaftonal Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Inc 1 lOpp 44554 253 44555 009 

8883080213 Forwards written repl describing approach lo each action Homs from IE 
BuIlQLin 85 003 & summary of data for each motor operatod valvo compiled in re 
sponso to bullolin Rent comptetes response to IE Bulletin 85 003 
HOWARD, 0 R Arkansas Power & Lfgnt Co Oa/02/29 MARTIN, R D Region 4, Ofc of 
me Director 2pp 44822 303-44622 325 

8603080423 Forwards fnsp Repls 50 313/87-30 & 50 360/87-39 on 871201 OG0101 & 
rotfcG of deviation No violations noted 

CALLAN.LJ Region 4, Ofc of the Dfrector 08/03/04 CAMPBELI ,G Arkansas Power 
& Lighten 2pp 44626 294-44626 317 

-8803000436 Nolice of deviation from fnsp on 871201-8001 19 Dovialion noted failure lo 
issuo suppis to LERs 

' Region 4, Ofc of the Director 80/03/04 ip 44626 296 44626 296 

-6B03080452 Insp Repls 50-313/87*39 & 50 368/87 39 on 871201 8801 19 No viola 
tions noted Deviation noted Major areas inspoclod oporotional safely 
ve r If icalron, surveillance & followup on NRC bullotins.LERs & previously Identilicd 
iiems 

JOHNSON.WO , HAR0UCK,CC. HARRELL.P H Region 4, Ofc of Ihe Director 08/ 
03/01 21pp 44626 297-44626 317 

8003080492 Ack receipt of 880201 Mr informing NRG of (mplomonlafion schedule for 
mod of porfmeler socurdy sys using design basis study, in rosponso lo violalions noted 
in Insp Repls 50 313/87-31 & 50 368/07-31 Encf lo 071221 Ur withhold 
CALLAN,LJ Region 4, Ofc of the Director 88/03/04 CAMPBELL.G Arkansas Power 
& Light Co 2pp 44628 207-44626 21 1 

8803280331 Advises that results of ovaluation of aocunfy organization at facility to 
ensure staffing adequate to meet all requirements of conirgency plans will bo forward 
ed by 880322 

HOWARD, DR Arkansas Power & Light Go 08/03/04 CALLAN.LJ Region 4. Ofc of 
IheDifcclor Ip 44912 043 44912 043. 

8803020036 NRC Info Notice 88 007, "Inadvertent Transfer of Licensed Mall lo Uncon 
trolled Locations " Sve list end 

CUNNINQHAM.R E Division of Indusfrial & Medical Nuclear Safely (Post 870729) 
80/03/07 Consolidated Edison Co of New York, fnc 12pp 44673*001-44673 012 

8803140063 Forwards Insp Repls 50 313/88 01 & 50 368/86 01 on 880120- 0221 8 
nofree of violation 

CALL AN, L J Region 4. Ofc of the Director 88/03/07 CAMPBELL.G Arkansas Power 
& Light Co. 2pp 44694 025-44694036. 

-8803140066 Notice of violation from Insp on 080120 0221 Violation noted failure to 
properly conlrof combustiblos in diesel generator room 
* Region 4. Ofc of the Director 88/03/07. 1p 44694 027 44694 027 


-8803140081 Insp Repls 50-313/88 01 & 50 368/88 01 on 800120 0221 Violation 
noted Major areas inspected mainl & surveillance & followup on TMI Action Herr 
113 5, generic Mrs & previously identified items 

JOHhfSON.W D , HARBUCK.C C , TAPI A, J I Region 4. Ofc of Ihe Director 80/03/04 
tlpp 44694 028 44694 030 

8003160196 EN 88 020 on aG0314.nolice of violation & proposed irrposilion of civil pen 
ally in amount of $100,000 will be Issued Action based on failure to take corrective 
action for longstanding problem of containment bldg high temps 
LUEHMAN.J. LIEBERMAN.J Ofc Of Enforcement (Post 870413) 88/03/09 Ip 
44716 285 44716 285 


86030 4 0062 NRC Bulletin 88 003, ’Inadequate Latch Engagement in HFA Type Latch 
inq Relay Mfg by GE " Sve list end 

ROSSI.C E DivjS!Of> of Operalional Events Assessment (Post 87041 1) 68/03/10 
Consoirdalod Edison Co of New York, Inc t26pp 44673 192 4 4673 319 

8003240172 Forwards safety evaluation accepting util response lo requirements of 
NUREG‘0737,ltQm It D 1, “PerformancQ Tesling of Reliof & Safety Vafves'' Reconi- 
merds insp of safety relief valves after lift involving water discharges 
DICK.GF Project Oirecloraie IV 06/03/11 CAMPBELL.G Arkansas Power & Lighf 
Co 3pp 44851 001 44851 031 

-8603240170 Safety evaluation accoptrng util response lo requirements of NUREG 
0737J1om II D 1, "Performance Testing of Rellol & Safely Valves " 

• ProiGCt Directorate IV 00/03/11 28 pp 44851 004-44851 031 

aeoaoeous NRC Inlo Nonce 08 006, '‘Chemical Reacirons W/Radwaslo Solidification 
Agenls “ Sve fisl end 

ROSSI.C E Division of Operational Events Assessment (Posf 670411) 88/03/14 
Consolidated Edison Co of New York, fnc 120pp 44772 253-44773 012 

86032200 62 Discusses insp on 87'OB 10-20 & forwards notice of violafion & proposed 
imposition of civil penally Violation involves fatluro to correct longstanding condition 
adverso lo quality re high temps in containment bldg 

MARTIN.RD Region 4. Ofc of the Director B8/03/14 CAMPBELL.G Arkansas 
Power & Light Co 3pp 44790 270 44790 202 

-6803220971 Nolice of violatior^ & proposed imposition of civil penalty in amount of 
$100,000 Violation noted condilton adverso to quality not promptly or properly 
corrected Temps in conlamment bldg higher than design lemp specified in FSAR 
MARTIN. R D Region 4, Ofc of the Director 80/03/14 2pp 44790 261 44790 202 

8803140284 NRC Info Notice 88 000, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors ” Sve 
list end 

ROSSI.C E Division of Operalional Events Assessment (Post 870411) 00/03/18 
Consolidated Edison Co of Now York, Inc 121 pp 44857 058 44657 178 

8003300316 Forwards copy of 660225 submillpf romiUing payment of civil penally re 
pros-^uiizer code valvos & duplicate chock Penally paid 

MOWARD.DR Arkansas Powor & LIglil Co 88/03/22 LIEBERMAN.J Ofc of En- 
forcement (Post 6704 1 3]i tp 44902 317-44902 318 

-0803300327 Forwards payment of civil penally re prossunzer cede safety valves im 
posed in NRC 880126 Ur Util continues lo behave that circumstances of 
violation. combined w/rosponsibla & exlonsive actions, warranted complelo mitigation 
CAMPBELL.T G Arkansas Power & Light Co 6B/02/25 LIEBERMAN.J Ofc of En 
forcemon I (Post 8704 1 3) 1 p 4 4902 3 1 8-44902 3 1 8 


R. Periodic operating («eports & related correspondence 


6803010260 "Personal Occupational Exposure Data Ropt for CY07 " W/ 880222 Mr 
HOWARD.OP Arkansas Power & Light Co 87/(2/31 3pp 44532 008 44532 010 

8803230118 "Semiannual Radiological Effluent Release Ropt for Third & Fourlh Quar- 
ters 1987 ” W/&80301 Mr 

HOWARD, DR Arkansas Power & Light Co 87/12/31 30pp 44864 201 44664 238 

8603010435 Monthly operating ropt for Jan 1980 W/660216 Ur 
WHITT, M S . HOWARO.O R Arkansas Powor & Light Co. 60/01/31 7pp 44542 242- 
44542 240 


08 03290 1 22 Monthly operating rept for Feb 1980 W/D88315 Mr 
WHITT.M S, HOWARD.O R Arkansas Power S Light Co 60/02/29 6pp 44903 350- 
44903 355 


S. Reportable occurrences, LERs & refaled correspondence 


8003030172 PNO-lvaa 014 on 880224.contractor employee fell & received gash on 
forehead after hilling head on overhead <fuck Individual surveyed but no conlamlnalion 
founcf Erupt oyoa transported to local hosp State of AR not Informed 
HARRELL^P Region 4, Ofc of the Director 66/02/26 Ip 44568 143 44568 143 

0803160273 LER 68 002 00 on 871 022, anchor bolls for upper north base pfate of in* 
slrumonlation rack R-02 found to be loose & pulling out or wall Caused by Insuffider^t 
guidance to field personnel during const Bolts replaced W/6Q030D Ur 
ROGERS.PC, LEVINEJM Arkansas Power & Light Co 86/03/09 5pp 44716 353- 
44716 357 

8803209107 LER 88 003*00 on 8802 17, reactor tripped on low RCS pressure Caused by 
unplanned regufaling rod group insorlion Programmer for Group 7 replaced, temporary 
mod Inslalted & drive clutch adiuslment made to CV-2625 W/880318 Mr 
ROGERS.P.C. LEVINE.JK4 Arkansas Power & Light Co 86/03/18 7pp 44912 032- 
44912 038 


DOCKET 60-315 DONALD C COOK NUCLEAR POWER PLANT, UNIT 1 
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f ScJ'jr t/ r*edc2* e/r.ergency S fire protectiofk p^afts 


es:i:n:4;3 V' 


i j' 

*' t-r H »,t »' 



^ 'r ‘ f a-r, -s Lrtr,9cs DPP ^8 & OPR 7<l, deleting Tecti Spec 
r'g.rc.T :n', fc^ i'W tngaJe Uai^'ng OGSCriptiOn of proposed 
, w *:a'*'ridz ,135 ccns’dctetons end Fee paid ^ ^ . 

, j”*! ?*i r 32n PijA^r Co Indiana S Michigan tlectrrc Co) 

„Ef 7H D,:oTxri Cc'^^'^ol Gtanch (Oocumenf Confrof Desk) 6pp 


»'5i:'sot046i ? vt- oTf,>' pj:..sci:':tnj fcaurcments for lire brigade 
3 »» P:„.f pj-^-^erV ir{)<aP’} & Michgan Etectnc Ci 

44, in:t M 13^ 

8 rvr- 7 u 4 Sl f ."A Si^t, Irisp Repis 50 315/88 06 & 50 316/88 07 on 880125^29 
"4 ' ^r> 

" •-£'iV»l r» 1 O': of tTe OirLctor 88/02/29 ALEXICH.M P Indiana Michi' 
' ' >-'lh ' / T III frdanj & Mich g an Efeclnc Go) 2pp 44604 213 44604 227 


l/aining 

88/02/25 


, /i *j r' , j'5> jn Uzm msp on 880125 29 Violation noted communica 

ut t.n* in £^5 & heanh physxs natwk telephone equip 

^ ' n li ( t ,n f-'i'r 1 d:5 gr>^i:d I'censee personnel since June 1 9B7 
' 'icffi |,v Pm ^ jH 3 OIl oI lb. Dredor 88/02/29 Ip 446Q4 2t5 446Q4 215 

-«*'3j0/0370 '' p R,os s0 3l5'8S06 S 50 316/80 07 on 880125 29 Violal'ans 
" r ',5C^:i,iJ3rticn on pierf-ousl/ vdenWied items emergency plan 

> . lE^ r:» & cpc'ai onal status of emergency preparedness program 

-I iMifHH SNcLLW Reg on 3 Ole ol ihe Ditedor 08/02/26 12pp 

4'* 4 jf- irr?;- 


9233:33513 m,, 2 P ant Mara^ct P'ocidui^e emergency Plan Procedure PMP 2061 
5*'^ " - r'^! :t .z Az:^n RrcjT’mtnd-jfor'^ 

''.9 */ zt" 3an Pc^e^ Go (l^rmerJy fndisrta & Michigan Hfectric Co ) 88/ 
L” Z'rr na 44n3n70 


8803070362 Forwards Safoly Irtsp Ropls 50 316/08 CO & 50:110/116 0/ <vi 8/‘iil<? .1 
S/MFErSv 0^ Ro^'rir) 3. Ole of Iho Dtroctor 8lWO?/29 

gan Power Co (fcrmorly Ind-ana 6 Mtdvgan Glortnc (-0 ) <'|>P 44(504 I irt i*/, 

-8603070365 Notico of violfinon Irpm Insp on 880128 Vialalmin iioCi’il jn '•'f’; 

Hon fos/s of morgency notification ay'i & h^taim physic 'i ni'lwo/k I f 

menl had not boon tosiod by dostgnalotl Hconsco po»i»oiiiiol s\t\u} ^unn 1'* 
SHAFER.WD Rogron 3< 01c o1 tho DtfOClor (l/t/02/i^9 1|i ddhOI i/K^ 'liriU ?\*> 

-68(13070370 Insp Ropls 50 315/08 06 & 50318/81)0/ nn 880 1 V- T..i 
natedMaior areas inspotiod action on prcvioosly trlnnldara ifcnf'i r'mr rtj. i*. , l 
acUvations.LER review & pporational stAUm ol omwoQiicy prnpan'rinnnv jvoyra n 
FOSTeR J t , SM/TH.M . SNELtW Hoglon 3. 0<c ol uifi Orfii< lor mro/f.v 


6603020036 NRC Infr) Notice 88 007, "Inndvorlonl Trannhir r>1 Itri’n'jid M I't l'> R* 
trolled Locailons " Sve fist oriel 

CUNNlNGHAM.n G Owlsioa ol Industriht & Mmflral NutUw fudoiy H'ltM 
66/03/07 (i;onsofidalod Etfison Co of Now Yofk, Irtr IPpp <l4b/J8tii isti/i-ru/ 


8803140317 Confirms 86091 / onlorcomont conloronco n( flnijion fl) oti m Uh n t j • . 
t<j dtsotiss o/r?oldca/ dosign contro} dolic'ioncws 

GREENMAN.EG Rogiop 3, Ole ol iUq Oiro&tm 88/1X1/0/ AlU'^-^tMl’ i*'!,A 
Mich'gatt Power Co {formerly Indiana & Mtrlilfj/in I Nmtrn' t.o) ip 
4471I26} 


8603150369 Forwards Safely Insp Roptej sOdlfj/finOJ & riOlllb/Hlun cm 
14,25*28 & 0302 ipsp Ihctudod oxam of fuso luouknr r nofrlrnatinii Ur-ifn ^ <»' *" • i 
dc safety bussoi & roviow ol kER nssoclniod w/lorml ahnhhjwn mdirJihrvi I'l' ■ '-v 
MIltER.H J Region 3. Ofc o( Iho PUactor nu/od/08 At 1 XlCMt.M P r,, ,- 

Power Co (formerly Indiana & Michigan E'lectffc Co J 2p)J 44(3h‘fli'15 l4otvKi' ) 


8a^3l€W6l C*--:’ 'xd En- rgc^iy pjan impf^mentJng Procedure PMP 2080 EPP.App A, 
j ncj TriC'^- fijTncrs 

' ' 9 1/ .f Jin P^,Acr Co tfermcriy Indiana & Micriigan Efectuc Co) 88/03/09 

’V Y- ’*‘1 -tAPj^ T73 

ae332£OOt6 P ti vo'aiions noted in Safeguards insp Repis 50 315/86*05 & 

-e 'Jtt p 5 C'O r'M.riTJj hel tCCFfl73 21l 

4' Ef iCh »f in 3 3" a M«.h ggn Po/^er Co (formerly Indiana 5 Michigan Electric Co) 
}* te MURLEr T£ Ookumeni Control Branch (Docurnem Control Cask) 3pp 

■/r jfj ij6?' i',ji3 b65 

8803250276 3 to Enrcry:rc/ Pl^n Procedure PMP 20B2 EPPOOS ’Tests, Drills & 

Fx C- 

' I'Jrj-j Cj, 4 jr Co I'crmerfy l/idfana a Mtmgan E^eclnc 60 / $8/03/18 

tip 4j^l0in2 41300 lt2 


P Operating license slage documenis & correspondence 

8902250195 Ci:ntr,c Ltr 09 01 lo afi nonpoiver reactor licensees re drslnbution of aems 
a i d m res , irth rr 3c icf^. S vc f st end 

M R4:jd4 F j A^cocTte Director for Proiscls (Posi 870411) 88/02/23 Consolidaied 
Ei cn Co DlNrAYofh Jr^c lipp 44553 345 44553 355 

8203010459 Apc' cation tor amends to Licenses DPR 58 & DPR 74.del6tjng Tech Spec 
t -,^ArM ri sets ic'th requ rt-ments for lire brigade Iraming Descfiplion ol proposed 
“ V ^ SHi* :anl h32ards consideralrons end Fee paid 

^ rhjRiVt"? P r '"diana & Michigan Electric Co) 

4/55' ^ Branch tDocument Control Desk) 6pp 

• 88030 Ttc^ dtkung feqwr^menis for Ue brigade (faming 

2tp"4^53rr3V4453?iJ6^^ ('ormt-riy frrdiana & M.chigan Eleclric Co) 86702/25 

8fiQ5d8,jm R ^ shifts in limiting siee small break LOCA 

?" will 86I23( 4 B70807 woumIj 

car.c;.jTuh s^^piyj'alwcw ^""O'SAIP asaassnTam 4 

^-slan, D,. 

'^OVAKT 0.,s,on o. P,, 

P f Sv c ! St end ^ bon St -el reactor pressure boundary componenls 

£'1 -nrj rif/^#Vort?n='^lVprjSoy44B79l»^ 88/OJ/l? Consolnialetf 

0 ln»p«li0fi rtpprlj, (E BMel/ns t eewspondence 

rcSS ?ns'i.2c'.o;"?„'’cS ^ 

Cftpcvrn'n, ajirmiMrationirevew ^ received extensive training in exam 

I * “'San Eloclfic Co) 

^ tort/d Branch {Document Control Desk) 7pp 

Trr.'T' "*■ "’ "»• 


-88031S037S SaloVy Insh nopi& 50 aiS/nn O'i & ItO 9Mi/IU) (M on 81101 IT N I 
0302Violahcin natociMalor aroa Inspoctod. flcofVBon /idlun'i mo iweviUir'iir nS f 
Items & LER followup 

BUTLER, DS, UllEJM. GARDNER, R N Rogion a Ofr of \\h* Uin-ihir M ni -t 
I3pp 44660 Q47 44609 050 

8803040062 NRC Bulloltn 88 003, "Inarjoqualu Latefi f rwjui^riiitiKil In HI A hi «■ < 4 ^ 
mg Relay Mfg by GE Sve W onct 

ROSSl.GE Owisloa ol (^pofallonaf Cvonfs Asfinsnnionl ((^r]!.i| 11/0411) r'h\'''>r 
Consolidated Edison Co or Now York, Inc IPOpp 446/:i 101* 441i/'l ;tV) 

8003160050 Romils Ihap too pflymont tor 87)202 imp 
AlGXlCH.fAP Indiana M'cU'gan Rowor Co fformorly loduiiin A Mn liiHi*m ( h uti . < 
88/03/1 1 Division of Accounling & rinnneo {PoM 8/04)3) Ip 44//U l )/, 

0803180247 Forwards Safoly Insp Ropte 51)3)5/81) )0 fL M);il<i/HM U on f ’,ri/ 
10 No violalions noted 

SHAFER.WD Region 3, Ofe ol Iho DiroclOr m)/03/)) AtlX)(-U,Ml' 'lutmth . 
gan Power Co {formofly Indiana S> Mldilonh EHidfSc Co ) 2pp 44/ /i t pr 1 1 /. MU 

-B0O310O2S3 fnsp Roots 5D 3)5/80 10 & 50*’3)8/8H ) ) Oh lUWliMd tlU/a vi»' ^ ^ 
dsviafions noted Mafor nrons fnaphtlhd bhiinihdiy , 

proceduros.organiiQiion & (raining a OA/DU pronnmi In Inh 
HOLTZMAN.RO, SCHUMAOHElLM G Roulon 3, Ofo ol Itiii Oirnciiu Mii-ifi n 
I4pp 44771 116 44771 131 


8003080148 NRC Info Noilco 80 000, '’Ghomlcnl Roncdlaoii W/Umfwn'div 1 
Agonls ” Sve list end 

ROSSi,CE Division o{ Oporallonni Evonta AnRrfosimmt {r<j'4 H/Olll) (ifporrrd 
Consolidated Edison Co, of Now York, Inc 1 20pp 44 / /P PfXI 44/ /;) (1) / 


88W14Mp4 NRC Inlo NUleo 80 009, ’’Roducod RollnlvUty o( .Slnnm Dnvi ii A .. « p 
F eedwater Pumps Caused by Iryateblllly of Woodwfttd PG Vi Typo (fovrrn.u^ 

Vr^w 


Consolidated Edison Co of Now Yor)<, Inc )2)pp 44087 058 448A/ l/d 

vfolalioris noted In SafogdaKh >nsp nrmM hniA/ti<lo* K 

fformorly Jnclinnri Ai Mu )1 roan I IolU- )«f 
44913 087-449 Oocumofil Conirof Droncfi (Documdrit Gnnho) Di':.)) '»v 


ROP'9 50 315/07^22 a 50‘G1(J/0/?P oil h/OhlfiO .J S 
thaUiJtem^^K? ^ii ^20 llr.Roapgnso doon not alnlo iilops hiKnn to ass. •< 
mS I FR S ? procuromonl roquJromonlu 

80/03/21 WIUIAMS.D/l Anur-r.i ih “ 

Michfnfln%io?irino ffidfanp Michigan /*ownf Co (foiriaiidy in ) * 

MJChfgan EJeclrlc Co,) 5pp 44803 262 44003 200 






0003010209 "Semiannual Radioacllvo FffluonI noteaao Ropt.Jul Ore 108/ 

87^^W3('^2a9iM"6M3lY°"5W^^^^ (fomnoMy- Indiana S MiclilQsa 

^'sVENsloN^A^luiijn'A’S' WTuWfS' Opomtlng ROpI, 108/" W/C002/5 Ir, 
ana « Michigan Elaoff^ot 

SM™,WG. I^Sa ffp' t>! Oo( m? also onci 

88/02/10 NHC -^No Dala si’ Ainru' ((orrnofly Indiana & Micllkjnn IlcritiC Cd) 

n NO Dela fled Affiiiabon Given lp 44692 165 44502 17/ 

” MICHAELSQN°tt^^^^ !? '*8" ’8®® 

EIbcItc Co), 88/01 /3Wpp"4«92*fgelS4g92™®' t'o^o'lv Indiana » Af,t(v-}ln 
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—08030401 15 Revised montlily operating repl for Ocl 1987 
ST AMANDJ L Indiana Michigan Power Co formerly Indiana & Michigan Electric 
Co ) a7/10/31 3pp 44592 172 44592 174 

-8003040117 Revised monthly operating rept for Nov 1987 
MICHAELSON Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
87711/30 2pp 44592 175 44592 176 

-8803040121 Revised monthly operaling repl tor Doc 1987 
MICHAELSON Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
07/12/01 Ip 44592 177-44592 177 


S neportablo occurrences, lERs & related corrcapondenco 

0803220251 LER 87-024 00 on 871229.deficient design discovorod which could result in 
failure to provide proper local shutdown & indication panel (uso/breaker 
coordination Caused by improper application of solectivily ratios Vv/080314 )lr 
BEILMANJ P , SMITH, W G Indiana Michigan Power Co (formerly Indiana & Michigan 
EleclricCo) 88/03/14 4pp 44789 039-44789 042 


V. Operator Examinations 

0803240409 Forwards revised guidance for Inal NRC requalificalion oxamsRevs reflect 
iQssons learned from oxarn administorod at HD Robinson plant in Doc 1987 Final revs 
will bo incoporated into Examiners Sids NUREG-1021 

wniQHT.GC Region 3. Ofc of the DJroclor 00/03/18 ALEXICH,MP Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co) Ip 44680 917*44880 317 


docket 50-310 DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency & fire protection plana 

0803010459 AppSicalion (or amends to Licenses DPR 50 & DPR-74, deleting Tech Spec 
6 4 2, which sols forth roquiremonls (or fire brigade training Description of proposed 
changes & analysis ro significant hazards consldefatlons end Fee paid 
ALE)uCHM P Indiana Michigan Power Co (formerly Indiana & Michigan Elocfric Co ) 
68/02/25 MUR LEY ,T E Oocumont Control Branch (Documenl Control Desk) 6pp 
44531.120 44531 136 

-8803010461 Proposed Tech Spocs,dolotlno roqulroments for firo brigade training 
^ Indiana Michigan Power Co (formerly Indiana & Michigan Eleciric Co) 88/02/25 
2pp 44531 135 44531 136 

8003070362 Forwards Safety Insp Repis 50 315/88 06 & 50*316/00 07 on 000125 29 
A notice of violation 

SHAFER.W.O Region 3, Ofc of tho Oiroclor 88/02/20 ALEXICH.M P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan ElocUic Co) 2pp 44604 213 44604 227 

-8803070365 Nolico o1 violation from Insp on 800126*29 VIolalfon noied communica- 
tion tests of emergency notification sys & health physics network telephone equip* 
jTiont had not boon tested by designated llconsoo personnol since Juno 1987 
SHAFER, WD Region 3, Ofc of tho Director 88/02/29 Ip 44604 215 44604 215 

-88030 70370 Insp Ropts 50 315/08 06 A 50 316/88 07 on 000125 2D Violations 
noted Major areas inspected aclion on previously icienliflod lloms.emorgoncy plan 
activallons.LER review & operational status of emergency preparodnoss program 
FOSTER.JE Region 3, Ofc of the Director 08/02/26 12pp 44604 216-44604 227 

6B0306DS19 Rev 2 to Plant Manager Procoduro Emergency Plan Procoduro PMP 2001 
EPP.305, "Proloclivo Aclion Rocommendations " 

GIBSON Indiana Michigan Power Co (formoriy Indiana & Michigan Electric Co) 08/ 
03/03 30pp 44624 1 10 44624 170 

6003160081 Cancelled Emergency Plan Implomonling Procoduro PMP 2000 EPP.App A, 
“Emergency Phone Numbers “ 

* Indiana Michigan Power Co (formerly Indiana & Michigan Eloclric Co) 06/03/09 
5pp 44695169 44695 173 

0003250016 Responds to violations notod In Safeguards Insp Ropts 50 315/80 05 A 
SO 316/08 06 Withheld (rof 10CrR73 21) 

ALEKICH.M P Indiana Michigan Power Co (formoriy Indiana & Michigan Eloclric Co) 
60/03/18 MURLEY.T E Document Control Branch (Oocumont Control Desk) 3pp 
44913 067 44913 069 

8003260276 Rov 3 to Emergency Plan Procedure PMP 2082 EPP005, 'Tests, Drills & 
Exorcises “ 

* Indiana Michigan Power Co (formerly Indiarra & Michigan ElocUlc Co) 00/03/10 
11pp 44900 102*44000 112 


P. Operating license stage documents & correspondence 

3002260195 Ger^oric Hr 08*04 to all nonpowor reactor ficonsoos re distribution of gems 
Irradiated in rosoarch reactors Sve fist end 

MIRAGLfA.F J Associate Director lor Projocts (Post 07041 1) 88/02/23 Consolldalod 
Edison Co of Now York, Inc 11pp 44553 345*44553 355 

880 30 10459 Application for amends to LIconsos DPR 53 & DPR- 74 ,dolPt[n 9 Tech Spec 
6 4 2,whlch sets forlti requirements for fire brigado training Description of proposed 
changes & analysis ro significant hazards considorallons end Foo paid 
ALExlCH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Eleciric Co) 
88/02/25. MURLEY,T E Document Control Branch (Document Control Desk) 6pp 
44531 129 44531 138 

-8803010461 Proposed Tech Specs, deleting roquiromonts lor fire brigade fralning 
• Indiana Michigan Power Co (formerly mdiana & Michigan Electric Co) 08/02/26 
2pp 44531 135 44531 13Q 

6603840359 Forwards Amend 99 to License DPR*74 8 safely evaluation Amend 
changes Tech Specs to delay certain 10-monlh survelffancos until end of next refuel* 
Inj outage scheaulod to begin during Second Quarter 1988 
STANG,J F Project Diroclorate 111*1, 08/02/29, Indiana Michigan Power Co (formerly 
Indiana A Michigan ElednC Co ) 3pp 44502 342 44582 359 


-8603040361 Amend 99 to License DPR*74, amending Tech Specs to delay ceriain 10 
month surveillances until end of next refueling outage scheduled to begin durrng 
Second Quarter 1 988 

HOLAHAN.G W Assislanl Oircclor for Region III & Region V Reactors 8Q/02/29 
Opp 445B2 345*44582 352 

“8803040362 Safety evaluation supporting Amend 99 to License DPR-74 

* Office of Nuclear Reactor Regutalion. Director (Post 070411) 8B/02/29 7pp 
44582 353-44582 359 

8803070149 Submits application for alternative disposal of steam generator end 
concrete Potential radiological & environ impacts of proposed disposal 
analysis, evaluahon & cosl benefit also end Fee paid 

ALEkiCH.M P Indiana Michigan Power Co (formerly fndiana & Michigan Electric Co ) 
86/02/29 Document Control Branch (Document Control Desk) 79pp 44642 023 
44642 104 

8803080333 Followups 071013 hr re potential shifts in limiting size small break LOCA 
due lo closure of safely in|QCtion syS cross tio valves for Unit 1 Background info & 
summary of evaluations & Wcstinghouso rcsponso.for Unit 2iCncl 
ALEXICH,MP American Electric Power Co, Inc Bfl/02/29 MURLEYJE Document 
Control Branch (Document Control Desk) 2flpp 44640 292 44640 310 

0803080332 Applicalion for amend to License OPR 74,recovering listed portions of 
bases lo Tech Specs inadvertently omitted from 060819 Tech Spec change requosl 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Efoclric Co) 
60/03/02 MURLEY.T E Document Control Branch (Documenl Conirol Desk) 2pp 
44665 275 44665 270 

- 8803080334 Proposed Tech Specs, recovering portions ol bases inadvortonlly deleted 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 80/03/02 
2pp 44665 277-44665 270 

0803000182 Forwards drall safely evaluation supporting utii 061231 & 070807 requests 
to amend Tech Specs ro liquid radwasle effluent lino monitor SALP assessmonl S 
corrected Tech Specs pages also onci 

MILLER, HJ Regron 3, Ofc o) the Director 08/03/03 HOLAHAN.G M Assistant Di 
reclor for Region 111 & Region V Roaclors lOpp 44623 047 44623 056 

8803140360 Forwards Amend 100 to License DPR*74,safoly evaluation & notico ol issu 
ance of amend Amend approves steam generator repair program & provides Ircenso 
condition re repair program 

STANG.J F Proiect Directorate III 1 08/03/00 ALEXICH.M P Indiana Michigan 
Power Co (formoriy Indiana & Michigan Eleciric Co) ALEXiCH.M P American Eleciric 
Power Service Co rp 2pp 446S0 314 446B0 340 

-8803140362 Amend 100 lo License DPR 74, approving sloanrv generator repair program 
& providing ficonse condition ro repair program 

VltoU0,MJ Proiert Direcloralo IIM 88/03/08 2pp 44680 316-44680 317 

-8093140364 Safety evaluation supporting Amend 100 I o License DPR 74 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/03/00 2lpp 
44680 GIG 44680 33B 

-8803140365 Notice of issuance ol Amend 100 lo License OPR-74.opprovmG steam 
gonoralor repair program & providing license condition re repair oporation 
SCOTT, WE Project Directorate III- 1 80/03/08 2pp 44680 3JU 446D0 340 

8003210141 Forwards Projecl Difoclor«i1o III 1 slides for 000317 bnoling of Executive 
Team Slides marked “P" primary slides directorate plans lo show Other slides backup 
for possible rot 

VIRGILIO,MJ Project Directorate 111*1 00/03/14 NOVAK, T Division of Safely Pro 
grams (Post 070413) 89pp 44760 186 44760 268 

8003220364 Gonofic Ltr GO 05 to all licensees of operating PWRs & holders of CPs for 
PWRs fo bone acid corrosion of carbon stool reactor pressure boundary componcnls 
In PWR plantB Sve list end 

MIRAGLfA.F Associate Director for Projects (Posl 070411) 80/03/17 Consolldalod 
Edison Co of Now Yoik, tnc 43pp 44870 004 44879 126 


Q fnspoctfon reports, IE Qullollns & correspondence 

8003000399 Responds to deficloncles noted in Insp Repts 50 315/07 27 & 50*316/07- 
27 Corrective actions requalificalion instructor received extensive training In exam 
preparation, adminlslration & review 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
00/01/22 DAVIS, A B Documenl Conlro) Branch (Documenl Conirol Desk) 7pp 
44624 056 44624 064 

0802230035 NRC fnfe Nolico 89 006. “Foreign Objecls in Sleam Gcneralors'* Sve list 
encf, 

ROSSLCE Division of Operational Events Assessment (Posl 870411) 80/02/29 
Consolidated Edison Co of New York, Inc 110pp 44654 259 44555009 

6B03070362 Fon,vards Safety Insp Ropts 50 315/06-06 & 60 316/06 07 on 0&0125'29 
& notice of violation 

SHAFER, WD Region 3, Ofc of Iho Director 88/02/20 ALEXICH.M P Indiana Michl 
gan Powor Co (formerly Indiana & Michigan Electric Co) 2pp 44604 213 44604 227 

-8003070365 Nolico of violation from Insp on 800125 29 Violalion noted communica 
tion tests of emergency nolificalion sys & health physics network lolephono equip 
mont had nol been tested by designated licensee personnol since June 1987 
SHAFER.W D Region 3, Ofc of Iho Director 88/02/20 tp 44604 215 44604 215 

-6003070370 fnsp Repis 50 315/08 06 & 50 316/88 07 on 080125-29 Violations 
noted Major araas Inspected action on previously Idonlified items .emergency plan 
activations, LER review & opera llonol status of amorgoncy preparodnoss program 
FOSTER.JE, SM1TH,M, SNELL, W Region 3, Ofc of the Dircclor 88/02/26 t2pp 
44604 216 4460 4 22 7 

8803020036 NRC fnfo Notice 00-007, “Inadvorlont Transfer of Licensed Mall lo Uncon 
trolled Locations “ Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
88/03/07. Consolidated Edison Co of New York. Inc 12pp 44673 001 44673 012 
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8803140317 Confirms 880317 enforcement conference at Region ill ofc in Glen Ellyn, It 
to discuss electrical design control doficiencies 

GREENMAN.EG Region 3. Ole ol the Director 88/03/07 ALEXICH.MP Indiana 
Michigan Power Co (formerly Indiarva & Michigan Electric Co) Ip 44712 281- 
44712281 

06-03150369 Forwards Safety Insp Repts 50 315/66 03 & 50 316/88 04 on 880111 
14 25-28 & 0302 Insp included exam ol fuse breaker coordrnatior> studies re 250 volt 
do safety busses & review of LEH associated w/local shutdown indication panels 
MILLER.H J Region 3. Ole of ihe Director 88/03/08 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Eleclnc Co } 2pp 44689 045 44689 059 

-0803150375 Safely Insp Repis 50-315/88 03 S 50-316/8B 04 on 680111-14,25 28 & 
0302 Violation noted Major area tnspeciGd licensee actions on previously rdentdiod 
items & LER followup 

BUTLER.DS, ULIEJM, GARDNEfl.RN Region 3, Ofc of the Director 88/03/08 
13pp 44689 047 44609069 

6803040062 NRG Bulleltn 88-003, “Inadequate Latch Engagement in HFA Type Latch 
mg Relay Mfg by GE " Sve list end 

FIOSSLC E Division of Operaiional Events Assessment (Post 870411) 68/03/10 
Consolidated Edison Co o/ New York, Inc 128pp 44673 192-44673 319 

6803180247 Forwards Safely Insp Repts 50 315/83 10 a 50 316/88 11 on 380210 
16 No violations noted 

SHAFER,WD Region 3. Ofc oUhe Director 88/03/11 AlEXICRM P Indiana Michi- 
gan Power Co (formerly Indiana a Mich'gan Eleclnc Co ) 2pp 44771 116 44771 131 

-0303180253 Insp Repts 50 315/66-10 & 50 316/68-11 on 880210 18No vrolalions or 
deviations noted Major areas inspected chemistry program, including 
procedures, organization & training a QA/QC program in lab 
HOLTZMAN.HB, SCHUWACHER.M C Region 3, Ofc ol the Director 68/03/11 
I4pp 44771 118 44771 131 

6803060148 NRC Info Nolice 86'QOd, “Chemical Reactions W/Radwaste Solidification 
Agents “ Sve list end 

ROSSI^CE Division of Operational Events Assessment (Post 070411) 88/03/14 
Consolidated Edison Co of New York, Inc izopp 44772 253 44773 012 

6003140284 NRC Info NoUce 88 009, ’‘Reduced Reliability of Sieam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors “ Sve 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/16 
Consolidated Edison Co of New York, Ir^c 121pp 44857 058 44657 178 

80032500 18 Responds to violations noted m Safeguards Insp Repts 50-315/68 05 & 
50 316/88 06 Withheld (r-ef 10CFR73 21) 

ALEXICH,M P Indiana Michigan Power Co llormsrty Indiana & Michigan Electric Co) 
88/03/18 MURLEYJ B Document Control Brancti (Document Control Desk) 3pp 
44913 067 44913069 

8603240428 Discusses Insp Repts 58 315/87 22 & 50 316/87 22 on 870616 0702 & 
forwards comments on utif 671120 Itr Response does not stale steps taken to asssure 
lhal futuro auditors will verily procuremenl requirements 

MfLLER,H J Reaion 3, Ofc of the Director 88/03/21 WILLIAMS,DH American Elec 
Inc Power Co. Inc WJLLIAMS,D H Indiana Michigan Power Co f/ormorly Indrana & 
Michigan Eleclnc Co ) 5pp 44003 262 44803 266 


R Periodic operating reports & related correspondence 


0003010209 ’’Scmiannua! Radioactive Eflloenl Release Rept.Jul Dec 1987 '' W/8B0226 

ALEXICH,MP Indiana Michigan Power Co (formerfy Indiana & Michigan Electric Co) 
67/12/31 2agpp 44566 317 44667 245 

0603010227 “DC Cook Nuclear Plant Annua! Operaliro Repl,1987 “ W/800225 Itr 
SVENSS0N,6 A , BLIND,A A , SMITH, W G Indiana Michigan Power Co (formerly fndi 
ana & Michigan Electric Co ) 87/12/31 81pp 44535 130 44535 210 


V. Operator Examinations 


8803240409 Forwards revised guidance lor Inal NRC requalificalion oxnmsRiivs 
lessons learned from exam administered at HB Robinson plant in Dec 1307 Final r-siJ 
wil) be incoporaiad into Examiners Slds NU REG 1021 
WRIGHT, GC Region 3, Ofc of the Director 8Q/03/18 aLEXICH.M I* riulitina 
gan Power Co (formerly Indiana & Michigan Electric Co) Ip 44600 317 411^80 11? 


DOCKET 60*317 CALVERT CUFFS NUCLEAR POWER PLANT, UNIT t 


F, Secfjrity» medical, emergency & fire protection plans 


8002290150 Forwards comments in response to SuppI 1 to NUREG'OG54/f t UA PtP 
1, “Cnterra for Preparation & Evaluation of Radiological Emerooncy Pinna A I’lroircd- 
ness In Support of Nuclear Power Plants ’’ Util applauds NRC/FEMAotfrils 
T(ERNAN,JA Baltimore Gas & Electric Co 80/02/19 Document Control IfmVi 
(Document Control Desk) 25pp 44516 291 44516 315 

0803080407 Revised emergency response plan impfemenlmg procodiiros, InckidiN^ Rri 
11 10 ERPIP 4 1 6, Chapter 11, “Moniloring Team Surveys Airborno Activity" 4 nc< Z 
to ERPIP 4 1 28, Chapter 11, “Recovery Organization Notification " 

’ Baltimore Gas & Electric Co BB/02/24 8pp 44625 075 44625 082 

0803000117 Provides info on improvement of util joint ability to pro led piiliho hrV h I 
safety m event of radiologtcat emergency Util devolopod end Emorgorn y 
Flan Implemenling Procedure ERPIP 4 1 22 3 

T!ERNAN,JA Baltimore Gas & Eleclrrc Co 88/02/26 DocumonI f'-nnlmi 
(Document Control Desk) 2pp 44022 080-44622 101 

-8803000123 Rev 0 to Emergency Response Plan Implemonting fYoLPduru I PF,/ 
4 1 22 3, “NRC Emergency Notification Sys (ENS) Communicalions “ 

• Baltimore Gas a Electric Co 68/02/26 I2pp 44622 090 44622 101 

0803090358 Recommends lhal Itr be tfansrrritted to JA Tiernan ronllirmlng NfK, ojc' 
mer^t w/util lo defer review of EPZ reduction Issue w/retonlion os (ictivii nr|j^ v 
MCNEIL, S A Assistant Director for Region I Reactors 80/03/03 CAPRA It As'.-r 
ant Director for Region I Reactors Ip 44655 000 44655 008 

8803220143 Forwards Safeguards Insp Repts 50 317/07 20 & 50!Mn/8/79 ct 
071215 18 No violations observed 

MARTIN, TT Region 1, Ole of the Director 86/03/04 COSS,HO HaKimorri ti.n 1 
Electric Co 2pp 44775 001-44775100 

• 8003220147 Partially withhold Physical Security Insp Repts 50 31//U/ F(l S jrj/ 
87 29 (ref 10CFR73 2f) No violations noted Major areas Inspocted (oHowup ori j-ur* 
1y program event repts & previously identified violations & mgt offeclivoivi'ii 
BAIL^.RJ, LANCASTER.WK, KEIMfG.R R Region 1, Ole ol tho Diroitnf 
26 Bpp 44775 093 44775 100 

6B03210011 Forwards Insp Repts 50-317/80 02 & 50 310/00 02 on 81)0101 d;i7fo 
violations noted 

WIGGINS.JT Region 1. Ofc of IMe Director 86/03/10 TIERNAN,.) A n«lt,fnmu C.-i 
& Electric Co 2pp 44793 075-44793 092 

-0803210014 fnsp Repts 50 317/08 02 & 50 318/00 02 on 000101 fl?t?Nu>^V 
noted Major areas Inspected facility aclivilios, routine cuvorago ol {’Lt 
operations, operational events, maint, radiological controls & physical ^iircimtv 
TRIPP, L E Region 1, Ofc of the Director 08/03/07 16pp 44793 07/ 44/tj Id')/ 

8803300313 Ack receipt of 000212 Hr providing nolificatfon that lompormy ctn''j> l- 
NBC approved security plan for plants no longer required Underslniula ihat f.-l 
lhal necessitated change & acceptance testing complete 

BELLAMY.RR Region I. Ofc of the Director 00/03/22 COSS,M D flnlNiiumOuA 
Electric Co. 3pp 44904 277 44904 279 


1, FInanclaf fnformalfon 


8003020296 Forwards monlhly operating rept for Jan 198 8, revised “NRC Operating 
Da^a Rept" for Oct-Dec 19B7 & revised “Average Daily Power Level" for Oct & Dec 

SMITH, W G Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
08/02/10 Document Control Branch (Document Control Desk) 11pp 44560 278- 


-8093040140 Monthly operating rept for Jan 1988 
MiCHAELSON Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
86/01/31 5pp 44568 279-44568 283 

-0003040145 Revised monthly operating rept for Ocl 1987> 

MICHAELSON Indiana Michigan Power Co (formcily Indiana & Michigan Electric Co) 
07/10/01- 2pp 44568 204 44568 285. 

-8893840163 Revised monlhly operating rept for Nov 1987. 

Michigan Power Co (formerly Indiana & Michigan Electric Co) 
07/11/30 tp 44568 286 44568 286 

-00O394Q158 Revised monlfityoperalmg rept for Dec 1987 
57?r2/3l'^?pp'44l6B 2^7 4456^ (foffTierly Indiana & Michigan Electric Co), 


S. Reportable occurrences, LERs & related corresponderice 


0803230076 "Ballimoro Gas & Electric Co 1907 Annual Rept " 

MCGOWAN, GV Baltimore Gas a Eloclric Co 07/12/31 56pp 4l!U;7Ci^ 
44887 095 


J, Ineurance & Indemnity Information 


8803220151 Informs lhal ulil in compliance w/nuclear properly msuran-Lo 
requirements. 10CFB50 54(w)(2) 

MOREAU, WN BallimorQ Gas a Electric Co. 80/03/16 DINIT2.I P Offitu ot fi-- 
Reactor Regulalion, Director (Post 87041 1) lp 44800 068-44000 060 


P, Opernllng license stage documents a correspondence 

8002299271 SuppI 1 to Confirmatory Action Hr CAL-Q7'15 re cornmitmorls In nil 1 
operability of Auxiliary Feedwater Pump 12 

KANE,WK Region I, Ofc of the Director 07/11/06 TIERNAN.J A naffHUoiw 4 
Electric Co. 2pp 44652*181-44552 182 

8802250195 Generic Ltr 08 04 to all nonpower reactor licensees re distfibiitJon of g*' ">• 
irradiated In research reactors Sve list end. 

MIRAGLfA,F J Associate Director for Projects (Post 870411) 00/02/23 ConsoMi'-'J 
Edison Co of New York, Inc 1 1pp 44503 346-44553 355 



0803010314 Summary of meeling w/C E a C-E Owners Group rfi problems Dnc{wrfl1^J 
fn review oj Topical Rept CEN 327 Vendors /Owners Group prosentallon mnda cn t j 
tension of refueling interval surveillances Attendance list & mootini] onnouiKi.iT'i. l 
end 

WOHL.M.L Technical Specifications Branch 80/02/23 BUTCHER.EJ Ic-.N- j. 
Specifications Branch 4pp 44539 257 44539 260 
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6003020121 Requests addi info re Generic Ur 86 06, ‘’Impfemenlalion of TMI Action 
[fern tl K 3 S. 'Automatic Trip of Reactor Coolant Pumps Response needed within 60 
days of Hr dale 

MCNEIL, S A Proieci Direclorate 1-1 88/02/34 TIERNAN.J A Baltimore Gas a Elec- 
tric Co 4pp 44552 340 44552 343 


6603020033 Forwards corrected Pago 0 3/4 13 to proposed Tech Specs, dtd 
860212 Error located in third paragraph of Saclion 3/4 t 3, "Movable Control Assem 
bfies" 

MIMALAK.J Baltimore Gas & Electric Co 86/02/25 Document Control Branch {Docu- 
ment Control Desk) 2pp 44574 192 44574 193 


■0603070086 Corroded Page 0 3/4 1 3 to proposed Tech Specs re movable control 
assemblies 

• BallirrofO Gas & Electric Co 08/02/25 Ip 44574 193-44574 193 


8803010437 Forwards corrected Tech Spec Pago 3/4 3 30,for replacomenl w/Toch 
SpGcs transmitted on 8B0216 ro application for amend to license 
COWNE.S R Baltimore Gas & Eleclric Co 08/02/26, Document Control Branch (Doc 
umenl Control Desk) Ip 44531 123 44531 124 

-8603010439 Corrected proposed Tech Spec Pago 3/4 3-30 
• BalHmor© Gas & Electric Go 88/02/26 Ip 44531 124 44531 >24 

8803070241 Requosts fisted addI info & bchedular commitments (or complolion of 
DCROR tmplernonialion Listed info should be included in ulil Juno 1980 suppfomonlal 
DCRDR summary rcpl 

MCNEIL.S A Project Oirecloralo I 1 08/02/29 TIERNAN.J A Baltimore Gas & Eloc- 
IncCo Spp 44595 297 44595 301 

-871 2070259 "DCRDR Audit Repl for BG&E Calvert Cliffs Nuclear Power PlanLUnila 1 
& 2 , 871006 ," final ropl 

■ Science Applications Inlernaiional Corp (fortnorly Science Applications, Inc) NRG* 
03-02 006 SAIC 07/3090 87/12/02 NRC - No Detailed Affiliation Given DOpp 
44595 302 44596 019 


8803180195 Forwards request for nddi mfo ro util 880212 application for amend to Li 
cense DPR-69 to operate tenlh cycle Into should bo provided within 20 days of Hr 
date 

MCNEIL.S A Project Directorate I- 1 00/03/11 TIERMAN.JA Baltimore Goa & Elec 
trie Co 3pp 44737 >63 44737 165 

8803210044 Requests permlsslor) to use ASME Boilor & Prossuro Vessel Code Case N- 
416 w/o exception by 860321 Code case will be applied In repair or roplacomont of 
two 1 6 inch chock valves in Unit 2 mam feedwalor sys 

LIPPOLD.WJ Baltimore Gas & Eioctric Co 08/03/14 Documonl Control Branch 
(Document Control Desk) 2pp 44798 256 44700 257 

8603230181 Application for amends to Uconsos DPfl-53 & DPR 69, changing Tech 
Specs, adding newly croalod posilion, assistant gonoral supervisor oporations & (o 
modify requiromonl (or gonoral supervisor operations Foe paid, 

TIERNAN.J A Ballimoro Gas & Efectric Co 80/03/15 Documonl Control Branch 
{Document Control Desk) 5pp 44864 172 44864 >82 

-8803230185 Proposed loch Spec roflocting organizational changes 
' Oaltimoro Gas & Electric Co 88/03/15 6pp 44D64 1/7-44864 102 

8803220364 Generic Lir 80 05 to all iicensoos of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon stool roactor prossuro boundary components 
m PWR plants Sve list end 

MIRAGLIA.F Associate Direclor for ProJoCils (Post 870411) 88/03/17 Consolldnled 
Edison Co of New York, fnc 43pp 4487D 004 44879'126 

08D324043S Requests extension to respond to NRC 0Q0224 roquosl for add! Info ro util 
response 1o Gononc Ltr 88 06 Indivluunls capable of oxpodiliously resolving concerns 
currenlly involved in other high priorily fi censing & support work 
TIERNAN.J A Baltmoro Gas & Eleclric Co 80/03/21 Document Conirol Branch 
(Documenl Cor^lrol Desk) 2pp 44060 162*44800 163 

8803240464 Affirms that foedifno break evonl should bo considered as design basis 
ovonl In Unit > Cycle 10 reload romiesl for license amend 

TIERNAN.J A Baltimore Gas & Electric Co 68/03/21 Document Conirol Branch 
(Document Conirol Desk) 2pp 44BB0 235 44880 236 


Q. Inspeclfon reporls* IE Bulfetfna & corrospondance 

8802290263 Notification of Enforcement Conforonco Meeting 07 062 on 8705 13 w/util 
In Klrig of Prussia, PA re environ qualification program deficiencies 
TRtPP^L E Region 1, Ofc of the Diroclor 87/06/06 Region 1, Ofc of Iho Director 
2pp 44562->66 44552 167 

0802250421 Notification of Rev 1 to SALP Mgl Mooting 07-142 on 871214 w/utll at 
plant 

TRIPP.LE Region 1, Ofc of the Diroclor 87/12/04 Region 1, Ofc of Iho Director 
2pp 44652 280 44552 281 


8803040002 NRC Sulfetin 60 003, "Inadequate Latch Engagemonl in HFA Type Latch 
mg Relay Mfg by GE ” Sve list enci 

ROSSI, u E DivisJan of Operaliortal Events Assessment (Post 87041 >) 80/03/10 
Consolidated Edison Co of Now york, Inc 128pp 44G73 192-44673 319 

8B03210O11 Forwards Insp Repls 50-317/00 02 & 50 316/00-02 on 080101-0212 No 
Violations noted 

WIGGINS.J T Region 1. Ofc of the Director 08/03/10 TIERNAN.J A Dallimore Gas 
8;EiectricCo 2pp 44793 075 44793 092 

-8603210014 fnsp Repls 50 317/86 02 & 50 318/06 02 on 880101 0212 No vcolation 
noted Major areas inspected facility activities, routine coveraga of plant 
operations.qperational events, maint, radiological conlrois & physical security 
TRIPP.L E Region 1, Ofc of the Direclor 80/03/07 16pp 44793 077 44793 092 

8803210232 Forwards Integrated Performance Assessment Insp Repls 50 317/86 01 & 
50 310/06-01 on 880119 20 & notice of violation Expresses concern that key role of 
svs engineers not yet fully devolopad 

KANE.WF Region 1, Ofc of tho Director 00/03/11 TIERNAN.J A Ballimore Gas & 
Electric Co 3pp 44796 312 44797 01-7 

-8003210236 Notice of violation from insp on 0001 10 20 Violalrcns noted auxiliary 
leodwaler sys deviated from on 871030 w/o temporary changes being mptdo to 
procadufo Lfcensoo strengths & wcaknobsob end 
• Region 1, Ofc of Iho Diroclor 88/03/11 4pp 44796 315 44706 318 

-8803210238 Insp Repls 60-317/BS01 & 50 31B/88 01 on 080119 29 Violations 
nototl Major areas inspected plant operations. maint, angmoering 

su^orl,survGiliance,lfconsoQ overview activities A organization & inlef faces 
WIGGINS.J T Region 1. Ofc of Iho Director 08/03/11 59pp 44706 319 44797 017 

8803000148 NRC fnfo Notice 88 008, "Chemical Reaclions W/Radwasto Solidification 
Agents *’ Svc list end 

RIOSSI.CE Division of Operalional Events Assessment (Post 070411) 80/03/14 
Consolldnled Edison Co of New York. Inc t20p|) 44772 253 44773 012 

8GQ3100139 Ack receipt of 0801 13 response to SALP Repls 50 317/86 99 & 50 318/ 
86 09 during May 1986 Aug 1987 No changes to SALP ropi dDomod necossary 
based on rosponso & 871214 mg t mooting 

RUSSELL, WT Region 1, Ofc of tho Direclor 08/03/14 TIERNAN.J A Qnitimore Gas 
6 Eleclric Co 4pp 44781 239 44781 325 

0803140204 NRC Info Notice 88 009. "noduced Reiiabifily of Steam Driven Auxiliary 
Feedwalor Pumps Caused by Instability of Woodward PG PL Type Governors " Svc 
iist end 

ROSSI, CE Division of Opo/atiOf>al Events Assessment (Post 870411) 88/03/10 
ConsQlJdalod Edison Co of Now Yorkjnc 121pp 14057 050 44857 170 


R. Periodic operating reports & related correspondence 

6803070049 "Semiannual Effluoni Reioaso Ropt, Calvert Ciilfs Nuclear Powor 
Plant, Second Half 1967" W/G80226 Hr 

TIERNAN.J A Ballimoro Gas & Efoctrrc Co 87/12/31 26pp 44612 001 44612 020 

0803210470 Monlhly operating repls for Fob >906 W/G60315 ltr 
BEHNKE.C . LEMONS, J R Baltimore Gas & Eieciric Co 80/02/29 1 ipp 44804 210 
44804 220 

8003220492 Furwar-ds ropt containing discussions of changes.tosts & experiments com 
plotod on plant, Including safety evaluation of each, for CY07nepl submitted per 
1 0CFR5O 5fS(b) 

TIERNAN.J A Baltimore Gas & Eleclri-c Co 80/03/11 Document Conirol Branch 
(Documonl Control Desk) 56pp 44785 252 44785 J07 

6803210456 '^Hoadqunrters Daily Rept for 880314 " 

* Radiation Protection Branch 88/03/14 63pfJ 44750 351 44760 054 


S. Roportablo occurroncos, LERs & rotated corrcapondonce 

0003140381 Forwards LERs 80 001-00 & 68 002 00 ro allomptod Introduction of contra- 
band into protected aros.por 10CFR73 71,Anp G 

BRADLEY^iV F Ballimoro Gas & EPocInc Co 86/03/07 Document Conirol Branch 
{Oocumer^t Control Desk) >p 44674 001-44674 003 

-00O314O3B6 LER 68 001-00 on 88021 5, introduction of contraband Into protected area 
attempted by Intorslolo contractor volilcio operator Vohlcfo oporator enarged w/pos- 
session of CDS & transporting con coaled weapon 

COX.M R Ballimoro Gas a Efeclfic Co 80/01/07 Ip 44674 002 44674 002 

-08O311O'OOa LER 88 002 00 on 0aO223,inlfoduclion ol contraband Into proloclod area 
allomptecf by Interstate contractor vehicte oporator Operator denied access to protect' 
ed aroo Weapons returned to operator upon departing properly 
COX.M.R aalllmoro Gas & Electric Co 88/03/07 Ip 44674 003 44674 003 


0802230035 NRC Info Notice 08 006. "Foreign Objects in Steam Generators " Svc list 
end 

ROSSI.CE Division of Operational Events Assossmont (Post &704I1) 88/02/29 
Consolidated Edison Co of New York, Inc 1 >8pp 44554 253 44556 009 

8003220143 Forwards Safeguards Insp Ropts 50 317/87*20 & 50'310/87-29 on 
C 7 1 21 5' 1 8 No viofalions observed 

MARTIN,! T Region 1, Ofc of (ho Director 08/03/04 COSS.HP Baltimore Gas 0 
Electric Co 2pp 44775091 44775 100 

-8003220147 Parlially withheld Physical Security Insp Ropts 50-3 17/07-20 & 50-318/ 
67'29 (raf 10CFR73 21) No violations noted Major areas inspected followup on socurl 
ly program event repts & prevrously fdenlifiod viofalions & mgl effectiveness 
BAILEY.RJ. LANCASTER.W K , KEIMIG.RR Region 1, Ofc of tho Director 86/02/ 
26 epp 44775093-44775 100 

0003020036 NRG Info Notice 88 007, "Inadvertent Transfer of Licensed Mail to Uncon- 
1 rolled Locations " Svc list end 

CUNNINGHAM, R E Division of Induslrial & Medical Nuclear Safely (Post 870729) 
00/03/07 Consolidated Edison Co of New Yorkjnc 12pp 44673 001-44673 012 


DOCKET 60-310 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Securily, medical, emergency & fire protection plans 

88030B0407 Revised ©morgoncy response plan implemenling procedures. Including Rev 
1 1 to ERPIP 4 1 6, Chapter 11, “Monitoring Team Surveys Airborne Activity" & Rev 2 
lo ERPIP 4 1 28, Chapter 11, "Recovery Organization Notification " 

• Ballimoro Gas & Electric Co 88/02/24 Opp 44625 075 44625 082 

8003010319 Notification of 880303 meeting w/ulils & ANI in Rockvillo.MD to discuss 
fires in annunciator cabinets 

FIELDS, N Events Assessment Branch 08/02/26 LANNING.WO Events Assess- 
ment Branch. 5pp 44539 261 44539 285 

8803070069 Notification of 080303 mooting w/utils fn Rockville,MD to discuss fires in 
annunciator cabfnols 

FIELDS,N Events Assessment Branch 00/02/26 LANNING.WD Events Assess- 
mont Branch 5pp 44610 086 44610 090 
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0803050117 PfQvidtiS info on improvement of util joml ability to prolecl public health & 
saVt, in c.eni ol rad.olog'cal emergency Util developed end Emergency Response 

Fljin Imo'emcnting Pfocedtire ERPIP 4 t 22 3 , ^ ^ . i n 

T EflfJAfJJA Baltimcre Gas & Electric Co 68/02/26 Document Control Branch 
(Docun cm Control Deskt 2pp 44622 080 44622 101 

-8803080123 Rev 0 to Emergency Response Plan Implementing Procedure ERPIP 
4 12^3 MflC Emergency Notification Sys (ENS) Communications ” 

• aatimcre Gas & Electee Co 80/02/26 12pp 44622 090 44622 101 

0803090358 Recommends lhat Itr be transmitted to JA Tiernan reaffirming NRG agree 
IT, nt w/ull to defer review ol EPZ reduction issue w/relention as active application 
MCNEILS A Assistant Director for Region I Reactors 88/03/03 CAPRA.RA Assisl- 
anl Director for Region I Reactors Ip 44655 088 44655 008 


8803220143 forwards Safeguards fnsp flepts 50'317/87-28 & 50 318/67-29 on 

071215 10 No ; olalions observed „ ^ * 

martin TT Reg on i, Ofc of the Director 88/03/04 COSS.H D Baltimore Gas & 
ei::tri:Co 2pp 44775 091 44775 100 


-8803220147 Partially withhe'd Physical Security Ensp Repls 50 317/67 26 & 50 316/ 
07 29 (ref tOCFR73 21) No violations noted Major areas inspected followup on securi 
tv program event repts & previously identified violations & mgl effectiveness 
QAIlIy.RJ Reg on 1 Ofc of Ihe Director 86/02/26 Bpp 44775 093 44775 100 


8803210011 Forwards Insp Repls 50 317/08 02 & 50 318/08 02 on 600101 0212 No 
V o'atJOns naled 

V/[GGINSdT Region 1, Ofc of the Director 69/03/10 TIERNAN. J A Ballimore Gas 
& Electric Co 2pp 41793 075 44793 092 


-8803210014 tnsp Repts 50 317/88 02 & 50 318/08-02 on 880101 0212 No violalron 
noted Major areas inspected lacility activilies, routine coverage of plant 
oparat'ons operational events, maint, radiological controls & physical security 
TRiPP L E Region 1, Ofc of the Director 08/03/07 16pp 44793 077 44793 092 


0803300313 Ack rece.pt of 860212 Hr providing ootifjcation that temporary change to 
NRC approved security plin for plants no longer required Understands that sys mod 
that necessitated change S acceptance testing complete 

BELLAMY R R Region 1 Ofc of the Director 88/03/22 COSS.H 0 Baltimore Gas & 
Eleclnc Co 3pp 44904 277 44904 279 


I Financial information 

8803230076 BaUrmore Gas & Electric Co 1987 Annua! Repl “ 

MCGOWAN GV Baltimore Gas & Electric Co 87/12/31 56pp 44867 040 
44667 095 


8803230181 Application for amends to Liconsos DPR*53 & DPR 69.changing Tci.h 
Specs.adding newly created position, assistant gonorol supervisor operations 8 ij 
modify requirement for general supervisor operations r go paid 
TIERNAN.JA Baltimore Gas & Eleclnc Co 06/03/ 1 5 Documem Control Brancri 
(Document Control Desk) Spp 440G4 172-44664 102 

-8803230185 Proposed Tech Spec roflGCting organizaiionat chnnrjos 
• Baltimore Gas & Electric Co 06/03/15 6pp 44064 177 44864 16? 

8B032 10557 Authorizies use of ASME Boilof A Prossiiro VossgI Code Caso N 416 n 
lieu of performing hydrostatic pressure lost on Sloam Generator Dfowdown Lmes 2i 
or 22 & on Mam Feedwater Valves 2FW-130 & 2FW 133. if Imo repaired of fccfa.>j 
CAPRA, R A Project Diroclorpfe I 1 00/03/17 TIERNAN.JA Baltimore Gas a EU 
trie Co 4pp 44746 336 44746 339 

8803220364 Generic Ltr 08 05 to all liconsoos of opornKrg PWMs 8 hoWcis of CPsf.r 
PWRs re boric acid corrosion of carbon stool roactor prossuro boundary componc'-.li 
in PWR plants Sve list and 

MIRAGLfA,F Associate Director for Proiects (Post 070411) fJQ/U3/17 Ccnso'dit;d 
EdisonCo of New York. Inc 43pp 44670 064-44079 126 

8803240436 Requests extension to respond to NRC 000224 roquobt lor nddi info rg uN 
response fo Generic Ltr BB 06 Individuals capable ol expeditiously resolving concLir.t 
currently involved in other high priority licensing & support work 
TIERNAN.JA Baltimore Gas & Electric Ca 08/03/21 Documml Control Ora^h 
(Document Control Desk) 2pp 440B0 16? 44BQ0 163 

8B03240464 Affirms that foedlino break event should bo considorod as design 
event m Unit I Cycle 10 reload requesl for liconso amend 

TIERNAN.JA Baltimore Gas A tleclric Co flO/OJ/21 DocuiTienl Control Draah 
(Document Control Desk) 2pp 44800 235 44080 23G 


Q Inspection reports. IE Bulletins & correepondonce 


8602290263 Notification of Enforcement Conforonco Mooting 07 062 on 070513 w/i'J 
in King of Prussla.PA ro environ quallfrcatron program doficioncios 
TRIPf\LE Region I, Ofc of the Oifoclor 67/O5/0G Rogion t, Ofc of thu Orcutcf 
2pp 44552 166 44552 167 

8002250421 Notification ol Rev 1 to SAtP Myl Mooling 07-142 on 871214 w/uN a.1 
plant 

TRIPP.LE Rogron 1, Ofc of tho Director 07/12/04 Region 1. Ofc ol Nio niroi.U 
2pp 44552 200 44552 281 


J Insurance & Indemnity Information 

6803220151 Informs that util in compliance w/nuefear property insurance reporting 
requirements, 10CFR50 54(w)(2) 

MOREAU.WN Baltimore Gas & Electric Co 88/03/16 DINlTZ.tP Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) Ip 44808 068 440OBO6B 


P Operating license stage documents & correspondence 

6802250195 Generic Ltr 68 01 to all nonpower reactor licensees re distribution ol gems 
irradiated in research reactors Sve list end 

MIRAGLIAFJ Associate Director for Projects (Post 870411) 08/02/23 Consolidated 
Edison Co of New York Inc 1 tpp 44553 345 44563 355 

8003010314 Summary of meeting w/C E & C E Owners Group re problems encountered 
in review ol Top cal Repl CEN 327 Vendors/Owners Group presentation made on ex 
tension of refueling interval surveillances Allendance list & meeling announcement 
enci 

WOHLML Technical Specificaltons Branch 06/02/23 BUTCHER, EJ Technical 
Specifications Branch 4pp 44539 257 44539 280 

8003820121 Requests add! info re Generic Ltr 86 06, "fmplemenlalion of TMI Action 
Item 11 K 3 5, ’Aulomalic Trip of Reactor Coolant Pumps Response needed wilhin 60 
tiajs ol lb date 

MCNEIL.S A Project Directorate M 88/02/24 TIERNAN.JA Baltimore Gas & Elec 
trie Co 4pp 44552 340 44552 343 


8803040019 Requesls permission lo use ASME Boiler & Prossiiro Vessel ('ode Case N 
416 w/o exceplion.DOr Rog Guido 1 147,10 roplnco ? Inch insorvico msp ClaM 2 

ffi ng In steam genaralor blowdown sys upstroam valves Too pnliJ 

PuLD.WJ Baltimore Gas & Eloclric Co 60/02/24 Documonl ConlrOl BrarK*' 
(Document Control Desk) 4pp 44572 001 44572 004 

8002230035 NRC Info Notice 60 006, “Foreign Objocls In Stoam Gorioiators' S.c 
end 

ROSSI, CE Division of Oporallonal Events Assessment (Post 670411) 8U/02rg^ii 
Consolidated Edison Co of Now York. Inc 1 1flpp 44664 253 44555 009 

8803220143 Forwards Safeguards Insp Repls 50 317/07 20 A 50 310/8/23 O'- 
671215 10 No violations observod 

MARTIN,! T Region 1, Ofc of the Diroclor QO/03/04 COSS.H D {jnlliniofe Gat A 
Electric Co 2pp 44776 091 44775 100 

-8803220147 Parlially withhold Physical Socurllv Insp Ropts 50 317/07 26 & 50 319' 
8? 29 (ref 10CFR73 21) No violations noted Major areas inspoclodfolfowup on scz’jr 
1y program evenl repls & proviously idonliflod violnllons ft niel ofloctivoross 
BAILEV.RJ, LANCASTER.W K , KEIMfG.RR Rogion I, Ofc ol tho Director Qm2i 
26 8pp 44775 093 44775 100 

8803020038 NRC Info Notice 00 007. “Inndvorlonl Transfer ol LiLonsetl Mall ta Urn-or 
trolled Locations “ Sve lisl end 

CUNNINGHAM.R E Division of Induslrlaf A Medical Nuclear Snfoly (Post 0/072^3 
88/09/07 Consolidated Edison Co ol Now York. Inc 12pp 446/3 0()1 44673 012 


8003010437 Forwards corrected Tech Spec Page 3/4 3 30.fof replacement w/Tech 
Specs IransmitlEd on 880216 re application for amend to license 
COWNE.S R Baltimore Gas A Electric Co 88/02/26 Document Control Branch fOoc- 
umenl Control Desk) ip 44531 123 44531 124 ' 


G003040062 NRC Bultolin 88 003, "Inadequate Latch Ennagemenl In UFA Typo LatcIT 
mg Ref^ Mfg by GE " Sve list end 

RDSSI.CE Division of Oporational Events Assoasmont (Post 870411) Q9/03/ID 
Consolidated Edison Co of New York, Inc I28pp 44G73 102-44073 31D 


-8803010439 Corrected proposed Tech Spec Page 3/4 3 30 
* Baltimore Gas A Electric Co 88/02/26 Ip 44531 124 44531 124 


^ schedular commilmenls for completion < 
nSoRD t-'sied info should be included in ulil June 1908 supplomenti 

OCRDR summary rept 

"ccl''5pp\Sm4SMl' tiernan, J A Ball, more Gas A Elp. 

**A 2^87?006’ Nuclear Power Plant, Units 

03^02^098 Science Applications. Inc) NRC 

44595 302 44596 019^^^® 87/12/02 NRC - No Detailed Affiliation Given 80p| 

Commission approves exlension of 870326 rcLef for daw r 
SSLShin n planned unil oulago.pendin 

rAPfifS A o'! P'P'^9 <0 fa® repaired or replaced 

™'’NAN.JA Bandore Gaa a Ele, 

”“1 w?o ^ Vessel Cade Case b 


8803210011 Forwards fnsp Repls 60-317/86 02 A 50 316/80 02 on 880I01 (>212/i0 
violations noted 

WIGGINS, JT Region 1, Ofc ol Ihe Diroclor 00/03/10, TiERNAN.J A Cailmro G» 
A Electric Co 2pp 44793 075 44793 002 




^ iTiwf# f w I f / uw VC a sj\j olo/uu 

noted Major areas Inspected facility activitios, roulino covorago ol p'dM 
events, maioLradioIogical controls A physical security 
TRIPP.LE Region 1, Ofc olthe Diroclor 06/03/07 16pp 44703 077-44793 032 


irrtegrated Performance Assessment Insp Ropts 50 317/03 01 A 
50 318/88-01 on GB01 19-29 A noilco of violalion Expresses concorn that koy role cl 
svs engineers nol yel fully developed 

KANE.WF Region 1, Ofc of the Director 06/03/11 TIERNAN.J A Dailimora Gas A 
Electric Co 3pp 44796'312-447g7,017 


I ° iNoxice or violation trom Insp on 8801 10-29 Violations nolad auxi arv 

deviated f^em on 671030 w/o lomporary changes being made to 
procedure Licensee slronglhs A weaknesses end 
Region 1, 01c of the Director 80/03/11 4pp 447fl8’3l6 44796 318 

50-317/80 01 & 50-318/00 01 on GBOl 19-23 Vioiabons 
Inspected plant oporalfons, malnt.engineerj^ 
B overview activities & organization A interfaces 
WIGGINS, JT Region 1, Ofc of tho Dfroclor 86/03/11 59pp 44796 319 44797 017 
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860308014a NRC info Notice 8Q 008, "Chemical Reactions W/Redwasle SoHdilicatlon 
■ list end 

Division ol Operational Events Assessment (Post 870411) 88/03/14 
Edison Co of New York, Inc 120pp 44772 253-44773 012 


Agents " Svc 

ROSSI.CE 

Consolidaled 


“0803010062 Altidavii of WD Travers ‘ Responds to interrogatories in first sol of inter- 
rogatories of TWI Alert/SVA Refated correspondence 

TRAVERS.WD TMt Z Cloanop Proiact Directorate (070413 860201) 80/02/19 2pp 
44518137-44516 138 


8803180139 Ack receipt of 880113 response to SALP Rapls 50-317/86-99 & 50-318/ 
86 99 during May 1936 - Aug 1987 No changes to SALP rept deemed necessary 
based on response & 671214 mat meeting 

RUSSELL.WT Region 1. Ofc of the Director 88/03/14 TIERNAN4JA Baltimore Gas 
& Electric Co 4pp 44761 239 44781 325 


8809210557 Authorizies use of ASME Boiler & Pressure Vessel Code Case N 416 in 
lieu of performing hydrostalic pressure lest on Steam Generator Blowdown Lines 21 
or 22 & on Mam Feedwater Valves 2FVy-130 & 2FW-133,(( line repaired or replied 
CAPRA, R A Project Directorate 1-1 88/03/17 TIERNAN.JA Baltlnnord Gas & Elec- 
tric Co 4pp 44746 336 44746 339 


“8803010078 AfhdavH of LF Munson * Responds to interrogatories in first set of inter- 
rogatories ol TMI Alert/SVA Certdicate of Svc enct RelalecJ correspondance 
m 0NSON,LF Ballello Memorial' fnsliluie, Pacific Northwest Laboralones 80/02/22 
5pp 44518 139 44518 143 

8803020037 Responses to NRC inlerrogatories * All responses re disposal ol accident 
generated water by Intervener F Skolnick CerlificalB of Svc end Related corraspond 
ence 

SKOLNICK.F Susquehanna Valley Alliance, Lancaster. PA SKOLNICK, F Three Mile 
Island Alert #188 5700 80/02/22 Office of Iho General Counsel i2pp 44537 296- 
44537 306 


8603140284 NRG Info NoKce 86 009, "Reduced Reliability ol Steam Driven Auxiliary 
Feedwater Pumps Caused by tnstabllity of Woodward PG PL Type Governors " Svc 
list 0 ncl 

ROSSI.CE Division of Operalional Events Assossmanl (Post 870411) 80/03/18 
Consolidated Edison Co of New York, Inc 121pp 44857 058 44657 178 


R Periodic operating reports & related correspondence 

8803070049 “Semiannual Effluent Release Rept, Calvert Cliffs Nuclear Power 
PlanLSecond Half 1987" W/0aO226 Itr 

TIERNAN,JA Baltimore Gas & Electric Co 07/12/31 26pp 44612 001-44612 026. 

8803210470 Monthly operating repls for Feb 1988 W/OB0315 Itr 
BEHNKE.C , LEMONS, J R Baltimore Gas & Electric Co 88/02/29 11 pp 44804 210- 
44804 220 


8803040026 Requests that word "solJdified" In last sentence of Interrogatory S57 in li- 
censee 880219 answers to Susquehanna Valfey Alliance/TMI Alert inlorrcgatonns Svc 
list end Related corraspondenco 

BAXTER.! A Shaw. Pittman. Potts & Trowbndgo #180 5726 08/02/29 

SKOLNICK.F Susquehanna Valley Alliance, Lancaster, PA SKOLNICK.F Three Milo 
Island Alert 2pp 44564 165 44564 166 

0BO316O1OO Notice of appearance ^ RP Mather will enter appearance in proceeding on 
behalf of Commonwealth of PA CorliftcalGi of Svc end 

MATHER, RP Pennsylvania, Commonwealth ol #108 5035 88/03/14 3pp 
44606 359 44606 361 

880323 0 061 Susquehanna Valloy Allionce/TMI Alert second sot of rnlorrogatories & ro 
quesl for production of documents to GPU nuclear * Related correspondence 
• Susquehanna Valley Alliance, Lancaster, PA * Three Mile Island Alert //1 08 5800 
80/03/21 Atomic Safely and Licensing Board Panel 7pp 4478! 106 44781 118 


8B03220492 Forwards ropl conlainlng discussions of chonges.tesls & experiments com- 
pleted on plant.iricluding safely evaluation of each, for CY67RGpl submIMed per 
10CFR50 59(b) 

TIERNAN.J A Sallimore Gas & Eleclric Co 60/03/1 1 Oocumenl Conlrol Branch 
(Document Conlrol Desk) 56pp 44785 252-44785 307 

8603210456 “Headquarters Daily Ropl for 800314 " 

' Radiation Protection Branch 88/03/14 63pp 44769 351-44760 054 


■8803230067 Susquehanna Valloy Allianco/TMS Alert second sol of mterrogatonos S 
request for product! or of documonls to NRC Staff ' Certificalo of Svc end Rolalod 
oorrospondenco 

' Susquehanna Valley Alliance, Lancasler, PA * Three Milo Island Alert 06/03/21 
Atomic Safoty and Licensfng Board Panel 6pp 44701 113 44781 lia, 


J. Insuranco & Indemnity Information 


S Reportable occurrences, LERs & related corrospondenco 

8803230018 LER 68 002 01 on 8001 22, loss of power to non-vilai 200/120 voll Instru 
ment bus 22 (2Yf0) caused reactor trip Caused by personnel error Study ol proper 
size fusing & fuse to circuit breaker coordination implemonted.W/880d11 Itr. 

0AUER.ER , LEMONS, JR Baltimore Gas & Electric Co 06/03/14, 5pp 44009.160 
44809 154 


8603300194 Advises that Cisted property Insurance coverage will bo in offocl as of 
880401, In accordanca w/requirements of IOCFR60 54(wH2) 

HUKILL.HD General Public Utddies Corp GPU Servlco Corp 00/03/17 Document 
Conlrol Branch fOocumonI Conlrol Dosk) 2pp 44904 202-44904 263 


P, Operating tlcensa stage documents & correspondence 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medicali emergency 8 fire protection plans 

8B03010472 Revised emergency plan Implomenling procedures, Including Rev 4 to 6420 
IMP-130003, "Emergency Oflsilo Nolilicalions,''^ & Rev 2 to 6415 fMP- 1300 29, 
"Operational Support Cir Operations “ 

* General Public Utilities Corp • GPU Service Corp 80/02/23 47pp 44 531 '170- 
44631 224 

8803010139 Responds to violations noted In Insp Rapt 50-320/07-15 Corrective 
actions personr^Ql counseled & operalions manager placed entry In night ordor book 
to make all shifts aware of incident ro failure to post fire watch 
STANDERFER.F R. General Public Ulilitles Corp GPU Service Corp 80/02/20 Doc- 
ument Control Branch (Document Control Desk), 5pp 44543 290-44543 294 

8603140272 Rev 1 to Emergency Plan Implementing Procedure 0200 ADM 1720 02, 
"Emergency Public Info Plan & Implementing Procedure" 

CLAWSON, C Ger^eraf Public Ulifilios Corp - GPU Service Corp. 60/03/01 05pp 
44705 150 44705 234 

88030B0105 Requests expeditious approval of 071222 proposed Rev I to emergency 
plan in order to minimize adverse personnel Impacts due 1o approach of project clean- 
up conriplelion. 

ROCHE, M B General Public Utilities Corp - GPU Service Corp. 88/03/02 Documenl 
Conlrol Branch (Oocumenl Conlrol Dosk) 2pp 44622 102-44622 103 

8803220266 Revised emergency plan Implementing procecfures.Includinfl Rov 3 to 6415 
lMP-1300 10, "Onsite /Offsite Radlological/Environ Monitoring," Rev 1 to 6416 IMP- 
1300 35, ‘Thyroid Blocking" & Rev 3 to 6416 IMP-1300 06. "Addl Assistance & Notifi- 
cation ” 

* General Public Utililios Corp - GPU Service Corp. 88/03/14 64pp 44802 227- 
44802 290 

8003220452 Rev 5 lo Emergency Plan Implementing Procedure 6420-IMP-1300 04, 
‘ Conlaot/Calloul of Emergency Personnel," 

* General Public Utilities Corp - GPU Service Corp 88/03/16 22pp 44787*267- 

AAfa"? Otlo I- i-r 


G. Adjudicatory correspondence 


880^10043 NRC Staff response lo Inlerrogatories from TMI Alert/SVA.* Responds lo 
interrogatories filed by TMI Alert/SVA on 080207 NRC waived requirement for order 
ofheer directing discovery, Related correspondence, 

WOODHEAD.C P. Assistant General Counsel for Hearings #168 6607 08/02/22 
Three Mile Island Alert 34pp 44510 101-44518 143 


•■8803010057 Affidavit of MT Masnik * Responds to irltarrogatories fn first set of Inter- 
Alart/Susquahanna Valley Alliance, Related corrospondence 

Cleanup Project Directorate (070413-800201). 88/02/22. 2pp 

44518135 44518 136 


0803040383 Requests addl Info ro criticality safely nssossmenl for uso of plasma arc 
torch to cut lower core support assembly, including addl detail concerning max of 3 
gallons leakage of unboretod torch coolant 

TRAVERS, WD Office of Nucloar Roaclor Regulation. Dlroctor (Posi 8704 1 1) 88/02/ 
17 ST/VNDERFER,R General Public Utililies Corp - (3PL( Servlco Corp, 2pp 
44584*084-4458 4 083 

6802260195 Generic Lir 88 04 to all nonpower road or Itcenseos re disiribulion of gems 
Irradiated in research reactors Svc list end 

MIRAQLIA.FJ Associate Director for Projects (Post 07041 1) 60/02/23 ConsolidaleU 
Edison Co. of Now York. Inc 1 1 pp 44653 345-44653 355 

8803040116 Forwards responses lo NRC 000217 comments ro criticality safety assess 
mont for use of plasma arc torch to cut lower core support assQmbly.submitlod on 
671130 for review & approval 

STANDERFER.fr Gonoral Public UtlllllQS Corp • GPU Service Corp 88/02/26 Doc- 
umenl Conlrol Branch (Document Conlrol Dosk) 3pp 44629 359-44629 361 

8803060212 Application for amend lo Recovery Operations Plan Chango Request 
43, modifying surveillance & action staloment roquiramenls for waste handling & pack- 
aging fa oil 1 ^ exhaust monitor in Table 4 3-3 of plan Fee paid 

STANDERFER.fr General Public UIHilloa Corp - GPU Service Corp 08/03/02 Doc- 
ument Conlrol Branch (Document Control Desk). 3pp 44622 326-44622 330 

“8803060227 Proposed Tech Specs modifying survoillanco & action state men 1 roquiro- 
menls for waste handling & packaging facHily oxhaust monitor in Table 4 3-3 of recov- 
ery Operalions plan 

• General Public Ullllties Corp - GPU Service Corp 00/03/02. 2pp 44622 329- 
44622 330, 

8803180232 Discusses proposed revs to canister handling & prmjaralion for shipment 
(CHAPS) program Ravs lo CHAPS program accoplable A CHAPS SER through Rovs 

5 approved Confirms 871229 verbal approval 

TRAVERS.WD NRC - No Detailed AfMlaiion Given. 00/03/03 STANDERFER.F R 
General Public Utilities Corp - GPU Sorvico Corp 3pp 44736 340 44736 350 

8603160166 Forwards response to survey re Intont to participate in ISAP It, per Generic 
Lir 08-O2,Due to special conditions of facility, util participation not warranted 
STANOERFER,F,R General Public Utilities Corp GPU Sorvico Cerp 66/03/00 Doc- 
umenl Control Branch (Document Conlrol Desk) 2pp 44605*235 44695 23G 

BB03180204 Discusses review of licensee submittal re rov lo SER for sediment Irarsfor 

6 processing operations NRC concurs w/utll conclusion re increase In original esll- 
males of man rem exposure for installation & operational testing 

TR AVERS, W.O. TMI-2 Cleanup Proiect Directorate (070413 880201) 80/83/09 
STANDERFER.F R, General Public Utilities Corp • GPU Service Corp Ip 44737 1G7- 
44737:167, 

8803180215 Requests iisled addl Info re util 000210 Hr concernlnq altornato nuclear 
instrumentation potailed description of alternate sys including 
sensHivity.rango.re II ability & alarm capability requested 

TRAVERS,WO TMI-2 Cleanup Project Directorate (870413 880201) 00/03/09 
STANDERFER.F R. General Public Utilities Corp - GPU Service Corp Ip 44737 100- 
44737:100. 
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6803210124 Discusses of utit 870429 & 0817 subfnitlals ol anrtal update ot do 
Ilc' ng wattT t:ha^\yp S'^s & sys descnpiioo lor dcfueling canister dewaienng 
s >5 ODnclusces of previous safety c^raluation not atiered Submiltals accepiable 
IT^AVERSV^O IPG Mo Detailed Affiliation Given 08/03/09 STANDERFEFf.F R 
General Pub’ c Ut lil.es Corp GPU Service Corp Ip 4 1772 065 44772 065 

6803220096 Forwards application for amend to License DPfl 73,consishng of Tech 
Sp:?c Change Request 58 sobstitufing Page 6 3 of Tech Specs App A w/eyisting Page 
6 3 in Tech Specs W/Ceruficaie ot Sve Fee paid 

STANDLRFER F R General Public Utilities Corp GPU Service Corp 88/03/ 1 1 Doc- 
urrirnt Control Branch (Document Control Dest^) 2pp 44789 44709 165 

-8803220097 Application for amend to license DPR 73 consisting of Tech Spec 
Change Request SB.substituting Pago 6 3 of Tech SpQcs App A,w/existing Pago 6 3 
in Tech Specs Fee paid 

STANDERFER.FR General Public Utilities Corp GPU Service Corp 88/03/11 4pp 
44789161 4 4 ? 89 164 

-8803220105 Proposed Tech Specs substituting Page 6 3 ol TMl-2 Tech Specs,App 
A r»/€* s*'rg Papgj 6 3 in Tech Specs 

* General Public Utilities Corp GPU Service Corp 80/03/11 ip 44789 165 
44/89 165 


B603220080 Ad^iSes that rev not required for waste handling & packaging facility technr- 
cat t»aluMon repl based, on annual review per B2020 1 requesi 
STANDERFER F R General Pubic Utilities COfp GPU Service? Corp 88/03/15 Doc- 
urrt.ni Control Branch (Document Control Desk) Ip 44774 351 44774 06l 

8803220020 Provides schedule for major expected subrititlals re cleanup program ^ re 
quests monthly meetings re status 6 progress 

KtMTMEREE General Pufei'c Utilities Corp ♦ GPU Service Corp 86/03/16 
MURLEY.TE Office of Nuclear Reactor Regulation. Director (Post 870411) 3pp 
44B02 D33 44602 035 


6803230120 Notifies that all standing fuel assemblies w/excepiion of R 6 removed Id 
satisfy limiting condition slated m crilicalily safety assessment for use ol plasma arc 
torch Analysis ol R 6 assembly condition provided 

STANDERFBR F R General Public Utilities Corp GPU Service Corp 68/03/16 Doc 
ument Control Branch (Document Control Desk) 2pp 44724 249 44724 250 


00Q322Q364 Generic Ltr 86 05 to all licensees ol oDoraling PWRs & boPders of CPs lor 
PWRs re bone acid corrosion of carbon steel reactor pressure boundary componohls 
in pvVR plants Sve list end 

MIRAGLIA,F Associate Director lor Projects (Post 870411) 80/03/17 ConsolidalDd 
Ed.sonCo of New York, Inc 43pp 44879084 44879 126 


8803220377 Forwards Amend 29 lo License DPR 73 A safety evaiuatjon Amend re 
uses table of conlenis & Sections 3 2 t. 3 2 2. 3 2 3,5 6 1 & 5 6 2 ol TecPi Spec App B 
^ Cleanup Project Direclorale (870413 8802011 88/03/ 17 
STANDHRFERFR General Public UlrlMs Corp - GPU Serves Corp 3pp 


-8803220394 Arnend 29 lo License OPR 79.rcvisin9 Table ol contents A Seclrons ol 
0742 ° ^ radiological environ monitoring program to be consiMent w/NUReC 

447^^70 ^4789 300^ Directorale (870413 860201) 08/03/1 1 3ipp 


8803220400 Safely evaluation supporting Amend 29 to License OPR 73 

44789 30M4%9loa Regtifalion. Director (Post 870411) 08/03/17 epp 


® machme for dismanllino lower core support 

assembly defusling activity not constitute unroviewed safety queslions 
STOLZ J F Protect Directorate 1 4 88/03/25 StaNDeRFERF R Gem 
ties Corp ♦ GPU Service Corp 2pp 449i? 353 4491? 355 


General Public Utifi 


Q. Inspection reports, IE Bulletins & correspondence 


lo violalionsi noted in Insp Rept 50 320 / 87*15 Corrective 
fft mryfi?ch S® counso od & operations manager placed entry rn night order book 
failure io post fire watch ^ ® 

Corp * GPU Service Corp 08/02/26 Doc 
umcnl Control Branch (Document Conirol Desk) 5pp 44543 290 44543 294 

880M3M35 NRC rnlo Nonce 88 006, "Foieign Ob)ecls ,n Sleam Generalora " Sve I, si 

a8«2/29 

'“S' 'icSeS Mo" •» 

by ^ Engagemern in hFA Typa Ulcti- 

LSd ss<s; 

"'V'ljni'deSmd 'that'wcsilliXus Vlme Westmabousa Cvcuit Break 

shipment o' soliMcd si'udqe on’Syi'ol? Violation noted pieporahon ol 

torn ‘hatvieSSSOTXs " I 'S ^ s'8%e was?a 

• Region Otc of .he 'airy's 


-8803at0H0 Salety Insp Rapt 50 320/OB-Ot on 880101 20 Violation noteJ Wajci 
areas inspected plant oporatrons.deliioling operations, plant hou&cikcfrprb] 
conbiliona.shipmQht ol radvoactwo matls. event followup & control of ratfiQacbvo mails 
COWGILL.C Region 1. Ofc of tho Director 0B/O3/OB jlpp 44?7fl30l 44770 311 

08O3O8O14B NRC Info Notice 88 008, "Chemical Roaclions W/Radwasle Solrdificaton 
Aqents ” Sve list end 

ROSSI.CE Division of Operational Evonl^ Assessinonl (Post 070411) 83/03/54 
Consolidated Edison Co of New York, Inc 120pp, 44772 253 44773 012 

8603140264 NRC (rfo Nolice 88 009, "Reduced noliabifity of Steam Driven Auxi’iary 
Feedwater Pumps Caused by Inslabifity ol Woodward PG PL Typo Governors " Sve 
list end 

ROSSI.CE Division ol Operational Evonis Assossmenl (Post 070411) GB/D3/ie 
Consolidated EeJisor) Co of New York. Inc 12lpp 44057 050 44857 178 

0803290138 Forwards Safety Insp Rept 50 320/88 03 on 080130-0226(^0 unacc-ap) 
able conditions idenhlied 

BETTENHAUSEN.L Region I, Ofc ol ino Oifoclor 00/03/22 STANOtnFER F ft 
General Public Utilities Corp - GPU Sorvico Corp 2pp 44000 004 44699 093 

-8803290144 Insp Rept 50 320/80 03 on 0001 30 0226 No unnccoplablo coniJi-ons 
Identified Maio^ areas inspcclod plant operations, dofualing operatjons,LEn review JL 
followup & licensee actions on previously Idontilrod insp findings 
COWGILL.C Region 1 , Ofc of the Director 00/03/1(3 Opp 44090 006 44899 093 


R. Periodic operating reporta & related correapondonco 

0603070261 Description of changos.toBla & experiments from facility sys S procedures 
for 1967 W/G60302 fir if / ^ , 


STANDERFER.F R Genoral Public Utilities Corp 
llpp 44641 220 44641 230 


GPU S(]fvlcD Corp 07/12/31 


8603040020 Forwards "Quarterly Ooso Assossmenl Ropt ♦ Fourth Oiinftor 1907" 0 ' El 
iluenl & Waste Oispo'ial Semiannual RopLJul Dec 106/ " 

STANOERFER.FR General Public Ulditlos Corp - GPlj Service Corp BO/02/29 Doo 
emeni Confrof Oranch (Document Control Desk) 4pp. 44601 060 44fa0t 097 

-6003640023 "(3uarieriy C)oso Assessment Rept Fourth Quarior 1967 " 

General Public Ulilitles Corp GPU Sorvico Corp 07 / 12/31 7i 


44601 079 


Corp 07/12/31 7pp 44601073 


**0803040024 ‘‘Effluent & Waste Disposal Semiannual RopLJu) Doc IPC7 '' 

. 4 ™ ' GPU Sorvico Corp 07/12/31 lOpp 44601 060 

44601 097 

0UO3Q4QO28 Fowardi "Number of Porsonnol & Man Roms Annual fxpomu 
Mept,i987 & Personnel Exposure Rept for 1907 " Porsonnol oxnubure rnuf Jm'ird 
on TLOs & submitted par |{)Crn 20 407 r ^ 1 ,1 i j 

STANDERFER^ R Genoral Public Ulilitlos Corp * GPU Sorvico Corn 60/02/29 Due 
ument Contral Branch (Oocumenl Control Desk) Opp 44610 27/-440 10 202 

**0803040031 “Number of Personnel & Man Roms Annual Exposure FlopLloa? * 

Utilities Corp • GPU Sorvico Corp 07/12/31 2|)p 44510 PEW 

44610 201 

• 8603040034 "Personnel Exposuro Rept lor 1007," 

Amo 262 Sorvico Corp 07/12/31 Ip 44610 28? 

^^loriSOyLue’cTo^O/T^^^ <luartorfy rJooo assossmenl /ojil for tfurtl quai 

P^flilJcJJtllltios Cori). GPU SorvIco Corp 0O/U3/O‘) r>bc 
ument Control Branch (Oocumont Control Desk) Ip 44776 076 44775 O 77 

44775 0?7 Corp GPU Service Corp 07/09/30 2pp 44776 0/6 


S. Reportable occurrences, LERa A related correspondence 

8801 26, wind spood rocofdor In conirol room declare J 

' '' 


''sfs VVashinotop,DC ,0 sintvs of TMI Z I’p I 
‘ Commissioners 80 / 03/17 lOOpp. 44000 067*44009 176 

Docket so .321 eowin i. hatch nucleah plant, unit 1 

F, Seourlty. medical, emergency & firs proloollon plans 

"lahJnrdUSrplSrlZ"''"' & 6° 366/88 02 <«> 080125 20 No vre 

®“'03/03 0'REILLY.J P Gootg-a Ponor 

«8ol2S’'!reMnr?ci''li?L^^^^ '’“P” 60-321/88-02 8 50 3B5f 

areas inspecisdse^lVnraL'Si.^ni®*'! * honcompllanco noted H^or 

TILLMaSa Mr^nS?n ^8'.'°'’ 5 KPS'®,"" ao6it & rocorda & rapt s 
d4?(« 117 ' ° 8e Diroetor 88/03/0? 1 


'•3803160117 Partiall 
08 02 on 


ip 44703 117 
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H> Generaf correapond&nce 

8S0307021B Advisos of lislod changes lo nuclear operaltons organtzation JP O’Reijly re 
sranod as hontor vice prosidonl & will be replaced by GF Head 
GuCWAX T Georgia Power Co 88/03/02 Documenl Control Branch ^Document 
Conlrol Desk) 2pp 44596 165 44596 166 


J. Insurance & Indemnity fnfornialjon 

0803310013 Forwards listed endorsements to fisted policies.including Endorsement 102 
to MAELU Policy MF 26.Endorsemonl 123 lo NELIA PoNcy NF*76, Endorsement 71 to 
MAELU Policy MF 56 a Endorsement 89 to NELIA Policy NF-189 
O'CONNOR, DJ Marsh & McLennan, Inc 88/03/22 DlNITZ,! Office of Nuclear Re* 
aclor Regulation, Director (Post 670411) 63pp 44910 099 44918 151 


P, Operating license stage documents & correspondence 

8602250195 Generic Llr 88 04 lo all nonpower reactor liconseos re dislribulion of gems 
irradiated in research reactors Sve list end 

MIRAGLIA,FJ Associate Director for Projects (Post 8704 1 1 ) 88/02/23 Consolidated 
Edison Co of Now York, Inc 1 1pp 44553 345 44553 355 

8803010362 Responds lo 869327 request to withhold QE ropt, 'Tech Spec fmprove- 
menl Analysis for Reactor Protection Sys for Edwin 1 Hatch Nuctoar Plant.Unit 1,“ 
from pubfic discfosiire por 10CFfl2 799 Request acceptable 
CROCKER, L P Profed Directoralo 11-3 08/02/24 O'REILLY, J.P Georgia Power Co 
2pp 44539 296 44539 297 

8803030170 Responds to util 871229 Ur re mtorpreiation of Toch Spec 69 1 i concern 
ing submittal of startup ropls Agrees lhal ropls not necessary when only small number 
of fuel bundles inbdrted in reload for lost purposes 

CR0CKER,LP Proied Directorate 113 08/02/25 GUCWA.LT Georgia Power Co 
3pp 44566 071-44566 073 

8803020042 Informs that SPDS color monitors installed in conlrol room seismlcalty 
qualjfiGd per IEEE 323 1974 to meet requifomonts of NUREG-0737, SuppI I Color 
monitors will be replaced w/commordal grado monilors lo increase reliability 
GUCWA.LT Georgia Power Co 68/02/26 Documenl Control Branch (Document 
Control Desk) 2pp 44594 121-44594 122 

8803160313 Advises that util revised training & qualification plan dtd Jan 1980 consist- 
ent w/provjsions of 10CFR50 54tp) & acceptable 

CLINE.WE Region 2, Ofc of the Director 88/03/07 HEAO.GF Georgia Power Co 
2pp 44706 025 44705 026 

8803140151 Ndificalion of 000315 meeting w/ulil in Allanta.GA lo discuss status of li- 
censing aciions re listed plants 

CROCKER, LP Project Direcloralo 11-3 86/03/09 JABBOUR,KN Project Directorate 
11-3 4pp 44677 236 44677 239 

6803I4Q262 Noliffcalion of 880318 meeting w/utils In RocKvillo.MD lo discuss formation 
of operating company within Southern Co sys lo handle operations of plants 
REEVES,E A Proiod Directoralo 11-1 CROCKER.L P, HOPKINS.J B Project Director- 
ate (13 00/03/00 ADENSAM.EG Project DirodoralQ 11-1 JABBOUR.KN Projoct Di- 
rectorate II 3 6pp 44679 338 44679 342 

8803210215 Summary of 880302 meeting w/ulils in Rockville, MD re formation of sepa- 
rate operating organization List of allondoes & viowgraphs end 
REEVES, E A Project Direcloralo lf-1 HOP|<JNS,J B , CROCKER.L P Project Djroctor- 
ala fl 3 88/03/09 Project Directoralo fl-f l9pp 44772 234 44772 252 

8803230232 Fofwards Stale of QA NPDES permit Issued on 0B0129 
GUCWA.Lt Georgia Power Co 00/03/11 Document Control Branch (Document 
Control Desk) 27pp 44866 044 44866070 

8603220476 Forwards updated listings of outstanding licensing requests for 
fadllty Chronological tabulation of ulil submittal date,oulstanding licensing submittals 
prioritized fist & licensing submittals requiring addi Info end 

GUCWA.LT. Georgia Power Co 08/03/16 Document Conlrol Branch (Documonl 
Conlrol Desk) 6pp 44789 136 44769 141 

8803220384 Goneric Lfr 66-05 to all Ncensees of operating PWRs Si holders of CPs for 
PWRs re boric acid" corrosion of carbon steel roaclor pressure boundary components 
in PWR plants Sve list end 

MiRAGLfA.F Associate Director for Projects (Post 870411) 80/03/17 Consolfdalod 
Edison Co of Now York, Inc 43pp 44879 064-44879 126 

8803240217 Summary of 880315 mooting w/util in Atlanta, G A re status of licensing ac- 
tions & aclivities for plants List of allondeos & outlines of topics discussed end 
CROCKER.L P Project Directorate 11-3 80/03/21 Project Directorate 11-3 16pp, 
44807 149 44807.164 


Q. [jispeclfon raportSf IE Bulletins & correspondence 

88031QQ061 Responds to oulslandjng concerns re scram discharge vol design & capa 
bility of plant to dotermino compliance w/ goneric SER Issued on 601 201, per (nsp 
Repls 50-321/67-17 & 50 366/87-17, 

GUCWA,Lr Georgia Power Co 88/02/22, GRACE.JN Region 2. Ofc of iho Dlrec- 
lor> 3pp 44694'357 44694 359 

8003018272 Forwards revised Insen/lce plant insp & testing program, for review & 
approval Rev incorporates NRC questions & comments on program received during 
B71Q21-22 meeWnga Fee pa'd 

GUCWA.LT Georgia Power Co 88/02/24 Document Control Branch (Document 
Control Desk) 2pp 44542,264 44543 26f 

-.8803610279 Revised "Second 10 Yr Interval Inservice Insp Pronram.lOQO Edition of 
ASME Section XI W/Addonda Through Winter 1981 *’ 

* Georgia Power Co 86/01/04 336pp 44542 286 44543*261 

8803160374 Forwards Insp Repts 50-321/68 06 & 50 366/80 06 on 880201-05 No vio 
ladons or deviations noted 

HERDT.A R Region 2, Ofc of the Oirodor 88/02/26 O'REILLY, JP, Georgia Power 
Co 2pp 44705 104-44705 114. 


-8803160379 Insp Repts SO 321/86 06 & 5o 368/66 06 on 680201 05 No violations or 
deviations noted Major aroas inspected inservice insp, including review of current 
outage program, review of NDE procedures & observation of NDEs 
NEWSOMt.RW, BLAKE, JJ Region 2, Ofc of the Director 88/02/23 9pp 
44705 106-44705 114 

6603160407 Discusses Environ Qualification Insp Repts 50-321/86-35 & 50 366/86-36 
on 061103 07 & forwards notice of violation Polonlial EnforcGmont/ Unresolved Item 
50 366/86-35 01 re Limitorque still regarded as unresolved 

HERDT.A.R Region 2. Ofc of the Director 88/02/25 O'REILLY.JP Georgia Power 
Co 2pp 44700 236 44700 239 

-8003160 413 Notice of violallon from insp on 061103 07 Violation noted Environ Qualifi- 
cation Fife ODP-26 did not adequately document quafificalion of Rosemount 1153 b 
transmitters to DOR guidelines 

HERDT.A R Region 2. Ofc of the Director 88/02/25 2pp 44700 238-44700 239 

8802230035 NRC Info NoUce 80 006, "Foreign Objects In Steam Goriarators " Sve list 
end 

nOSSI.C E Division of Operational Evenls Assessment (Post 870411) 80/02/29 
ConsolidalGd Edison Co of New York. Inc 1 18pp 44554 253-44555 009 

8603150300 Ack receipt of 8801 18 Hr informing NRC ol steps taken to correct violations 
noted In fnsp Ropls 50 321/87-30 & 50 366/87 30 Agrees w/ulil conclusion that Ex- 
ample 2 of Violation A did not constitute another example of violation 
HERDT.A R Regior> 2, Ofc of the Diroclor 80/02/29 HEAD.G F Georgia Power Co 
2pp 44689 081 44689 062 

8803160114 Forwards Insp Ropts 50 321/88 02 & 50-366/80 02 on 800125 29 No vio 
lations or deviations noted 

CLINE.WE Region 2, Ole of Ihe Diroclor 86/03/03 0 REILLY, 3 P Georgia Power 
Co 2pp 44703 115 44703 117 

-8803160117 ParlpaIfy wilhhefd Physical Security Insp Repts 60 321/80-02 & 50-366/ 
00 02 on 880125 29 <rel 10CFR2 790(d) & 73 21) No noncomplianco noted Major 
areas inspected security organization & program audit & records & ropls 
TfLLMAN.A , MCGUiRE.O R Region 2. Ofc of the Director 88/03/02 Ip 44703 117- 
44703 117. 

8803170030 Advises of special insp initiative rn late stages of planning entitled, "Emor- 
gency Oporatfng^PfOcoduro (EOP) Insp Program " Program purpose is to verify techni 
cal accuracy of EOPs fnsps lo ba performed in Apr-Jul 1980 
REYES.L A Region 2, Ofc of the Director 80/03/04 HEAD.G F Georgia Power Co 
2pp 44711 103 44711 104 

8003020036 NRC Info Notice 00 007, "Inadvortonl Transfer of Licensed Mall to Uncon 
boUod Locottens” Sve bat end 

CUNNINGHAM, R E Dwisfon of Industrial & Medical Nuclear Safety (Posi 870720). 
06/03/07 Consolidated Edison Co of New York, fnc 12pp 44673 001-44673 012. 

6803040082 NRC Bulletin 80-003, "Inadequate Latch Engagemanl in HFA Typo Latch 
ing Relay Mfg by GE " Sve fisl end 

flOS6l.CE Division cf Oporalional Evenls Assessment (Post 870411) 80/03/10 
Consolidated Edison Co ofNew York, Inc 128pp 44673 192 44673 319. 

8003080148 NRC Info Notice 88 COS, "Chemical Reactions W/Raclwa&to Solidification 
Aner)i9 " Sve iist and 

ROSSLC E Division of Operalionaf Events Assessment (Post 070411) 88/03/14 
Consolidated Edison Co of Now York. Inc 120pp 44772 253 44773 012 

0003210330 Forwards Insp Ropls 50 321/67 31 a 50 366/07-31 on 071130-1211 Po- 
ton Hal onforcomenl findings fPEFs) nolod Chance lhal deficioncies not presonlly rep- 
rosontalivo rocognized List of PEFs under consideration onci 
VARGA, S A Divlsron of Roaclor Projects - l/ll (Posl 670411) BG/03/16 HEAD.GS, 
Georgia Power Co 4pp 44760 271-44760'2B0 

-8803210374 Insp Repts 60-321/07-31 & 50 366/07-31 on B71 130-121 1 Potential en- 
forcomont findings noted Major areas inspected quality venficali on organization ability 
to proveni safety- significant deficiencies In functional areas of operations 
HOOKS, K R , SCOtT.W E Office Of Nuclear Reactor Rogulalioa Director (Post 
070411) HELLER.JK Rogi on 3, Ofc of the Director 88/03/04 14pp 44760 275- 
44760 288 

8803220005 Responds lo NRC 880226 llr re vfofalions noted in Insp Repis 50-321/86- 
35 & 60 366/06-36 on 061 103 07 Corrective actions tests conducted on states lermi 
nal block/rasislance temp detector circuits & states terminal block /transmitter 
GUCWA,L T. Georgia Power Co 06/03/16, Document Conlrol Branch (Document 
Control Desk) 12pp 44709 147-44709 1 58 

8603220209 fnforms that no future action required re 670906 resporhse to NRC Bullelin 
07-001, "Thinning of Pipe Walls at Nuclear Power Plants " 

CROCKER.L P Project Directorate 11-3 88/03/17 HEAD.G F Georgia Power Co. 2pp. 
44790 299-44790.300 

8803140284 NRC fnfo Noirce 88-009, "Reduced RoliabiliLy of Steam Orivon Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Govorriors " Sve 
Itel end 

ROSSI, CE Division of Operational Evenls Assessment (Posl 870411), 88/03/18 
Consolidated Edison Co of New York, Inc. I21pp. 44857 058 44057' 178 


R. PerJodJc operating reports &. related correspondence 

8803020020 "Semiannual RepLPiant Effiuonl Re leases .Ju I -Doc 1987.'^ W/ 880226 llr. 
GUCWA.L T, Georgia Power Co 87/12/31 20Qpp 44500:245 44500 093. 

8803070186 "Annual Operalfng Rept for 1967," W/06D229 llr 
GUCWA.L T, Georgia Power Co, 87/12/31 53pp 44628 145 44628.197 

0003140193 Monthly operating repts lor Fob 1900 W/fl80309 ftr 
BEARD.HM, GUCWA.LT Georgia Power Co 88/02/29- 13pp. 44709 344- 
44709 356, 
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S Reportable occurrences, LERs & related correspondence 


8003140097 LER 88 001 00 on 880209 require menl for min number ol operable APRM 
downscale trip chanrels not mel Caused by personnel orrorCaution tags placed on 
contrcjt & pfocedjies revised wre883QB ^ 

HEIDT.J D . GUCWA,L T Georgia Power Co 58/03/08, 22pp 44702 286 44702 307 


8B0322012S Special Rapt 88-003 orv 88021 7, diesel generator (D/G) 1C failed to reach 
rated voltage in 12 s,per procedufo & Tech Spec Section 4 9 A 2 a 2 Momentary dis 
ruption of fuel oil flow probable cause of event Shut down 1C D/G 
GUCWA.L T Georgia Power Co 88/03/14 Document Conifol Branch (Documeni 
Control Desk) 8pp 44789 166 44769 173 


8803040043 Confirms BB0229 tefcon re deposition of T UrbanikT Ufbnriik avci'Libii 
deposition on 880304 Urbanik informed NRC thal no notes or memorandum gcr^Lrat 
ed during review of ovacualion lime estimate of emergency plan Rein led corrcspi.'»J 
ence 

BACHMAN N, R G Assistant General Counsel for Hearings /HtflO 5719 66/07/75 
MCMURRAY.C M Kirkpatrick & Lockhart Ip 44564 204-44564 204 

6803040050 NRC Slaff first set of interrogatories & requests to produce to Suf'u'i 
^unty, State ol NV 8 town of Southampton re hosp evacuation Ccrtificqlo ef S»; 
end Related correspondence 

BACHMANN.RC Assistant General Counsel for Hearings //ifiQ 572 1 06/07/55 
New York, State of 5pp 44564 1B6 44564 190 


DOCKET 50-322 SHOHEHAM NUCLEAR POWER STATION 


F. Security, medScal, efnergency & fire protection plans 

8603100041 Forwards 34 ih quarterly stalus rept on emergency preparedness for nude 
ar power plants for Oct Dec 1987 Commission unable to forecast licensing schedule 
for Shoreham & Seabrook because of unresotved issues 

ZECH.LW Commissroners 86/02/29 BREAUX, JB Senate. Environment & Public 
Works 6pp 44056 261 44856 266 

6803210135 Response of Slate ol NY to LILCO First set of intenogatorjes & requests for 
produclion of documents re hosp evacuation time estimates Supporting docurnenla' 
lion & Cerlificale of Sve end Rolaled correspondence 

ZAHNLEUTER.R J New York. State of /i'188 5677 68/03/15 Long fsMnd Lrghting 
Co 32pp 44733 162 44733 193 


8003040059 Confirmatory memorandum S order (ruling on LILCO moliona for suriirnsrj 
disposition of Contentions 1-6 & 10 & Board auidance on issues for liligalion) * 
ludgments will be amplified in written opinion Son/ed on 850301 
GLEASON.JP. XLINE.JR, SHON.FJ Atomic Safety and Licensing Hoiird Pan i 
#188 5722 88/02/29 Long Island Lighting Cp Spp 44564 143-44564 14/ 

8803070016 Suffolk County first set of inierrogatories & request for prodiiclion oltfj\u 
meets to LILCO ro emergency broadcast sys * Cerlificate of Sve (/nd flelolrd cr^'c 
spondenco 

MILLER, MS Suffolk County, NY MfLLER.M S Kffkpatrick & Lockhart /yiM 5N? 
88/02/29 Long Island Lighting Co 18pp 44576 0G2 44576 079 

6003070032 Suffolk County first sol of inierrogatories & request for production of ik^' u 
monls to LILCO re hosp evacuation * Cerlificato of Sve end Related do/rosponik rtco 
MCMURRAY.C M Suffolk County. NY MCMURRAY.C M Kirkpalnck & lc>f>hi.i 
#180 573 9 88/02/29 Long Island Lighlmg Co 17pp 44576 144 44576 160 


G. Adjudfcalory correspondence 

6303210214 Urges NRC to take any & all sleps necessary to obtain immedrate licensing 
of facility Reopening of proceedings suggesicd Served on 680315 
MCFARLAND.JT New York, Stale of #188 5871 80/02/05 ZECH.LW Commis 
sioners app 44731 240-44731 241 

8803010048 LILCO second snt of requesis lor admissions to Slate of NY * Bus driver 
Iraining does not address caring for families ol bus drivers in emergencies Certifrcalo 
of Sve end Related correspondence 

CHRISTMAN, J N Long Island Lighting Co CHRISTMAN, JN Hunton & Williams 
#188 5688 88/02/23 New York. Slate of 4pp 4451B 144-44518 147 


8803090071 LILCO supplemental responsos & objections to Sinto of NY lirsi M't d m 
lerrogaloriGS & requests for production of documents * Certificate of .Sve rntl fk'3* 4 
correspondence 

LEUGERS, MJ Long Island Lighting Co LEUGERS.MJ Hunton & \Villi.ifi>i iHF3 
5749 68/02/29 New York, Stale of 7pp 44630 161-44630 167 

8803090241 LILCO response to Stale of NY motion to compel of 6B0212 * Sliilo nio'-t'-n 
to compel should bo denied because all State of NY interrogatories answered W/Ct 
tificote of Sve 

LEUGERS.MJ Long Wand Lighting Co LEUGERS.MJ Hunton & Wrlliwns 
6750 88/02/29 Atomic Safely and Licensing Board Panel 7pp 44li30Oii 
44630 008 


8803010034 Suffolk County motion for 1 day extersron of discovery * N Muto deposition 
could not be taken due to death in family Certificate of Sve end 
MILLER.MS Suffolk County. NY MILLER.W S Kirkpatrick & Lockhart #188 5690 
BC/02/24 Atomic Safety and Licensing Board Panel 5pp 44518 095 44518 099 

6803D 10002 NRC Staff answer in support of LILCO motion to slr^ko inlervenor reply - 
surnmary disposKion of hosp evacuation ’ Unaulhonzod pleading to reply to NRC sub- 
missfon on hosp evacuation issues should be stricken W/Cortificate of Sve 
REfS.EJ Assistant General Counsel for Hearings #168 5689 80/02/24 Atomic 
Safely and Licensing Board Panel 5pp 44518 153 44518 158 

8B0302'0007 LILCO answer to Suffolk County moiion for 1-day extension ’ Motion for 
oxlension of end of discovery on school bus driver role conflict until 880229 
opposed Witnesses designated too late Cerhficato of Sve end 
GHRlSTWAN.JN Long Island Lighting Co //lEO 5702 88/02/24 Atomic Safely anef 
Licensing Board Panel 4pp 44536 1 to 44 536 121 

8803020044 LILCO firsi sol of requests for admissaons re LILCO emergency broadcast 
$ys * Each request lor admissron should bo answered separately $ fully in writing 
undor oath per NRC rules of practice Related correspondenco 
MATCHETT,SD Long Island Lighlmg Co MATCHETT.SD Hunlon & WiJIrams #180 
6705 68/02/24 Suffolk County. NY 3pp 44537 311-44537 325 

-•aS03020D69 LILCO hrsl set of inte/rogalories & requests lor production ol documenls 
ro LILCO emergency broadcast sys to Suffolk County & State of NY * Corlilicale of 
Sve end Related correspondence 

MATCHETT.S D Long Island Lighting Co MATCHETT.S D Hunton & Williams 86/02/ 
24 Suffolk County. MV 12pp 44537 314 44637 325 

8803020016 LILCO firs! set of Inlerfooatorios & reque*t for production of documenls ro 
hosp evacuation Lmo estimates to Suffolk Counly & Stale ol NY * Specific evacuation 
Irma eslimates requested Cerlificate of Sve end Related correspondenco 
MATCHETT.S D Long Island Lighlmg Co MATCHETT.S D Hunton & Williams #186 
6704 88/02/25 Sulfolk County. NY 12pp 44536 132 44536 143 

8803040021 NRC Staff response in opposition to Stale of NY molion for order compel- 
ling NRC Slaff to respond to discovery " Slate has not feigned to rrrake affirmative 
showings required by 10OFR2 720 & 2 744 Cefiiticato of Sve end 
BARTKCA Assistant General Counsel for Hearings #188 5720 88/02/25 Alomrc 
Safety and Licensing Board Panel 12pp 44561 153 44664’164 

6603010031 Order appointing alternate Board member ‘ Judge DL Helrick appointed al 
tornale Board member lo assist Board on util 870714 motion for increase of power to 
253b at plant & in resolving emergency planning contentions Served on 880226 
GLEASON.JP Atomic Safely and Licensinq Board Panel #106 5685 88/02/26 
Olfice Of the General Counsel 2pp 44518 093 4 4518 094 

8803010039 Order* Parties directed by 080401 to file briefs on impact of pending 
emergency contentions on reasonable assurance finding aulhonzed by 
lOCFflSO 57(c) Served on 8B0226 

GLEASON.JP- Atomic Safety and Licensing Board Panel #188 5686 B8/02/26 
Long fsfand Lighlrng Co ip 44518 100-44518 100 

830302(}0{19 Suffolk County supplemental response lo LILCO second set of mlorrogato 
fi 0 S & requests for production of documents re role conflict of school bus drivers ‘ 
"Stay Where You Are Ran" & Certificate of Sve encP Related correspondence 
MILLER.MS Suffolk County. NY #188 5703 88/02/26 Long Island Lighting Co 
9pp 44536 122 44536 130 


8803070022 Suffolk County first set of interrogatortos & request for procliiclioni of rP v 
menls lo NRC Staff re hosp ovacualion Issue ‘ Related correspondonco 
ROSS.RR Suffolk County, NY ROSS.R R Kirkpatrick & Lockhart #180 5/11 
03/01 Office of Iho Gonerat Counsel 13pp 44576 OflO 44576 100 

-8803070030 Suffolk County first set of (nterrogatorles & request for production Nd.-- 
umenls to FEMA re hosp evacuation issue * Dofinilions S mslruclions tor 
interrogato/iQS one! W/Cerliftcale of Sve Related correspondenco 
ROSS.R R Suffolk County. NY ROSS.R R Kirkpatrick & Lockhart GQ/03/01 
Emergency Management Agency 16pp 44576 093 44576 100 

6803070027 GovI response to Board request for schedule proposals & mution tu 
sider discovery orders * Schedule driven by need to concludo procoodJrq |jy cncn’ 
dale would bo arbitrary A improper W/Cerliticalo of Sve 

lANPHER.LC Suffolk County. NY LANPIfER.LC Kirkpdirick S lOuM.vl 
PALOMINO.FG Now York. Slate of //18D 5742 80/03/01 Atomic Safely mil tl 
censing Board Panel 24pp 44576 120 44576 143 

8803090004 Summarizes results of conferences & exchange of proposals w/ nUvrf if 
lies ro schedule A formal for liligalfon of remaining Issues boforo Uuard.pnf flirJ 
080208 memorandum & order "Proposed Schedule Tor Trial of Bus " onci' 
IRWIN.OP Long Island Lighting Co IRWIN.DP Hunton & Williams //IflO 5/5'-l Bj/ 
03/01 GLEASON.JP. KLINE.J R . SHON.FJ Atomic Safely and liccnsinj llnJ 
Panel 4pp 44€aO 063-44630 066 

8803140138 NRC Staff proposed schedule for hearing on remaining romund 
Schedule for FEMA review of recent revs lo utif plan also end CerliliMlo ol Sve (rj 
JOHNSON.G Assistant General Counsel for Hearings //10B 5794 OU/03/01 Cfp 
44668 161 44660 1S6 


8803090008 LILCO reply to fntervenor scheduling proposal of 880301 ' ProiJOSji 
nores Board 880224 orders A proposes 60-75 days for discovery on etne/gtivir 
broadcast sys & hosps Instead of 15 days ordered by Board Cortificnlo of Sve on- 1 
IRWIN.DP Long Island Lighting Co f/100 5752 88/03/02 Atomic SaFoty and Lpccnj 
ing Board Panel 9pp 44630 044-44630 052 


8803140132 NRC Slaff partial response lo inlervenors motion to reconsider cj«e*ir/ 
orders,* Board denies moiion for lime extension because intorvonors provjJad w 
vaFid reasons for granting extension Cortilicate of Sve end „ ^ 

BACHMANN.BG Assistant General Counsel for Hearings //IBB 5793 88/63/<i2 
Atomic Safety and Licensing Board Panel 4pp 44668 147 44668 150 

8803090069 Suffolk County second supplemontal responso to LILCO second sol ol i="i 
terrogalorlos & requests for production of documents re role conflict of school bJi 
drivers * LILCO Inlerrogaiorres 28 & 29 addressed Related correspondenco 
TAYLOR, JL Suffolk County. NY TAYLOR.Jl Kirkpatrick & Locklinrt /fiflfl 575J 
88/03/03 Long Island Lighting Co. lipp 44630 184 44630 201 


"6803090074 Suffolk Counly fourth supplemental response 10 LfLCO first sol of inltf 
rogalones & requests for production of documenls re role conflict of school bus dri/ 
ers * Certihcal© of Sve end Related correspondence 

TAYLOR, J L Suffolk County, NY TAYLOR, J L Kirkpatrrek & Lockhart 68/03/03 
Long Island Lighting Co 7pp 44630 195 44030 201 


8803020029 Govt brief 10 opposition lo appeal of LILCO from LBP.87 32 ' Certificate of 
Sve end 

CASEY.SM Suffolk County, NV CASEY,SM Kirkpatrick A Lockhart 
ZAHNLEUTER.R J New York, Slate of /f 188 5713 68/02/26 Atomic Safety and LI- 
censing Appeal Panel 4Blpp 44536 155-44537 275 


8803090070 Suffolk County first set of interrogatories & request for production ol tkxv’ 
menls lo FEMA re emergency broadcast sys * Cerlificato of Sve enclRolalod ■corrt} 
spondence * 

MISSAL.MJ Suffolk Counly, NY MfSSAL.MJ Kirkpatrick 0 Lockharl 188 5758 
08/03/03 Federal Emergency Management Agency 16pp 44830 168 44630 183 
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8803090072 Suffolk County second sol of interfogatones & request for prodiiclJon of 
documents to LILCO re hosp evacualion * Certificate of Svc end Related correspond 

RO^SSRR Suffolk County. NY ROSS.R R Kirkpatrick & Lockhart ^188 5740 88/ 
03/03 Long Island Lighting Co 6pp <14630 155 44630 160 

8803090087 Suffolk County second set of intorrogatories & request for production of 
documents to LILCO re emergency broadcast sys ' Cartificalo of Svc end Related 

Mtsl^Lff Sdfolk County. NY MISSAL.M J Kirkpatrick & Lockhart //1 00 5754 
08/03/03 Long Island Lighting Co lOpp 44630 053 44630 062 

8803090092 Memorandum & order ^grat^tmg LtLCO motion for summary disposition re 
compliance w/Section 50 47(c)(1)(i) & (ii)) * Uhl motions for summary disposition & to 
repiy to mlervenors granted & denied, respectively Served on 080304 
GLEASONJP. KLINE.JR. SHON.FJ Atomic Safety and Liconsing Board Panof 
^188 5746 80/03/03 Long Island Lighting Co 20pp 44630 009 44630 028 


8803090099 Suffolk County first set of interrogatorios & request for production of docu 
menls to NRC Staff re emergency broadcast sys * Certilicalo of Svc end Rolalod cor 

Suffolk County. NY MILLER.fwl S Kirkpatrick * Lockhart //188 5755 
68/03/03 OllicG of the General Counsel 15pp 44630 02 9 4 4630 043 


8803140108 Notifies that NRC does not intend to make formal response to recipient 
080301 interrogatorios duo to extremely limited time available for discovery Further 
questions may be posed during UrbaniK deposition on 000304 Related correspond 
enco 

BACHMANN.RG Assistant General Counsel for Hearinas //1Q0 5796 08/03/03 
MCMURRAY.C Ktrkpalrtck & Lockhart Ip 44668 066 44668 066 


6803090067 Memorandum & order ' Order ALAB 088 denying Suffolk County, Stale of 
NY & town of Southampton ioinl moHon for leave to file intcrioculory appeal based on 
failure to show persuasivo arguments Served on 880304 

SHOEMAKER, CJ Atomic Safely and Licensing Appeal Panel //I8e 5766 88/03/04 
Suffolk County. NY 1 1pp 44630 215 44630 225 


8803090073 Memorandum 8 order fruling on motion of Stale of NY to compel discovery 
responses of LILCO & NRC Staff) * Concludes that motion to compel must bo domed 
in connection w/ interrogatory Served on 600304 

GLEASON.JP, KLINE.JR. SHON.FJ Atomic Safety and Licensing Board Panel 
)^188 5745 08/03/04 New York, State of 6pp 44630'149 44630 154 


8B03090Q60 Notice of deposition * Oral exam oJ J Sobolka on 080307 In Suffolk 
County, NY re Rev 9 to plant emergency plan Cortificato of Svc encIRofalod corro* 
spondence 

ZAHNLEUTER.R J New York, Slate of //1 08 5751 BB/03/04 5pp 44630144. 
44630 148 


8803090082 Response of State of NY to LILCO second set of requobts for admissions 
re role conflict of school bus drivers * LILCO second sol of requosis for admissions 
deemed unhmoly Certificalo of Svc end Related correspondence 
ZAHNLEUTER.R J Now York, State of ^10 8 5750. 80/03/04 Long Island Lighting 
Co 7pp 44630 074 44630 000 

8903090086 LILCO proposed schedule for submission of info on realism Issues * LILCO 
could compile more skeletal summation of bases of conclusions by 800321 if latter 
kind of format was what Board had in mind.rosponso wil) bo made oarllor 
IRWIN.DP Long Island Lighting Co IRWiN.DP Nunton & Williams #188 5747 00/ 
03/04 GLEASON.JP. KLINE.J R , SHON.FJ Atomic Safely and Liconsing Board 
Panel Ip 44630 067-44630 067 

8903160008 Expresses objection to portion of Commiss'on 680224 briefing on status of 
Shoroham & discussion of proposal for review of revised util plan.fuH scale oxorciso & 
litmation of all outstanding issues 

0ROWN.HH Suffolk County, NY BROWN.NH Kirkpatrick & Lockhart #108 5045 
08/03/04 ZEGH.LW Commissioners 2pp 44687 194*44687 195 

6903110012 Board order Ordor rescinding part of 800208 order prohibiting fiNng of 
motions or requests for extension of lime Any motions filed concerning discovery ox- 
tensions will not be considered by tho Board Served on 000300 
GLEASON.JP Atomic Safely and Licensing Board Panel /7180 5780 00/03/07 
Office of the General Counsel Ip 44661 057-44661 057 

8803110018 Response of Suffolk County, Stale of NY & town of Southampton to LtLCO 
first set of requests for admissions re LILCO omorgency broadcast sys* Govts lack 
sufficient info to respond Certllicate of Svc end Related correspondenco 
MILLER.MS Suffolk County, NY. MILLER.MS Kirkpatrick & Lockhart 
PALOMINO.FG Now York, Stale of #188 5777 88/03/07 Atomic Safety and Li- 
censing Board Panel 9pp 44661 103-44661 101 


8803140114 Suffolk County, Stale of NY & town of Southampton motion for roconslder- 
alion of Board ruling on LILCO motion for summary disposition of hosp evacuation 
issue * Order fails lo gave adequate consideration to issues & errs in conclusion 
MCMURRAY.C M Suffolk County. NY MCMURRAY.C M Kirkpatrick A Lockhart 
ZAHNLEUTER.R J Naw York. State of #168 5792 80/03/07 Atomic Safety and Li- 
censing Board Panel 9pp 44G6B 067-44668 091 

-8803140124 Suffolk County, State ot NY & town of Southampton motion for reconsider- 
ation ol Board memo A order rulmfl on conlontion ro LILCO emergonoy broadcast 
sys * Certificate of Svc end 

MCMURRAY.C M Suffolk County. NY MCMURRAY.C M Kirkpatrick A Lockhart 
ZAHNLEUTER.R J New York, Stale of 00/03/07 Atomic Safety and Licensing Board 
Panel 16pp 44668 076 446SQ 001 

8803140125 NRC Staff response to LILCO appeal of partial initial decision or^ scope of 
facility omergoncy exorcise* Board failure lo adopt std require reversal of pnrilial Ini 
tial decision Certificato of Svc end 

JOHNSON, GE Assistant General Counsol for Hearings CLARK, LB Oftico of the 
Genorat Counsel #1B8 5785 88/03/07 Atomic Safely and Lrcen sing Appeal Panel 
63pp 44 668 094-44068 146 

6803140186 Notice of appearance of LQ Clark as counsel for NRC W/Cerlificato of 
Svc 

CLARK.LB Office of Iho General Counsel #188 5BOO 00/03/07 3pp 44668 294- 
4 4668 296 

8003140113 Forwards govt molion far oxlenslon- of timo for discovery on 
hosp.omergency broadcast sys & school issues Prompt ruling requested Opposition lo 
080415 date for completion of discovory on "roalism" issues lo be addroasod lator 
LANPHER.LC Suffolk County, NY lAnPHER.LC Kirkpalnck & Lockhart #1BB 
6797 ea/03/08 GlEASON.J P, KLINE.J R . SHON.FJ Atomic Safoly and Llrcnsing 
Board Panel Ip 44660 166-44668 201 

-0803140110 Govt motion for extension of timo for discovery on hosp, omorgency 
broadcast sys (EBS) S school issues ' Extension of discovery poriod on EBS & hosp 
issues to 080513 & addi period of 080509-13 for school issues roquestod 
LANPHERXC Sulfolk County, NY LANPHER.LC Kirkpalnck & Lockhart 

PALOMINO.FG New York, Stale of 08/03/00 Atomic Safoly and Liconsing Board 
Panel 5pp 44660 16? 44668 201 

-0003140127 Govt response to Board request for proposals & molion to reconsider dis 
covery orders ‘ Govt proposed schcdulo should be adopted since no party to pro 
cooding would bo prejudiced 

LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Locktiart 

PALOMINO.FG Now York, Stale of 60/03/01 Atomic Safoly and Licensing Board 
Panel 21 pp 44660 172-44660 192 

-8803140131 Pfovidos addI info confirming necossily for Board to modify 15 day dis- 
covery poriod for emergency broadcast sys & hosp evacuation proceedings & re- 
sponds to util attack on govts 880301 response re schedule proposals W/Certificato 
ol Svc 

LETSCHE.KJ Suffolk County. NY LETSCHE.K J Kirkpalnck & Lockhart 68/03/03 
GLEASON.JP, KLINE.J R , SHON.FJ Alomc Safoly and Licensing Board Panel 
Opp 44668 193 446GQ201 

8003 140096 Notice of cUJpoararce * Notfeo of appearance of RA Shoffoy In 
proceeding Certificalo of Svc end 

SHEFFEY.RA Long Island LIghlina Co SHEFFEY.R A Hunton & Williams #188 
5004 08/03/09 4pp 44660 157-44665 160 

0803140129 Memorandum A ordor (concernlrg rotontion of jurfsdiclion| * Concluded 
that judgos lack authority lo retain juriTcliclion lo delormino whet her funoamontal flaws 
revoatod by 660213 exercise corroclod Served on 080310 

SHON.FJ, PARIS.OH, FRYE.J H Atomic Safely and Licensing Board Panel #168 
5700 08/03/09 6pp 44668 263 44668 268 

0003140130 NRC Sl«iff response to Board ordor on rclovanco of nondino omergoncy 
planning contentions to operation 25% power * NRC will not bo able to tilo brief sub- 
stantively addressing Board quostion by 860401 

REIS.EJ Deputy General Counsol #108 6802 00/03/09 Atomic Safety and Llcons 
ing Board Panel 4pp 44660 250-44666 262 

0003 160092 Suffolk County answers lo LILCO first set of Intorrogatories & requests for 
production of documents re LILCO omergoncy broadcasi sys * Cerllficato of Svc end 
MILLER.MS Suffolk County, NY MfLLER.fy/ S Kfrkpatiick & Lockhart #108 5046 
eo/03/09 Atomic Safely and Licensing Board Panel 21pp 44607 173 44007.103 

0803160095 LfLCO response to inlcrvonor 000300 molion for extension of discovery 
period ‘ Board urged to deny Irhlorvonor motion for exionsion & lo adopt schedules for 
complolion of discovery & proceeding ' Certificalo of Svc one) 

IRWfN.DP Long Island Lighting- Co IRWIN.DP Hunton & Williams #180 5836 00/ 
03/09 Atomic Safety and Licensing Board Panel 9pp 44607 164-44687 172 


8803110019 LILCO second supplemental responses & objeclions to Slate of NY first 
set of intorrogatories & requests for proauclion of documents * W/Corlificato of 
Svc Related correspondence 

LEUGERS.M Long Island Lighting Co LEUGERS.M Hunton & Williams #108 5778, 
88/03/07 New York, Stale of 6pp 44661 192-44681 197. 


8803160107 LILCO first sol of Interrogatorios & requosis for productloni of cfocumonts ro 
Gonlenlions 1'2,4 8 & 10 to Suffolk County, Stale of NY & town of Soulhampton * W/ 
Certificate of Svc Related correspondence 

LEUGERS.M J long Island Lighting Co LEUGERS.M J Hunton & Williams #100 
5838 00/03/09 SufloIK County, NY lipp 44606 330 44686 340 


8803110036 LILCO responses A objeclions to Suffolk County first sot of intorrona lories 
& request for prodfuclion of documonls re omergency broadcast sys * Certificalo of 
Svc end Related correspondence 

MATCHEH.SD Long Island Lighling Co MATCHETT.SO Hunton & Williams #108 
5779 88/03/07 Suffolk County, NY 17pp 44661 226-44661 242 


8803160108 Stale of NY first sot of inlerrogotoriQs A request for production of docu 
monts to- NRC Staff re hosp ovacualion issue * W/CGrlificale ol Svc, Related corre 
spondenco 

ZAHNLEUTER.R J New York, State of #188 5841 00/03/09 Atomic Safety and LI 
consing Board Panel, 6pp 446Q6 324-44606 320 


8803110125 Notice of appearance of CL Ingebretson as counsel for LILCO W/Cerlifi 
cate of Svc 

INGEBRETSON.C Long Island Lighting Co INGEBRETSON.C Hunton & Wifliams 
#188 5782 88/03/07 4pp 44661 053 44681 056. 

8603140099 Notifies that NRC does not propose formally lo respond to LILCO 880222 
molion lo compel Suffolk County to respond to discovery Motion concems discovery 
dispute between LILCO & Suffolk County 

Assistant General Counsel for Hearings #188 5795 88/03/07 
GLEASON.JP,, KLINE.J R , SHON.FJ Atomic Safety and Licensing Board Panel Ip 
44668 063 44668 063 


8803160067 Suffolk County responses & objections to NRC Staff first set of interrogato 
Ties & request for production of documonls re hosp ovacualron * Rolalod correspond- 

ROSS.R Suffolk County, NY ROSS.R Kirkpalnck & Lockhart #100 6042 88/03/18, 
Atomic Safety and Liconsing Board Panel 3pp 44607 015-44667 025 

-08 83 160070 Suffolk County responses & objoctiona to LILCO first set of interrogato 
nes & request for production of documents ro hasp evacuation * CorUficate of Svc 
end Rolafed correspondenco 

ROSS.R Suffolk County, NY ROSS.R Kirkpalnck & Lockhart 80/03/10 Atomic 
Safety and Licensing Board Panel 9pp 44S87 010-44687 026 
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0803160079 LILCO responses & objeclions Eo Suffolk Counly lir&l sgI of intorrogatonos 
& reqjosE for production of documonls * Related correspond’ence 
HARLOW.DS Long Island LigWmg Co HARLOW, OS Hunlon & Willrams #188 
5B40 88/03/10 Suffolk County, NY 13pp 44687 20144687 224 

•'6803160086 LILCO responses & objection a to Suffolk County second set of interroga 
tones & request for production of documents ^ Util obiecls to Interrogatory 1 85 
vaguo.overoroaa S unduly burdensome W/Cerltficals ot Sve Related correspondenco 
HARLOW.DS Long Island Lighting Co HARLOW.DS Hunton & Williams 68/03/10 
Suffolk County, NY 8pp 44607 217 44687 224 

BB03 160062 0oard memorandurr 8 order (sotting hearing & discovery schedule) * Mo- 
Irons lo compDf re discovery ending 880325 must be filed by 860329 & responses by 
880331 Served on 88031 1 

GlEASON,JP. KLINE.JR. SHON.FJ Atomic Safely and Licensing Board Panel 
#180 5844 00/03/10 Office of the General Counsel 3pp 44687 201^44687 203 

9803210245 Notice of withdrawal ol GS Johnson as counsel for NFIC W/Cerlificate of 
Sve 

JOHNSON.GE Office of the General Counsel #188 5863 88/03/10 4pp 
44 731 '232-4473 1235 

8603160051 Suffolk Courtly Ihird set of inlerfogalories & requests for production ol doc* 
umonts to LILCO re emergency broadcast sys * Certificate of Sve end Related corro* 
spender ce 

MISSAL, MJ Suffolk Counly, NY MISSAL, MJ Kirkpatrick fil Lockhart #188 5B37 
ea/03/11 Long Island Lighting Co 1tpp 44607 002 44687 012 

6803160076 Memorandurn & order (denying in part & granting in part LILCO motion for 
summary disposition of Contentions 1,2 & 9 immaterialily) * Summary disposition ot 
Contentions 1 & 2 daniod 8 Corlenlion 9 granted Served on 800314 
GLEASON.JP, KLINE.J R , SHON.FJ Atomic Safely and Licensing Board Panel 
#180 5043 0B/O3/11 Long Island Lighting Co 12pp 44687 225 44687 236 

8803160098 LILCO molion to compel answers to certain Interrogatories & requests for 
production ol documonis * Rotated documentation & Certiticato ol Sve end 
INGEBRETSON.C Long Island Lighting Co INGEBRETSON.C Hunton & Williams 
#100 5847 80/03/11 Atomic Safety and Licensing Board Panel 133pp 44607 032 
44687 163 

0903169102 LILCO responses & obioctions lo Suffolk Counly second sot of mlerrogafo 
nes 6 request for production of documonls ro emergency broadcast sys * Related 
corrosoanclonco 

MATCHETT.SD Long Island Lighting Co MATCHETT.SO Hunton & Williams #188 
5039 09/03/11 Suffolk County, NV 10pp 44686 34144686 354 

••9803160105 LILCO suppiGmonlal responses & objecirons to Suffolk County first set of 
intorrogaloriea & request for production of documents ro omorgency broadcast sys * 
W/Cerlificato of Sve Related corrospondenco 

MATCHETT,SD Long Island Lighting Co MATCHETT.SD Hunlon 0 Williams 80/ 
03/11 Suffolk Counly. NY 4pp 44606 351-44686 354 

0003230029 HeaponsQ ol Stale of NY to LtLCO first sot of rnte/rogatorios & requests for 
production ol documenls re LILCO omorgency broadcast sys * Objections staled W/ 
Cc/lificato ol Sve Related ccrrespcndonco 

ZAHNLEDTER.R J Now York. State of #108 5904 08/03/11 Long Island LIghlinn 
Co 9pp 44779 14H4477g 149 

8603210112 LILCO brief on appeal from 680201 partial Initial decision on emergency 
planning oxerefsQ * Certifjcato of Sve end 

MCCLEBKEY.K E Long Island Lighting Co MCCLESKEY.K E Hunton & Williams 
#168 5682 08/03/14 Atomic Safety and Licensing Appeal Panel 400pp 44731 321- 
44733 091 

880 32 10 2 OS Advises that mfo responsive to 000309 interrogatories re hosp evacuation 
time eslimalos coniained in Urbflnik 800304 deposfleon Relalod correspond once 
BACMMANN,RC Assistant GanomP Counsel for Hearings #160 5073, 60/03/14 
HAHNLEUTEfl.R J New York, Slat© of Ip 44731 239 44731 239 

0803290154 Informs that ASLB sol 800516 for start of hearings on emergency broad 
cast sys, school bus driver & hosp ovacuation issues in Shoreh am, Issues $1ai1 1 wk 
after completion of first three Issues Related correiipondence 
REIS.EJ Assistant General Counsal for Hearings #108 5935 8B/'03/14 
MURLEY.TE Offica of Nuclear Reactor Regulation. Director (Post 070411) Ip 
44071 124 44071 124 

9B63210114 Govts motion for reconsideration of Board ruling on 10CFR50 47(c) (1}(i} (ii) 
compfiance * ASLB requoaled lo reconsider 890303 order based on util not suslamfng 
good faith teslW/Corlificate oi Sve 

LANPHER.LC Suffolk Counly, NY LANPHER.LC Kirkpatrick & Lockhart 
PALOMINO.FG Now York. Slate of #109 5875 06/03/15 Atomic Safety and LI 
censing Board Panel 9pp 44733 119 44733 127 

8903210126 Informs that NRC nol contemplaling calirng witnesses for remand hearing 
on emergency broadcast sys issue, per Suffolk County 980308 Inlerrogatonas Related 
correspondence 

BARTH,CA Assistant General Counsel (or Hearings #180 5874 88/03/15 
MILLER.MS Kifkpalrick a Lockhart !p 44733 142*44733,142 

8903210126 Nolice cf ^poarance * Notice of appearance of MA Young in 
proceeding Cortiflcaie of Sve end 

yOUNG.MA Assistant Genera) CounseJ for Hearmgs #188 5876. 88/03/15 3pp 
44733.143-44733 145 

0003210130 Notice of appearance* Advises that MA Young will enter appearance In 
pfocseding Certificate or Sve enci 

young, M A Assistant General Counsel for Hearings #188 5867 08/03/15 3pp 
44733 159-44733 16t 

6003210135 Response of Slate of NY to LILCO first set of fnlerrqpalones & roquoals for 
production of documerts re hosp evacuation time estimates Supporting documenta 
lion & Certificate of Sve end Related correspondGne© 

ZAHNLEUTEfl.ftJ Now York, Stale of #108 5977 00/03/15 Long Island Lighting 
Co, 32pp 44733 ie2'4 4733 193 

6003210220 Notice ol appearance in proceeding Cert Jrcato of Sve end 
YOUNG, M A Assistant Gensral Counsel for Hearings #100 6881 06/03/18 3pp 
44731 224 44731 226 


8603230042 Suffolk County first sot of interrogatories & requests for pfoducfion ol iIocl*- 
menls re Contentions 1*2,4 8 & 10 lo LILCO * Certiiicate of Sve end Rdatod ewre- 
spofidence 

MILLER.MS Suffolk County. NY MILLER.MS Kirkpatrick & Lockhml 
88/03/15 Atomic Safety and Licensing Board Panel )4pp 44779 150 44779 163 

8803230056 forwards verifrcalion forms omitted from LILCO two 880311 (|•'lng^ Srt„rn 
statements re Suffolk County A State of NY answers to LILCO first sol ol inltrrogi'o* 
ries (lied 880309 & 1 l.rospeclively, requested Related correspondence 
MATCHETT.SO Long Island Lighting Co MATCHETT.SD Hunlon & Wilfiiims jtm 
5907 88/03/15 ZAHNLEUTER.R J New York. Slate of MILLER.MS Kif>ralrKk& 
Lockhart 3pp 44779 176 44779 178 

8003230081 Suffolk Counly first set of inlerrogalories & requests for produciion ol docu 
menis re Contentions 1 2,4 0 & 10 to NRC Staff & FEMA ' Corlilicato ol S.: 
end Related correspondence 

MILLER.MS Suffolk County. NY MILLER.MS Kirkpatrick & Lockharl #103 69u3 
00/03/16 Office of the Gonerol Counsel I4pp 44780 070 44780003 

0803310037 Forwards 000315 Board of Education resolution w util cmirci rq 
plan Served on 880329 

PACIOLLA.PC Mount Sinai Union Freo School District #188 5957 GB/03/15 WC 
No Detailed Affiliation Given 3pp 44898 061-44090 063 

88D3230049 LILCO reply to inlorvenors motion for reconsideration of Boa id fu'ir^^ no 
hosp evacuation issue * Motion simply repeals arguments raised previously 4 
be reJoclQd in entirely 

HARLOW.DS Long Island Lighting Co HARLOW.DS Hunton & Wiffinms Iflh 
5909 88/03/17 Atomic Safely and Licensing Board Panel 6pi) 41731 0J7 
44781 105 


-8803230083 LtLCO response to iniervenors motion for reconsider alien o! 8 d: J 
880224 order ruling on emergency broadcast sys contentions ' Motion icpoals a'lj 
ments previously considered bu Board & should bo dented Cerlificalo ol Sve cm I 
MATCHETT.S 0 Long Island Lighting Co MATCHETT.S D Hunlon & Wifliams fS^ 
03/17 Atomic Safety and Licensing Board Panel 13pp 44781 093 44781 105 

6003230072 Clarifies that J McFarland does not hold Commission position as 8(Ki?0>r‘i 
may have implied Public Sve Commission neutral on issues o) p'nni ficert^ni 
attempts Util required to Me plans for generation of electricity w/o plant in Apr 
BRADFORD, PA Now York, Slate of #188 5008 80/03/17 2ECM.LW Commss*"r 
ers 2pp 44780 068 44780 060 

8003230139 Response of Slate of NY to NRC Staff first sol of Intorrogatofics 3 
quests for proauclion of documonls re hosp ovcacualion time estimalos* Ccrifict'j 
of Sve end Related correspondence 

ZAHNLEUTER.R J New York. Stale of #188 5905 80/03/10 Office ol tfio (icrx'i 
Counsel lapp 44781 052 44781 063 

0803230148 Order * Ora! argument of ulil appeal of Licensing Board 071207 Partail'^ 
lipl Decision IBP 87 32 will be hold on 000420 in Belhesdn.MDNamo of inthKlmll) 
present argument lor each parly requested by 080414 

SHOEMAKER, CJ Atomic Safely and Licensing Appeal Panel #180 5890 fl0/OJM8 
Office of Ihe General Counsel 2pp 44770 187-44779 120 

8803290043 NRC Staff response lo intervene)/ motion for reconsldorolion of 
order ro emergency broadcast sys contention * ASLB correctly denied adnvssjnd 
Bases I D. 1 E,2 D.2C & 3 Inlervonof molion (or reconsideration should bo dan id 
BACHMANN.RG Assistant General Counsel for Hearings #188 6937 5il/03/?? 
Atomic Safely and Licensing Board Panel 7pp 44071 001-44871 016 

-8803290049 NRC Staff response lo inlervonor motion for re consideration ol AMO 
ruling on LILCO molion for summary disposition of hosp ovacualion issuo * Inlcru.fV'i 
motion should be denied W/Cerlificate of Sve 

BACHMANN.RG . CLARK, LB Assistant Gonorat Counsel for HoarinQS cn/OJ/Ji 
Atomic Safety and Licensing Board Panel Opp 44871 008*44871 016 

0803290071 LtLCO motion for expedited decision A possible advancemonl aiourucitoij 
appeal concerning scope of initial offsite emergency preparedness oxofcisc issurj' 
CerlificalG of Sve enef 

IRWIN.DP Long Island Lighting Co IRWIN, D P Hunlon & Williams #186 5032 65^ 
03/22 Atomic Safety and Licensing Appeal Pane) 6pp 44871 050 44671,055 

8803290230 Notifios that NRC does nol have access lo compilations of data or conipa*' 
ison surveys on issue of possible role conflicts of ulil employees os school bus drivw 
in event of emergency at plant Related correspondence ^ , 

BARTH.CA Assistant General Counsel for Hearings #186 5930 60/03/77 
2AHNLEUTER.RJ Now York, State of Ip 44871-130 44871 130 

8803310027 Suffolk Counly response to LfLGO first sol of interrogalortos re CoAlcr^tvTiJ 
1-2, 4*8 & 10 ' Certificate of Sve end Related correspondence ^ 

LETSCHE,K J Suffolk Counly. NY LETSCHE.K J lOrkpalrlck & Locktiart #186 
88/03/23 Long Island Lighting Co 6pp 44890 068 44890 073 

8803310042 Response of Stalo of NY to LiLCO first set of interrogalorios & roqu«ls U 
production of documenls ro realism * W/Corfificato of Sve Related co/rospowciKa 
ZAHNLEUTER.R J New York, State of #180 5963 80/03/23 Long Island Ligh’iig 
Co 7pp 44897 256 44807 262 

8803310052 LILCO answer lo Intervener motion for reconsideration of good faith issue * 
Inlervenor arguments go to facts having nothing to do w/meelrng tliroopart icsi or 
Commission rule & should be denied Cerlificalo of Sve end ^ 

CHRISTMAN.JN Long Island Lighting Co CHR<STMAN.JN Hunlon & Wl'W 
#108 5960 88/03/23 Atomic Safely and Licensing Board Panel 7pp 44B972 d>J 
4489? 269 

8003310119 Response of Suffolk County lo LILCO 800311 molion to compe! ansAt^ 
to certain interrogalones 8^ requests for production of documents * Ceilificals oiw 

TAYLOR.JL Suffolk County, NY TAYLOR, J L Kirkpalrick & Lockharl #188 5^1 
88/03/23 Long Island Lighting Co 15pp, 44898 031*44098.045 
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8B033 10030 LILCO second sol of requesls for produclion of documents ra LILCO emer- 
gency broadcast sys to Suffolk County * Util makes no admission or representation 
about proper scope of issues to be decided W^Certifrcale of Svc Related correspond 
ence 

SISK.K D Long Island Lighling Co SISK.K D Hunton & Williams #108 5962 08/03/ 
24 Suffolk County. NY 4pp 44898 064 44090 067 

0803310153 IIICO second set of tntef rogatories & requests for production of docu- 
ments re Contentions 1 2.4 8.& 10 to Suffolk Counly.State of NY & town of South- 
amplon * Certificate of Svc end Related correspondence 

CHRISTMAN, JN Long Island Lighting Go CHRISTMAN.JN Hunton & Williams 
#188 5964 afl/03/24 Suffolk County. NY 42pp 44897 333 44098 014 


8003310041 LILCO responses & obiections to Suffolk County third set of interrogatories 
& requests for production of documents re omorgancy broadcast sys * W/supporting 
documentation & Certificalo of Svc Related correspondence 

MATCHETT.SD Long Island Lighting Co MATCHETT.SD Hunton & Williams #188 
5960 80/03/25 Suffolk County, NY 22pp 44097 234-44897 25S 


8803310051 Govt response to llconsea motion lor expedited decision & possrblo ad- 
vancement of argument on licensee appeal of LBP 87-3 * Board should issue corn- 
plote decision wiiich sets forth discussion of party argumonls W/Certilicate of Svc 
LETSCHE.KJ Suffolk County, NY ZAHNLEUtER.R J New York, State of 
LATHAM.SB Southampton, NY #188 5949 08/03/25 Atomic Safety and Licensing 
Appeal Panel lOpp 44097 201-44897 200 


8803310059 Memorandum to partie? * Attached momo from HP Cotter, chief admfnislra 
live judge, self-Gxptanatory Parlies to proceeding requested to conform to svc 

rcou eat Served on 800329 . 

FHYE,J H Atomic Safely and Licensing Board Panol #188 5950 0 0/03/20 Ip 
44097 232-44897 233 


H, General correspondence 

6003080202 Comment opposing draff NUREG 0654,FEMA REP-l.Rev 1 Pro 

posed rule change jeopardizes lives of millions by licensing Soabrook & Shoroham 
0'NeiLL,K Affiliation Not Assigned 80/02/05 NRC • No Detailed Affiliation Given 
2pp 44623 057 44623 058 

8803100060 Comment on behalf of Suffolk Couniy,Stato of NY a town of Southampton 
opposing draft NUREG 0654,FEMA-REP-1,Rov 1 ro now rutos described In 
S2FR42578 New rule unlawful Draft flawed Related info cnef 

LANPHERXC Kirkpatrick a Lockhart LANPHER.LC Suffolk County. NY 
LANPHER.LC New York, Stale of. 80/02/29 WEYER,D Rules a Procedures Branch 
7pp 44657 327-44650 154 

-8803100074 Affidavit of MM Cuomo ro uKl radiofogical emergency rosponso 
plan Reaffirms slalomortls made In 870506 affidavit a 860630 slalemont SlaletriGnl 
end 

CUOMO,M M New York, Slate of. 80/02/08 5pp 4465B 057-44650 067 

-8003100080 Affidavit of PG Holpin re matters alleged by util in TILCO Motions for 
Summary Disposition of Contentions 1-2 & 4 10’' did 871210 Summaries a quotations 
of uiil assertions. Resolution 1 11-1903 a PF Cohalan stalenneni end 
HAUPIN.PG Suffolk County, NY 08/02/09 55pp 44658 068-44658 164 

BB03 150090 Comment forwarding "Brief of Potiliorors NY State, Governor MM Cuomo a 
Suffolk County" did 080301, demonstrating lhal underlying rule which draft NUREG* 
0664 suppl seeks to implement Is Illegal Certificate of Svc end 
LANPHER.LC Suffolk County, NY 80/03/02 MEYER, D Rules a Procedures Branch 
166PP 44683 057 44603 222 


J. Insurance a indemnity Information 

BS03310013 Forwards listed endorsements to listed policios, In eluding Endorsomonl 102 
to WAELU Policy MF 26.Endorsomenl 123 to NELIA Policy NF-76,Endorsomonl 71 to 
MAELU Policy MF-56 a Endersoment 89 to NELIA Policy NF-tBO 
O’CONNOR.DJ Marsh a McLennan, Inc 08/03/22 DINITZ.I Office of Nucloar Re 
actor Regulation, Director (Post 87041 1), 53pp 44918 099 44918 151 


8803040185 Finat response to FOIA request for documents ro Nov 1987 resignation oi 
Judge MB Mamulies from NASLP Forwards Apps BSC documents which are afso 
avaTabfe in PDR 

GRIMSLEY.DH Division of Rules & Records (Post 070413) 88/02/29 BELAIR.R R 
Southampton, NY BELAIR.R R Kirkpatrick a Lockhart 3pp 44581 336 44581 352 

8803100200 Forwards "Shoreham Nucloar Power Station PRA W/Supplomenlal Con- 
tainment Sys," m response to NRC questions Requests concurrence w/quality group 
categorization by 880408 

LEONARD.JD Long Island Lighting Co 08/03/02 Document Control Branch (Docu- 
ment Control Desk) 14pp 44791 294-44792 096 


"880316 0202 "Shoreham Nuctoar Power Station PRA W/Supplemenlal Conlafnment 
Sys " 

* Long Island Lighting Co 80/02/29 160pp 44791 308 44792 096 


6803080175 Final response to FOIA request for all documents ro NRC Investigation of 
WG Dick allogations about Saw a LILCO Forwards App A & B 
documents Documents available in POR App C docuinenls partially withneld (ref FOIA 
Exemplcon 6) 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 08/03/03 PALAST.G 
Union Associates 5pp 44634 1 16 44634 276 

-8803080287 Advises of closure of listed allegations ro facility Documents discussing 
bases lor closeout of each (islod allegalion end 

STROSNIDER.J Region 1. Ofc of the Director 86/04/92 SHROPSHIRE.A Region 1. 
Ofcol the Director 4pp 44634 121-44634 124 


*8003060280 Partially deloled Itr re concerns expressed rofaling to Nino Poinl Unit 2 
const project a to NRC Readiness Assossmont Team insp conducted at 
Shoreham NRC concurs to meet w/recelpenl on 050305 to discuss items 
STAROSTECKI.R Region 1, Ofc of the Director 05/03/01 DICK.WQ Affiliation Not 
Assigned 2pp 44634 125 44634 126 


"8003060304 Partially deleted Hr forwarding concerns ro Nine Milo Point Uni 2 
project Principal basis for concerns In connection w/ mattars relates to 
hackground,assigninonls & expofiorco during 4 yrs al Shoreham 
DICK.WG Affihation Not Assigned 85/01/26 Region 1, Ofc of the Direclor 2pp 
44634 258 44634 259 


>8803060305 Partially deleted Itr convoyinn info discussed w/ Lazarus re safety & qua!* 
ily concerns contained in author 050126 Itr 

DICK.WG Affiliation Not Assigned 05/02/14 Region 1, Ofc of tho Director lipp 
44634 260 44634 270 


•8803080344 Partially deleted Itr advising of rovfow of 850305 transcript of 
Interview Followup In one area which relates specifically to quality of safety-rolaied 
oquipmonl al facility being performed 

STAROSTECKI.R Region 1. Ofc of the Director 06/04/10 DICK.WG Affiliation Not 
Assigned Ip 44634 271 44634 271 

-8803080352 Partially deleted Hr requesting 8S0305 deposition w/all errors alluded 1o in 
800026 Itr re unsalifactory responses to allegations concerning aclivilies al 
facIliliQS AddI «iclion may bo warranlod 

KANE.WF Region 1, Ofc of the Director 06/10/22 DICK.WG Affiliation Not As- 
signed Ip 44634 276 44634 276 


8003090020 Staff reqiiiromenls memo ro briefing on status of near term operating fi- 
consos on 800224 Staff committed to provide Commission w/uHI projected response 
date to questions on potential upgrading of contammonl bldg 
CHILK.S J Office of the Secretary of the Commission 88/03/04 STELLO.V Ofc of 
tho Exoculivo Director for Operations Ip 44657 272 44657 272 

8803150260 Final rosponso to FOIA request No agency records subj to request (ocatod 
GRIMSLEY.DH Division of Rules & Records (rro 870413) 88/03/00 PALAST.G A 
Union Associalos Ip 44669 271-44689 271 

8803220364 Generic Ltr 88 05 to alt licensees of operating PWRs & holders of CPs for 
PWRs ro boric acEcI corrosion of carbon sleel roaclor pressure boundary components 
In PWR plants Svo list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/17 ConsolidalecI 
Edison Co of New York, tnc 43pp 44079 084 44079 126 


P, Operating license stage documents & correspondence 

8003010266 Notification of Licensee Mooting 87 067 on 870529 w/ulil in King of 
Prussia. PA to discuss State of NY & Suffolk County concern over util OA audit pro 

§/h^GINS,J Region 1. Ofc of the Direclor 87/06/19 Region 1, Ofc of tho Direclor 
2pp 44551 293-44551 294 

8803020014 FOIA request for documents re vendor fists for facility as connplfGd by util 
contractors between 1975 & 1978, including documonlalion ro uso of "E BRITE " 
PALAST.G A Union Associalos 87/12/14 GRIMiSLEY.D H Division of Rules & 
Records (Post 870413) 2pp 44540 335 44540 336 

8803150262 FOIA request for documents re 830218 moeting at plant w/NRC 
reprosonlatives.uiil S&W Engineering & others 

PALAST,GA Union Associates 07/12/14 GRIMSLEY.DH Division of Rules & 
Records (PfG 870413) 3pp 44609 272-44609 274 

0803080120 FOIA request for all documents re NRC invosllgalion of WQ Dick alfega 
lions about S&W & LILCO re performing NRC fnslrucfions to bring facility up lo fuel 
load stcis . _ . 

PALAST.G A Union Associates 08/01710 GRIMSLEY.DH Division of Rules & 
Records (Post 870413) 3pp. 44634 113-44634 1 15 


Q. (nspedUon reports, IE Bulletins & correspondence 

0802250412 Notification of 870910 Llconseo Moellng 87-109 In King of Prussia.PA ro 
SALP 

COWQILL.C Roglon 1, Ofc of tho Oiroclor 87/09/08 Region 1, Ofc of the Director 
2pp 44570 310 44570 319 

0603010020 Notification of SALP Mgt Meeting 07 146 on 680105 w/ulit in 

BLO?fGf*1?AF[ Region 1, Ofc of the Direclor 87/12/23 Region 1, Ofc of the Director 
2pp 44551 147 44551 148 

880301026 7 FOIA request for documents on problems at plant during 1907 le Insp Item 
322/02-30 03 or safety problems prompling review of t Brabazon 830603 Mr to WJ 
MuseCof. 

PALAST.G A Union Associalos QO/01/10 GRIMSLEY.DH Division oi Rules & 
Records (Post 8704 1 3) 2pp 44540 346 44540 347 

080301005 2 Fonvards Exam Ropt 50 322/07 210L of exam administered during wk of 
071130, 

GALLO, RM Region 1, Ofc oi tho Director 00/02/22 LEONARD. J D Long island 
Lighling Co 3pp 44531,264 44531 331 


0003080128 FOIA request for documents re 830125 meeting al plant w/NRC. ulil,S&W 
& others 

PALAST.G A Union Associates 80/01/18 GRIMSLEY.DH NRC.NoOelaflQtlAfli.li- 
a lion Given 3pp 44633,321-44633 323, 

8002250195 Generic Ltr 88 04 lo all nonpower reactor licensees re distribution of gems 
irradiated in research reactors Svc list end 

MIRAGLIA,FJ Associate Director for Projects (Post B704 II) 60/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44S63 345 44653*355 


-6003010061 Exam Ropt 50 322/87-2 lOL on 871201 03 Exam results four senior reac- 
tor operators passed both written exams & operating tesls 

FLOREK.DJ, LANGE, OJ Region 1, Ofc of Iho Director 88/01/22 65pp. 44531 267- 
44531 331 

8803020017 Final response lo FOIA roquasl for documents NRC insp rapts & const da- 
ficiency repis for facifily Identifying individual vendors available in PDR & LPDR 
GRiMSLEY.DH Division of Rules & Records (Post 970413), 86/02/25 PALAST.G A 
Union Associalos 1p 44548 337-44 548 337 
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8802230035 NRC Info WoKce 80 OOS. * ‘Foreign Objects in Sieam Generalors " Svc fist 
end 

ROSSI CE Diviston of Operalionat Events Assessment (Post 870411) 88/02/29 
Consolidated Edjson Co of New York, Inc ItBpp 44554 253 44555 009 

8803080175 Final response to FOIA request for ail documents re NRC investi'galion of 
WG Dick allegations about S&W & LILCO Forwards App A & B 
docurriGnls Documents available in PDR App C documents partially withheld (ref FOIA 

Exemption 6) 

GRIhiSLEYDH Division of Rules 5 Records (Post 870413} 88/03/03 PALAST.G 
Union Associates 5pp 44-634 116-44634 276 

-0803060348 Partially deleted Itr appraising concerns expressed re LILCO quality ac 
countability program, NRC followup ol individual insp findings & overall conclusions of 
readiness team Pertinent considerations offered listed 

STAROSTECKI.R Region 1. Ole ol the Director 85/07/09 DICK.WG Affiliation Not 
Assigned 4pp 44634 272 44634 275 

8803020036 NRC Info Nolice 86 007, ‘ Inadvertent Transfer of Licensed Matl to Uncon 
trolled Locations " Svc fist end 

CUNNINGHAM RE Division ol Industriat a Medical Nuclear Safety (Post 870729) 
68/03/07 Consolidated Edison Co of New York, Inc I2pp 44673 001 44673 012 

8803040062 NRC Bulletin 8B-003, Inadequate Lakh Engagement in HFA Typo Latch 
ing Relay Mfg by GE ” Svc list enct 

ROSSI CE Division of Operational Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co ol New York, Inc 128pp 44673 192-44673 319 

8093000148 NRC Info Notice 66 008, ‘Chemical Reactions W/Radwasle Solidilicallon 
Agenis " Svc list enci 

ROSSI CE Division oJ Operational Events Assessment (Post 870411) 86/03/14 
Consolidafed Edison Co ol New York. Inc 120pp 44772 253 44773 012 

8803140284 NRC info Notice 08 009, "Reduced Rehability of Sieam Driven Auxiliary 
Feedwak' Pumps Caused by Instabildy of Woodward PG PL Type Governors’' Svc 
list enci 

flOSSl.CE Division of Operalional Events Assessment (Post 870411) 08/03/18 
Consolidated Edison Co of New York. Inc 121 pp 44857 058 44657 170 

8603240422 Ack receipt of 870914 response to NRC Bulletin 87-001 re util programs 
for monitoring pipe wall thickness m high energy single phase & two phase carbon 
steel piping sys 

BROWN S Projecl Derectorale I 2 88/03/10 LEONARO.J D Long (stand liohling Co 
4pp 44807 357 44807 360 

6803280049 Forwards Safety Insp Repi 50 322/08 01 on 080111-15 & noUce of viola- 
tion 

DURfl.JP Region 1. Ole of the Director 08/03/21 LEONARD.J D Long Island Light- 
rng Co 5pp 44921 097-44921 107 

- 8803200051 Notice ol violation from insp on 8801 1M5 Violation noted on 
a80ll3,valve preliminarily exercised in that lest vol overpressurized to greater than 
too psig instead of required 40 psig test pressure 
• Region 1. Ofc of the Director 66/09/21 Ip 44921*102 44921 102 

“8803260054 Insp Rept 50 322/68 01 on 680111 ISViolalrons noted Major areas 
inspected test witnessing 8 administrative control of local leak rate testing A lours of 
tacitiVy 

GOLLA.JA, EAPHN.PK Region 1, Ofc ol (he Director 86/03/09 5pp 4492M03 


8003300028 Requesis info re fabneaton of speni fuel pool racks as listed Insp on 
8^323'27 revealed that implement a lion of US Tool a Ora OA failed to meet corlain 
NRC requirements Details of insp end 

BUTLER, WR Project Direcloraie I 2 88/03/24 LEONARD.JD Long Island Lighting 
Co 5pp 44908 141 4490B 189 ** 


T. Hearing transcripts on non-antitruat matters 


8003010334 Transcript of 880225 conference call in BGthesda,MD re rGm.tnd/ofricrtK''' 
cy planning Pp 19,279-19.294 

♦ Atomic safety and Licensing Board Panel 88/02/25 18pp 44510 0C8 445 iar-a 5 


6003000175 Final response to FOIA request for all documents ro NRG iMvQsiiq,iiion H 
VVG Dick allegations about S&W & LILCO Fonvards App A A 8 
documents Documents available in PDR App C documents partially wilhhuld (rol 
Exemption 6) 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 80/03/03 PAIASTG 
Union Associates 5pp 44634 116 44634 276 


-0803080299 Partially deleted transcript of 850305 invostinnlwo interview (cfosrd 
I no) in Columbus,OH Pp 1 54 Related documentation enci 
•Commissioners 85/03/05 131pp 44634 127-44634 267 


fTii*' r 


U Congresslonal/Executive Correspondence 


BB03240456 Forwards quarterly repl covering Fourth Quarter of 1007, in ro 5 nor^ 
House Rept 97 850 

ZECH.LW Commissioners 88/02/29 BEVILL.T House of Ron Annioiva-rri 
14pp 44007 341-44007 354 i . a 


V. Operator Examinations 

6803010052 Forwards Exam Repl 50 322/87-21 OL of exam admlnistorod dunrM 
871130 •' 

GALLO, RM Region 1. Ofc of the Director 80/02/22 LEONARD.J l> Iojuj Ish'd 
Lighting Co 3pp 44531 264 44531 331 ^ 

-0803010061 Exam flepl 50 322/87-21 OL on 871201-03 Exam rosullsfour son v a a 
tor operators passed both written exams & oporatina tests 

Region 1, Ofc of the Director 88/01/22 65 pp 445 1 1 Jo/ 

4453 1 *33 1 
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F. Securlly, medical, emergency & fire protection plans 

0803000101 Forwards Insp Repls 50 275/07-44 & 50 323/87-45 on 6/1220 flflOnOA 
notice of vfolatfon.Three areas of concern identified including 8B0100 rracin/ I'.p 8 
several examples of inadequale configuration controls 

ZIMMERMAN.R.P Region 5. Ofc of Iho Director 88/02/17 SHIFrEn.JO PftCificfni 
& Efeclnc Co 3pp 44622 1 16-44622 133 

-8803000112 Notice of violation from fnsp on 071220 880130 Violal ion noh-ki 
880107 visitor inside proleclod area of administration bldg cafeloria bocnmti si'i'j nl 
ed from assigned escort 

ZIMMERMAN.RP Region 5. Ofc of the Director 88/02/17 2pp 41t>2/ir(' 
44622 119 

-8803080119 Insp Repls 50 275/87-44 & 50-323/07-45 on 871220 8801 30 VinMi... \ 
noted Major areas inspected plant operallons. main! & surveillance aclrvjties Io'ga^p 
of onsite events, open items, radiological controls, physical security & LERs 
PADOVAN.L M Region S, Ofc of the Director 08/02/17 14pp 44622 120 44822 in 


R Periodic operating reports & related correspondence 

« Shoreham Nuclear Power Stalion Annual Operating Rept, Jan- Dec 1987 " 
Vv/06O22o Itr 

^ ■ *-E0NARD,J D Long Island Lighting Co 87/12/31 lOpp 44531 036- 


®®O323O010 "Shoreham Nuclear Power Statior> Annual Dose Rept (20 407), 1987 ” W/ 
860318 llr 

LEONARD.JD Long Island Lighting Co B7/12/31 2 pp 44844 020 44B44 021 


6803020304 Monthly operaljng 
POLIS.T, STEIGER.W.E L 
44602 276 


repl (or Jan 1988 W/880203 Itr 
ong Island Ljghimg Co 80/01/31 


App 44602 275- 


S. Reportable occurrences, LERs & related correspondence 


8003020053 Forwards exercise repls for 870923 & 1025 oxorclsos of offsilo radioiuy ai 
emeraoncy preparedness plans 

KRIMM,RW Federal Emergency Management Agency 88 / 02/22 CONGLLFJ R.i 
Sion of Radiation Proloclion & Emergency Propa redness (Post 0704 H) ip 
44SB9 159 44509 234 y r k v 

-8803020065 ‘'Stale of CA Ingestion Pathway Zone Exorcise Evafuatron Repl ‘ 

• Federal Emergency Management Agency 88/02/22 29 pp 4450D 160 4458 D its 

-8803020067 "Radiological Emergency Preparedness Offsilo Jurisdiclion fxcrci'jti lUfi 
of Evaluation Findings af Diablo Canyon Power Plant " 

’ Federal Emergency Managemenf Agency. 88/02/22 46pp 445B0 189 4450 D2J1 

8803220462 Requests confirmation that 880824 acceptable for facility oxorciso per di 
cussions between representafives of west coast ulils & State of CA 
SHIFFeR,J 0 Pacific Gas & Electric Co 08/02/29 MARTIN.J B Region 5, Ole of !t.<i 
Director ip 44789.132-44789 133 


JiKmlOfS uang fixed tillers IniUal 
reported on 080212 Caused by error in software for monitors Vendor lesling mod 
recommends changing fillers every 48 h 

sjp 4^46 327^44M8 Rosion 4. Ole ol Ihe Dwelc 


>8803220468 Informs of no objections to date intended to conduct 1080 emergen, f 
preparedness exerciao Dale acceptable. 

FISHR F. Region 6, Ofc of the Director 08/03/17 SNIFFER J.D Pacific Gas S 
trre Co Ip 44709 133 44789 133 


on 880 128, loss of conlinuous monitoring of station ver>til 
tion exhaust occurred Caused by persorvnel wot Lead mechanic to requaTilv incrde 

gSIeIch R ^ ST^r FR LER W/8§022^ Itr 

446G7l95 4'4'6JnOO®^^^^”'^^ ‘■'3’’"^ 6p 

8003140166 LBR 88 024 Ol on 870724.irstrument & controls Tech Soec surveillani 
calibr & response lime test procedures did not satisfy Tech Specs Caused bv fna 

447033^ 44709 318 ^ ^ 88/03/07 7p 

**Specs m?ss^4ca«fid poteclion wrveillances requirad by Tec 

?4'e44 206^4W4 21Cp™°^'’''^^ ^ 89/03/18 5p 


physical aecurlly plan.Rev withheld 

SH/FFEn,J.O Pacific Gas & Electric Co 88/03/04 Document Control Branch ([> 0 tu 
ment Control Destr). ip 44681*173 446B1 173 

0803140146 Forwards response to violations noted In Insp Repls 50 276/87 44 5 M 
323/87-45 Response withheld (ref iOCFR73 21). 

SHIFf^R,JO Pacific Gas & Electric Co 08/03/10 Documenl Control Branch (Do. v 
ment Conlro) Desk) ip 44705 265 44705 265. 


Q, Adfudlcalory correspondence 


8003290072 Advises that lime for Commission to review NASLAP decision (ALAB 
expired Commission declined review Decision became final agency action on 
B80318 Served on 880323 

Secretary of the Commission ^108 5940 80/03/22 Olf'C^t 
of the General Counsel Ip 44871*106 44871 106 
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P Operating license stage documents & correspondence 

80030101 13 Forwards Amends 26 & 25 to Licenses DPR 30 & OPR 62, respectively & 
safety evaluation Amends clarify types of radioactivity analyses & lower limits of dslec- 
ticn for gaseous effluents from waste gas decay tanks 

TRAMMELL,CM Project Directorate V 07/12/28 SNIFFER, J D Pacilic Gas & Elec* 
trie Co 3pp 44540 256 44540 265 

•'8803010117 Amends 26 & 25 to Licenses DPR 80 & OPR 62, respectively, clarifying 
typos of radioactivity analyses & lower limits of detection for gaseous efliuenls from 
waste gas decay tanks, containment purge S steam generator blowdown tank, vent 
KNIGHTON, GW Project Directorate V 87/12/28 5pp 44540 259-44540 263 

-8803010121 Safety evaluation supporting Amends 26 & 25 to Licenses DPR 60 & 
DPR-82,respec1ivoTy 

* Office 01 Nuclear Reactor Regulation, Director (Post 870411) 87/12/28 2pp 
44540 264 44540 265 

8803300058 Corrected Itr forwarding Amends 26 & 25 to Licenses DPR 80 & OPR- 
6 2, re spec lively & safety evaluatior> Amends clarify typos of radioactivity analyses & 
lower limils of detection for gaseous effluents from waste gas decay tanks 
TRAMMELL, CM Project Directorate V 87/12/20 SHIFFER.JO Pacific Gas & Elec- 
tric Co 3pp 44908 001 44908 011 

• 88 033000 62 Correclcci Amends 26 & 25 to Licenses DPR 80 & DPR 02, 
rospectively Amends clarify typos of radioactivity analyses & lower limits of doteclion 
for gaseous effluents from waste gas decay tanks, plant vent & conlainment purge 
KNIGHTON,GW PfO|ec1 Oirectoralc V 87/12/28 6pp 44908 004-44908 009 

-8803300086 Safety evaluation supporting Amends 26 & 25 to Licenses DPR'80 & 
DPR-82,re5pec1ively 

' Office of Nuclear Reader Regulation, Director (Post 070411) 87/12/20 2pp 
44908 010 44908 011 

8803240225 FOIA roguesl for records re 1975 NRC seismic design ouclil of facility 
SHOLLY.SC MHE3 Technical Associates 80/01/07 GRIMSLEY.DH Division of 
Rules & Records (Post 870413) 2pp 44851 099 44851 108 

0003040114 FOIA request for computer printout of central files accession list tor plant 
Ifom 1980 to pjoseni 

WEISSMAN.S Cahfornla, Slate of 88/02/00 GRIMSLEY,DH Division of Rules a 
Records (Post 070413) Ip 44682 005 44582 005 

8B030 70945 FOIA request for documents re NRC 750318 summary o1 ACRS siibcom 
nniltOG moeting on 750218 19 

STEWART.ME Pacific Gas a Efoctric Co 88/02/10 NRC - No Ootaifod Affiliation 
Given 4pp 44607 153 44607 156 

8802260195 Qenoric Ltr 88 04 to all nonpowor reactor licensees re distribution of gems 
irradiated In research roactors Sve list end 

MIRAGLIA,FJ Associate Direcior for Projects (Post 870411) 88/02/23 Consolidated 
Edison Co of Now York, Inc Hpp 44553 345 44553 355 

8803040134 Final response to FOIA request forwarding two printouts of contraf files 
documents from 1980 to present W/o end 

GRIMSLEY.DH Division of Rules a Records (Post 870413) 08/03/01 

WEfSSMAN.S California, State Of Ip 44502 006 44582 006 

8803080312 Forwards addi info on ATWS mitigation sys actuation circuitry, per 871215 
roquesl 

SHIFFER.JO Pacific Gas a Eleclric Co 08/03/02 Document Cor>1rol Branch (Docu 
mont Control Desk). 15pp 44656 004 44656,010 

0803140025 Forwards safety evaluation concluding Hlltf bolt allGgallons resolved w/two 
exceptions AddI info domenstratlnn boll installation & downgraded bolt holding 
slrenglh requested within 60 days of Hr roceipt 

ROOD.FL Project Directorate V 80/03/08 SHIFFER,J D Pacific Gas a Electric Co 
3pp 44673 327 44673 332 

-8803140032 Safety evaluation concluding that allegations re Hilli bolt issue resolved 
except for confirmation of bolt installation a review ot Info Notice 86 014 

* Assisiani Director for Region Ilf a Region V Roactors O8/O3/0Q 3pp 44673 330- 
44673 332 

88 93 150240 forward detailed comments of NRC consultants on presentations made by 
PGaE at 871104-06 workshop on soil structure interaction as part of long term sols 
mic proflmm 

ROOD.H Project Directorate V 08/03/09 SNIFFER, JD Pacific Gas a Eloclnc Co 
3pp 44689 336 44609 353 

-*0803150246 Summaozos NRC/PG&E 071104-06 workshop ro long term seismic pro 
gram soil structure Inleraction (SSI) Generally agrees w/commonfs made by SSf panel 
re analysis methodologies & results of analysis presented by licensee 6NL comments 
onci 

BAGCHLG Sifuclural & Geosciences Branch 80/02/23 ROOD.H Project Direcloralo 
V 2pp 44680 339 44689 353 

• 8003160258 Forwards supplementary comments from Professor AS Velolsos & resub 
mils hr repts prepared by individual Independent soil strucluro Interaction panel mem 
bars re presonlalions made by PGAE long term seismic progranri project team on 
871104 06 

REICH, HM Brookhaven National Laboratory 08/01/26 PICHUMANI.R NRC • No 
DelaSlecf Affiliation Given 12pp 44689 342 44689 353 

8803160227 Forwards “Long Term Solsmrc Program Diablo Canyon PRA” fnfo consists 
of draft socllons of PRA documentation Purpose is to rllustfale methodology & ap 
proacfi used & not to present numerical values PRA continuing & numeric vaTuos may 
change 

SHIFfERpJ D Pacific Gas & Eleclric Co 08/03/14 Document Control Branch (Docu- 
ment Conlrol Desk) Ip 44739 320 44746 335 

•*8803160246 "Long Term Seismic Program Diablo Canyon PRA " 

* Pacific Gas A Electric Co 00/03/14 2,500pp 44739 322-44746 335 

8803210497 Notifies of 880328-30 meetings w/PGAE In Avila, CA to conduct plant walk- 
down for PRA review long-term seismic program 

ROOD.H Proiect Ddectorate V 88/03/16 KNIGHTON.G W Project Directorate V 
6pp 44760 116 44760 121 


6803 220364 Generic Ltr 88 05 to all licensees of operaiing PWRs A holders of CPs for 
PWRs ro bone acid corrosion of carbon steel reactor pressure) boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 87041 1) 08/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44B79 084-44879 126 

8003240203 Final response to FOIA request for documents re 1975 NRC siosmic 
design audit of facility Forwards App A documents Documents also available in PDR 
GRIMSLeY,DH Division of Rules A Records (Post 870413) 88/03/17 SHOLLY.SC 
MHB Technical Associates 2pp 44051 109-44851 164 

“880324029 5 Notilios of 750426 meeting re plant seismic design adequacy audit 
SHAO.LC Division of Technical Review (NRR 1975 only) 76/04/18 KNIGHT.J . 
JENG.D Division of Technical Review (NRR 1975 only) Ip 44851 in 44051 111 

-0803240307 Provides list of oleclric equipment items chosen lor seismic auclil & 
formal of audit Requests IransmiUanco or info to PG&E 

KNIGHT.J P Division of Technical Review (NRR-1 975 only) 75/04/23 ALLISON, DP 
Division of Raaclor Licensing (NRR 1975 only) ip 44851 112 44851 160 

“8803240311 Notification of 750428 0502 meeting w/util & Wcstmghouso in San 
Francis CO, CA to review util seismic design 

ALLISON, DP Division of Reactor Licensing (NRR 1975 only) 75/04/21 PARR.O D 
Division of Reactor Licensing (NRR 1975 only) 4pp 44051 161 44851 164 

8003300289 Forwards NRC 880308 Hr to util Iransmilling safely evaluation A request for 
addi info ro Hilli bolt issue 

ROOD.H Proiect Directorate V 08/03/23 MEAGHER.C Affiliation Not Assigned Ip 
44906 062 44906 068 

6803300227 Advises that NRC completed review ot util 670302 roquaal for aulhonzatiori 
to use ASWE Code Case N 356 for application at facility Code case acceptabJo A may 
be used at plant Case code should be documented in rnscrvico insp program plan 
ROOD.H Project Directorato V 88/03/24 SHIFFER.J D Pacific Gas A Electric Co 
3pp 44904 353 44904 355 

8803300040 Forwards add! info re LAR ao 01, "RHR Sys Flowrate neduclion for RCS 
Partial Dram Operations," per 860311 requosl 

SHIFFER.J D Pacific Gas A Efectric Co 08/03/25 Document Control Branch (Docu 
moni Conlrol Desk) 5pp 44901 061 44901 085 


Q. Inspection reports, IE Bulletins & correspondence 

8003080101 Forwards Insp Ropls SO 275/07-44 & 50 323/07 45 on 871220 880130 A 
noUco of violation Threo areas of concern Identified inclurfing 880108 reactor trip A 
several examples of made qua! o configuration controls 

ZIMMERMAN,RP Region 5, Ofc ol the Diroclor 80/02/17 SHIFFER.J D Pacific Gas 
A Bcctnc Co 3pp 44622 \ 15-44022 133 

“8803080112 Notice of violation from insp on 071220 000130 Vrolationi noted on 
000107 visitor inside protected aroa of administration bldg cafotena boenmo separal 
ed Irom assigned oscorl 

ZIMMERMAN.RP Region 5, Ofc of the Director 88/02/17 2pp 44622 110 
44622 119 

“08030001 T9 fnsp Ropls 50-275/87-44 & 50 323/87 45 on 071220 880130 Violations 
nolod Major areas inspoclod plant operations, mainl & surveillanco aclivrtics, followup 
of onsilo ovonis, open items, radiological controls, physical security A LERa 
PADOVAN.LM, JOHNSTON.K E . MENDONCA.MM Region 5, Ole of Iho Director 
86/02/17 14pp 44622 120 44622 133 

0802230035 NRC Info Notice 80 006, '■Foreign Objects in Steam Generators " Sve list 
one! 

ROSSI.C E Djvislon of Operational Events Assessment (Post 070411) 00/02/29 
Consolidatod Edison Co of Now York, fnc 1 18pp 44554 253 44555 009 

0003020036 NRC info Nolico 80 007. “Inadvertent Transfer of Liconsdd Mall lo Uncon 
trofiod Locations " Sve list end 

CUNNINGHAM.R E Division of Induslnal A Medical Nuclear Safely (Post G7072U) 
80/03/07 Consolidated Edison Co of Now York. Inc 12pp 44673 001-44673 012 

0803220205 Responds lo NRC Bullolin 08-001, "Oofocls in Weslinghousa Circuit Broak- 
ors ■■ Plants do not have Wostmghouso Series DS/DSL circuit breakers idontifiod in 
bullolin 

SHIFFER,J D Pacific Gas A Efectric Co 08/03/07 Document Conlrol Branch (Docu- 
ment Control Dosk) 2pp 44002 087 44802 088 

8803040062 NRC Bulletin 88-003. "In adequate Latch Engagement in HFA Type Lalch- 
ing Relay Mfo by GE " Sve list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc t28pp 44673 192 44673 31 9 

8803140146 Forwards response lo violations noted in Insp Ropts 50 275/B7 44 & 50- 
323/87 45 Response wilnhold {ret t0CrR73 21) 

SHIFFER.J D Pacilic Gas A Eleclric Co 88/03/10 Document Conlrol Branch (Docu- 
mont Control Desk) Ip 44705 265 44705 265 

86032D0010 Forwards Insp Ropls 50 275/68 04 A SO 323/80 03 on 080208-22 & notice 
ol violation Ad til mgl allant ton required on proceduro compliance A fulfil Imonl of com- 
mUmvenl lo NRC 

PATE,R J Region 5, Ofc of the Director 88/03/11 SHIFFER.J D Pacific Gas A Eloc- 
lnc Co 2pp 44903 337-44003 349 

-8603290012 Notice of violation from insp on 880208 22 Violations noted velvo stroke 
time test frequency resumed w/o performanco of corrective action A ref flow rate not 
established during routine surveillance lost of containment spray pump 
PATE.R J Region 5. Ofc of Iho Director 80/03/1 1 2pp 44903 339-44903 340 

“6803260015 Insp Repls 50 276/00 04 A 50-323/88 03 on 860208 22 Violations 
noted Major areas Inspected, in service testing of pumps & valves 
CLARK.C, RICHARDS.S Region 5. Ofc of the Director 08/03/11 9pp 44903 341 
44903 349 
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80030801-18 NRC ffito HoIrCt? 08 008 Chemicai neaclions W/Pad»vasto Soltdifjcation 
Agents " Svc iJBl cflcl , 

ROSSI, CE Dirftsron of Operalional Eveols Assessment Post 070411) 08/03/14 
Consolidated Edison Co of flew# YOfk. Inc t 20 pp 41772 253 44773 012 

8803230062 Requests addl into rc uiil 660513,0902,1126,870303.0702 & 0914 re* 
spcnses lo IE Bulletin 05 003, Motor Opcxated Valve Common Mode Failures Durrng 
Plant Transienls Ode lo ln>propo; S^Mlch Boltings " 

KIRSCH,DF Region 5, Ofc of the D-rcctot 88/03/16 SHIPPER JD Pacildc Gas & 
Electric Co 3pp 446&a 328 44890 330 

8003140284 NRC Jrfo Noljce 00 009, Reduced Refiabildy ol Steam Driven Auxiliary 
Feedwater Pumps Caused by Instabilily of Woodward PG PL Type Governors " Svc 

RoIsf.CE Division ol Operational Evenis Assessment (Post 870411) 08703/18 
Corsofidated Edison Co of New VorL, Inc I21pp 44857 05B 44857 178 

0303220455 Forwards final n?pt of Vol 3 of EPRf NP-53eO, Vrsual Weld Acceplanco 
Cnle/ia Training Manual tor inspectors of Siruclural Welds ' A Vol 2 to EPRI NR 
S389, " Sampling Plan for Visual Rcinsp of Welds 

SHlfFERJO Pacific Gas S Electric Co 80/03/18 Document Conirol Branch {Docu 
menl Control Dosk) 3pp 44865 252 11065 347, 

-8893220469 Final ropi ol Vol 3 lo EPRI NP*530O, ‘Visual Weld Accdptance 
Crilena Trarning Manual for Inyjectors ol Structural Welds at Nuclear Power Plants 
Using Acceplanco Cnlcria of NCIG 01 (Rev 1 to NCIG 03) " 

■ Elcclric Power Research Institute * Roe-dy Associates Inc ^ Nuclear Construction 
issues Group 07/09/30 54 pp 44065 265 14665 308 

**8003220475 Final repl of Vol 2 lo EPRI NP 5380, "Visual Weld Acceptance 
Cntena Sampling Plan lor Visual Reinsp of Welds (Rev 2 to NCIG 02) " 

‘ Eleclfic Power Research fnsiitutD * Nuclear Conslruchon Issues Group 07/09/30 
41 pp 44065 309 44865 347 

8803290001 Forwards response lo NRC aulletin 80 002, ‘Rapidly Propagating Fairgu© 
Cracks in Steam Generator Tubes ' 

SHIFFER,JO Pacific Gas 8 EPectrre Co 89/03/24 Document Conirol Branch (Docu 
meni Conirol Dosk) 54pp 44911 060 44911 121 

8003300227 Advises Ihflt NRC completed review o( util 670302 requos>1 for authofJ?aliQn 
lo lisd ASME Code Case N*356 for applecation at facility Code case acceplablo & may 
be used a 1 pfani Case code should bo documented m mservice irsp program plan 
ROOR.H Project Oirectorale V 80/03/24 SHIFFER.J 0 Paedre Gas & ElecIrJc Co 
3pp 44904 353 44904 355 

0603300332 Notifies (hat furlhar planl-specilic actions ro NRC Bulletin 87 001. “Thtn- 
ning oi P/pe Walts at Nuctear Power Ptani," nol reguired.based on review of utir 
070908 response 

ROOD.H Project Dircclorato V 68/03/24 SHfFFER.J D Pacific Gas & ElecirfC Co 
5pp 44006076 44906 000 

0BO331O162 Forwards response to Compliance Bulletin 07 002. ‘Fastener Testing to 
Dolermine Conformance w/ Applicable Mall Specs." Items 1 6 
SHIFFER.JD LOCKE, R F Pacific Gas & Elecinc Co P8/03/26 DocumenI Conirol 
Branch {Document Control Dusk) 1 lOpp 44917 001*44917 110 


R. Perioeffe operating reports & related correspondence 

0803070190 'Diabfo Canyon Power plant Semiannual Radioactive Effluent Roleasa 
RepLJu^Oec 19B7.“ U? 

SH1FFER,J D PacilJC Gas & Electric Co S7/12/3I fllpp 44637 1 17 44637 198 

8003210506 "Rapt on Discliarge Monitoring al Diablo Canyon Power Plant During 
Monlh of Feb 1988 " W/800310 Itr 

TOWNSEND.JD Pacific Gds & Elect rrc Co 80/02/29 LEONARaW California State 
of 46pp 44804 225 44004 270 

8883230209 Monthly operating rep is for Feb 1988 W/880316 Ur 
SEDESEM.P . MALONE.D D, TOWNSCNaJO Pacific Gas A Electric Co 88/02/29 
9pj> 44849,168 44649 176, 

8003300361 Forwards ‘ Oiablo Canyon Power Plant Long-Term Seismic Program Quar- 
terty prog/oss Rept 10.” Nov 1967 - Jan 1986 

SHIFFER.J D Pacific Gas A Efeciric Co 88/03/25 DocumenI Conirol Branch (Docu- 
ment Control Desk) 1 !pp 44984 307-44904 317 


S. Reportable occurrences, LERs & relalcd correspondence 

8803060096 LER 87-005 02 on 8704 lO.rnterr up Iron of RHR flow during RCS mtdioop 
operation discovered Caused by loss of RCS inventory lo reactor coolant drain lariK 
due to leaking valve Procedure for draining RCS revised W/880301 Itr 
SfSK.OP. SHJFFER,JD Pacific Gas & Electric Co 86/03/01 9pp 44697 066 
44637 064 


T Hearing transcripts on nori anlltrusl matters 

8803030234 FOIA request (or records of 831 ?03 Comnission moating re plant 
HAMLIN, J B Shaw. Patman. Polls & Trowbndgo 87/09/21 NRC - No Oelailed AKifl- 
al!on Given 2pp 44550 124-44558 125 

8603020061 Corrected transcript ci ACRS 080229 meetmg in Burlingame ,CA re Dtablo 
Canyon long term seismic program Pp 1 250 

• A(jRS - Advisory Commrttee on Reactor Safeguards 88/02/23 S02pp 44549 001* 

44550 142 

0803028070 Transcript of ACRS 880224 moeling in Burlingame, CA re Diablo Canyon 
long term seismic program Pp 260 4 1 6 

* ACRS - Advisory Commiltoa on Reactor Safeguards 88/02/24 261 pp 44550 143 

44551 043 

8883030244 Responds to FOIA request for transcript of 071103 meeting ro plani Enel 
Iranscupj partially withheld per Exemption 10 of Govt Sunshine Act 
GRIWSLEY.DH Division cf Rules & Records (Post 870413) 88/02/29 HAMLIN.JB 
Shaw, Pittman, Potts & Trowbridge Ip 44550 126-44558 131 


.0803030253 Partially withheld transcript of 831103 closed medling in Washiiij'ijoC?, 
re liearing requests & lifling of suspension at plant 
* Commissioners 03/11/03 5pp 44550 127 44550 131 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F SecurltYt medjeaf, emergency & ffre protection plans 


8803160251 Notifies ol intent to support 001018 emergency proparocJnnss 
plant Participation will involve both base & expanded site loam rospondmg i: oio: '.a 
as delineated in NUREG 0D45,5uppl 1 Development ol scenario roqiJ(M,l(hJ 
GRACE, JN Region 2. Ofc of the Director 08/02/23 UTLEY,£ £ Carolina 
Light Co 2pp 44705 0D2 44705 003 


8803090038 Revised plant emergency procedures.mcludrng Rev 1 1 la PPP 022. ’ 
goncy Control Unusual Event," PEP 02 3. 'Emergency Conirol Afcd * 0 I f P 0 ? t 
"Emergency Conirol - Site Emergency " 

SMJTHJ Carolina Power & Light Co 80/02/25 2 Gpp 44667 022 4465/019 


8803150353 Advises that uli) 080104 Rev 24 to radiological erneigoncy fiMn. j-h-. s 
planning stds of 10CFR50 47(b) A requiremonts of 10CFR50,App E 
COLLINS.DM Region 2 , Ofc of tho Dfreclor 80/02/26 UTLEY, EE Carofin.^ f> 0 Mr ! 
Light Co Ip 44687 253-44687 263 

0803090044 Rev 12 to P/anI Emergency Procedure PEP 02 6 16, ‘Tmurgi.'rKy 
sponse Mar>ager " W/880302 Itr 

SMITH.J Carolina Power & Light Co 88/03/02 tSpp 44670 309 44670 3? i 

8803180230 Revised plant emergency proceduros.including Rov 1 1 lo Prp 0/ ?, I r -■ 
gency Cor^lrol Unusual Event," Rov to PEP 02 3, •‘Emc/’gancy Control A\r| j 
Rev 1 1 to PEP 02 4, "Emergency Conirol * Site Emergency " W/0Q03O2 Hr 
DIET2.CR Carolina Power & Light Co 08/03/02 4fpp 44696 333 41697 013 

8803160425 Forwards Insp RepIs 50 325/88 08 & 60*324/88 08 on 00020(1 12 
laltons or deviations noted 

CLINE.W £ Region 2 . Ofc of the Director 80/03/04 UTLEY.C C Carolina a 
Lighl Co 2pp 44700 249 44700 251 

• 8803160431 Partially withheld Physicaf Sacurily fnsp RepIs 50 324/fiO OA 8 
88 08 on 880208 fret 10CFR2 790fd) A 73 21) No noncomplianco noted Ma,.(r a.iJ 
rnspecled security plan & fmpfemonting procedures, mgl ef/eclivonosa S> ks’/vj A 
marnt 

TILLMAN.A, MCGUIRE.D R Region 2 . Ofc of the Director 88/03/02 Ip 4V0J:j^ 
44700 251 


8603300314 Discusses FEMA recommendation ro increased freciuoncy of (irN crc'e JjI 
test siren public warning sys from annual test to monthly toslulil will ctuilinijo Id t r 
form siren lesling w/currenl program n ^ 

STARKEY, R B Carolina Power & Lighl Co 80/03/04 COLLINS.D W 
Ihe Oimclot 2pp 44904 260*44904 261 


J. Insurance & fndemnfty Information 


8003030151 Forwards Endorsement 8 to NELIA Policy N'54 A N 55 A MAt I U Po'vr 
54 & M 55 

BARHAM, CO Carolina Power A Light Co 00/02/23 NASH.O NRG No nvtaV J A' 
filiation Given 5pp 44565 056 44555 060 


8803030249 Forwards Endorsements 67 & 60 to MAELU Policy Nr-2 18 
BARHAM, CD Carolina Power & Light Co 80/02/23 NASH.D NRC - No De'a . OA 
filiation (3iven 5pp 44565 205 44565 200 


0803040339 Forwards Endorsements 57 & 58 lo MAELU Poilcy MFjOO 
BARHAM, CD Carolina Power & Light Co 88/02/23 NASH.D NRC 
filiation Given 5pp 44576 057 44576 061 


No ()df.i':l A' 


P. Operating license slage documents & correspondence 

8802250195 Genepc Llr 00 04 to all nonpowef reaclof licensees re dislribution of 
irradiated in research reactors Svc list end ^ ^ 

MIRAGLIA.F J Associate Director for Projects (Post 87041 1)- 88/02/23 CoasobdJ 1 
Edison Co of New York. Inc 1 1pp 44553 345 44553 355 

8803020294 Headquarters dally repl for 660225 

* Ofc of Special protects 88/02/25 19pp 44566 030 44566,049 

8803020184 Responds lo Generic Ur 80 02. "ISAP N ” Util in favor of contmuiirg 
ration of possibilities of program as outlined in generic Itr, but skeptical of requirer n 
for ficense amend as only method of participation 

LOFLfN.L I Carolina Power & Light Co 60/02/20 DocumeiH Conird Oinncfi (tX-cu 
mont Control Desk) 4pp 44595 246 44595 249 

8803090147 Application for amend lo Licenses DPR-71 & DPR S^.revisang Tech 
Section 3/4 3 2 lo clanfy Instrument Tables 30302*1^3 32 2, 3 323^4321 aS*v 
lion 3/4 6 3 to more closely resemble GE 0Wfl/4 STa , n k 

EURY.LW Carolina Power & Light Co 80/02/29 DocumenI Control Branch tOc<u 
ment Control Desk) 278pp. 44663 038 44664 064 

-8803090152 Proposed Tech Specs.Section 3/4 3,2 lo clanfy insirumont Thbres33? 
1,3 3 2 2.3 3 2-3 8 4 32*1 & Section 3/4 6 3 lo more closely resemhfo Gfc imn 
STS 

* Carolina Power & Lighl Co 88/02/29 109pp 44663 316 44664 064 

8803090155 Appficalion for amends to Licenses DPR-71 & DPR 62.cfdding SunpJ 
fance Requirement 4 8 1.1 1 b Fee paid „ 

EURY.LW Carolina Power & Light Co 88/02/29 Document Control Branch (iXxv 
ment Controf Desk) 8 pp 44667,135 44667 146 

.*8803090160 Proposed Tech Specs.defeling Surveillance Requiremeni 401 I lb re 
onsile Class 16 distribution sys 

* Carolina Power & Lighl Co 88/02/29 4pp 44667 143-44667.146 
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0803080126 Requests that end charts presented by GE during 8B0127 meeting w/NRC 
re nozzle weld butter crack indications be withheld per 10CFR2 790 
LOFLIN,t I Carolina Power & Light Co 80/03/01 Document Control Branch (DocU' 
mont Control Desk) 5pp 4-1656 030 44656 034 

8803150314 Remils application fee for review of optical disk storage sys for microform 
ingrecords.per 0aO218requesl 

LOFLIN.L t Carolina Power & Light Co 86/03/07 DIGGS.R M License Fee Manage 
ment Branch Ip 44729 126 44729 126 

8803170045 SuppI 670313 application for amends to Licens© DPR-71 & OPR-62, revis- 
ing ]e1 pumps surveillance requirements, per 880106 commitment 
■EGRY,LW Carolina Power & Light Co 88/03/10 Document Control Branch (Docu- 
ment Control Desk) lOpp 44740 056 44748 067 

-8803170050 Proposed Tech Specs re jet pump surveillanco roquiromenls 

* Carolina Power & Light Co 88/03/10 2pp 44748 O66'44740 067 

BB03170059 Forwards addi info re nitrogen pneumatic sys design, per NRC 871212 
request Info includes sys description lor nitrogen pneumatic sys, pipe routing plan 
inside reactor bldg, General Sys Arrangement SK-03356A 2 & oversize P&ID SK- 
033563 1 

LOFLIN.L I Carolina Power & Light Co Q8/03/10 Documont Control Branch (Docu- 
ment Conlnol Desk) 2pp 44739 302-44739 319 

-8803170062 Prehminary “Sys Description Nitrogen Pneumatic Sys " 

* Carolina Power & Light Co 08/03/10 I4pp 44739 304 44739 319 

0803100237 Application for amends to Ucensos OPR 71 & DPR 62, revising Tech Specs 
Tables 335 9-1 & 4 3 591 re radioactiVQ gaseous eflluent monitoring 

Instrumentalfon Foe paid 

EURY.L W Carolina Power S Ughl Co 88/03/10 Document Control Branch (Oocu- 
monl Control Desk) 16pp 44771 066-44771 097 

-83031 BO 242 Proposed Tech Specs re requirements for radioactive gaseous ofWuonI 
monitoring instrumentation 

• Carolina Power & Light Co 88/03/10 17pp 44771 082-44771 097 

0003210242 Forwards Amend 145 to License DPR 62 & safoly evaluation Amend 
changes Tech Spec Tables 3 3 5 6 1,3 3 6 6^2 & 4 3 5 6-1 to replace Instrument tag 
TS CR.a63 w/ TS CIT 863-3 

SYLVESTER.ED Project Directorate 111 00/03/15 UTLEY, E E Carolina Power 8 
Light Co 3pp 44737 346-44737 356 

.0803210249 Amond 145 to License OPR 62, changing Tech Spec Tables 3356 
1,3 3 5 8 2 & 4 3 5 6-1 to replace instrument laq TS CR B63 w/TS CIT 063 3 
ADENSAM.EG Project Diroclorate 11-1 80/03/15 6pp 44737 349 44797 354 

-0803210261 Safety evaluation si^porling Amend 145 1o License DPR-62 

• Office of Nuclear Reactor Rogulationi Director (Post 870411) 08/03/15 2pp 
44737 365 44737 356 

8803220364 Generic LIr 68 05 to all licensees of operating PWRs & holders of CPs for 
PWRs ro bofiC acid corrosion of carbon steel reactor pressure boundary componenls 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 070411) 00/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 004-44079 126 


Q. Inspection reports, IE Bulletins & correspondence 

0803170092 Ack receipt of 880104 submittal of analytical rosults of spiked liquid 
samplos.per Insp Ropls 50 324/08 07 S 60-325/08 07 Comparison of results to 
known values & acceptance critona lor comparisons end for info 
COLLI NS, D M. Region 2. Ofc of the Director 80/02/19 UTLEY, H E Carolina Power a 
Light Co 4pp 44710 193 44710 106 

8803160144 Forwards Insp Repis 50 324/88 07 a 50 325/00 07 on 0QO2O1 05 No vlo 
lotions or deviations noted 

COLLINS.D.M Region 2, Olc of Ihe Director 00/02/22 UTLEY, E E Carolina Power a 
Light Co 2pp 44703 154 44703 163 

-0803160148 Insp Repis 50-324/00 07 a 50-325/60 07 on 860201 05 No violations or 
deviations noted Major areas inspected plant chemistry, hydrogen water chemistry a 
wps Ibirvnlng, 

ROSS,WJ, GLOERSEN.WB. KAHLEJ B Region 2, Ofc of tho Director 00/02/22 
8pp 44703 156 44703.163 

8002230035 NRC Info Notice 80 006, “Foreign Objects in Steam Goneralors" Sve list 
end 

ROSSI, CE Division of Oporalional Evenfs Assessment (Post 870411). 88/02/29 
Consolldatod Edison Co of New York, Inc llflpp 44554 253-44655 009 

8803150362 Acic receipt of 871221 a 80021 1 llrs informing NRC of steps taken lo cor 
reel violations noted in Insp Ropls 50 325/67-36 a 50 324/87-37 
VERRELLI.D M Region 2, Ofc of the Director 08/03/03. UTLEY.E E Carolina Power 
a Ughl Co Ip 44688 259 44688 259 

8803150363 Ack receipt of 000122 Hr Informing NRC of steps taken lo correct violations 
noted in fnsp Repis 50-325/07-39 a 50-324/87-40 

VERRELL1,OM Region 2. Ofc of Ihe Oiroclor 08/03/03 UTLEY.E E Carolina Powor 
& Light Co. Ip 44600 260 44608 260 

80O315O3D9 Responds to IE Bulletin 85 003, “Motor-Operated Valve Common Mode 
Failures During Plant Transients Due to Improper Switch Settings” Bulletin require- 
ments will be completed a final rept will be submitted by end of refueling outage 
EURY.L W Carolina Power a Light Co 08/03/04 GRACE, J N Region 2, Ofc of the 
Director 6pp 44608 226 44600 231 

8003100016 Forwards rev to Table 2, “Faslener Supplier Names a Addresses” submit- 
ted in 800122 Hr, In response lo NRC Conformance Bulletin 67 002 
EURY.L W. Carolina Power a Light Co 88/03/04 QRACE.J N Commissioners 44pp 
44694-22 7-44 694 270 

6803160425 Forwards Insp Repts 50 325/88-00 a 50-324/08-06 on 660208- 12 No vio- 
let f on s or deviations noted 

CUNE.W.E Regfon 2. Ofc of the Director 80/03/04 UTLEY.E E Carolina Power & 
Light Co 2pp. 44700 249 44700-251 


.. 88031 604 31 Partially withheld Physical Security Insp Repts 50 324/88 08 a 50 325/ 
88 08 on 880208 (ref 10CFR2 790(d) a 73 21) No noncomplianco noted Ma[or areas 
inspected security plan a implementing procedures.mgl effectiveness & testing a 
maint 

TILLMAN, A, MCGUIRE, DR Region 2, Ofc of the Director 88/03/02 Ip 44700 251- 
44700 251 

6803020036 NRC Info Nebco 66 007, “Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations," Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/03/07 Consolidated Edison Co of New York, Jnc 12pp 44673 001 44673 012 

8003300337 Ack receipt of 880208 Hr informing NRC of steps taken lo correct violations 
noted in Insp Repts 50 324/87 31 a 50 325/87-32 Evaluation of Violations A a S will 
he completed upon reviewing addI info that will bo provided 

GRACE.JN Region 2, Ofc of the Director 88/03/00 UTLEY.E E Carolina Power a 
Light Co Ip 44902 321-44902 321 

0803140338 Responds to viol aliens noted in Insp Repis 50-325/87 42 a 50-324/87- 
43 Violation denied Instructions issued that require addi controls for 
deaclivatron.including lifting wires where opening breaker or pulling fuse not desirable 
DIETZ, CR Carolina Power a Light Co 88/03/09 Document Control Branch (Docu 
mont Control Desk) 4pp 44712 290 44712 293 

8803040062 NRC Bullotin 80 003, “Inadequate Latch Engagemenl In HFA Type Latch- 
ing Rel^ Mfg by GE " Sve list one) 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 60/03/10 
ConsGlidalod Edison Co of New York, fnc 128pp 44673 192 44673 319 

8803060148 NRC Info Notice 88-008, "Chemical Reactions W/Radwaslo Solidification 
Ager^ls " Sve list end 

ROSSt.CE Division of Operational Events Assessment (Post 870411) BB/03/14 
Consolidated Edison Co of Now York, Inc t20pp 44772 253 44773 012 

8603280141 Ack receipt of 080127 Hr re commitment for implementation of Procedure 
IPDS-9i2.Phaso A.por Insp Repts 50 324/07-22 & 50 325/87-22 
GRACE, J N Region 2. Ofc of the Director 88/03/14 UTLEY.E E Carolina Powar & 
Light Co Ip 44900 124 44900 124 

8003280012 Forwards Insp Ropls 50 324/88 01 & 5 0 325/88 01 an 880101-31 & notice 
of violation Util atlontion directed to unresolved Homs Identified In rept 
VERRELLLDM Region 2, Ofc of tho Director 88/03/15 UTLEYiE E Carolina Power 
& Light Co 2pp 44912 262 44912 276 

-8003280010 Notice of violation from Insp on 800101 31 Violation noted Tech Specs 
30 1 1 b not mot in that w/lwo diosel genorators Inoporablo on OBOIOS.remalning op 
erablo generators not operatod to at least 1,750 kW for min of IS minutes 
VERRRU.DM Region 2, Ofc of the Director 06/03/15 Ip 44912 264 44912 264 

-8603280017 Safety Insp Repts 50 324/08-01 & 50 325/08-01 on 860101-31 Viola- 
tions noted Major areas Inspected areas of followup on previous onforcomonl 
matters, maint observation, surveillance obsorvation & operational safely verification 
RULAND.WH, FflEDRICKSON.P Region 2, Ofc of the Director 08/03/14 12pp. 
44912 265 44912 276 

8803240321 Responds to IE Bulletin 80 13 ro exam of core spray sys spargers Visual 
Insp of core spray spargors & in vessel core spray piping compfotad on 880215 Insp 
results will be submitad by 880330 

LOFLIN.L I Carolina Power & Light Co 68/03/16 GRACE.JN Region 2. Ofc of the 
Oireclor Ip 44049 216-44849 216 

0803240340 Forwards Insp Repts 50-324/03 09 & 50 325/QB 09 on 680200 12 & notice 
of violafion 

COLLINS, OM Region 2, Ofc of the Director 00/03/16 UTLEY.E E Carolina Power & 
Ughl Co 2pp 44864 2 8 2 44864 2 97 

-0803240345 Notice of violation from Insp on 880206 12 Violation rtoled on 571 1 12, on 
trar^ce lo fuel pool HX roam, high radiation area w/levols exceeding 1,000 m/ 
h, unlocked & left unattended 

COLLINS,OM Region 2. Ofc of the Diroclor 68/03/16 3pp 44864 204-44864 286 

-0803240349 Insp Ropls 50 324/88 09 & 50 325/88 09 on 080208-12 Violations 
noted Major areas Inspected audits & appraisals, outage planning & 
preparation, training & qualification of now personnel & internal & external exposure 
programs 

BASSETT.CU, HOSE Y, CM Region 2, Ofc of the Director 68/03/10 lipp 
44064-207 44864 297 

8803140284 NRC info Nolico 88 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors ” Sve 
fist end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/03/16 
Consolldaled Edison Co of New York, Inc 121pp 44057,058 44857 170 

8803240319 Informs that util info ro NRC Bullolin 07-001, "Thinning of Pipe Walls at 
Nuclear Power Plants, ” used to determino extent of industry participation & Implemen- 
tation of erosion/corrosion Insp programs 

BUCKLEY.BC Project Oirectorale if 1 88/03/16 UTLEY.E E Carolina Power & Light 
Co 2pp 44862,110 44852111 


R. Periodic operating reports & related correspondence 

8803020284 Monthly oporating repts for Jan 1906 W/660206 Itr 
HABRISON.F, DIET2.CR Carolina Powor & Ughl Co 80/01/31, SCROGGINS, R M 
NRC • No Detailed Affiliation Given lOpp 44509 136 44689.144 

8803100016 Headquarters daily rept for D60303 
^ Ofc of Special Projaefs 80/03/03 24pp 44661*029 44661 051 

8803160020 Forwards corrected "Effluent & Waste Disposal Annual Rept for 1986," per 
880205 request Correclions listed 

LOFLIN.L I Carolina Powor & Light Co 80/03/09 TICHLER,J L Broohhaven National 
Laboratory 21 pp 44694 290-44694 310 
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-8803160030 Carreclad "ElifuenI & Waste DisposaP Annual Rept for 1986’* 
• Carolina Po^ver 8 Ugh I Co 86/12/31 18pp 44694 293 44694 310 


S Reportable occurrencea. LERs & related correspondence 

8603160252 68 014 on 80021 0.ulil discovered randorr failures ot 5/16 inch sili 

con/bfor>ze carnage bolts which pro used to lie oleclncal busses together within 
panels Bolts replaced NRC persuing generic implications w/GE 
BLAKE J Region 2. Ofc of the Direclor 80/02/26 Ip 44726 329 44726 329 

8803070044 Summary of 680223 Operating Reactors Events Wee ling 08 008 List of 
attendees, tabulation of long-term folloiivup assignments to be completed & summary 
of 'eaclQr scra.ms end 

LANNING.W Events Assessment Branch BQ/02/20 ROSSI,CE Division of Oper- 
ational Events Assessmeni (Post 67041 1) 20pp 44609 001 446t39 020 

6603080393 Special repi on 6001 19, reactor bldg bre detection sys Zone 14 rnstrumen 
lalion inoperable due to erroneous fire alarms Caused not determined Time frame ot 
T4 d^s ol involved LCD e/cceded on 880202 

DIETZ C R Carolina Powrer & Light Co 88/03/03 Document Control Branch (Docu 
ment Control Desk) 2pp 44636 200 44636 201 

8803100164 LER 88005 00 on 880204, safely relief valves selpoinis excecdod during 
lestmg at Wyle Labs Caused by corrosrori induced bonding of pilot valve disc to seat 
surface Valves refurbished Mami personrel counseled W/ 080304 Hr 
PASTVAMJ, OIETZ.CR Carolina Powar & Light Co 88/03/04 7pp 446/5 014 
44675020 

8803140379 LER 88 003 00 on 880207, auto isolation of RWCU sys inlet outboard isofa 
lion valve G31 F004 occurred Caused by prosenco of arr in sensing lino of FT- 
W036 RWCU sys uistrumonialion seri&ing lines filled & vented W/fl80307 Hr 
PASTVA.MJ, DIETZ CR Carolina Power & LighI Co 08/03/07 4pp 44702 167 
44702 170 

8803290042 LER 88 004-00 on 8802 24, standby gas treatment sys trams 2A & 20 autos 
tarted & reactor bldg venlilation autoisolaled Caused by blown power supply fuse in 
Div I tfouhle/slarl relay logic circoiKv Fuse replaced W/8fi0324 Itr 
PA&TVA,WJ, DIETZ, CR Carolina Power & Light Co 80/03/24 4pp 44903 263 
44303 286 


DOCKET 60 326 BftUNSWfCK STEAM ELECTRIC PLANT, UNIT 1 


P Security, medical, emergency & tire prolecllon plans 


P Operating license stage documents & correspondence 

8802260195 Generic Ltr 08 04 to all nonpower reactor licensees re (jislM)utioni of 
irradiated in research reaclors Sve list end 

MIRAGLIA.F J Associate Director for Proiecis (Post 87041 1) 88/02/23 Conso'di'-: 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 

8803020184 Responds to Generic Ltr 88 02 “ISAP II " Util in favor of coni in li rig 
ration ot possibmiros o) program as outlined m genoric nr,bul skoplicnl ol fcdUJC'^'l 
for license amend as only method of participation 

LOFLINXI Carolina Power & LighI Co 08/02/29 Document Control firrwKb (Do 
ment Conlrof Desk) 4pp 44695 246 44595 249 

8803090147 Application for amend to Licenses OPR 71 & DPR 62,rcvi‘jin(j Tech SP‘\'k 
Soclion 3/4 3 2 to clarify Instrument Tables 30302-1,3 3 2-2,3 3 2-3 & 4 1 2 1 A 
non 3/4 6 3 to more closely resemble GE BWR/4 STS 
EURV.L W Carolina Power 81 Light Co 88/02/29 Document Conirol Omncti 
ment Conirol Desk) 278pp 44663 038 44664 064 

-8003090162 Proposed Tech Specs, Section 3/4 3 2 lo clarify insirurroni Tnb \'9 3 
1.3 3 2*2,33 2 3 & 4 3 2-1 & Section 3/463 to more closely rosoniblj (!! Rk‘i.Tc 
STS 

• Carolina Power & Light Co 88/02/29 109pp 44663 316 44664 061 

8003090155 Appljcalton for amends to Licenses DPR 71 & OPR OZ.ddutHvij S■Jnl^ 
lance flequeremont 4 8 1 1 1 b Fee paid 

EURY.LW Carolina Power & Lighl Co 88/02/29 Document Control nrfln(.h 
ment ConUo) Desk) app 44667 135 44667 146 

-8003090160 Proposed Tech Specs, deleting Surveillance Reqiiiromont 4 81 1 1 1 rE 
onsite Class IE distribution sys 

* Carolina Powoi & light Co 80/02/29 4pp 44667 143 44667 146 

8003080126 Requests that end charts presented by GE during 80012? niecliri ,3 
re nozzle vveld bulter crack indications be withheld per lOCFRZ 790 
LOFLIN.LI Carolina Power & Light Co 80/03/01 Document Corlrof Omnv-h iIXv 
menl Conirol Desk) 5pp 44656 030 44656 034 

8803150314 Remils application fee for review of optical disk storage sys for 
ing records, per 880216 request 

LOFLIN.L I Carolina Power & Light Co 88/03/07 DIGGS, R M Liconsofr'o 
manl Branch Ip 44729 126 44729 126 

8B03 170045 SuppI 870313 application for amends lo License DPR 71 & DPR 5 
ing jot pumps surveillance requirements, per 880106 commitment 
EURY,L W Carolina Power & Light Co 88/03/10 Document Conlrof Brnrith IHv. 
ment Conlrof Desk) lOpp 44748 056 44748 067 


8B03 160251 Notifies of intent lo support 891018 emergency preparedness exerciso at 
plant Participation will invotvo both base & expanded site team responding to exercise 
as dolineated in NUREG 0845, Supp1 1 DevefopTnoni ot scenario requested 
GRACE,J N Region 2, Ofc ot Ihe Director 68/02/23 UTLEY, E B Carolina Power S 
Light Co 2pp 44705002 44705 003 

8803990036 Revised plant emergency procedures including Rev 1 1 lo PEP-D2 2, ’Emer- 
goncy Conirol Unusual Event,” PEP-02 3. “Emergency Control Alert" & PEP 02 4, 
"Emergoncy Control ■ Sile Emergency'' 

SM1TH.J Carolina Powers Light Co B8/02/25 26pp 44667 022 44667 040 

8803150353 Advises (hat util 880104 Rev 24 to radiological omergency plan rneeb 
planning stds of 10CFR50 47{b) & requirements of 10CFfl5O,App E 
COLLINS.D^) Region 2. Ofc of the Director 88/02/26 UTLEY.E E Carolina Power & 
Light Co IP 44667 253-44607 253 

8803090044 Rev 12 lo Plant Emergency Procedure PEP 02 6 16, "Emergency Re- 
sponse Manager ” W/a00302 Hr 

SMITH, J Carolina Power & Light Co 88/03/02 15p^> 44678 309-44676 323 

8803160230 Revised plant emergency procedures,! ncluding Rev 1 1 to PEP 02 2. “Emer- 
gency Control - Unusual Event." Rev 11 to PEP-02 3, "Emergency Control - Alert" & 
Rov 1 1 \o PEP-02 A, ' Emergency Conirol ♦ Silo Emergency “ W/fl 80302 ltr 
OIETZ.CR Carolina Power & Light Co 88/03/02 41pp 44696333 44697 013 

8803160425 Forwards Insp Ropfs 50 325/88-08 & 50 324/88 08 on 800208- 12 No vio- 
lations OT deviaViDTis rsoled 

CLINE, WE Region 2, Ofc of the Oiroctor B8/03/04 UTLEY, EE Carolina Power & 
Light Co 2pp 44700 249 44700251 

-80O3T6O43i Partialjy withheld Physical Security Insp Repis 60 324/88 08 & 50-325/ 
86-08 on 80 O 2 OB frof 10CFR2 790(d) ■& 73 21) No noncompliance noted Major areas 
inspected security plan & imptcmonling procedures,mgl effectiveness & lesbng & 
mainl 

TILLMAN. A Region 2, Ofc of the Director 88/03/02 Ip 44700 251 44700 251 

8603300314 Discusses FEMA recommondatron re increased freouency of full cycle sys 
test Siren public warning sys from ar^nual lest to monthly tosi Ulif wifl continue lo per 
form Siren toslina w/current program 

STARKEY, R B Carolina Power & Light Co 88/03/04 COLLINS, DM Region 2, Ofc of 
the Direclor 2pp 44904 280-44904 281 


J Insurance A Indemnity Information 

8803030151 Forwards Endorsement 6 to NELfA Policy N-54 A N 65 A MAELU Policy M 
54&M55 

BARHAM.C D Carolina Power & Lighl Co 86/02/23 NASH.D NRC • No Delailodf Af 
fifialion Given 5pp 44555056-44555 060 

8003030249 Forwards Erdorsemenis 67 & 68 lo MAELU Policy NF-218 
BARHAM.C D Carolina Power & Light Co 88r02/23 NASH.D NBC - No Dolaifed Af- 
filial ton Given 5pp 44565 285 44565289 

8603040339 Forwards Endorsements 57 &. 58 lo MAELU Policy MF-80 
BARHAM.C D Carolina Power & Light Co 88/02/23 NASH.D NRC - No Dolailed Af- 
fifiation Given 5pp 44576 057 44576 CB1 


-8803170050 Proposed Tech Specs ro jet pump survoillanco requiromonis 

* Carolina Power & Light Co 80/03/10 2pp 44748 066 44748 067 

8903170059 Forwards addi info re nitrogen pnoumalic sys design, pur NRC 
request Info includes sys descrtplion for mtrogsn pneumatic sys, pipe f 0 u!i.>j pi’ 
instde reaclor bldg, General Sys Arrangement SK-03356A 2 & ovorspio ^ 
033560-1 

LOFLIN.L I Caroltna Power & Lighl Co 88/03/10 Document Conirol (Jratich ll^ 
menl Control Desk) 2pp 44739 302 44739 319 

-0803170062 Prelimina/y "Sys Description Nitrogen Pneumatic Sys ’’ 

* Carolina Power & Lighl Co 88/03/10 14pp 44739 304-44 73D 310 

0003160237 Applicalion for amends lo Licenses DPR-71 & DPR 62, to vising Todi \ 
Tables 3 3 59-1 & 4 359 1 re radloaclive gaseous olfluoni 

mstrumenlatlon Fee paid 

EURY.LW Carolina Power & Light Co 08/03/10 Document Conirol Bran<h (Do.’' 
menl Centro) Desk) l6pp 44771 0B6 44771 097 

-0803 160242 Proposed Tech Specs ro requiremenls for radioactive gasoous cfV t 
mondoTiTVQ mslrumenlabon 

* Carolina Power a Light Co 88/03/10 I7pp 44771 082 44/71 0D7 

0803220364 Generic LIr 88 05 to all licensees of operaling PWRs a holdcra of LPi h 
PWRs re boric acid corrosion of carbon sleef reactor pressure boundaiy cornpon- ' > 
rn PWR plants Sve list end 

MIRAGLIA.F Associate Director (or Prelects (Post 070411) 80/03/17 Cxjnso'-dYJ 
Edison Co of New York, fnc 43pp 44879 0Q4-44B79 126 


Q. inspection reports, IE Bulletins & correspondence 

8803170092 Ack recolpi of 800104 submittal of analytical resells of spited liT'l 
samples.per Insp Repis 50 324/88 07 a 50 325 / 88-07 Comparison ol foswti ir 
known values & acceptance criteria for comparisons end for info „ , 

COLUNS.D M Region 2, Ofc of (he Director 88/02/19 UTLEY, E E Carolina POAir S 
Light Co 4pp 44710 193 44710 196 

0003 160 144 Forwards Insp Repts 50 324/88 07 & 50 325/88 07 on 80020! OS No 
lations or deviations noted „ . 

COLL(NS,D.M, Region 2. Ofc of the Director 88/02/22 UTLEY, EE Carolina Po*er* 
Lighl Co 2pp 44703 154 44703 163 

-8803160148 Insp Reels 50 324/80 07 & 50-326/88 07 on 880201 05 No viofaiivr.s CJ 
deviations noted Major areas inspecled plant che mis try, hydro gen water cnflrr*ii'rj * 

KsIvvJL.^GLOERSEN.WB, KAHLE,JB. Region 2. Ofc of (he Director 09/02/^7 
app 44703.156-44703 163 

8002 230035 NRC Info Notice 88 006, "Foreign Objects in Steam Ganerabrs" SiC hi 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) a8/02/e3 
Consolidated Edison Co or New York, Inc IISpp 44554’253 44555 009 

8603150362 Ack receipt of 071221 & 880211 Itrs informing NRC of slops taken lo ci' 
reel violations noted in Insp Repis 50 326/07-36 & 50-324/87-37 , „ ^ 

VERRELLI.D M Region 2, Ofc ol the Director, 80/03/03. UTLEY, E E Carolina 
& Lighl Co Ip 44600 259 44688 269 
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S803160363 Ack receipt of 880122 Itr informing NRC of steps taken to correct violations 
noted in fnsp Repis 50-325/87*39 & 50 324/87-40 

VERRELLI.DM Region 2, Ofc of the Director 68/03/03 UTLEY.EE Carolina Powar 
& Ug^t Co Ip 44688 260 44688 260 

8803160309 Responds to (E Bulletin 85 003, "Motor-Operated Valve Common Mode 
Failures Diiring Plant Transients Due lo Improper Switch Settings” Bulletin require 
ments will be completed & final repl will be submitted by end of refueling outage 
EU8Y.L W Carolina Power & Light Co 88/03/04 GRACE, J N Region 2, Ofc of the 
Director 6pp 44600 226 44688 231 

SBOSlODOIS Forwards rev to Table 2, “Fastener Supplier Names & Addresses" submit 
tad in B 601 22 Itr.in response to NRC Conformance Bulletin 07 002 
EUflY,LW Carolina Power & Light Co 8B/03/04 GRACE, J N Commissioners 44pp 
44694 227-44694 270 

8803160425 Forwards Insp Repts 50 325/88 08 & 50-324/88 08 on 080200 12 No vie 
lations or deviations noted 

CLINE, W E Region 2, Ofc of the Director 88/03/04 UTLEY.EE Carolina Power & 
Light Co 2pp 44700 249 44700 251 

*•8803160431 Parlialiy withheld Physical Security Insp Repts 50 324/88 00 & 50-325/ 
08 08 on 880208 (ref 10CFR2 700(d) & 73 21) No noncomplianco noted Major areas 
inspected security plan & implementing procedures.mgt effectiveness & testing & 
marnl 

TILLMAN, A . MCGUIRE, DR Region 2, Ofc of the Director 80/03/02 Ip 44700 251- 
44700 251 

8803020036 NRC Info Notice QQ 007, "fnadvertent Transfer of Licensed Matl to Uncon 
Irolied Locations " Svc list end 

CUNNINGHAM, n E Division of Industrial & Medical Nuclear Safely (Post 870729)i 
88/03/07 Consolidated Edison Co of New York, Inc I2pp 44673 001-44673 012 

8003300337 Ack receipt of 880208 Itr informing NRC of steps token to correct violations 
noted in Insp Repts 50 324/87-31 & 50 325/87-32 Evaluation of Violations A 8i 8 will 
be completed upon reviewing addi info Ihat will bo provided 

GRACE.J N Region 2, Ofc of the Director 88/03/08 UTLEY, E E Carolina Power & 
Light Co Ip 44902 321 44902 321 

B803040062 NRC Bulletin 08 003, "fnadequate Latch Engagomonl in HFA Type Latch 
ing Rel^ Mfg by GE " Svc list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192 44673 319 

8803080148 NRC Info Notice 08 008, "Chemical Reactions W/Radwasto Solidification 
Agents " Svc list end 

ROSSf.C E Division of Operational Events Assessment (Post 070411) BB/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253-44773 012 

8B032B0141 Ack receipt of 000127 Itr ro commitmont for implementation of Procedure 
IPBS 9 12, Phase A.por Insp Repts 50 324/87-22 & 50 325/87-22 
GRACE.J N Region 2, Ofc of the Diroclor 88/03/14 UTLEY.EE Carolina Power & 
Ligtit Co Ip 44000 124 44900 124 

8803280012 Forwards fnsp Repis 50 324/08 01 & 50 325/80 01 on 880101-31 & nollco 
of violation Util attention directed to unresolved items Identified in rcpl 
VERRELLI.DM Region 2. Ofc of the Director 08/03/15 UTLEY.B E Carolina Power 
& Light Co 2pp 44012 262 44912 276 

-&0O32BO(H6 Nolico of violation from insp on 880101-31 Violation noted Tech Specs 
3 Q 1 1 b not met in that w/two diesel generators inoperable on 880 105, remaining op- 
erable generators not operated to at least 1,750 kW for min of 15 minutes 
VERR^LLDM. Region 2. Ofc of the Director 00/03/15 Ip 44012 264 44912 264 

-8803280017 Safety Insp Repts 50 324/80-01 & 60-326/08 01 on 880101-31. Viola- 
tions noted Major areas inspected areas of followup on previous enforcement 
matlers.mamt observalloh.survelllance observation & operational safely verification 
RULAND,WH. FREDRICKSON, P Region 2, Ofo of the Oiroclo/ 80/03/14 12pp 
44912 265 44912 276 

6803240340 Forwards Insp Repis 50 324/88 09 & 60 325/88 09 on 800206-12 & notlco 
of violation 

COLL1NS.D M Region 2, Ofc of the Diroclor SO/03/16 UTLEY.E E Carolina Power & 
Light Co 2pp 44864 282*44864 207 

-8803240345 Notice of violation from insp on 000208-12 Violation noted on 871 n2,cn- 
Iranco lo fuel pool HX room.hlgh radiation area w/lovols exceeding 1,000 m/ 
h, unlocked & loft unattended 

COLLINS.DM Region 2, Ofc of the Director. 88/03/16 3pp 44064*284 44064 286 

* 8603240349 Insp Repts 50-324/88 09 & 50 325/88 09 on 880200 12 Viololions 
noted Major areas inspeefed audits & appraisals, outage planning & 
preparallonjraining & qualification of now personnel & internal & external exposure 
programs 

BASSETT.CH, HOSEY.CM Region 2. Ofc of the Oiroclor 86/03/10 lipp 
44864 287-44864 297 

8603140284 NRC Info Notice 88 009, ‘’Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PQ-PL Type Governors " Svc 
list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) OO/O-a/ia 
Consolidated Edison Co of New York, Inc 12ipp 44857 058-44857 178 

8803240319 Informs that util Info re NRC Bulletin 87 O01, "Thinning of Pipe Walls a( 
Nuclear Power Plants," used to determine extent of industry participation & implomen 
tatfon of erosion/ corrosion Insp programs 

BUCKLEY.BC Project Directorate fi-l 08/03/10 UTLEY.EE Carolina Power a Light 
Co 2pp 44852.110 44852’1 11 


R. Periodic operating reports & related correspondence 

B803020284 Monthly operating repts for Jan 1988 W/8QO206 Hr 
HARRISON.F, DIETZ.CR Carolina Power & Light Co 00/01/31, SCROGGINS.RM 
NRC - No Dalailed Affiliation Given lOpp 44569 135-44509 144 

8803 10 9016 Headquarters daily rept for 880303, 

♦ Ofc of Speciaf Projects 80/03/03 24pp 44661.029-44661 051 


8803160020 Forwards corrected '‘Effluent & Waste Disposal Annual Rept for 1986," per 
6B0205 request Corrections listed 

LOFLIN.LI Carolina Power & Light Co 88/03/09 TICHLER.J L Brookhaven National 
Laboratory 21pp 44694 290 44694 310 

“8803166030 Corrected “Effluent A Waste Disposal Annual Ropl for 1986" 

* Carolina Power & Light Co 86/12/31 IBpp 4469^1 293 44694 310 


S Reportable occurrences, LERs A related correspondence 

8803010105 LER 08-005 00 on 8801 24, limiting condition for primary containment 
oxyger» concGnlraUon exceeding Tech Spec 3 03 entered Caused by incorrectly con 
figured control switch Control switch 1-C11-CS Z8 SI replaced W/B0O223 Hr 
POULK.RM, DIETZ.CR Carolina Power & Light Co 88/02/23 4pp 44542 127 
44542 130 

8803030140 LER 87 022 01 on 071212,26 & 3l,aulomatic isolalion of common control 
bldg emergancy arr lillralton sys & heating, ventilating & air condilioning sys occurred 
duo lo chlorine leak Seals r^laced & llango union lighlenGd W/a80223 Hr 
PASTVA.MJ, DIETZ.CR Carolina Power & Light Co 80/02/23 5pp 44555 061 
44555 065 

8803160252 PNO II 86 OH on 060219,util discovered rar^dom failures of 5/16 inch sili 
con/bronza carnage bolts which are used to tie aleclncal busses logelher within 

g anels Bolts replaced NRC pursuing generic implications w/GE 
LAKE.J Region 2. Ofc of the Director 68/02/26 ip *14726 32G 44726 320 

8803070044 Summary of 880223 Operating Reactors Events Meeting 88 000 List of 
attendees.iahulation of long-term followup assignments lo be completed & summary 
of reactor scrams end 

LANNING.W Events Assessment Branch 80/02/28 ROSSI.CE Division of Opor- 
attonal Events Assessment (Post 87 0411) 20pp 44609 001-44609 020 

6803240020 LER OB 002 00 on 880209, auto isolation of RWCU sys inlet outboard isola 
tion valve 2 G31 F004 occurred Caused by actualron of ono or more of RWCU sleam 
leak daloclion temp modules Group 3 isolation signal reset W/BC0310 Hr 
PASTVA.MJ, DIETZ.CR Carolina Power & Light Co 86/03/ 10 5pp 44864 300 
44864 304 

8803 230020 LER 88-007 00 on 88021 G.pnmary conlammenl Group 1 isolation signal ro 
CGived following roscl of mam lurbino trip signal Caused by inadvertent mam turbine 
slop valve oponinn Appropriate procedural changes planned W/8G03 15 Hr 
PASTVA.mJ, DIETZ.CR Carolina Power & Light Co 88/03/15 5pp 44843 310 
44843 314 


DOCKET 50-326 UNIV. OP CALIFORNIA AT IRVINE RESEARCH REACTOR 


F. Security, rnedical, emergency & fire protection plans 

8803210331 Forwards Insp Ropl 50 326/88 01 on 000127 29 & notice of 
violation Expresses concern that itcenseo not providing adequate level of mgl alien 
tion to (aclliW operations 

SCARANO.R A Region 5, Ofc of Itio Diroclor 00/03/03 LILLYMAN.WJ Californm, 
Univ of. trvino. CA 2pp 44793 224 44793 240 

“0603210349 Insp Ropl 50 326/08-01 on 880127 20 Violalions noted Major areas 
inspected reactor operations prog ram, radiation protection pro gram, orrerqoncy pro 
parodness program & radioactivu mall shipmont & receipt program 
CILLIS.M . YURAS, G P Region S, Ofc of the Director 88/03/03 12pp 44793 220 
44793 240 


Q. Inspection reports. IE Bulletins & correspondence 

6803210331 Forwards Insp Repl 50 326/80 01 on 880127-29 & notice of 
violation Expresses concern that liconsoo not providing adequate level of mgt alien 
(ion to facility operations 

SCARANO.R A Region 6, Ofc of tho Director 88/03/03 LILLYMAN.WJ, Calilornia, 
Univ of. Irvino. CA 2pp 44793 224 44793 240 

-8803210345 Notice of violation from insp on 0BO127 29 Violations noted monlhly 
checklists not comp feted for Oct 1007 Jan 1988 period & four monlhly checkTists 
InllCQtod or completed from Jan 1986 <& Sept 1987 not signed 
SCARANO.R A Region 5, Ofc of the Director 80/03/03 3pp 44703 226 44793 228 

“8803210346 Insp Rept 50 326/00 01 on 600127 29 Violations noted Major areas 
inspected fooclor opcralions program, radialion proteclion prog ram, emergency pro 
parodness program & radioactive mall shipment & receipt program 
CILLIS.M. YURAS.GP Region 5. Ofc of Ihe Director 08/03/03 12pp 44793 220 
44793 240, 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8803160294 Advises that Rev 30 lo plant radiological emergency plan consistent w/ 
planning stds of 10CFR50 47<b) & 10FR50,App E requirements 
BARR.KP Ofc of Special Projects CO/02/23 WHIiE.S A Tennessee Vallay Author- 
ity, 2pp 44705 004 44705 005 

8803160377 Forwards Insp Repts 50 259/80 01,50 260/08 01,50-296/68 01, 50 327/ 
08 01 & 50 320/88 01 on 8G01 06.07 & 13 Issuance of enforcoinonl action unnecos 
sary since util has rniUtaled significant corrective actions since violations occurred 
BARR,K P Ofc of Special Projects 88/02/25 WHITE.S A Tennessee Valley Author 
Ity. 2pp 44700 215 44700 217 

“8003160392 Partially withheld Insp Repts 50-259/88 01,50 260/88 01. 50 296/80 
01.50-327/80 01 & 50-328/88 01 on 800106,07 & 13 (rof 10CFR2 790(d) & 
73 21) Major areas inMecled corrective actions re listed unresolved items 
TOBIN.W Region 2. Ofc of Ihe Diroclor 08/02/24 Ip 44700 217 44700 217 
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aa:3l€a334 vij SMI Cr.crago ifiEp Repts 50 327/8B 02 & 50 328/80 02 

'n h i-n4 *212 A r;' ,3 c' 

Tuf Frt O': cf $p--ai Prc.'cls 60/02/25 WHITE, S A Tennessee Valley Au 
,'*f r, 4iV4 3:6 44/1)1 3r2 

58331 €04 17 'r p P-p'5 50 327/69 02 A 50 320/88 02 on 080114 0212 No violations 
r ' oO'’*: » rti/l:'jr ciampfes roird Major areas inspected extended control 
' ' .n '•(3* A opciai^nai 'a';ry i,erification & ma’nt observations 
LARn::LLR jEMSONk QRANCHM NRC Mo Detailed Affiliation Given B8/02/ 
?3 IT'D 447C4 332 14701362 


5303020183 FLC^a'da rt-quast for add! info re Appendix R evaluation of 
♦j-i * Rcsz'j'on of a r^galion considered restart item for Unit 2 
ZtCHGG C': oi Sp-ecai PfCiecls 63/02/26 WHITES A Tennessee Valley Author 
ity 4;p 41552 239 44552 302 


5603330015 Pi'ta* response lo FOIA request for documents re Sequoyah pressure 
' '^:t ',~t Fer^ards App F drcumcnls App F documents also available in PDR 
GR'VELEyD D.ison of Rules & Records (Post 870413) 83/02/26 CONNOR. L 
Cic Si? :h Assoc'a'fcS 2pp 44583 002 44563 162 


’ 6303030252 N'-ti‘ca’on cf 650305 meeting w/util in Silver Spring, MO to discuss com 
F' .3 Lrtts for p'ants phyS'cal security plans Agenda & viewgraphs end 
hEN^oWTJ Opcra'rg Reactors Branch 4 85/03/05 AOENSAM.EG Operatina Re 
aCMS a 4 47pp 44593 170 44583 223 

82W010473 Forfta'ds Rc/ 8 lo Calculation SON 3054-127. 'Equipment Required for 
Ej'cS'j'd.AnfCriOCFRSOAppR' 

GR DIET R Tennessee Va"cy Authority 08/02/27 Document Control Branch {Docu- 
rr r t Cen'r:! Disk) 3Kpp 44591 1 19 44592 102 


6803040189 Responds to tmc 880226 request for addl info re App R 
f,f,-jrafTi Risponscs to 26 quest ons & refs end Addl documentation ref in responses 
?cin,V ^ <^‘2ns deratjon of some issues as restart items 
GRpLE/ RL Ttrnessce Valley Authority 80/03/02 Document Control Branch 
lDiOjT:nt Cenuol Desk) 20pp 44610 338 44610 360 


^*?CCFfl5oVcp R^)tsS?5°^ 600309 meeting in Rockvilfe.MD w/util to discuss technical 

Otcol Special P,O|0cts 


50 327/88-11 S 50 320/88 II on 
“?.^r2pp'«S83 2«44M5"269'“'“ Ternasaee Valloy 

■ n“cn 65012'’^fi?erl?lcfBf7'^^ " * 50 328/88 

^rn?cl^l™iS)irpp''4^6'79C9?!^^ <^"''0' B'onch (Oocu 

® Plan Impleraanung Procedcra 

VOuf^GSLOOtfT H ‘ gSdlEY R /°m W/a80307 It? 

44731 05? 44731 069 ^ Tennessee Valley Authority 88/03/07 13pp 

r ^thret conLuant^^^^^^^^ b^TVA* quafificalions.per R 

GRiDLEY,R Tennessee Va'W A^hS aa/09/nft also end 

ment Ccnirol Desk) 2lpp 44717 1 1 1-44717 i3i document Control Branch (Docu- 

’2 & 14 ro App^fl pc^r'^fl^pSsSn'iSconS responses lo Questions 

GRJDLEY R Tennessee Valley Aulhoritv ^flS/o^/nli Ur 06 10 

ment Control Desk) 96pp 44727 257 44727 35^1 ^^^^rnent Control Branch (Docu- 

“GRloLEYVTTnn«5?fva%^ T Hotella 880304 lequesi 

n-.cniCon'.olDcsk) 400pp 44719 CooMI Branch (Bocu 

fly I5pp 44852 14144852 326 Tennessee Valley Author- 


“8803220360 

Protection Dusi 
' Ole of Spi 



EN23I 1(B), 


OI.Cl£pi.C,alP,o,ccls 88/03/1, 5pp 44853 ,3M4B53 140 

'p:? &"4nir :5 Sr S "«• >0 ex,e 

KS'EreR S D ofc «‘'f^'iba™o?ll, date'®"” 

!p?4“47?^"2r9®4»'''® WHl'/ETA";araasea Valla, 

« “aattSn l^c'^®s ffev 12 'to SON ip'?S 

>;WHa^OODj/M5^'LERLc''lEw^^^^ ' 

29pp 44580 205 44880 232 T^^MSea Valley Aulhonly 88/03 

.P «!«^t4"48^^S®"' SH6LeURNE.B Oparahona Bra 


“8003250167 Becommonds Commission auUiorizo Maff to pormil TVA lo roslart t;n.i J 
now lhat all open issues rosolved & Modo 3 evolutions succossfjlly conprolcd 
STELUO.V Ofc of IfiG Exocutivo Diroclor for Operations SECY 88 006 89/01/^ 
5pp 44057 002 44857 006 


H. General correspondence 

8003310152 Comment supportino Rov I.SuppI 1 of NUREG 0654/FEMA ilEP J ra rai 
ological omorgency rosponso plans 

GHTDLEY.R fonnossoo Vnffoy Aulhorily 08/03/21 Documont Control timneh 
ment Control Desk) 2pp 44067 321 44007 322 


J Insurance & indemnity Inlormallon 


8003070327 Besponds 10,0^0203 Hr ro ropi hy ANI did 0/1224 discussm^j rcs-^-'li 4 
ANI spsctal nuclear liablllly insurnneo insp of plani Ulil has lakon nclion m line 
rpcommendalion to improve plant operalion roviow commllloo propram 
WHITE, S A Tonnossoo Valfoy Authority 00/03/02 ERNETlFTSD Ofc ol 
Projects SOpp 44604 115 44604 164 i uri.D u uic oi 


0. Advisory Committee on Reactor SafeouardB reports & corrosponderco 


wvvu<.i,jtDu uuvcnv ic niuuiiiio lO fOVlOW BlatUS Ol rosoM'in 

issues ro plant restart Plant porformnneo plan was roviowodlncludinn^mi niut w’l 

kIbI?w® Ai™*".* “"''“'ConcludOB no 

KERm.W ACRS - Advisory Commillou on Reactor Salonunrds 00/03/ IG /tim'h 
Commissfonors 2pp 44769 357 447p0 350 i 


r^M^SSiy'ete'in'""'" Tonnessoo valley Ac-., 


LEWIS, OB 
44851 032 4 4 051 032 


GO/02/23 Division ai Rules & nocorda (Post U/tnUi fp 
‘‘“wtomlfLhSTn '"'If'*”' I"'® ™ '“'I®' fi'Ki'Hl 

fei?oifer8rp''A"4'M"4’;'S'^ 

W449S?2o'9fe2 3?2°'“'" Tun„05,r.o Wl.-y Aa-.. 

''o®®n'onli ro Soriirayah 

GRIMSLEY D n ^i«^ doctjinonls also iivallabfo in PDM 

OorslS°AeSSa°2'pp"t4lfl^ 

^BS^OsVo ill to'eSwra^m'^^^ conlninitip miosllons ro Choirnian F'a"j4^, 

Item 5 B ro whon util proesuro Iransmlllors usodl at faciMios d 

rIhMTA oHf nonconformanco rents end 

Office of ConwesLonnlAH 05/0// 15 KAWWEflEflCC 

ongressional Affairs (pro 070413) 32pp 44503 235 44683 236 

'w/fvA^onsito°Sjni^ by plant projoci manager of moalings Nl^n 

on other '■hi of m€eiif>gi w/m 

DENTON H R ‘Jummarios also provirfod 

]jSf bf* ' 

Licensing (aOOhB^eeife" MinAGLtA.r a.,s<.<, rt 

nuclear^safoly^rov^^^^ w/TVA & NRC ro rVA proposer# changr^iM 

KENYON.T j OnSnn n«and003 & agenda end 

5pp 44583*156 44508^60^^^ Branch 4 64/04/11 Oporaling Reactors GrarKfii 


corrects minor diserSiv ?n nSnn ^ ^ procodiires for p'a't S 

new emergency provtously submitted in util 0001(5 rtrLui J 

GRIDLEY.R T^Kq omergoncy contingency inslructror^s one! 

ment Coniroi Desk) 61pp^ 44 %q goj Documont Conirof Branch (Qx^ 

menls"*^^ Forwards doscnplion of ulil efforts in Identifying FSAR period c ruq-j'r^ 
ment Contml Document Control Branch (Drxu- 

to be resolvoOaforo^roS!i^^^ ^^^hnlcal issues/fioldwotk that rema,xJ 

coo^^gmsolve^^^ roquiromonls for conlajrui^rf 
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8003010396 Forwards Nuclear Safetv Review SlafI Repl Raeoi SON.per GG Zech 
8802 IS request for addi info re thimblo tube ejection event recommendations 
GHIOLEYR Tennessee Valley Authority 80/02/29 Document Control Branch (Docu 
meni Control Ossk> 2pp 44095 060 44895 166 

8803010453 Discussess docket of rov changes made by util to two instrument accuracy 
calculations per NRC audit on 871130 1202 End lists audit concerns 
GRIOLEY.R Tennessee Valley Authority B0/O2/29 Document Control Branch -(Docu 
nrient Control Desk) 4pp 44592 1 11-44592 114 

8803018456 Advises that util plans to extend qualified life of silicone rubber cables 
before return 1o sve Silicone rubber cable installed at facility currently has qualified life 
of ID yrs of SVC plus ability to withstand accident conditions 

GRID LEY ,R Tennessee Valley Authority 88/02/29 Document Control Branch IDocu 
mont Control Desk) 2pp 44595 275 44595 276 

8803010484 Discusses Problem Identification Repl SQNCE0795, "Consideration of Dil 
ferenlial Seismic Anchor Movements Between Bldgs" End documents util commit 
menl to develop procedures for analyzing revs to Category l(L) piping 
GRIDLEY R Tennessee Valiev Authority 88/02/29 Document Control Branch (Docu 
menl Control Desk) 3pp 44595 272-44595 274 

8803020079 Forwards response to NRC 080222 request for addi info to resolve restart 
allegations 

GRIDLEY«R Tennessee Valley Authority 88/02/29 Document Control Branch (Docu 
menl Control Desk) 341pp 44594 123 44595 103 

-88030701Q2 Rov 4 to Special Mamt Instruction SMI 0 317 61, "Instrumentation Fea 
lures Waikdown, Rework & Insp Instructions for CAR 87 014 " 

JOHNSON.JL, WILBURN, WS Tennessee Valley Authority 87/12/17 221pp 

44594 243-44595 103 

8803020085 Forwards listed calculations for use to resolve platform thermal growth 
issues at plant Calculations revised to reflecl Bechtel review of responses 
GRIDLEY.H Tennessee Valley Authority 80/02/29 Document Control Branch (Docu 
irioni Control Desk) 1.169pp 44577 1 15-44580 203 

8803090019 Provides info re util ability to perform intondod safety function in accord 
anco w/Reg Guide I 9 Diesel generator ovnlLralion repl end, documenting that 1987 
lest results bounded by analysis & safety relatod sys operate properly 
GRfDLEy,R Tonnessoo Valley Authority 88/02/29 Document Control Branch (Docu 
menl Control Desk) 4pp 44639 067 44640 265 

-8803090024 "Sequoyah Nuclear Plant, Diesel Generator Evaluation Repl “ 

HUTSON, JQ Tennessoe Valley Authority HADDAD,S2 Sargent & Lundy, fnc 
POSPISIL.JV NEI PeeblDs Eloclfic Products, Inc (lormorly Parsons Peebles) 06/02/ 
2D 574pp 44639 072 44G40 265 

8803070070 Application for amends to Licenses DPR 77 & DPR 79, consisting of Tech 
Spec Change 87 4 4, revising Section 6, "Administrative Controls," to reflect corporate 
8 site organizational changes Fee paid 

G RIDLEY, R Tennessee valloy Authority 08/03/01 Document Control Branch (Docu 
mont Control Desk) 2pp 44612 027-44612 050 

"0803070071 Proposed Tech Specs, revising Section 6, "Administrative Controls," to re 
fieci corporate & site organizational changes 

* Tonnes seo Valley Authority 08/03/01 30pp 44612 029 44G1 2 058 

0803030221 Forwards Info requested during R00225 telco n ro proposed rov to pipe sup 
port design criteria & status of certain pipe support calculations 
GRIDLEY, R Tornessee Valloy Authority 88/03/02 Documonl Control Branch (Docu 
menl Control Desk) 4pp 44606 355 44600 350 

8803070177 Partial rssponse to FOIA request lor documGnt8,(ncluding HR Denton 
860103 Itr to HG Parrfs re TVA position on App B rcquiremonls End App O docu 
menls also available in PDR App P documonlb lotally withhold (ref FOIA Exemptions 5 
& 7) 

GR(MSLEy,DH Division of Rules a Records (Post 870413) 88/03/02 WANN,L 
Times Printing Co 6pp 44609 024-44609 208 

-8003070193 Forwards transcript of NRR 860107 public meeUng w/TVA ro wolding 
issues 

LONG^W BWR Project Directorate 2 86/01/08 LIAW,BO Engineering Branch 
(BWR) Ip 4460G 030 44609 030 

-8003070198 Transcript of NRR 860107 meeting in Bethosda.MD ro TVA welding 
Issues Pp 1-1 30 

' Oricce of Nuclear Reactor Regulnlion, Director (851125 0704 M) 06/01/07 76pp 
44609 031-44G09 206 

-8803070216 Notification of 860619 meeting w/uUI in Rogion II ofc to discuss TVA in 
limidalfon fi harassment of TVA employees 

* Region 2, Ofc of the Director 86/06/10 Region 2, Ole ol the Director 3pp 
44609 243 44609 247 

"8803070228 Advisos of actions to bo taken to resolve issue ro Integrity of American 
Insulated Wire mlg silicone rubber insulated cables meolmg certain conditions in con 
tainment 

WHITE.SA Tennessoe Valley Authority 87/08/19 KEPPLER.J.G Ofc of Spociol 
Projects 2pp 44609 251 44609 252 

8003070244 Forwards documonlalion resolving NRC concern on cavities in concrete 
foundation of ERCW pumping stalion.per T Cheng 860227 lelcon request 
GRIDLEY. R Tonnosseo Valley Authority 80/03/02 Documonl Control Branch (Docu* 
mont Control Desk) 85pp 44596 058 44596 142 

0803070303 Concludes that issues addressed in stated S&W repts ollhor 
closed.ider^tifiGd for routine insp followup or Included in TVA startup action list in sepa- 
rate programs such as main! Closeout of remaining ropls should not affect restart 
ZECKG G Ofc of Special Prolecls 88/03/02 WHITE, S A Tennessee Valley Aulhor- 
Ity 7pp 44610 202-44610 208 

8S03G90112 Forwards safety evaluation ro restart nuclear safety & review staff 
recommendakons Resolutions acceptable Insp will bo conducted after restart 
ZECH.GG Ofc of Special Projects 88/03/02 WHITE.SA Tennessee Volley Author- 
ity, 3pp 44655 346 44655 359 

-08030901 16 Safely evaluation supporting nuclear safety review staff recommendations 
requiring rosolutlon before restart of facility 

* Ofc of Special Projects 88/03/02 lipp 44655 349-44655 359 


8803000093 Discusses util 680229 diesel generator evaluation rept Ulil will evaluate ropt 
Within 120 days & will advise NRC of improvement selected & irrplemantalion sched 
ule 

GRIDLEY.R L Tennessee Valley Authority 88/03/03 Document Control Branch 
(Document Control Desk) ip 44656 035 44656 035 

8803090103 Advises that TVA agrees to perform addi evaluation of ERCW pumping sla 
lion concrete foundation, per 800302 discussion List of util commitments end 
GRIDLEY.R Tennessee Valley Aulhonty 88/03/03 Document Conirol Branch (Docu 
menl Control Desk) 3pp 44667 007 44667 009 

8803080349 Forwards Nuclear Manager Review Group Rept R 88 01 SON, "Review of 
Operalionat Readiness Corrective Aclions" for March 1988 & SJ Smith & HL Aber 
crombte 880303 memo responding lo repl on Sequoyah readiness review 
GRIDLEY.R L Tennessee Valloy Authority 08/03/04 Document Control Branch 
(Document Control Desk) tp 44825 093 44625 206 

-0803080367 “Review Of Operational Readinoss Correcltve Actions" Related docu 
mentation end 

• Tennessee Valley Aulhorily R-8B 01 SON 88/03/31 175pp 44625 094 44625 206 

8803090124 Cancelled notification of 8Q0308 mooting w/iilil in Rockville MD re (echni 
cal issues related to electrical cable Iray/conduil separation 
ROTELLA.T S Ofc ot Special Projects 80/03/04 ZECH.G G Ofc of Special Projects 
2pp 44650 357 44650 358 

8803160220 Agrees vr/NRC deterfhiination ro ASME Boiler & Pressure Vessel Coda 
Cases N 341 & N 356 review fee.per 080218 Itr lo SA White Fee will be remitted 
GRIDLEY.R Tennessee Valley Aulhorily 88/03/08 Oocurnenl Conirol Branch (Docu 
ment Conirol Desk) Ip 44696 049-44696 049 

8803150208 Forwards backup mall re ongineering assurance (EA) oversight review ol 
desegn baseline & verification program (DBVP).per 800304 request EA lOpts on OBVP 
submitted W/&70515 & 1023 Itrs Backup mall for observations C6,C6,E3,E14 & 02 
end 

GRIDLEY.R Tennossee Valloy Authority 88/03/10 Oocurnenl Conirol Branch (Docu 
mont Conirol Desk) 450pp 44664 033-44685 196 

8003180196 Forwards add! info ro diesel generator voltage & margin anaiysis 
revs Changes involve use of rn-rush curronls, verification of affected circuits fuse in- 
tegrity & evaluation of slave loads 

GRIDLEY.R Tennesseo Valley Aulhorkly 88/03/10 Document Control Branch (Docu 
mont Conirol Desk) 04pp 44797 206 44797 289 

0803170271 Forwards weekly schodulo ol TVA activities for wks of 880314-21 
KELLY, J L Ofc of Special Projects 88/03/11 ZECH.G G Ofc of Special Projocls 
4pp 44725 356 44725 350 

8803180221 Informs that use of restart criteria be discontinued for plant & lhat otfcctive 
dale of dlsconllnuanca Is 880311 All issues previously identifiou ns issues requiring 
resolution prior lo restart must remain restart items 

ZECH.G Q Ofc of Special Pro eels 88/03/11 WHITE.SA Tonnessoo Valloy Aulhor 
ily 2pp 44736 343-44736 344 

0803210286 Forwards preliminary safely evaluations ro TVA employee concern eJemonl 
repts submitted as part of employ ao concern special program NRC concludes that 
TVA has sufficiently resolved employoo concerns lo support restart of Unit 2 
ZECH.G G Ofc of Special Projects 88/03/11 WHITE.S A Tennessee Valley Author 
Ily I5pp 44052 141-44854 023 

--87 12210058 “Sequoyah Nuclear Power Plani, Units 1 & 2 Technical Evfilualion Repl 
for Employee Concerns Element Ropt 218 4(b). Rov 2, 'Pipe Stress Calculallons.Wido 
SproacTOeficloncios Within Pipe Stress Calculations 
TAI.MK NOT Engineofing, Inc 87/12/06 lOpp 44852 329 44052 338 

-8712210050 “Sequoyah Nuclear Power Piar>l.Urils 1 & 2 Technical Evaluation Repl 
lor Employe© Concerns Etomenl Rept 221 6(B), Rov 1, ^Pipo Support 

Ooslgn.Observed Bonding of Pipe Clamp Ears 
TAI.MK NOT Enginoonng. Inc 87/12/00 5pp, 44053071-44853 075 

"8712210061 “Sequoyah Nuclear Power Plonl, Units 1 & 2 Technical Evalualicn Ropt 
for Employeo Concerns Element Ropt 220 3(B), Rov 2, ’Support Design 
Gonoral.Design of Supports 

TAI.MK NCTEnginoaring, Inc 87/12/06 5pp, 44052 350-44052 364 

"8712210063 “Sequoyah Nuclear Power Plant, Unila 1 & 2 Technical Evalualion Ropt 
for Ennploye© Concerns Element Ropt 2212(B). Rov 1, ‘Pipe Support 

Deslgn.^alualion of Difference in Analyzed Design Loads for Pipe Supports 
SERB.R B NCT Engineering. Inc 87/1 1/30 Spp 44853 064 44053 068 

"8712210071 “Sequoyah Nuclear Powor Plant, Units 1 & 2 Technical Evaluation Ropt 
for Employee Concerns Element Ropt 220 1 1(B), Rov 2, 'Support Design 

General, Temp Variation CgnsideralFon 

TAI.MK NCT Engineering, Inc 87/12/08 7pp 44053 055 44853 061 

"8803210294 Safely evaluation re Employee Concern Element Repl 10900 SON. 
"Cable (nstallalion " 

* Ofc of Special Projects 88/03/11 20pp. 44052 156 44852 175 

"8B03210298 Safety evaluation ro Employee Concern Element Ropt CO 11301- 
SQN.Rev 8, "Design of Plates " 

* Ofc ol Special Projects 88/03/11 6pp 44852 176 44852 181 

"8803210299 Safety evaluation ro Empfoyee Concern Element Repl CO 11305- 
SON.Rev 8, “Anchors Cut Off re Const,*' 

* Ofc of Special Projects 88/03/1 1 12pp 44852 182-44852 193 

"8603210303 Safety evaluation re Employee Concern Element Rept CO 11306-SQN, 
"Testing of Anchors/’ 

• Ofc of Special Projects 80/03/1 1 12pp 44862 194 44052’205 

"8803210315 Safety evaluation ro Ernproyee Concern Element Rept 17301, "Instrument 
Line Slop© " 

• Ofc of Special Projects 88/03/11 2pp. 44852 206 44852 207 
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■81803210317 Safety evaljaiion te Employee Concern Element RapI 17303, '‘InstrumenI 
Line Clamps " 

* ore of Special Projecls 06/03/11 4pp 44652 208 44652 21 1 


■S803220307 Safety evaluation re Employee Concern Element Repl 221 2jQ) 1 
'Pipe Support Design ” 

* Ofc of Special Projects 88/03/11 2pp 44853 062-44053 063 


••0&O321O319 Safety evaluation re Employee Concern Efemenl Repl 19101, "Galva 
nized Steel Junclion Boxes " 

* ore of Special Projects 08/03/n 2pp 44852 212 44852 213 

”8603210322 Safety evaluation re Employee Concern Elemanl Rept CO 19-201 SQM. 

‘ Conduil Installation ” 

* Ofc of Special Projects B8/0J/1 1 6pp 44852 214 44052 219 

-8803210325 Safety evaluation re Employee Concern Element Rept OTC PH 05 003 
003, Wire Terminations ” 

" Ofc of Special Projecls 88/03/11 2pp 44852 220 44852 221 

"0803210326 Safety evaluation re Empfovee Concern Element Rept 20101, “Incorpora 
tjon of Requirements & Commilmerts in Desigrr” 

■ Ofc of Special Proiects 88/03/ 11 3pp 44852 222 44852 224 

"8803210327 Safely evaluation re Employee Concern Elerfienl Rept 201 3(B), “Design 
Criteria ‘ 

* Ofc of Special Projects 88/03/11 4pp 44062 225 44852 228 

*'8803210337 Safely evaluation acceplmg employee concerns & corrective actions NRC 
concludos that TVA has adequately addressed employee concerns 
' Ofc of Special Projects e8?03/11 25pp 44852 229 44852 253 

'•8883210340 Safely evaluation rc Employee Concern Efemenl Rept 204 6(3), “Engi 
neering Change Nolics Process & Scope of Engineering Required for Mods ' 

* Ofc of Special Projects 80/03/11 6pp 44852 254 44852 259 

”0603210344 Safety evalualion ro Employee Concern Elemenl Rept 204 9, “Use of Ro 
verse Prints ’’ 

* Ofc cl Special Protects 88/03/ 1 1 2pp 44852 260 44852 261 

”8803210351 Safety evaluation re Employee Concern Element Repis, including 
205 1(B). "Calculation Preparation Requiremenls, Policy 8 Praclrco Scope & Slds." 8 
205 2(B), “CalcufatiorY Conlrol 8 Inlerface Requiremenls “ 

* Ofc of Special Projects 88/03/ 1 1 8pp 44852 262 44852 269 

*0803210353 Safety evaluation re Employee Concern Element Rept 2054(0), ‘"Verifrca* 
tian/DocumentaUon of Qualify Related Design Compuier Codes 
' Ofc of Special Projecls 88/03/11 8pp 44852 2/0 44B52 277 

"8003210363 Safely evaluation acceplmg TVA in vea ligation of employee concerns re 
human factors review program 

* Ofc of Special Projecls 88/03/1 1 13pp 44852 270 44852 290 

-8803210367 Safely evaluation re Employee Concern Element Repl 21301. "Inad 
equate Mgt Confrol & Status Listing of ac & dc Electrical Loads.fncluding Diesel Oen 
cralor Margins " 

* Ofc of Specral Projecls 88/03/11 2pp 44052 291 44B52 292 

-8003210368 Safely evalualion re Employee Concern Elemeni Rept 21302, "Inad* 
equate Efeclrical Testing, Planning & Engineering Participation " 

* Ofc of Special Projects 80/03/11 3pp 44852 293-44852 295 

-8803210372 Sdfoty evaluation re Employee Concern Elemeni Repl 213 03, "Inad 
equate Electrical Design Criteria Inadequate Consideration Given fo Electrical Stds &. 
Guides ’’ 

' Ofc of Special Projecls 88/03/11 2pp 44852 296 44852 297 

“8003210375 Safely evaluation re Employee Concern Elemeni Repl 21304. "Electrical 
Procedures Do Nol Properly identify IEEE Stds” 

* Ofc of Special Projects 88/03/11 2pp 44052 208 44852 299 

-9003210378 Safely evafuatjon re Employee Concern Element Rept EN 215 1(B), 
“Civif/Structural Design Seismic Criteria " 

* Ofc of Special Projecls BB/03/t1 9pp 44852 300-44052 308 

”0003210381 Safety evaluation ro Employee Concern Elemeni Repl 215 9(B), '‘Slrui> 
fural Steel Connecuon Design " 

' Ofc of Special Projects 89/03/11 3pp 44852 309-44852 311 

-8803210395 Safely evaluation re employee concern program concerning feedwater 
hoafer monorail design ^ uae of snubbers 

* Ofc of Special Projecls 88/03/11 6pp 44852 312 44852 317 

-•8803210441 Safety evaluatJOn re Employee Concern Elemeni Repl 2181(B) Rev 1, 
"Pipe Stress Calculations Thermal Analysis of Pjprng Subi to Temp Less Than 120 F “ 

* Ofc of Special Projects 88/03/11 3pp 44652 318 44852 320 

-8803210459 Safety evaluafron re Employee Concern Elemeni Repl 218 4(B), Rov 2, 
"Pipe Siress Calculations Widespread Deficiencies Wilhrn Pipe SIross Cafcufafions " 

* Ofc of Special Projecls 08/03/11 2pp 4 4852 32 7-44852 328 

"0803210469 Safely evalualion re Employee Concern Efemenl Repl 218 7(B), Rev 2, 
“Pipe Siress Cafculafions Acceplanca Criteria For Overlap Areas of Calculalrons '* 

* Ofc of Special Projects 08/03/11 2pp 44652 339-44852 340 

"8B03210476 Safely evaluation re Employee Concern Element Repl 220 1(8), “Senes 
Drawings & 050 Noles " 

* Ofc of Special Projects 08/03/11 2pp 44852 346 44852 347 

- 8803210482 Safely evaluation re Employee Concern Element Rept 220 3(0), Rev 2. 
“Suppon Design General Design of Supports “ 

* Ofc of Special Projects 88/03/11 2pp 44052346 44852349 

-8003210490 Safety evaluation ro Employee Concern Element Repl 220 11(B), Rev 2, 
“Supporl Design General Temp VanalionCo-nsideration'' 

* Ofc of Special Projects 80/03/11 2pp 44852 355 44852 358 


- 8003220313 Safely evalualion re Employee Concern Elemeni Rep! 221 6(fl| flc-g 1 
“Pipo Support Design Observed Bending of Pipe Clamp Ears " 

* Ofc of Special Projects 88/03/1 1 2pp 44853 069 44853 070 

-0803220321 Safety evaluation re Employee Concern Efemenl Rept 222 2([jL 'Qo< 4.V 
chors W/Excessive Welding “ 

* Ofc of Special Projecls 88/03/11 2pp 44853 076 44853 077 

-88D3220322 Safety evalualion re Employee Concern Element Repl 222 1(0), \>i * 
inq^s Do Not Always Show Weld Size " 

* Die o) Special Projecls 88/03/ 1 1 3pp 44853 078 44853 080 

-8003220325 Safety evaluation re Employee Concern Elemeni Rapt 2?2 5(Eij B.-'i 
Replaced By Welding “ 

* Ole of Special Projects 08/03/1 1 3pp 44853,081-44053 003 

"8803220328 Safely evaluation re Employee Concern Elemeni Rept 922G([1), "^rr-- ► 
can Inst of Steel Const Mm Weld Critorra " 

■ Ofc of Special Projecls 88/03/11 2pp 44853 084 44853 085 

-8803220330 Safety evaluation re Employee Concern Elemeni Rep! 221 1(fl| Jui' ^ 
ment Line Support Connections “ 

* Ofc of Special Projecls 88/03/11 4pp 44053 086 44053 089 

--6803220334 Safety evaluation re Employee Concern Efemenl Repl 223 2. "Ins'ruif- \ 
Mounting Bracl<els * 

‘ Ofc of Special Projects 88/03/1 1 19pp 44853 090 44853 100 

-8803220337 Safely evaluation ro Employee Concern Element Ropt 22901. ' Qua 
able Calculation of Orifice Hole Design 

* Ofc of Special Projects 88/03/1 1 2pp 44853 109 44053 1 10 

-8003220339 Safely evaluation re Employee Concern Element Repl 2290? flij*’J 
live Panel Drams lo Floor Drams " 

* Ofc of Special Projecls 86/03/ 1 1 2pp 44853 1 1 1 44853 112 

”9803220341 Safety evaluation re Employee Concern Efemonl Rept 229 6jn) 

Air Sys Adequacy Following Pipe Break 

* Ofc of Special Projecls 88/03/ H 3pp 44853 113 44853 1 16 

-8003220345 Safely evalualion re Employee Concern Efemenl Rept 22900, ChM 
Water Sys Level Switches 

' Ofc of Special Projects 88/03/1 1 2pp 44853 116 44853 117 

-0003220349 Safety evaluation re Employee Concern Element Repl 22911. ms--" 
dent RMS Detection Equipment " 

* Ofc of Special Projects 88/03/1 1 2pp 44853 118-44853 119 

* 8B03220355 Safely evaluation re Employco Concern Efemenl Ropt 230 1(B). ■fn/Z-C 
Design Fire Damper Latching Test " 

* Ofc of Special Projecls 88/03/11 Opp 44063 120 44853 127 

-8B032 20392 Safoty evaluation re Employee Concern Element Repl LN 23t f|D' 
"Lack of Fire Damper m Add! Diesel Generator Bldg " 

* Ofc of Special Projecls 80/03/11 app 44853 131-44853 132 

-8903220399 Safely evaluation re Employee Concern Elemeni Ropl f^N 2315^^1 
"Adequacy of Battery Room Venlilalion Sya Design “ 

* Ofc of Special Projects 80/03/11 3pp 44053 133 44853 136 

* 8803220406 Safety evalualion re Employee Concern Elemeni Rept CN 2326, 
Gaskets Deterloralior) ’’ 

* Ofc of Special Projecls 88/03/11 2pp 44853 141 44853 142 

”8003220411 Safety evalualion re Employee Concern Element Rept EN 232 8, Ci ' rJ 
For Min Pipe Wall Thickness “ 

* Ofc of Special Projecls 68/03/11 2pp 44853 143 44853 144 

-0BO322O414 Safety evaluation re Employs© Concern Element Ropt 23502, TIclI/h. 4' 
Safely, Exposed 480 Volt Dus A1 Panel top " 

‘ Ofc of Special Projecls 88/03/11 2pp 44853 145 44053 146 

-8803220416 Safely evafualion ro Employee Concern Efemom Rept aGSOa. 'P/C 
Uiqutd Tight Flex Conduit " 

' Ofc of Special Projecls 88/03/11 2pp 44853*147-44053 148 

”8803220422 Safety evaluation re Employee Concern Element Repl 23511, 

Switch Malfunclioh Gives Operator Misleading fndfcation of Valve Position ” 

* Ofc of Special Projects 88/03/11 3pp 44853 149 44853 151 

”0803220423 Safety evalualion re Employee Concern Efemenl Ropl EN 23701, ' Tlw 
maf Overload Bypass & Indication " 

* Ofc of Special Projects 88/03/1 1 2pp 44853 152 44063 153 

”6803220427 Safely evaluation re Employee Concern Elemeni Rept 23702. 400 la 
500 Breakers Unacceptable Sel.Na1l Electric Code & Good Engineering Pracitcos '»'■> 
lated LImitorque Valve Operators Inadequately Fused '* 

* Die of Special Projects 80/03/11 2pp 44853 154 44853 155 

-8803220429 Safely evaluation re Employee Concern Element Rept EN 
“Bypass of Over-Torque Switches " 

* Ofc of Special Projects 88/03/1 1 2pp, 44053 166 44853 157 


•8803210502 Safely evalualion le Employee Concern Element Repl 2151 (B), “Civil/ 
Struclural Design seismic Criferja ” 

* Ole of Special Projects 89/03/11 9pp 44852 359-44853 024 


•8803220431 Safety evaluation re Employee Concern Efemenl Rept EM 23B0L 
duit Overfills & Cable Damage " 

* Ofc of Special Projecls 88/03/11 3pp 44053 158 44853 160 


-8003210523 Safely evaluation re Empfoyee Concern Efemonl Rept 218 4(B), Rev 2. 
"Pipe Stress Calculations Widespread Deirctencies Wlihin Pipe Stress Calculations" 
* Ofc of Special Projects 89/03/11 2pp 44853 025 44853 054 


■6803220436 Safety evaluation ro Employee Concern Element Rept EN 28303, Catd- 
Tray-Wall A Floor Penelralrons Overfill " 

• Ofc of Special ProjeclB 88/03/11 5pp 44863.161 44853 165 
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~8803?20451 Safety evaluation re Employee Concern Element Rept 23900, “Cable & 
Raceway Program Inadequate " 

* Ofc of Special Projects 88/03/11 2pp 44853 166 44853 167 

->8603220457 Safety evaluation re Employee Concern Element Rept EN 24000, "Cable 
Perating ** 

* Ofc of Special Proiecls 88/03/11 3pp 44B53 168 44853 170 

-8803220459 Safety evaluation re Employee Concern Element Rept 24101, “Inad 
equate Splicing & Termination Practices & Procedures 
' Ofc of Special Projects 08/03/11 2pp 44853 171 44853 172 

-8803230298 Safely evaluation re Employee Concern Element Rept 24102, “Crimp 
Connections '' 

’ Ofc of Special Projects 88/03/11 2pp 44853 173*44853 174 

-BB03230301 Safely evaluation re Employee Concern Element Rept 24103, “No 
Megger Test On Low Voltage Cables ” 

* Ofc of Special Projects 88/03/11 Ip 44853 175 44053 175 

—8603230305 Safety evaluation re Employee Concern Element Rept 24104, ‘Amphenol 
Connectors ” 

* Ofc of Special Projecls 88/03/11 2pp 44853 176 44853 177 

-8603230306 Safely evaluation re Employee Concern Element Rept 24105. “Wiro Cor- 
rosion & pGterioralion of Sealant Mall “ 

" Ofc of Special Projects 88/03/11 2pp 44853 178 44853 179 

-S6{)323O30i7 Safety evaluation ro Employoe Concern Element Repi 24200, "Inad- 
equate Electrical & Physical Separation Between Redundant Wirmg.Cabimg, Equipment 
& Corrponents " 

* Ofc of Special Projects 08/03/11 3pp 44053 100-44853 182 

-8803230311 Safety evaluation re Employee Concern Element Ropl 24300, "Inad 
equate Diesel Generator Margins “ 

•Ofc of Special Projects 88/03/11 lipp 44853 163 44053 193 

-8803230312 Safely evaluation re Employee Concern Element Ropl MC 40703-SQN, 
"Heal Cocfe re Mali Control’' 

* Ole of Special Projecls 86/03/11 22pp 44853 194 44853 216 

-8603230331 Safely evaluation re Employee Concern Efemont Rept 302 06, “Transfer 
Cana! Electrical Equipment Problem '' 

* Ofc of Special Projects 88/03/11 13pp 44853 216*44053 228 

-8803230334 Safely evaluation ro Employee Concern Elomont Ropl OP 306 01 SON, 
“Firo Protection Equipment Works Improperly “ 

* Ofc of Special Projects 88/03/1 1 65pp 44853 220 *14853 283 

- 8803230345 Forwards safety evaluation supporting TVA investigation of category QA 
element repts TV/\ actions satisfactorily close- out restart Issue re listed element repts 
& sufficient to support restart 

LIAW.a D Ofc of Special Projects 80/03/07. ZECH.G G Ofc of Special Projecls 
app 44053 29*1-44053 285 

-8803 230346 Safety evaluation supporting TVA invosltgalion of category QA eionnont 
repis 

* Ofc of Specral Projects 80/03/11 37pp 44053 206 44853 322 

-0803230353 Safely evaluation re NRG welding category, "Filler Mall Control" Ulil ap 
preach to Mler mall control adequate 

* Ofc of Special Projecls 88/03/11 9pp 44053 323 4*1B53 331 

-88032 3 0358 Safely ovalualion ro NRC welding category. “Wolder Quafificallons/Trflin 
ing '■ NRG requests praclico re renewal of certification by QC/wolding foreman verify- 
ing red Issue slip be instituted 

* Ole or Special Projects, 88/03/1 1. tlpp 44853 332 44053 342 

-8803230360 Safety evaluation ro NRC welding category, “Wold Design & Conligura 
tlen" Concerns adequately addressed 

* Ofc of SpQClai Projects 00/03/11 5pp 44053 343 44053 347 

-8803240375 Safety ©valuation re NRC welding category. "Welding Procedures “ Con- 
cern has no effect on hardware & of ne concerrt to public hoalth & safely 

* Ofc of Special Projects 88/03/11 2pp 44854 014 44B54 015 

-0803240376 Safety evaluation re NRC welding category. “Miscellaneous/ One of a 
Kind Issues salisfactorlly addressed or of no significance 

* ore ol Special Projecls 08/03/11 8pp 44854 016 44854 023 

8803210155 Urges that TVA harassment & intimidation of TVA & contractor onglneers 
bo reopened as restart issue to assure that harassment of workers not blocking identi* 
ficallon & resolution of serious safety problems prior to restart 
BERhfABELL Bernaboi & Katz 88/03/14 EBNETER.SO Ofc of Special Projecls 
5pp 44782-123 44782 127 

8803210012 Forwards response to Generic Ltr 80-02 re [SAP If Interest In parlictpaling 
in I SAP 11 expressed 

GRIDLEV.R Tennessee Valley Authority 80/03715 Document Control Branch (Docu 
m a nl Control Desk) 4pp 44009’34B 44809351 

0803230023 Forwards Rev 1 to end to 000126 Hr, “Impficalions of Improvement Los- 
sons of r4UnEG-1275, ‘Operating Experience Feedback Repl.New Plants 
GRIDLEY.R Tennessee Valley Authority 80/03/16 Document Control Branch (Docu 
manl Control Desk) 7pp 448o0 204 44850 210. 

0803220364 Generic Llr 08 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re bone add corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve lisr end 

WrRAGLIA.F Associate Director for Projects (Post 870*111) 88/03/17 Consolidaied 
Edison Co ol New York, Inc 43pp. 44879 004-44879 126 

8803230097 Commits 1Q extend qualified life of silieona rubber cables for full life of plant 
before plant returned to sve 

WHITE, S A Tennessee Valley Authority 88/03/17 Document Control Branch (Docu 
men! Control Desk) 3pp 44043,046 44843 048 


8603250012 Notifies that compensatory actions & long term corrective program re engi 
nee ring change notice & FSAR update, per B70203 & 0522 Itrs, acceptable for 
restart, contingent on achieving full compliance W/10CFR50 71 by Apr 1989 
RICHARDSON.SD Ofc of Special Projects 88/03/17 WHITE, S A Tennessee Valley 
Authority 2pp 44859 156 44859 157 

8803250092 Forwards corporate eperalionat readiness review from 870413 0508 m re 
sponse to request 

GRIDLEY.B Tennessee Valley Authority 88/03/17 EBNETER.S D Ofc of Spocral 
Projects 70pp 44880 320-4488 1 029 

8803240454 Forwards addi info re Problem Identification Rept SQNCEBa795 on Alter- 
nate Analysis Category I & l(L) piping & instrument & control liries spanning between 
bldgs & requisite consideration of differential seismic anchor movement 
GRTDLEY.B Tennessee Valley Authority 88/03/18 Document Control Branch (Docu 
ment Control Desk) 4pp 44880 309 44880 312 

6803240465 Advises that facility may be affected by unreviewed safety question re dose 
consequences of steam generator tube rupture event Util to institute interim aclrons lo 
be completed before restart 

GHIDLEY.H Tennessoo Valley Authority 88/03/18 Document Control Branch (Docu 
ment Control Desk) 7pp 44880 155 44880 161 

8003240316 Final response to FOIA request App A & B documonis end & available in 
PDR 

GRIMLEY.DH Division of Rules & Records (Post 870413) 68/03/21 LEWIS.D 
Lewis, DB 4pp 44851 033*44851 088 

-8803240366 Provides summery of utils lest results & calculations on emergency diesel 
generators.mcfuding review of design of static exciter & vollago regulator for emergen- 
cy diesel generators 

KUSKO.A Failure Analysis Associates 88/03/08 MARINOS, A NRC - No Detailed 
Aflilialion Given 4pp 4*1051 095 4485 1 098 

8803300097 Responds to 880316 ltr re Intimidation & harassment complaint filed by A 
Bartlik w/Dopi of Labor (DOL) Util has extensive program design lo ensure lhal no 
intimidation & harassment exist in work place Util appealing DOL Tindinq 
WHITE.SA Tennessee Valley Aulhorily 80/03/21 EBNETER.SO Ofc ol Special 
Projects 2pp 44901 167 44901 168 

0803360186 Comments on NRC proposed policy statemeni ro integrated schedules for 
Implomentalion of plant mods Supports position that integrated schedules on plant 
specific & voluntary basis will provide stable environ w/regard to resources 
QRIDLEY.R Tennessee VoliDy Authority 80/03/23 Document Control Branch (Docu- 
ment Control Desk) 6pp 44901 330-44901 335 

0003300303 Confirms notificatro.'i to NRC of conditions of onlry info Limiling Conddion 
For Operation (LCD) 3 7 11 1, Action b of plant Tech Specs Notification required per 
Action b 2 b of LCO for lire pumps 

SMfXH.SJ Tennessoo Valley Authority 88/03/24 DocumentControl0ranch(Doru- 
mom Control 0 08k) Ip 44013 211-44913 211 

B003300306 Responds to 880316 llr ro basis for employment action concerning A 
OarllikBL Edwards findings that TVA refused to extend or renew Bartlik contract bo* 
cause of expressing safety concerns not supported by evidence Hearing inlliatcd 
WHITE.SA Tennessee Valley Authority 80/03/24 EBMETER.S D Region 1, Ole ol 
Itio Director 7pp 44904 266 44904 272 

6803300372 Responds lo 0803 18 Ur concerning 88031 1 llr from BL Edwards re Bartlik 
vs TVA hearing Answers to questions ro basis for employment action & actions taken 
or planned to ensure that otners not discouraged from raising safely concerns end 
WHITE.S A Tennessee Valley Authority 00/03/24 EBNETER.S D Ofc of Special 
Projects 7pp 44902 324 44902 330 

0803300401 Forwards ovaluallo-n of util resolution for CAOR SOT 070626, per request 
LIAW.D D Ofc of Special Projects 88/03/24 BARR.K P Ofc of Special Projects 2pp 
44914.149 44914 150 

8803300414 Final responso to FOIA request for documents Forwards documents hsied 
in App O Documents also available in PDR Oocumonl in App P compiGloly withhold 
(ref FOIA Exomplion 5) 

GRIMSLEY,D Division of Rules & Records (Post 070413) 08/03/25 WANN.L Times 
Printing Co 4pp 44920 262*44920 270 

-8601150591 Summarizes NRC activities involving TVA from 051223 Q60103 IE pro- 
pared for Sequoyah equipment qualification Insp scheduled to commence on 
060106 M Grolenhuis will assume duties as projocl manager for Browns Ferry 
DENTON,H R Office of Nuclear Reactor Regulation, Direclor (861125 870411) 06/ 
01/00 STELLO.V Ofc of the Execulive Director lor Operations 2pp 44920 284- 
44020 205 

-8601170518 Forwards weekly schedule ol TVA activities lor wks ol 0BO113 & 
2OSGhodul0 will bo updated & issued each Friday to roflocl activities for forthcoming 
2 wk period 

THOMPSON.H L NRC * No Dolabled Affiliation Given 86/01/10 DENTON.Hfl Office 
of Nuclear Reactor Regulation, Director (851125 870411) HAYES, BB Office of In- 
vesligallons 3pp 44920 271-4 4920 273 

-8602630012 Submits weekly summary ol NRC aclivitios involving util for 8601 13 17, In 
eluding Ovo/sighl Group weekly lelcon lo discuss status ol ongoing activities & silo 
visit lo Sequoyah to assess electrical design calculation program 
DENTON.HR OlfiCQ of Nuclear Reactor Regulation, Director (851 125 8704 1 1) 86/ 
01/24 STELLO.V Ofc of the Executive Director for Operations 4pp 44920 291- 
44920 294 

-8803310103 Forwards schedule of NRC interactions w/TVA for wks of 860106 & 13 
DIRCKS.W J Ofc of the Executive Direclor for Operations 88/01/03 PALLADINO, 
BERNTHAL. 2 ECH Commissioners 3pp 44920 267-44920 269 

-080331010S Forwards schedule o# NRC interactions w/TVA for wks of 860113 & 20 
STELLO.V Ofc of the Executive Director for Operations 86/01/10. PALLADINO, 
BERNTHAL. ZECH Commissioners Ip, 44920 270 44920 270 

-8803310135 forwards schedule of NRC interaction w/TVA for wks of 860127 & 0203 
STELLO.V Ofc of the Executive Director for Operations 88/01/27 PALLADINO. 
BERNTHAL, ZECH Commissioners Ip 44920 274 44920 274 
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-8803310143 Forwards weekly schedule for TVA aclivities involving NRC for wks of 
860127 & 0203 Schedule will be updated & issued each wk lo relfecl activities for up 
coming 2 wk period 

THOkfPSON H L NRC No Detailed AlfiNalion Given 86/01724 DENTON HR OlfJCQ 
of Nuclear Reactor Regulalion, Director (85 1 125 87041 1) HAYES, B B Oflice of In 
vestigalions 4pp 44920 275 44920 278 

-'8803310166 Forwards schedule of NRG interactions w/TVA for wks of 660120 & 27 
STELLO.Y Ofc of Ihe Executive Director (or Operalions 06701/27 PALLADINO, 
BERNTHAL, ZECH Commissioners tp 44920 279-44920 279 

-8303310172 Forwards weekly schedule of TVA activities involving NRC (or wks of 
860120 & 27 Schedule Will oe updated weekly lo relleci activities tor lorlncoming 2 -wk 
period 

THOMPSON, HL NRC No Detailed Affiliation Given 06/01/21 DENTON, HR Oflice 
of Nuclear Roactor Ragulalion, Director (851125-070411) HAYES.B B Office of In- 
vestigations 3pp 44920 280 44920 282 

-8803310177 Forward’s memo ro summary of NRC activities involving TVA from 
851223 860103 

STEUO.V 0(c of the Executive Director for Operalions 06/01/10 PALLADINO. 
BERNTHAl, ZECHCojnrmsSiOivefS Ip 44920 263 4492&2&3 

-68Q3J10187 Forwards memos re NRC summary of activities involving TVA on 860106 
10& 13-17 

STEULO.V Ofc of the Exoculivo Director (or Operations 06/01/27 PALLADINO Com- 
missioners Ip 44920 286 44920 286 

• 8003310102 Submils weekly summary ol NRC activiltes involving TVA from 860106 
IQ 

DENTON, HR 0(fice of Nuclear Reaclor Regulation. Director (851125 670411) 86/ 
01/24 STELLO.V Ofc o( Ihe Executive Director for Operations 4pp 44920 287 
44920 290 


0 fnspectron reporls, IE Gulletfns & correspondence 

6803160334 Forwards request (or add) rnlo re Aclon Item e of IE Quilalin 85 003, 
‘’Motor Operated Valve Common Mode Failures During Plant Transient Due lo Im 
proper Switch Setlings " Response noedad within 30 days of Itr date 
BARfl.KP Ofc of Special Projects 89/02/22 WHITE, S A Tennessee Valley Author- 
ily 4pp 44705 100 44705 103 

8603160125 Ack receipt of 871123 rosponso to 671014 roouGst for adcfl info concerning 
interface problems between div of nuclear eriginoerino & other plant organizalions re 
Insp Reals 50-327/87-55 A 50-328/87-55 Concern will bo reviewed later 
BARR.KP Region 2, Ofc of the Director 86/02/23 WHITE.SA Tennessee Vadey 
Authority 2pp 44703 1 10 44703 119 


8003010450 Advises that actions described in enci Liken to clarify inlent of ofi^ nji s 
sponsos lo fnlograled Design fnsp Items D3 2 3,D4 3 4 A D5 2 3 in resfwo (3 F;. 
(owup Closeout Insp Repis 50 327/87-48 A 50-328/87 48 
RAY.MJ Tennessee Valley Authority 88/02/29 Docuniort ConCrol Cran^h iD-,,. 
meni Control Desk) 3pp 44595 282*44595 284 

8803010407 Forwards util plan lo develop A implement O lisi.per commiCmcni n l’'| m 
sponso to Insp Repts 50 327/86-1 1 A 50 328/86-1 1 

GHIDLEY.fl Tennessee Valloy Aulhorily 88/02/29 Document Control Bran<h<0»v. 
menI Control Desk) 5pp 44592 106 44692 110 

8003020079 Forwards response to NRC 880222 request for acfdl info la resul.o rci'i" 
dlleqa lions 

GRIDLEY.R Tennessee Valley Authority 88/02/29 Document Control Oranch 
meni Control Desk) 341pp 44594 123 44596 103 

-0803070102 Rev 4 to Special Maint Instruction SMI 0 31/61, 'Ifiblfuincntjion 
tures WaIkdown.Rflwork A Insp /nslruclions for CAR 87 014 ” 
vfOHNSON,JL, WILBURN, WS Tennessee Valley Authority 07/12/1/ 22rfc 
44594 243 44595 103 

8003040210 Forwards results of steam generator tube 080301 inservico insp llc>u i vv 
dicated that all wall penotrafions wore non service induced Ana growth cJoicctuiJ 
GRIDlEV.R Tennessee Valley Authority 80/03/01 Documeni Comtioi Dfimch 
menl Control Desk) 1 7pp 44633 070 44633 086 

S8O315O370 Forwards Insp Repis 50 327/08 06 A 50 328/08 06 on B80101 Q6\v*i 
tions noted, including failure lo properly establish administrative requiromojifs itf «|5 
alignment A confiqoralion control process 

BARR.K P Ofc Of Special Projects BARR.KP Regfon 2, Ofc of Ihe Dimclor 
01 WHITE.SA Tennessee Valley Authority 2pp 44680 232 44688258 

-8003150378 Notice of violation from insp on 800104 08 A ID Viofotrons noItJfe -re h 
adoqualely establish, implement A maintain procedures for coil igu rat oa cor'rcv S 
Identify A correct sys operating fnslruclron checklist deficiencies 
BARR.K P Ofc of Special Projects 88/02/26 3pp 44688 234 4460Q 23b 

-8803160380 Insp Repts 50 327/08 06 A 50-328/88 06 on 080104 00 A lO V-o'a' 's 
noted (Major areas inspected sys alignment vonfication for Lfnil 2 hoalupirvLd <; 
revjew ol adminislralive procedures A personnel qualifications 
BflADY.JB. MCCOY, FR Region 2. Ofc of the Director 00/02/26 22pp 4-t6fie?]f 
44688 258 

0603030105 Forwards documentation of resolution of open insp isstio ro tinia U p v 
developing reactor coo(anl loop spectra 

GRIDLEY.R Tennessee Vaffoy Authority 80/03/02 Document Co niroi nmncliiO-v- 
men! Control Desk) 6pp 44608 345 44600 350 


8003160247 forwards fnsp Repts 50-327/08-04 A $0-328/88 04 on 880125 29 No vio 
lalions or deviations noted 

BARR.KP Region 2, Ofc of the Dueclor 80/02/25 WHITES A Tennessee Valley 
Authority 2pp 44697 014 44697026 

-GG03 168256 Insp Repts 50 327/88 04 A 50-328/88 04 on 880125 29 No violations or 
deviations noted Major areas inspocllcd followup on previous enlorcement 
matters, organization A mat controls, external exposure controls A facilities 
WEDDINGTON.R E . HOSEY.CM Region 2. Ofc of Ihe Director 88/02/25 lipp 
44697016 44697 026 

8803160377 Forwards Insp Repis 50 259/86-01.60 260/68 01,50-206/88 01, 50 327/ 
86 01 A 60 328/66-01 on 800106,07 A 13 Issuance of enforcomenl action unneces 
sary since util has militated signiTicanl corrective a c irons since violations occurred 
aARR.K P Ofc of Specrfll Projects QB/02/25 WHITE.SA Tennessee Valley Author 
Ity 2pp 44700 215 44700 217 


0803040129 Provides revised response lo integrated design insp Horn 036 I pif Ivp 
Repts 50-327/87 40 A 50 328/87 48 Vendor required to submit design CciVirLik-ni ij 
he Independently reviewed A ensure compliance w/ulil requirements 
RAV.MJ Tennessee Valley Authority 80/03/02 Document Caritrol Branch 
meni Control Desk) 14pp 44643 105 44643 118 

00030401135 Provides revised response to fnlograled Design Insp Repis 50 3 ///H/H 
A 50-328707-4 G.llem U3 5-1 to rofloci correct ASME Code ref List of TVA <(''(T.^^ 
merits attached 

RAY.MJ Tennessee Valloy Authority 88/03/02 Document Conirol Branch lO.*'* 
meni Conirol Desk) 13pp 44611 000 4461 1 020 

0803040148 forwards supplemental response lo integrated design Insp ftorn f)i2 3C’f 
(nsp Repts 50 327/07-48 A 50 320/87-48 

RAY.MJ Tennessee Valley Aufhonty 88/03/02 Documeni Conirof Branch {F«,- 
inenl Control Desk) 8pp 44633 143 44633 150 


■0803160392 Parically withheld Insp Repis 50-259/00-01,60 260/88 Ol. 50 296/88 
01,50-327/88 01 A 50 328/86-01 on 080106,07 A 13 (fOf l0CFR2790(d) A 
73 21) Major areas irspeclod corrective actions ro listed unresolved items 
TOBIN, W Region 2. Ofc of the Director. 85/02/24 Ip 44700 217-44700 217 


8003040149 Provides supplemental response lo Integrated Design InspRopts 
87 48 A 50 328/87 46jtem D2 2-1 re design pressure of ERCW sys 
RAY.MJ Tennessee Valloy Aulhorily 80/03/02 Document Control Crnnch (IV'U 
merit Conirol Desk) 7pp 44611 001 4461 1 007 


8603 16 0394 Forwards Healup Shiff Coverage Insp Repis 50-327/68 02 A 50 328/06 02 
on 880114-0212 A nolico o1 viDlalion 

MCCOY.FR Ofc of Special Projecis 86/02/25 WHITE.SA Tennessee Valfey Au 
thorny 2pp 44704 328 44704362 


8803040166 Forwards supplemental response to Integrated Design Insp Ikin PI 3 
fnsp Repts 50 325/07-48 A 50 320/87 48 

RAV,MJ Tennessee Valley Authority 88/03/02 Documeni Control Branth fCXo 
meni Conirol Desk) 5pp 44637 31 1*44630 165 


'G803 160403 Notice c( violation from insp on 880225 Violations noted on 860207.Sys 
Ope rating Procedure SOM 1* "Mam Steam” not adliered to during startup of l/nit 2 
mam ateain sys lasutting in MStV isdahon 

MCCOY.FR Ofc of Special Projects 88/02/25 2pp 44704 330-44704 331 


-0803080315 “Task Repl on Developmant of Seismic Acceleration Responso 
for Diesel Generator Bldg of Sequoyah Nuclear Plant, Pari 1 Design Basis SSE liipJ 
* Bechtel Power Corp 88/02/25 99pp 44637 316 44638 053 


-8803160417 fnsp Repts 50-327/88-028 50-328/88 02 on 880114-0212 No violaltons 
noted One violalron w/four examples noted Major areas inspected extended control 
room observation A ope/alional safely verification A mamt observauons 
CARROLL.B , JENISON.K, BRANCH.M NRC - No Detailed Affiliation Given 38/02/ 
23 31pp 44704 332-44704 362 

0OO3O1O4G4 Responds (0 NRC 660122 Hr re violations noted m Insp Repts 50-327/87' 
71 A 50 328/67-71 Corrective actions licensee will perform training to ensure person- 
re} aware of procedural roquirements 

GRIDLEY.R Tennessee Valley Authority 68/02/27 Document Control Branch (Docu- 
manl Control Desk) 7pp 44595 265-44095 271 

6803020230 Advises that short-term insp of defects in Wesirnghouse circuit breakers 
wiir not occur before Unif 2 resfart due to absence of high probability of sigrifjcant 
specific deficiency, par NRC B jlletm 00 001 Stated list end 

GRIDLEY^R Tennessee Valley Aulhorily 88/02/27 Document Control Branch (Docu- 
ment Ciontrol Desk) I2pp 44595 251 44595 262 

0803030076 Forwards listing A plant schedule for completion of remaminq Idenlified 
maint instructions for second phase.per Insp Repis 50-327/87 37 A 60'32fl/a7-37 
GRIDLEY.R Tennessee Valley Aulhority 68/02/27 Documeni Conirol Branch (Docu 
meni Control Desk) 30pp 44592 125 44562 162, 

0002230035 NRC Into Notice 88 006, 'Foreign Objects in Steam Generators” Sve list 
encL 

ROSSI.CE Division of Operational Events Asseasitienl (Post 070411) 68/02/29 
Consofidated Edison Co of New York, Inc 1 18pp 44554 253 44555 003 


-0803080317 "Task Repl on Development of Seismic Acceleration flosjK>nsd Sp-./J 
lor Diesel Generalor Bldg ol Sequoyah Nuclear Plant, Part 2 Slte-Spociiic ODE 8 
Inputs” 

' Bechtel Power Corp 80/02/25 tOIpp 44638 054-4463B 165 

8003040170 Suppis response to Intogratod Design Insp (IDf) Item D4 6 1, (Kr N’p 
Repis 50 327/07-40 & 50 328/67 48 Corrective actfons foundalion ombcdmcnl dJ 
signs for listed equipment included in 101 review Westinghouse justification arcl 
RAY.MJ Tennessee Valley Aulhorily 88/03/02 Documeni Conirol Branch (Docu- 
ment Control Desk) 14pp 44633 056 44633 069 


8003040184 Forwards confirmation of commilments made lo NRC bI 680219 imp ri 
meeirng for open 4em8 ra swing angle allowabfea, DBA spectra A U boll allcwr^ois 
GRIDLEY.R. Tennessee Valfey Aulhorily 88/03/02 Document Control Branch 
meni Conirol Desk) 4pp 44633 1 17-44693 120 


6803040196 Forwards descnplfon of study of effect of zero period accelofaicw 
piping during DBA Study demonstrates that phenomenon does nol significantly 
design of piping, pipe supports or penetrations 

GRIDLEY.R Tennessee Valley Authority 80/03/02 Document Control Branch |Dov> 
manl Conirol Desk) 3pp 44633 121 44633 123 


8803040201 Documents util resolulion of issue, identified in 880215 irsp/o elf'll J 
SPSS vs absolute sums on direclional combination of resells of basic seisms 
cases 

GRIDLEY.R Tennessee Valfey Aulhority 80/03/02 Documeni Conlfo3 Branch 
meat Control Desk) 4pp 44633 139 44633 142 
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&B03070055 Forwards supptcrnentaf response to Inlogratod Design Insp tlem D3 4-3, per 
Jnsp R&pts 50 327/87 46 & 50 328/07 48 

RAY.MJ Tennessee Valley Aulhorily 88/03/02 Document Conirol Branch (Docu 
merit Control Desk) 4pp 44627 31 Q 44627 321 

8803070177 Partial response to FOIA request lor documents, including HR Oonton 
B60103 Itr to HG Pams re TVA position on App B requirements End App O docu 
menis also available in PDR App P documents totally withheld {ref FOIA Exemptions 5 

6 7) 

GRIMSLEY.OH Division of Rules & Records (Post 070413) 8Q/03/02 WANN.L 
Times Printing Co 5pp 44609 024 44609 206 

-B7O9O3O107 Forwards Insp Repls 50-327/87-27 & 50 328/07-27 on 870601 05 Re- 
views highlighted in Itr Indicate that significant number of problems exist w/newly re- 
generated CBtculations which may have been prepared by conlraclors 
EBNETER.SD Ofc of Special Projects 87/08/24 WHITE, S A Tennessee Valley Au- 
thority 4pp 44609 253-44609 286 

-8709030173 Insp Repts 50-327/87 27 & 50 328/87-27 on 870601 05 Major areas 
inspected design cafculalion review program 

PARKHILL.R W Office of Nuclear Reactor Regulation, Director (Post 870411) 07/08/ 

07 30pp 44609 257 44609 286 

8803070182 Provides supplemental response to Integrated Design Insp Item D4 2-1, per 
Insp Repls 50 327/07 48 & 50 320/87-48 

RAY.MJ Tennessee Valley Aulhorily. 88/03/02 Document Conirol Branch (Docu 
mont Conirol Desk) 3pp 44596 201 44596 330 

-8803070229 ‘’Non linear Time History Seismic Response Analyses for ERCW Coll,’' 
task rept 

' Bechlel Power Corp 07/12/02 t27pp 44596 204 44596 330 

8803070303 Concludes that issues addressed in stated S&W repts either 
closed, Identified for routine insp followup or included in TVA startup action list in sopa 
rate programs such as maint Closeout of remaining repls should nol affect resiarl 
2ECH.GG Ofc of Special Projects 88/03/02 WHITE, S A Tennessee Valley Author 
Ity 7pp 44610 202 44610 200 

8803080102 Forwards responses to HVAC duct support issuos, conduit support issues & 
list of commitmenls.per 880215 insp outstanding questions, including calculations & 
test ptan 

GRIDLEY.R Tennessee Valley Authority 88/03/02 Document Control Branch (Oocu 
meni Contrel Desk) 68fpp 44610 154'44620 1 14 

-8803080110 "Sequoyah Nuclear Plant-Limited Test Program lor Determining Axiat 
Load Capac^ of Cast On© Hole Conduit Clamps " 

KELLY.TF Tennessee Valley Aulhorily 80/02/24 40pp 44620 074-44620 114 

6803080130 Forwards revised response to Integrated Design Insp 04 3 9 noted In Insp 
Repls 50 327/87 48 & 50 328/07 48 List of commitments also end 
RAY,M J Tonnessoo Volley Authority 00/03/02 Document Control Branch (Docu 
menl Control Desk) 4pp 44615 113-44618 153 

-8803000137 "Sequoyah Nuclear Plant Masonry Wall Evalualion,’* final ropl 

• Gseh to) Power Corp 80/02/23 1,117pp 44615,117*44610 153 

6803080112 Forwards safoty evaluation re restart nuclear safety & review staff 
rocommendalions Resolutions acceptable Insp will bo conducted alter restart, 

ZECH.G G Ofc of Special Projects 88/03/02 WHITE, S A Tennessee Valioy Aulhor- 
ity 3pp 44655 346 44655 359 

-B803090115 Safety evaluation supporting nuclear safety review staff recommendations 
requiring rosolution before restart of facility 

• Ofc of Special Pro jecls 88/03/02 lipp 44655 349-44655 359 

8603160397 Ack receipt of 870125 Itr informing NRC of slops taken to correct violations 
noted in Insp Repls 50 327/87-42 & 50 328/87-42 on 671026 
BAHR.KP Region 2. Ofc of Iho Director 80/03/02 WIHTE,SA Tonnosaeo Valioy 
Authority Ip 44700 218 44700 210, 

6803240448 Forwards Physical Security Insp Ropts 60 327/08 1 1 & 50-328/80 11 on 
6601 25 29 No violations noted 

BARR.K.P Region 2, Ofc of the Director 08/03/03 WHfTE,SA Tennossoo Valley 
Authority 2pp 44883 267 44803 269 

-6803240453 Parlially wilhfield ptwsical security Insp Roots 50-327/60-11 & 50-328/08- 
11 on 860125 29 (ref 10CFR2.790 & 73 21) No violations of regulatory requirements 
identified Major areas inspoctod mgt effectiveness - security program, 

ENNIS.J, Region 2, Ofc of the Director MASNYK.O . MCGUIRCoR Region 3, Ofc of 
the Director 88/03/03 1p 44083 269-44003 269 

0803160102 Forwards fnsp Repts 50-327/87-59 & 50 320/87-59 on 870824-28 S 0900 
1 1 No violations or deviations noted, Site mgt processes functioning adequately ip sup 
port plant rostart 

RICH AROSON.S D Ofc of Special Projects 88/03/04 WHITE, S A Tennessee Valley 
AiJihorfty. 2pp 44702 353 44703 053 

-8803160176 Insp Rapt 50-327/87-59 on 870824-26 & 0900-11 No violations or devi- 
ations noted Major areas Inspected mgt effectiveness In areas of 
operal ions, ma ml, QA, mods, engineering & licensing & corporate interfaces w/site disci 
Dimes 

BARR.K P Region 2, Ofc of the Director BARR.K P Ofc of Special Projects 88/01/ 
27 59pp 44702 355 44703 053 

8003170638 Ack receipt of 080227 Mr informing NRC of stops taken to correct violations 
noted in Insp Repls 50 327/07-71 & 50-328/87-71 

BARR.K P Ofc of Special Projects 00/03/04 WHITH.SA Tennessee Valley Author- 
ity Ip 44711*185-44711 185 

0803170041 Ack receipt of 880216 Ur informing NRC of steps taken to correct viofations 
noted fn Insp Repts 50-327/87 65 & 60-326/87-65 

flARR.KP Ofc of Special Projects 88/03/04 WHITE, S A Tennessee Valley Author- 
ity, Ip 44711 186 44711 186 

S0 031 700 52 Ack receipt of 880121 & 0217 Itrs informing NRC of steps taken to correct 
vmlatfons noted tn Insp Repts 50 327/07-66 & 50-328/87 66 Vrolalfons noted in tnsp 
Repts SO 327/88 66 & 60-326/88 06 still outstanding 

BARR.K P Ofc of Special Projects 88^^/04 WHITE, S, A Tennessee Vafley Author- 
ity 1p 44711 187-44711 187 


8803020036 NRC Info Notice 08 007, "Inadvertent Transfer of Licensed Mall tp Uncon- 
trolled Locations " Sve list end 

CUNNING HAM, R E Division of Industrial & Medical Nuclear Safely (Post 070729) 
86/03/07 Consolidated Edison Co of New York, Inc I2pp 44673 001-44673 012 

0803100128 Responds to NRC 880201 Itr re viofations noted in tnsp Repts 50-327/67- 
61 & 50-326/67 61 Corrective actions OSLT-1 revised to requjre active I icon so per- 
sonnel carryirm shift to sign within 30 days of fifing date 

GRIDLEY.R Tennessoo valley Authority 08/03/0/ Document Control Branch {Docu 
ment Control Desk] Gpp 44603 034-44683 036 

8803040062 NRC Bulletin 86-003, '‘inadequate Latch Engagement in HFA Typ© Latch 
Ing Relay Mfgby GE " Sve Ksl end 

ROSSI, (jE Division ef Operational Events Assessment (Post 670411) 80/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192 44673 319 

8803210266 Forwards preilminary safely evaluations re TVA employe o concern clomonl 
repls suhm filed as part of employee concern special program NRC concludes that 
TVA has sufficiently resolved employee concerns to support restart of Unit 2 
ZECH.G G Ofc of Special Projects 68/03/11 WMITE,SA Ton nosseo Valley Author- 
ity 16pp 44852 141 44652 320 

-8803240370 Safety evaluation ro NRC welding category. Welding Insp" Util performed 
adequate investigation re concerns by demonstrating weld insp tools Issued to wold 
injectors 

* (jfc of Special Projecls 86/03/1 1 18pp 44853 348 44854 013 

0803080148 NRC fnfo Notice 98 008» "Cliomfcal Reactions W/Radwasfe Solidification 
Agents " Sve list end 

ROSSI, C £ Division of Operational Events Assessment (Post 670411) 68/03/14 
Consoiidaled Edison Co of New York, Inc t20pp 44772 253 44773 01 2 

8803280020 Ack receipt Of util 060204 Hr informing NRC of steps lakers lo correct viola- 
tions noted In Iom Repls 50 327/87-24 & 50 328/87-24 re report ability of such 
events as 670420 RCS spitl 

EBNETER.SD Ofc of Special Projects 80/03/14 WHITE.SA Tennessee Valioy Au- 
thority fp 44945 233 44945 233 

0803280230 Forwards Insp Repls 50 327/87 78 ^ 50 328/87-78 on 871214-18 & 
860202 04 & nollco of viofalion Violation A involves failures lo comply w/administra- 
tivo requirennonts for authorization to exceed overtime limits 

BARR.K P Region 2. Ofc of the Diroclor 08/03/14 WHITE.S A Tennossoo Valley 
Authority 2pp 44903 174 44903 191 

-880 3280267 Notice of viotalion from msp on 871214-10 & 8B0202 04 Viotolion 
noted from Feb Nov I987.overnmo limits specified In AI-30 exceeded on numerous 
occasions w/o plant manager or plant superintendent authorization 
BARR.K P Region 2, Ofc of th© Director 88/03/14 2pp 44909 176 44003.177. 

-8003200261 Insp Ropls 50 327/07 78 & 50 320/87-78 on 871214-18 & 680202 
04 Violations noted Major areas inspoc led restart omployoo concerns received by 
NRC 

BRADY, J 0 , MCCOY, F R Regbn 2, Ofc of the Director 66/03/11 14pp 44903 178 
44903 191 

8003220088 Revises 871104 response ro violations noted in Insp Repi 50-327/64- 
24 Submittal addrossos only example e of violation 80 327/84 24^01 & reflects current 
procedural ronulremonls ro hold orders & caution orders 

GRIDLEY.R Tennessoo Valioy Authority 60/03/16 Oocumonl Control Branch (Docu 
monl Control Desk) 2pp 44G04 146-44804 147 

6803230011 Forwards response lo NRC Compliance Bullelin 67 002, "Faslenor Testing 
to tDotormlno Conformance W/ Applicable Mali Specs ” Commitmonls made by TVA in 
response also fdontified. 

GRIDLEY.R Tennessee Valley Authority 00/03/16 Document Control Branch (Docu- 
monl Control Desk) 99pp 44848 330 44849 070 

880322019-1 Forwards supplemental response to IE Bulletin 63 07 re apparently fracTu- 
lonl products sold by Ray Millorjnc.por NRC 070730 request Ninoteon listed compa 
nles have been questioned 

GRIDLEY.R- Tennessee Valioy Authority 88/03/17 Documonl Control Branch (Docu- 
ment Control Desk) 6pp 4480 6 072-44808 077, 

0603220195 Submits revised response to violations noted In Insp Ropls 50 327/67-52 & 
50 326/87*52 Site procedure being revised lo fuliy Implement spec & full implomonta 
tion of listed commitment will be in effect by Q80529 

GRIDLEY.R Tennessee Valtoy Authority 08/03/17. Oocumonl Conirol Branch (Docu- 
ment Conirol Desk) 3pp 448<)8 069 44808,071 

B803230310 Addresses ulif responses re nollco of violation & Insp Repl 50 327/06-66 & 
50-328/86 5Q on 870126 Issues raised as result of original special insp considered re- 
solved by NRC based on reviow of ficensee responses & actions 
RICHAR090N.SO Ofc of Special PfOjGCls 08/03/17 WHITE.S.A Tennessee Valley 
Authority tOpp 44806 349 44606 356 

6803140284 NRC fnfo Nolle© 68 009, "Reduced Rollabilily of Steam Driv©r> Auxiliary 
Feedwater Pumps Caused by Instability of Woodward Pu-PL Typo Governors " Sve 
list end 

ROSSI, C,E Division of Oporalional Events Assessment (Post 870411) 86/03/10 
Consoiidaled Edison Co of Now York, inc 121pp 44067 056 44857 176 

0603240440 Forwards supple montal response to IE Bulletin 66 002 re Static O Ring dif- 
ferential pressure switches Special teat of each Static 0 Ring switch to delermino if 
switch & sys function property lo be conducted within 30 days 
GRIDLEY.R Tennessee valley Aulhorily 08/03/18 Document Control Branch {Docu- 
ment Conirol Desk) lipp 44891 017-44691-027 

8803240470 Provides addi info re plant schedule for completing fnsp raquiromonls on 
Weslinghousa breaker Types D5-2O0 & DS416 used in Class iE applications as 
specified in Bulletin 88 Q01 , "Defects in WdstmghouBe Circuit Breakers 
GRIDLEY.R Tennessee VaJley Authority 08/03/18 Document Control Branch {Docu 
merit Control Desk) 4pp 44600 313 44080 316 
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fcwiiocwae fO'ponse tD NflC 6801 07 Itr ik, v.olaljons noted in Insp Repls 50 

j27<e7 <5? & 5Q 3:8787 67CoffCCl'/e acuons Profedure 090501 0-l,Seciion 6 n jo- 
« -’1 b sbb Ir3i TVA cmp'o^ccs vf.obtmg std wdl bo lermmaied 
GRiDLEr'n Tcnr.:iscc Vai'ti Auinority 88/03/24 Oocumem Conlfol Branch {Oocu 
n'^ntCcn’.CjlDcsi-J llpp 44901 1 15 41901 125 

8503300144 fcrAards Echcdula for compfetjon ol e»a*Liation of conlammeni bpray annu 
fcsf 1 'li« instrumental Eva'jai on 8 recommcndjt cin lor tmal coMainmehV spray in 
E.vun’ n'3‘ on conf.g'jral on t\ill be compfeted by 800715 

GRjDLErR Tconsssf e Val'ey Aulhonty 08/03/24 Document Control Branch IDoCu 
n:nt rontroi DciiV) 3pp 41901 213 44901 215 


n Periodic operating reports & related correspor\dence 

8803080041 S^duoyan Nue'ear Plant 1OCFR50 59 1987 NRC Annual Operating 

H‘pt v//e 6030 1 Itr 

ORiOLEtR Tennssseo Valley Aulhority 87/12/31 3iepp 44621 043 44621 360 

0803030066 Perwa'^ds schedule ol TVA activities lor whs ol 680229 & 0307 
hELL/JL Ofc of Special Pro*vCls 88/02/26 ZECH.GG Ole of Special PrOiects 
ipp 44566 010 14566 013 

8803210400 Month!, operating repts for Feb 1906 VV/ea0314 Ur 
DUPREE DC SMITH SJ Tennessee Valley Authority 86/02/29 7 Ipp 44793 135 
11793 205 

8803080259 Forwards weekly schedule of TVA actiyilies lor 880307-14 Schedule will 
be Lpdati'd & Issued each Fnda, to reflect actiyides for forthcoming 2 wk period 
KEliy.JL Ofc of Special Projects 88/03/01 2ECHGG Ole of Special Projects 
4pp 44657 261 44657 267 

8803210456 Headquarters DaiU Rept for 8B0314 ' 

• Rajatjn prole c'lon Branch 80/03/ T4 63pp 44759 351-44760054 


S Reportable occurrences, lERs A related correspondence 

8003010091 LER 88 007 00 on 880124 opening ol conlainmeni resulted m secondary 
containment en/e’ope ouls.de set boundary Caused by Jack of adequate controls to 
ensure secondary contarirnent end boundary maintained Design change revised W/ 
8eC223 Itf 

ROGERS T , KILGORE, BB SMITH SJ Tennessee Valley Authority 88/02/23 Spn 
44552 033 11552 037 


8803220045 Notili„s of possible eiustance of defeciive G£ Type PK 2 test blocks sup 
p' cd by company on four ememency diesel genrrator relay panels provided to plant 
by Dna.al Dtli'.al has notified TVA about situation 

^NEA ASCO/DELTA (Formerly Delta Conlrols A RTE-Della Cofp) 88/02/23 
Region 4, Ofc ot me Duedor 2pp 44785 065 44785 066 

8802290246 LER 88 000 00 on 8B0130 d scoirered essential raw cooling water sys cJfiu 
ent 1 ne rad^^aiion mcnaonnappropnatcly declared operable & Tech Spec action slate 
mcm exrt-jd prematurely Caused by personnel error W/880225 Jlr 

Tennessee valley Authorily 68/02/25 7pp 


6802290253 lER B? 040 01 on 870723 reactor shield bJdg mechanical penetration seals 
c basjs Caused by des/on 

NAlk^ A Notice 7095 written to replace seals W/880225 Ur 

44^50 355 ^ * Tennessee Valley Authonty 88/02/25 9pp 44543347- 


Repf 80 02on 880i29.fire barrier nonfunefjonaJ for greater than 7 
fo dra<hing,enil.ngdlushrng A adJng chemicals 

f p® sIKSti 

NAIkTa' 'Iiadequaio procedure Procedure revised W?8a0225 ft? '' 

^44mti7 Tennessee Valley Authority 88/02/25 4pp 44518 214 

4?&^222 SMITH SJ Tennessee Valley Authority 88/02/25 4pp 44601 219 

^^Se^crLfia^violamdcTuse^^^ vamilalron sys S'ngie 

NA?^ J A"'"sMiTH S f T tfoo/fvV/sfef ul^^ ^ 

44527'*272 8B/t>2/25 llpp 44627 262- 



0803070362 Special Rapl 88 03 on 060204, ffro barrier nonfunctional tor groaccr thsU 
daysCflused by tailufo to comploto ovqlunlion A ncllons to ensjro suspondud C\ 
mconUof building rtioQts FSAR Section 9 5 13 renuiromonls withiri 7 dnys 
SMITH.SJ TennossQG VqIIgv Authority 00/02/26 Documonl Con M R/anch 
monl Control Desk) 3pp 44627 273 4,4627 275 

8803000065 LER 88 OOQ 00 on 080204 ^discovorod that Inflccuralo primary to 
teak rates measuromonls rosulfod (n potonlinf noncompfinnco w/Uiritrng corxt.V'k 
operation Caused by pnadcqirato procoduro Proenfuro rovisct) W7 860220 Itr 
WE4DE.KE, SMITHES J tonnossuo VoUoy Aulhonly 8H/0£/28 5|>p 44636^1^ 
44636 216 

6603140120 LER 8? 048 01 on 870722, ulll roclovod tochnicfil bill foil n ^rom WesL-j 
house ro accoptablQ boron conconirnllon in ECCS lo malrlairi icacCOf < .4 
subcfitical Evaluation concludoa no snfoly concerns nssodniotl vv/subj sccnir^iiii' 
863305 hr 

MEADE.KE, SMITH, SJ Tonnossoo Vnlfoy Aultiorily flo/03/0'1 4pp> 146)3 3^$ 
44693 358 

8003140129 LER D6 010 00 on 800205, t/lscovorotf Inconsistoncy holweon suj>C''i.« 
instruction SI- 166 A doslnn documonts ro max aliownblu sUoko limoB ol tnolor 
ed valves Caused by Inadonualo dotormlnatfon of doslnn basis W/flOO^OS Hr 
SISKA.D, MEADE.KE, SMITH.SJ Tonnossoo VniW Aulbonly 66rD2/0*j Sv 
44702 178 44702 182 

0003180276 Forwards LEB 80 03/01 providing nddi Info ro rorroetpwe acliCio 
ensure that ESF aroa/room coolers Jinvo sul/idonl cooling capacity Ficpt a’w r 
etudes info ro auxiliary bldg Iwckdrnft dnmfjor 

SMITHS J Tennossco Valloy Authority 80/03/10 DocumorU Corbel Br^inch i tv r 
menl Control Desk) Ip 44731 218 44791 223 

-8803160364 LER 87 037*01 on 870720, capacity of ESF orjulpmoni coolcre dciti'frrb.-i.] 
inadequate for LOCA conditions Cnusod by inndcKiijato design control procosi UiJ 
plomented enginoofina change notico to Incronso ERCW flow rale 
SISKA.0, MEADE.KE Tonnossoo Valloy Authority 00/03/ fO 6pp 44731 21^ 


8803160375 LER 07-006 01 on 070 1 24.QpOfalion Qf nil oqulpmnnl nffectcfl by siitip ri- 
(ection test signal not vcrfiocf Caused by doflciont Survolllanco Irsfr jclions hi ?t> lAi 
SI 28 2A SI 2G 1A A 51-26 2A roviaod W/8003 1 1 Hr 

SISKA,OP, LONG.JL, SMITH.SJ Tonnossoo Vatioy Aulhonly flO/03/M he 
44731 194-44731 190 


8803160433 Spocial Ropt 80 04 on 60021 3, firo barrier nonlUncilonal fo/ inlcival gicj < 
lhan 7 days Caused by fnodvorloni prossurlzalfori ol auxiliary bklii olovclion C90 
tration room (PR) Roving firo wnlcb oslobfisfiod to Inspect Pft 
SMITHS J Tonnossoo VallOy Aulliorlly 80/03/11 Documonl Gcintroi nrtinch 
menl Control Oosk) app 44747 101 44747 103 

8003250304 Notdication of 880317 significant mOollriG In Sodrly Daisy, TT^ 10 Ck^,5i 
raifure fo comply w/Toch Spoc 3 0 3 action roqwlromonls when bolh cofilnltriial chi j 
infl pi^nips Inoporablo for 1 h A 24 mifHilo porfod on 080300 
BARR.KP Region 2, Ole of Iho Ofroclor flfJ/03/16 nogfon 2. Ofc 0! (tae Dr^Nbv 
app 44913 070 44913 070 


vuMimiijj oouji'i rwicofi ro nropoaoo obuuu cnrorcomoni cunrcrir«.or 
Soddy DalsyJN to discuss apparent falluro to comply w/Todi Spec 30 3 artionre 
quiromenla 

BARfl.KP Ofc of Spocial Projects 80/03/15 WHITE, S, A Tonnoisoe VflUoy Auis^ 
lly 3pp. 44904 144 44904 146 

8803230009 LER 00 011 OO.on 000210.botli lrafn$ of conlrol room amorgpncv 
lion inoporablo Caused by jnndoqualo rovfow of applicnblo Toch Spec fra ns le 
eiSSS !? slalus A ronlrol group to nasist porsonnol W/tinD3ie Hr 

SMITH.SJ, Tonnosaoo Valloy Aullionly Oft/03/16 

44ro4 449 44704 354 

®^T3n 870106,lfip aolpolrita for conllnuous ovcrcurrcni nw 
9unp|yinn power lo fhroo conlrol A aiixilrpry bide vcri»'l3’'.n 
ColculQtlons W/000317 tir, 

44787 13M47^1^g ^ ' ^^1^^11,5 3 TonnofiSoo Valloy Aulhonly Bfl/03/1? Pjp 

p70fl00,Survollfanco Roqulromont 4 7 4 q not ^L^IIl:lc•d 1/ 
procetfurol doficloncy Survolllanco Inslructlona (SI|,SI33 A Si 
?ilkA n ^OFinod W/000310 Hr 

44864& 448^*3 n' tonnosaoa Valloy Aulhonly 86/03/18 

080301, ESF ocluaiton containmont vonlifaljon 
profiflors clogging duo lo auspondod porticulato near radoL'C 

44910 04 l!44gioo°6'^ ^ Tonnoaaoo Valley Authority 68/03/25 

88-06 on 000303,flro barrior nonfunctional lor mtopval grci‘ t 
to Unit roasalgnlng maint porsonnol working on charging pump IBB 

oslabHshod to Inspect cfiarglno pump 

menl ConiJnJlM 00/03/25 Document Conlrol feh {Occ^ 

mem Lontrol Desk) 2pp, 44899*131-44000 132. 



c;*ls coFi’d ^PP associaVed cir- 

44604093 44604098 Tennessee Valley Authority 8B/02/26 Opp 


^^8601^03 to^HG pt mo roquosl for documonis.includmo HR Den’u's 

S also avinahErpr^R on App B roouiromonis Encl%p 0 doa- 

^ a 0 available fn PDR,App P documonia loloffy wlllihold (rof FOIA Exemptions i 

omrnfsBioners 88/03/04 83pp. 44680,060 44680 246 
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V. Operalor Examinations 

6803030012 Forwards summary of 08020^1 meeting in Allanla.GA re transfer of Watts 
Bar operators to Sequayah,status of operator licenses at Watt Bar & status of requalt- 
ficalion program at Browns Ferry List of attendees & summary of issues end 
BARR,KP ore of Special Projects 88/02/24 WHITE.SA Tennessee Valley Author- 
ity 6pp 44555 040 44555 045 

6603260054 Informs that waiver of eligibility requirements for operator exams 
granted, pending submittal of NRG Form 398, '^Personnel Qalifications Statement • Li- 
censee" & assuranco that Info given equivalent to info provided in BL Gridley 880217 
Hr 

BARR.KP ore of Special Projects 08/03/16 WHITE, S A Tennessee Valley Author- 
ity 2pp 44881 091 44801 092 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protectfon plans 

6603160294 Advises thal Rev 30 to plant radiological emergency plan consistent w/ 
planning stds of 10CFn50 47fb) a 10FR50,App E requirements 
BARR.KP Ole of Special Proiecls 88/02/23 WHIT6.SA Tennessee Valley Author 
ily 2pp 44705 004-44705 005 

8803160377 Forwards Insp Repts 50 259/88-01,50 260/08-01,50 296/88 01, 50 327/ 
66 01 A 50 328/08-01 on 880106.07 a 13 Issuance of enforcement action unneces 
sary since utit has Inilitated significant corrective actions since violations occurred 
BARR.KP Ofc o1 Special Projects 08/02/25 WHITE, S A Tennessee Valloy Author 
Ily 2pp 44700 215 44700 217 

-8603160392 Partially withheld Insp Repts 50-259/68 01,50-260/88 01, 50-296/08 
01,50-327/88 01 & 50 328/00 01 on 880106,07 & 13 (ref 10CFR2 790(d) a 
73 21) Wafor areas injected correclive actions re listed unresolved items 
TOBIN, W Region 2. Ofc of the Director. 08/02/24 Ip 44700 217-44700 217 

6603160394 Forwards Heatup Shift Coverage Insp Repts 50 327/00 02 a 50 328/88 02 
on 8801 14-0212 & notico of violation 

MCCOY, F R Ofc of Special Projects 00/02/25 WHITE, S A Tennessee Valley Au 
Ihorify 2pp 44704 320 44704 362 

-8803160417 Insp Repts 50 327/88 02a 50-328/68 02 on 000114 0212 No violations 
noted One violation w/four examples noted Major areas Inspocled extended conlrol 
room observation a operational safety verification & malnl observations 
CARROLL, « NRC - No Detailed Affiliation Given 00/02/23 31pp 44704 332- 
44701 362 

6803020183 Forwards request for addi Info ro Appendix R evaluation of 
facilities Resolution of allegation considered restart item for Unit 2 
2ECH,GG Ofc of Speciaf Pfojocts 88/02/26 WHITE, S A Tennosseo Valloy Autlior- 
Ity 4pp 44552 29D 44552 302 

6803030D15 Partial response to FOIA request for documonts re Sequoyah pressure 
transmitter Forwards App F documents App F documents also available in PDR 
GRIMSLEY.D Division of Rules & Records (Post 070413) 80/02/26 CONNOR.L 
Doc Search Associates 2pp 44503 002-44583 162 

-8803030252 Notification of 050305 meeting w/utll in Silver Spring, MD lo discuss com 
pensatory moasuros for plants physical socurity plans Agenda 6 vlewgraphs end 
KENYON.T J Operating Roaclofs Branch 4 85/03/05 ADENSAM.EG Operoting Re 
actors Branch 4 47pp 44583,178 44503 223 

8603010473 Forwards Rev 0 to Calculation SQN SQS4-127, "Equipment Required for 
Safe Shutdown, per 1QCFR50,App R " 

GRIDLEY.R. Tennessee Valley Aulhorily 08/02/27 Document Conlrol Branch (Docu- 
mont Control Desk) 314pp 44591 140 44S92 102 

8603040189 Responds to NRC 000226 request for addl Info ro App R 
program flesponsos lo 26 questions & refs end Addl documonlalion ref in responses 
available Requests consideration of some issues as restart Items 
GRIDLEY,RL Tennessee Valley Authority. 60/03/02 Document Control Branch 
(Document Control Desk) 20pp 44610 330-44610,360 

8003070307 Notification of 880309 meeling in Rockville, MD w/ulll to discuss technical 
lOCFRBO.^p R issues 

HOTELLA.T S Ofc of Special Projects 08/03/02 ZECK,G G Ofc of Spoclal Profocts 
3pp 44610 209 44610,211 

6803240446 Forwards Physical Socurity Insp Repls 50 327/08 11 & 50 320/08 11 on 
6801 25-2D No violations noted 

BARR.KP Region 2 , Ofc of the Director 86/03/03 WHfTE,SA Tennessoo Valley 
Authority 2pp 44063 267-44883 260. 

-8803240453 Partially witliheld physical security Insp Repts 50 327/80-11 & 50 328/88 

11 on 6B012S 29 (ref 10CFR2 790 & 73 21) No violations of regulatory requiremonts 
Idfentifled Major areas Inspected mgt effeclivenoss - security program 

ENNiS.J. Region 2. Ofc of the Director 80/03/03 Ip. 44083 269-44883 200. 

6603090224 Forwards annual hourly meteorological data tape & evacuation time osti 
mates per GG Zech 000104 request Year w/highest recoverability over fast 3 yrs 
chosen per 660120 tolcon w/E McKenna 

GR1DLEY.R Tennessee Valley Authority 80/03/07 Documenl Control Branch (Docu- 
ment Control Desk) 22pp 44679 091-44679.112 

6603140163 Rev 13 to Sequoyah Radiological Emergertcy Plan Implemonlmg Procedure 
Document SQN, lP-1, "Emergency Plan Classification Logic " W/0BO307 Hr 
YOUNGBLOOD.T H , GRIDLEY.R. Tennessee Valley Abthorlty 80/03/07 13pp, 
44731-057-44731 069 

6603150060 Fon/vards resumes for util App R resolution review team qua[iflcatfon5,per R 
Weslcolt request Resumes of throe consultants used by TVA during review also end 
GRfDLEY,R Tennessee Valley Authority 80/03/00. Document Control Branch (Docu- 
menl Cor>tro! Desk) 21pp 44717.111-44717-131. 

6603150064 Forwards supplemental info supporting util 880302 responses to Questions 

12 A 14 re R.per R Pierson telcon request Info conforms to Generic Llr B6-10 
GRIDLEY.R Tennessee Valley Authority. 88/03/00 Document Control Branch (Docu- 
menl Control Desk) 96pp 44727 257-44727.351 


6803160276 Forwards addl info re util App R program.per T Rotella BB0304 request 
GRIDLEY.R Tennessee Valley Authority 80/03/00 Documenl Conlrol Branch (Docu- 
ment Control Desk) 400pp 44719 167 44721 007 

8603210286 Forwards preliminary safety evaluations re TVA employee concern element 
repts submitted as part o1 employee concern special program NRC concludes that 
TVA has sufficiently resolved employee concerns lo support restart of Unit 2 
ZECH.G G Ofc of Special Projects 88/03/11 WHITE,SA Tennessee Valley Author 
Ily 15pp 44052 141 44852 320 

-8609220360 Safely evafuation ro Employee Concern Element Rept EN231 1(B), "Fire 
Protection Dosign - UndQrsi 2 Gd Distribution Headers" 

* Ofc Oi SpeemT Projects 06/03/ 1 1 3pp 44G53 128 44853 130 

— 8BO32204O6 Safety evafuatron re Employee Concern Element Rept EN 2310B(B), 
"Fire Protection Sys QA Documonlalion " 

* Ole of Special Projects 00/03/11 5pp 44853 136 44853 140 

6803210350 Discusses A Bartlik 660126 complaint alleging that util refused to extend or 
renew A Bartlik contract in retaliation for idenlilicahon of problems w/App H 
program Responses to listed subj requested within live days of fir dale 
EONETER.SD Ofc of Special Projects 06/03/16 WHITE.S A Tennessee Valley Au- 
thority 3pp 44755 229 44755 231 

8003240328 Rev 14 lo Radiologtcal Emergency Plan Implementing Procedure SQN. IP 
1. ‘'Emorgoncy Plan Classification Logic" & Rev 12 lo SQN IP-10, "Medical Emergen 
cy Procedure " W/revisod list of affected! pages A 800310 Hr 
YOUNGBLOOD.T H . MILLER.LC . LEWIS.R L Tennessee Valley Authority 80/03/10 
29pp 446G0 205 44880 232 

8803250147 Forwards advanced copy of SECY 88 086, "Updated Staff Action for TVA 
Sequoyah Unit 2 Restart," for placement in POR 

BATES.A Public Documenl Branch 08/03/21 SHELBURNE,B Oporalions Branch 
Ip 44057 001-44857 006 

-6809250167 Rocommends Comniission authorize staff lo permit TVA to restart Unit 2 
now that all open issues rosolved & Mode 3 evolutions successlully completed 
STELLO.V Ofc of the Executive Director for Operations SECY^BBOSO 08/03/21 
5pp 44857 002 44857 006 


H. General correspondence 


6603310152 Comment supporting Rev I.SuppI 1 of NUREG 0654/FEMA REP 1 re radi 
ological emergency response plans 

GRIDLEY.R Tonnossos Valley Authority 88/03/21 Document Conlrol Branch (Dacu 
monl Control Desk) 2pp 44967 321 44967 322 


J. Insurance A Indemnity information 

0803070327 Responds to 680203 Hr re rept by ANI did 871224 discussing results of 
ANI special nuclear liability insurance insp of plant Util has taken action m lino w/ANI 
recommendalion lo Improve plant operalion roviow commilloo program 
WHITE.S A Tonnosseo Valfoy Authority 88/03/02 EBNETER.SO Ole oi Special 
Projects 50pp 44604 115-44604 164 


0. Advisory Committee on Reactor Safeguards reports & correspondence 

6803210400 Discusses ACRS 080310-12 meoling to review status of rosolulfor^ ol 
Issues ro plant restart Plant porformarreo plan was reviewed, including plant mgl orga 
nizalion & plarrl mod & design control Concludes no reason lo delay restart program 
KERR.W ACRS - Advisory Commilleo on Reactor Safeguards flfl/03/15 ZECH,L W 
Commissionors 2pp 44769 357-44769 358 


F. Oporntlng llconse stage documents & correspondence 


6802250195 Gonoric Hr 86 04 lo all nonpower reactor liconsoos ro distribution of goms 
irradiated In research reactors Sve list end 

MIRAGLIA,r J Associate Director lor Projocls (Post 070411) 80/02/23 Consolidated 
Ed^son Co of New York. Inc I Ipp 44553 345 44553 355 

0003240300 FOIA request for oli plans (subsequent to util 070807 commilmonl lo excel 
fence action plan) by util lo Commission ro restart of facilily 
LEWIS, D D Lewis, DB 80/02/23 Division of Rules & Rocords (Post 870413) Ip 
44851 032 44861 032 

6003020294 Headquarters dally rept for 880225 
‘ Ofc oi Special Projects 80/02/25 19pp 44566 030 445B6 049 

6803010166 Forwards response to 000127 request for addl Info re relief request for six 
solenoid aclivatod hydrogen analyzer sampling valves contained in Insorvico tost 
proar8m.nQwlv revised PV-1 5 & App C to valve program 

QRrbLEY.R Tennessee Valley Authority. 08/02/26 Document Control Branch (Oocu 
ment Control Desk) Gpp 44535 347-44535,354 

6803020183 Forwards request for addl info re Appondhx R evaluation of 
facilities Resolution of allegation considered restart item for Unit 2 
ZECH.G G Ole of Special Projocls 80/02/26 WHITE.S A Tennessee Valley Author- 
ity 4pp 44552 209 44552 302 

0803030015 Partial response lo FOIA request for documents ro Sequoyah pressure 
transmitter Forwards App F documents, App F documents also available In PDR 
GRIMSLEY.D Division of Rules & Records (Post 870413) 88/02/26. CONNOR.L 
Doc Search Associates 2pp 44583 082-44583 162 

-8507240189 Discusses Myers 050514 Itr containing questions ro Chairman Palladino 
850510 llr to Congressman Udall on pressure Ironsmilters used at facilities Answer to 
Horn 5 B ro when util mgl bocame aware of nonconformance repts end 
REHM.T A Ofc of the Executive Director for Operations 05/07/15 KAMMERER.C C 
Office of Congressional Affairs (pro 0704 13) 32pp 44583 295 44583 236 
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-0803030114 Forwards list prepared by plamt proieci manager of meelings NHR held 
w/TvA oosfta from Jan 190-1 to present, per 050318 requeslLiSt of meetings wyiVA 
on other listed sites also end Meeting summaries also provided 
DENTON, H R Offrca of Nuclear Reactor Regulation, Director ^pre 85i 1251 35/03/20 
COMBS, F Office of Congres&ional Affairs fpre 370413) ip 445B3 130 44503 138 

—3803030100 Forwards lisl of meetirigs w/TVA on Itslecf plants, per request List provides 
meeiing subj & im eating summary dale 

NOVAK,r Division of Licensing (300420 851124) 85/03/20 MIRAGLIA.F Division of 
licensing (000428-351124) 2pp 44533 154^44583 155 

->0803030284 Summary of 840329 meeting w/TVA & NHC re TVA proposed changes to 
nuefoar safoly review board Lisl of altenaees & agenda enef 
KtNYONT J Operating Reactors Branch 4 84/04/11 Operating Reactors Branch 4 
5pp 44593 156 44583 160 


C0O3O3O387 Provides update on status of emergency operating procedures for plant & 
corrects minor discrepancy in package prevtousfy submitted in util 830115 Hr List of 
new emer^ncy oporaling procedures emergency contingency inslniClions end 
GRIOLEY.R Ten f>ess GO Valley Authority 8Q/02/2B Document Control Branch (Docu- 
rnont Control Dosh) 61 pp 44608 284-44608 344 

0803018475 Forward's descriptior^ of util efforts in identifying FSAR periodic require- 
ments 

GRID LEY, R Tennessee VeHoy Authority 68/02/27 Document Control 8ranc)> (Oocu- 
meni Control Desk) 3pp 44592 119 44592 121 

0833030100 Submits hnaf comments re open lectinical Issues/lreldwor)? that remained 
to be resofved before restart of facility Ouafificalion requirements for containment 
coofing resolved & fieldwork impFemerted 

GRlDt.EY,R Tennessee Valley Aulhortly 88/02/27 Document Control Branch (Oocu 
menlCortirol Desk) 2pp 44610 273 44610 274 

8803010396 Forwards Nuclear Safety Review Staff Rept R 86 0 1 -SQN.per GG 2ech 
080216 request for addf mfo re thimbfo lube election event recommendations 
GRIDLEY.R Tennessee Vafloy a uthorUy 68/02/29 Document Control Branch (Docu- 
ment Con irol Desk) 2pp 44895060-44896166 

0803010453 Discussess docket of rev changes made by util lo two instrument accuracy 
calculations per NRC audit on 871130' 1202 End fists audit -concerns 
GRfOLEV.R Tcnnes&ee Valley Aulhonty 08/02/29 Document Control Branch (Docu 
mei\t Control Desk) 4pp 44592 \ 1 \ 44592 \ 14 

3003010456 Advises ifiai util plans to extend qualified fife of silicone rubber cables 
before return to sve Silicone rubber cabte insialled at facility currently has qualihed life 
o1 10 yfs of SVC plus ability to virithstand accident conditions 
GR|DLEY,R Tonnesseo Valley Autfiorily 08/02/29 Document Cortirol Branch (Deed 
mont Control Dosk) 2pp 44595 275 44595276 

OBO3O1O404 Discusses P/obFem Idenlificatien Repi SQNCE879S, ‘'Consideration of Dd- 
feronlial Seismic Anchor Movements Between Bldgs *' End documents ulrl commEf* 
mont io develop procedures for analyzing rovs to Category !(L) piping 
GRIDLEY.R Tennessee Valley Aulhonty 88/02/29 Document Con Irol Branch (Docu 
men! Control Desk) 3pp 44695 272-44595 274 


3803020 (>79 Forwards response lo NRC 880222 reque&l for addi info lo resolve rostart 
allogalions 

GRIl)LEY,R Tennessee Valley Authority 88/02/29 Documenl Control Branch fDocu 
ment Control Desk) 341pp 44594 t 23 44595 103 


3803020605 Fortvards listed calculations for use lo resolve platform thermal growth 
issues at planl Calcutalions revised to reflect Bechtel review ot responses 
GniDLEY,H Tennessee Valley Authority 68/02/23 Document Control Branch (Docu- 
ment Controf Desk) I,t69pp 44677 115 44580 203 


6603020117 Forwards listing of various programafic areas that contain commllmenis to 
fVRC & summary of new commjtmont5,irt response lo 371231 request Design baselino 
& verification program also end 

GRIDLEY.R Terinossee Valley Authority 88/02/29 Document Con irol Branch (Docu 
manl Control Desk) 270pp 44589 237-44590 Uft 


0803090019 Provides Info re util ability to perform Intended safely function In accord 
ancQ w/Reg Guide 1 ©Diesel generator evaluation repl encLdocumoming thaf 1987 
(oat results bounded by analysis 6 safety related sys operate properly 
GRIDLEY.R Tennasseo Valley Authority 88/02/29 Document Control Branch (Docu 
menl Conliol Ooak) 4pp 44639 067 44640-285 

*•3603099024 “Soquoyah Nuclear Plant, Diesel Generator Evaluation Hopi " 
HUTSON.JD Tennessee VaDey Aulhorjiy HADDAD, SZ Sargent & Lun 
POSPlSlLiJ V NEI Peebles-Elecfrrc Products, Inc {/ormeily Parsons Peebles) 

29 574pp 44639072-44640 265 ' 


dy. Inc, 
80/02/ 


6803070070 Application for amends <o Licenses DPft-77 & DPR-79. consisting of Tech 
Spec Change 37 44,fevi5lng Sec lion 6, "Adminislralive Conlrols," to rellocl corporate 
AsiteorganizalionalchangesFeepald 

GHIDLEY.R To nnessos Valley Authority 88/03/01 DocumenlControlOranchfOocU' 
mont Control Desk) Spp 44612 027-446f2058 

»8$03070071 Proposed Tech Specs /e vising Section 6, "‘Administrative Controls." to rd- 
ffecl corporate & Site organ izaljorral changes 
' Tennessee Valley Aulliofily 88/03/01 30pp 44612 029-44612 058 

8803070127 Application for amend to Llcenbo OPR 79,consrslrng of Tech Spec Chanao 
87-46/evis(ng Table 36 1 ro bypa&s leakage paths lo auxilrary bfdg to add potential 
leakage paths assoclalod w/)iydrogen analyzer sys feo paid 
GRID LEV. R Tennessee Valley Auidority 88/03/01 Document Control Branch (Docu- 
mont Control Desk) 4pp 44993 147-44093 162 


'8803070131 Proposed Tech Snecs.revlSFpp Table 36 1, “Bypass Loakaoe Paths lo 
Auxiliary Bldg," (q edd polenliaf leakage paths 
* Tennessee Valley Authority 80/03/01 12pp 44893 161*44683162 


8803070177 Partial response to FOIA request for documonta,inclu(l[|iuj llfi 
860103 Itf to HQ Parris re TVA position on App B requiremonis End Anp O -ckx^i- 
ments also available in PDR App P documents totally withheld (ref FOIA Ltcmptv' s i 

GRIMSLEV.DH Division of Rules & Records (Post 870413) DD/03/02 
Times Printing Co Spp 44609 024 44609 206 

"0803070215 Notification of 860619 meeting w/ulil m Region II ofc lo discuss TVA 
timidatjon & harassment of TVA employees 

• Region 2, Ofc of the Director 86/06/19 Region 2. Ofc ol Iho (iircdw 3'^ 
44609 243 44609 247 


••8803070228 Advises of actions to be taken to resolve issue ro inlogrily oF Ann icii 
Insulated Wi/e mfg silicone rubber insulated cables meeting certain corxfjfim^s in cc^ 
tainment 

WHITE.SA Terrnessee Valley Authority 87/08/19 KEPPLER.JG Die ol Sptv )i 
Projects 2pp 44609 251*44609 252 

8803070244 Forwards documenfation resolving NRC concorr> on cavilm In cco<'i«.'j 
foundation of ERCW pumping station, per T Cheng 880227 lelcon roquesi 
GRIDLEY.R Tennessee Valley Authority 80/03/02 Document Conlrol to nchttXnL^ 
men I Control Dobk) 05pp 44596 058-44596 142, 

0003070303 Concludes ibal Issues addressed In stated rcQi\ 

closedidontified for routine Insp followup or included In TVA startup nctiwi liHirr irf j 
rate programs such as mainl Closeout of remaining repts should not alleci rcs'ST 
ZECH.G G Ofc of Special Protects 88/03/02 WHITE.SA Tonn-ossoo Vnlltiw 
ity.7pp 44610 202 44610208 

8603080033 Discusses ulij 880229 diesol generator evaluation repl Lflil wfluya'Lid 4 ri.-si 
Within 120 days & will advise NRC of Improvement selected a ImpJomeniMJuii kh-d- 
ule • ’ 

GRIDLEY.R L Tennessee Valley Authority 08/03/03 Documont Coiiiml Bren^ti 
(Oocunivom CohlTOl Desk) 1p 44656 035 44656035 

8803090183 Advises that TVA agrees lo perform add) evaluation of EnCWtHimpog jn 
lion concrete foundation, por 880302 discussion List of util commitmcnls end 
GRIDLEY.R Tennessee valley Aulhonty 08/03/03 Documoni Conlrnl Brnrirb rtX''v 
men t Control Desk) 3pp 44667 007*44667 009 

8003080349 Forwards Nudoar Manager Review Group Repl R 08 OI-SON Flaxwc^ 
Operational Readiness Corrective Actions" for March 1908 & SJ Smilh A lit Akr 
crombie 880303 memo responding to ropl on Sequoyah roadiness roviow 
GRIDLEYiBL Tennessee Valley Aulliority 80/03/04 Documoni Coalrof riai\h 
(Document Controf Desk) Ip 44625 003 44626 286 

.*8003080357 "Review of Operational Readiness Correclivo Actions " ftclatod it-vru- 
menlolion end 

^ Tannossee Valley Authorfly R-88 01-SQN 08/03/31 175pp 44625 091 4 1625 r-5 

8803090124 Cancelled nolificalion of 000300 mceling w/util In Flockvillo.WO to ir^r.^ 
cal issues related lo electrical cable iray/condult soparalion 
flOTELLA,T S Ofc of Bpeciaf Projects 88/03/04 ZECIiG G Ofc of Snoed li 
2pp 44650 357 44650 358 

flSOS 160220 Agrees w/NRC delerraination re ASME Boiler & Prosbmo Vessd 
Cases N'341 & N 356 review feo.per 860210 Hr to SA Wlillo Foo will bo fciniful 
GRIDLEY.R Tennessee Valley Authority 00/03/00 Document Control Hitinch (Ik- 
mont Control DesIt) Ip, 44696 049 44696 049 

8003150288 Forwards, backup mat) ro endnoerlng assurance (EA) ovorslijlil rov.iwcf 
design baseline & vorification program luBVPl.pOf 600304 requost EA rcnla on (>ti;V 
submitled w/870515 & 1023 Itrs Backup mail for observalions C0,C6,1 3,1 14 A 07 

GRIDLEY.R Tennessee Valley Aufhorily 80/03/10, Documenl Control Omneb ((>.■ i> 
menl Control Desk) 450pp 44604 033 44686 196 

8003180190 Forwards addI info re diesel generator vollago & mnigin 
revs Changes invofvo use of in rush currents, venfication of affoded cncula 4 - 
logrity & evaluation ot stave loads 

GRIDLEY.R Tennossee Valley Authority 80/03/10 Documoni Control nfanch(Dv«.J 
ment Conirot Desk) 04pp 44797 206 44797 289 

8803170271 Forwards weekly schedule of TVA activities for w)<s of a003M 21 
KELLY. JL Ofc of Special Pro ects 88/03/11 ZECH.G G, Ofc of SpecMl PfOMh 
4pp 44725 356-44725 389. 

8803170321 Staff requiromonis memo ro 000304 briefing on status of Uni 2 Stall k 
quested to rept lo Commisston on final resolution of remainlnp issues & rGCommcr>i» 
tron on restart of Unit 2 

CHILK.S J Office of the Secretary of the Commission 00/03/ 11 STELLO.V Ole c) 
the Exotutwe Director tor Operalions Ip. 44733 335*44733 335 

8803100221 Informs that uao of restart criteria bo discgntmued for plant A DRl pllftM 
dale of discontinuance Is 000311, All Issues previously identiftoa as Issues feqvr-v 
fGsolutlon pftor to restart must remain restart items 

ZECH.GG Ofc of Spodal Projects 88/03/11 WHITE.SA Tonnesseo Vallo/AuLbiv 
Ity 2pp 44736 343 44736 344 

8803210206 Forwards preliminary safely evaluations re TVA omployoo concern 
ropts submilfed as part of employee concern special program NRC concludei 
TVA has sufficienlly resolved employee concerns to support restart of Drift 2 
ZECH.G G Ofc of Special Projects, 88/03/11 WHITE.SA Tennossee Vn% Auilicr 
ity I5pp 44852141*44054 023 

•'8712210056 “Sequoyah Nuclear Power Plant. Units 1 & 2 Technical Evaluation 
for Employee Concerns Element Rept 218 4(b), Rev 2, 'Pipe Stress Calculalions.WiJo 
Spfoad Deficiencies Wrthln Pipe Stress Calculations 
TALMK NCT Engineering, Inc 87/12/06 lOpp, 44852 329 44052 33B 


8603030221 Forwards info requesied during 880225 lelcon re proposed rov lo pipe sup- 
port design criteria & status ol certain pipe support calculatrons 
GflfDLEY.R, Tennossee Valley Authority 88/03/02 Document Control Branch (Docu 
merit Control Dosk) 4pp 44608 35S 44600 3Sa 


-07T221OO50 "Sequoyah Nuclear Power Plant, Units 1 & 2 Technical Evaluation 
for Employee Concerns Element Rept 2216(B). Rov T ’Pipe Supfc/l 
Dasfgn.Observed Bending ol Pipe Clamp Ears 
TALMK NCT Engineering, Inc 87/12/08 5pp 44053 071*44853 075 
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•8712210061 ‘Sequoyah Nuclear Power Planl.Unils 1 & 2 Technical SvaluaHon Repl 
for Emplayeo Concerns Element Rept 220 3(B), Rev 2, ‘Support Design 

General.Design o( Supports ' “ 

TAI.M K NCT Engineering, Inc 07/12/06 5pp 44052 350 14852 OS'! 

•8712210063 “Sequoyah Nuclear Power Plant, Units l & 2 Technical Evaluation Rept 
for Employee Concerns Element Repl 221 2{B) Rev 1, ’Pipe Support 

Design, Evaluation of Difference in Analyzed Design Loads lor Pipe Supports 
SERB, RE NCT Engineering, Inc 87/11/30 5pp 44853 064 44853 068 

*8712210071 “Sequoyah Nuclear Power Plant, Units 1 & 2 Technical Evaluation Rept 
for Employee Concerns Element Rept 220 11(B), Rov 2, 'Support Design 

General.Tcmp Variation Consideration 

TAI.M K NCT Engineering, Inc 87/12/08 7pp 44853 055 44853 061 

*8712210073 ‘‘Sequoyah Nuclear Power Plant.Unit 2 Technical Evaluation Rept for Em 
ployGG Concerns Elomeni R^l 218 7(a),Rev 2, ‘Pipe Stress Calculations, Acceplance 
Cnleria for Overlap Areas of Calculations 

SERB,n E NCT Engineering, Inc 87/11/30 5pp 44852 341*44052 345 


•8803210375 Safely evaluatior^ re Employee Concern Element Repl 21304, "Electrical 
Procedures Do Not Properly Identify lEEt Stds " 

* Ofc of Special Protects B8/03/1 1 2pp 44852 298 44852 299 

'8flQ321037& Safely evaluation ro Employee Concern Element Rept EN 215 1(B), 
“Civil/ Structural Design Seismic Criteria " 

* Ofc of Special Projects GB/03/1 1 9pp 44852 300 44852 30B 

•8603210381 Safety evaluation ro Employeo Concern Element Repl 215 9(B). “Slruc- 
lural Steel Connection Design " 

* Ofc of Special Proiects 86/03/11 3pp 44852 309 44052 311 

-8603210385 Safety evaluation ro employee concern program concerning feedwater 
healer monorail design & uso of snubbers 
‘ Ole of Special Projects BB/03/11 6pp 44852 312-44652 317 

*8603210441 Safely evnfoalton ro Employee Concern Element Repl 218 1(B). Rev 1, 
"Pipe Stress Calculations Thermal Analysis of Piping Subi to Temp Loss Than 120 F *' 

* Ole of Special Projects 86/03/11 3pp 44852 316 44052 320 


-*0712210076 “Sequoyah Nuclear Power Plant, Unit 2 Technical Evaluation Repl for Em 
ployee Concerns Element Repl 210 1(B), Rev 1, 'Pipo Stress Calculatlons.Thormal 
Analysis ol Piping Subj to Temp Less Than 120 F "* 

SERB.R E NCT Engineering, Inc 07/11/30 6pp 44052 321*44052 326 


■0803210294 Safety evaluation re Employee Concern Elomeni Repl 10900 SON, 
“Cable Inslallalion “ 

* Ofc of Special Projects 00/03/11 20pp 44862 166 44852 175 


0803210298 Safety evaluation ro Employee Concern Efomonl Rept CO 11301- 
SON, Rev a. “Design of Plates “ 

• Ofc of Special Pra|ccls 08/03/ H 6pp 44852 176 44852 181 


.^8803210299 Safely evaluation ro Employee Concern Efemenl Repl CO 11 305- 
SON, Rev a. “Anchors Cut Off re Const " 

’ Ofc of Spec al Projects 88/03/11 12pp 44052 102 44052 193 


■0803210303 Safely evaluation ro Empfoyeo Concern Element Rept CO 11306-SQN, 
Testing of Anchors “ 

* Ofc oT Special Projects 80/03/11 12pp 44052 104 44852 205 


0803210315 Safety evaluation ro Empfoyeo Concern Element Repl 17301, "Instrument 
Lino Slope ’■ 

* Ofc of Special Projects 88/03/11 2pp 44852 206 44052 207 


■0803210317 Safely evaluation ro Employee Concern Elomeni Rept 17303, “Instrument 
Lino Clamps " 

• Ofc of Special PrcjOClS 88/03/1 1 4pp 44852 200 44052 211 

■0803210319 Safely evaluation re Empfoyeo Concern Element Repl 19101, “Gniva 
nized Stoel Junction Boxes " 

‘ Ofc of Special Pro^ocls 08/03/ 1 1 2pp 44052 212 44852 213 


•0803210322 Safely evaluation ro Employee Concern Elomeni Repl CO 10201-SQN, 
' Conduit Insialfation ' 

• Ofc of Special Projecls 88/03/11 Cpp 44052 214 44052 219 


■8B03210325 Safely evaluation ro Employee Concorr> Element Rept QTG PM 05 003 
003, “Wire Terminations " 

• Ofc of Special Proiocls 08/03/11 2pp 44852 220 44852 221 


•8803210326 Safely ovafuation re Employee Concern Elomeni Repl 20101, "Incorpora 
tion of Requiremonis & Commilmontt> in Design " 

* Ofc of Special Projects 08/03/11 3pp 44052 222-44852 224 

•0803 2 10327 Safety ovalualion re Employee Concern Element Ropl 201 3(B), “Design 
CnJeria 

* Ofc of Special Projects 00/03/11 4pp 44052 225 44852 228 

•8603210337 Safety evaluation accepting employee concerns & corrective actions NRC 
concludes llml WA has adonualuly addressed ompfoyoo concerns 
' Ofc of Special Projects 80/03/11 25pp 44852 229 44852 263 

*8803210340 Salety evaluation ro Employee Concern Element Ropl 204 6fD), “Engi- 
neering Change Notice Process & Scope of Engineering Required for Mods ' 

* Ofc of Special Prolacts 00/03/11 6pp 44B52 254 44852 250 

•8B03210344 Safely evaluation ro Employee Cor\corn Element Repl 204 9. “Uso of Re- 
verse Prints ’■ 

' Ofc of Special Projects 08/03/11 2pp 44852 260 44652 261 

■8003210351 Safely evaluation re Employee Concern Element Ropls, inefuding 
205 1(B), “Calculation Preparation Requiremonls, Policy & Practice Scope & Sids," & 
205 2(0), “Calculalion Control & Inlorfnco Requirements " 

* Ofc of Special Projects 80/03/11 8pp 44052 262 44852 269 

-0003210353 Safely evaluation re Employee Concern Element Ropl 205 4(B), “Venfica 
lion/ Documental ion of Quality-Related Design Computer Codes ' 

* Ofc of Special Projects 80/03/11 Opp, 44852 270 44852 277 


■8003210303 Safety evaluation accepting TVA investigation of employee concerns ro 
human factors review program 

* Ofc of Special Projects 06/03/1 1 13pp 44052 270 44052 290 

•8803210367 Safely evaluation ro Employee Concern Element Repl 21301, 'Inad 
aquato Wfll Control & Slatus Listing of ac & dc Eloctrical Loads, Including Diesel Qcn 
orator Margins " 

* Ofc of Special Projects 88/03/11 2pp 44852 291-44052 292 

■0803210308 Safety ovafuation ro Empfoyee Concern Elemonl Rept 21302, "fnad 
oqueto Electrical Tosting.Planning & Engineering Participation " 

' Ofc of Spocfal Projects 88/03/1 1 3pp 44852 293 44852,205 

-0803210372 Safety evaluation re Employee Concarn Efennent Rept 213 03. “Inad- 
equalo Eleclncal Design Criteria Inadequate Consideration Given to Electrical SIds & 
Guides “ 

* Ofc ol Special Projects 00/03/11 2pp 4 4652 296 44852 297 


“B60321045S Safety ovaftialion re Employee Concern Element Repl 218 4(B), Rev 2. 
"Pipe Stress Calculations Widespread Oeliciencies Within Pipe Stress Calculations “ 

* Ole oi Special Projects On/03/1 1 2pp 44852 327 44B52 328 

“08D3210469 Safety evaluation ro Employee Concorr> Element Rept 218 7(B), Rev 2, 
“Pipe Stress Calculations Acceptance Criteria For Overlap Areas of Calculations " 

' Ofc of Special Projects 00/03/1 1 2pp 44052 339 44852 340 

*-8803210476 Safety evaluation re Employee Concern Element Repl 220 1(B), "SGries 
Drawings & 050 Notes" 

* Ofc of Special Prolecls 88/03/11 2pp 44852 346 44052 347 


--0803210482 Safety evaluation ro Employoo Concern Element Repl 220 3(B), Rev 2, 
“Supporl Design Goneral Design of Supports ’ 

' Olc of Special Projects 08/03/1 1 2pp 44852 348 44852 349 

-0603210490 Safely evaluation ro Employee Concern Elomeni Repl 220 11(B), Rev 2, 
‘Support Design General Temp Variation Consideration “ 

* Ofc of Special Projects 08/03/ 11 2pp 44052 355 44652 358 

-0803210502 Safely evaluation re Employee Concern Element Rept 215 1(B), "Civil/ 
Structural Dosign-Seismic Cr-iteria " 

' Ofc of Special Projects 68/03/ 1 1 Opp 44052 359 44853 024 


-0603210523 Safety evaluation re Empfoyee Concern Element Repl 218 4(8), Rev 2, 
“Pipe Stress Calculations Widespread Oolicioncies Within Pipe Stress Calculations" 
■ Ofc of Special Projects 08/03/ 1 1 2pp 44853 025 44053 054 

-0603220307 Safety evaluation ro Empfoyee Concern Elerront Ropl 221 2(Q), Rov 1, 
“P^po Supporl Design" 

• Ofc of Special Projects 08/03/11 2pp 44853 062 44853 063 

-8803220313 Safety evaluation re Empfoyeo Concern Element Ropl 221 6(B), Rov 1, 
"Pipo Supporl Design Observed Bonding of Pipe Clamp Ears “ 

* Ofc of Special Projects 08/03/1 1 2pp 44853 069 44853 070 


■0803220321 Snfoly evaluation ro employee Concern Elomeni Rept 222 2(B), "Box An 
chors W/Ekcossivo Welding " 

* Ofc of Special Projecls 08/03/11 2pp 44853 076 44853 077 

•6B03220322 Safety ovalualion ro Employoo Concern Elomeni Repl 222 3(B). "Draw- 
ings Do Nol Always Show Wold Size 

* Ofc ol Special PfOiecls 08/03/11 Opp 44053 078 44853 080 

•8003220325 Safety evaluation ro Employee Concern Efomonl Ropl 222 5(B), "Bolls 
Replaced By Wolmng " 

* ore of Special Profocls 08/03/11 3pp 44853 061 44853 083 

■0803220320 Snfoly ovalualion re Employee Concern Elomeni Repl 222 G(B), "Amen 
can I'nst ol Sleet Const Min Wold Criteria " 

‘ Ofc of Special Projects 88/03/11 2pp 44053 004 44053 005 

■CB03220330 Safely ovalualion re Employee Concern Elomeni Repl 223 1(Q), "Inslru 
ment Lino Supporl Conriocltons " 

* Olc of Spocf-nl Projocis 88/03/1 1 4pp 44053 086 44853 009 


-6003220334 Snfoly ovalualion ro Employee Concorn Elomeni Rept 223 2, "Instrument 
Mounting BracKots " 

• Olc of Special Projecls 60/03/ 1 1 19pp 44053 090 44853 108 


•0603220337 Safely ovalualion m Employoo Concern Element Rept 22901, "Quoslion- 
abto Calculation of Oritico Hole Design “ 

* Ofc ol Special Projecls 66/03/1 1 2pp 44853 109 44053 1 10 


■6603220339 Safety evaluation ro Employee Concorn Elomeni Repl 22902, "Radioac 
livo Panel Drains to Floor Drams “ 

* Ofc of Special Projects 00/03/1 1 2pp 44853 1 1 1 44053,1 12 

■8003220341 Safety evaluation ro Employee Concern Element Ropt 229 5(B), "Control 
Air Sys Adequacy Following Pipe Break 

* Ofc of Spoclal Projects 86/03/1 1 3pp 44853 1 13 44853 115 


■8603220345 Safely evaluation ro Employee Concorn Element Rapt 22900, "Chilled 
Water Sys Level Switches " 

‘ Ofc of Sjjecial Projects 00/03/11 2pp 44853 1 16 44053,1 17 


•0803220349 Safety ovaluaUon ro Employoo Concern Element Hepl 22911, "Insuffi- 
dent RMS Doloction Equipment " 

• Olc of Special Projects 80/03/11 2pp 44853 1 10 44853 1 19 


■•8603220355 Safety evaluation r-e Employee Concorn Elomeni Rapt 230 1(B). "HVAC 
Design Fire Damper LalchEng Tost " 

* Ofc of Special Projects 08/03/11 Opp 44053 120 44053'127 


■*6603220360 Safety evaluation ro Employee Concorn Element Rept EN231 1(B), "FIro 
Protection Design Undersized Distribution Headers" 

' Ofc of SpociaT Projects 80/03/11 Opp 44053 120 44853 130 
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'8503220392 1, c;3'L!:5ton tQ Emp'oyee Concern Eleoienl RepI EN ^3n(B), 

cl f D^'^p.r ID AUt C 5.stl G'^niialOT B^dg ' 

'Cf:L^Sr: ilFfCjr.ts Pa'03/li 2pp 44853 131-14853 132 

8803220399 St‘„ty c/a'uat :n tz Emp'o,ce Concern Elemertl RepI EN 2315(B), 
Ai du-' ^ ol Bcj:m VcnVj’on S,s Oes,gT ’ 

' Ofc ol Sp^c y P/o^ccb 83/03/1 1 3pp 44053 133 44053 135 


“0803230346 Safoly evolualion supporling rVA invosligallon of cdlegory OA cl. 
repls 

* Ofc of Special projects 00/03/1 1 37pp 44053 206 44053 022 

“8803230353 Saloly evaluation to NflC woWing cnlogory, “Piilor Mall Contror' UHs 
proach to filler mall control adoqunto 

* Ofc of Special Projects 08/03/1 1 Opp 44053 323 44053 33 1 


-$503220405 c.a'udtrjo rc Emp'o^ee Concern Efemcnl Rept EN 23106(B), 

Fr» Ffji l’ or SfS OA DocuTi-'ita’iOn 
• Ol.c' SpiCaJP/oCLis 83/03/11 5pp 44853 136 44053 140 

“$803220408 Ss'ft/ cva'i/Jl Dn re Emp'Gyte Concern Element Rept EN 232 6. RubPer 
Dttt.r,c'a!rr> 

' O', of Sp-:c ’JPro.e: Is 88-03 'n 2pp 44053 141 4-1053 142 


89032204 T1 SafT, c.a'uaton re EmplOjec Concern EiemenI Rept EN 232 8. "Cniena 
FC' Mn Fp3 V/4'1 Tb :!-m,s3 

* O'cot Sp:u3l Pro,cUS 88/03 'n 2pp 44653 143 44053 144 

■0803220414 Sil.i, c.a'u3*-:)n re Bmplo/ce Concern Element Rept 23502, ’ Eleclrical 
Safety E*d-vs:J 460 \/olt Bus Al Panel Top 

* O'c cl Spe.'ai Pre cts 60/03/11 2pp 44853 145 44853 146 

■0803220416 Salzt, c/a'uatDn re Employee Concern Element Rept 2350B, ''PVC 
d Tight Fi:* Ccndjl 

* O': cl Special Prcjxts 88/03/11 2pp 44B53 147 44053 148 

8803220422 Safpt, Ci/a'ualon rt Errpfoyee Concern Element Rept 23511, Control 
Srti’.h PJalfknctiun G <ea Operator P/ sfcading ind cation of Valve Position " 

•O'cotSp CiaJ Projects 83/03/11 3fp 44053 149 44853 151 


“0803220423 Safety cva'iraton re Employee Concern Element RepI EN 23701. "Ther 
mj( 0*t.rbaJ Bypass & Inrficaton 

* C'c ol Speiial Pi D, eels &e>03M1 2pp 44053 152 44853 153 

“$e03y0427 Said, cyafuat'On re Errpfoyce Concern tfemenl RepI 23702 “400 tO 
-oO B'eakers Unjrcepiabfe SctPjatJ Elecinc Code &. Good Engineering Practices Vro 
far-o LjiTidGrqje Val.e Opcralcrs Inadequaiety Fused ” 

■ or: ct Special PrCiCClS 08/03/ ll 2pp 44853 154 44853 155 

“$803220429 Sa'c!/ cvaiuat-on re Employee Concern Element RepI EN 23074 
Bypass olO.er Torque SAJt:h:5 ' 

• Ofc of Special PrOiCCls 80/03/71 2 dp 44653 156 44853 157 

-♦$803^0431 Sabty e/aluation re Employee Concern Element Rept EN 23801 ’Con 
du } Ofcrfi 13 « Cab'e Damage 

■ ore ol Special Pro, :cls 09'03'lt 3pp 44053 150 44853 160 

■ Fbc?PtrSSnVoS 

■ ore of Sp:c al Pro.ccts 63/03/1 f 5pp 44853 161 44853 165 

" "'f “3“® & 

• ore of Special Projects 88/03/11 2pp 44853 166 44853 167 

*' Employee Concern Elemeni Rept EN 2400Q, “Cdble 

• Ofc cf Special Projects 88/03/ n 3pp 44853 168 44853 170 

'’'P' "inad 

ore of Special Projects 68/03/11 2pp 44653 1?1 44853 172 

“cmr^S} 'P ^"'P'PyPP EIPP-P"' Rept 24)02, •■Cnmp 

* ore of Special PrOjSCIs 88/03/11 2pp 14053 173 44853 174 

-8803230301 Safety evaluation re Employee Concern Ffemeni tiAni oa^m 
Mcggtrf Test On Low Voltage Gables” ^^ficern tremeni Repi 24103. 'No 

* ore ol Special Pro, acts 88/03/11 ip 44863 175 44853 175 

" CoSf« ""P'oree Concern Element Rep. 2ai04, •■Amphenol 

' ore ol special Projects 88/03/1 1 2pp 44853 176 44653 177 

fO^ori a DeterSo^n Concern Element Rept 24105, “Wire Cor- 

' Ofc of Spec, af Projects 83/03/ n 2pp 44853 1/8 44053 179 

' Otcol Special P,o,ocis 68/03/11 3pp 44853 180 44853 182 

epuairD.tLfGeileralof Mamns^^ f-Fptopee Concern Hemenl Repi 24300, "Inad- 
•Olco)Spec«IP,o,ac,s Bs/oS/i, u„ 44853,83.44853)93 

Heai^Cocmto^MattConirol^ Employee Concein Etemert Rop, ).,C 40703 SON 

■ Ofc Ol Special Projects 88/03/, , appp ^4853 194 44853 2,5 

"Transief 

Otcot Special p,0|ecls 88/03/,, ,3pp 44853 2,6 44853 228 

Elemen, Rep, OP 30601.SQN, 
Otcol Special P, decs 88/03/,, 4V3 229 44853 283 

’clemoiutptsWacliws sa'slaS o' ralegoty OA 

fitwS'?,"'-!?, '“PW'' ^ etemoel tepte 

2PP 44853?8'4 5I,85S ^^CH.G G Olo 0, Spec«l P,o,Po,s 


•08O923O35S Safety ovaluatron ro NRC wolding calogory, "Woldor Ouflfif<calions/7r>" 
mg'* NRC requests praclico ro renowal of cortificolion by OC/wolding forcrrijn 
mg rod issue sitp bo tnsbtutad ' 

* Ofc of Specraf Projects 00/03/ 1 1 1 Ipp 44053 332 44053 342 

•0003230360 Safety Qvaluation ro NHC wolding category, “Wold Design A Cor'o/i 
lion " Concerns adoqirnloly addrossod 

* Ofc of Special Profocls 00/03/11 5pp 440C3 343 44053 347 


8003240370 Safety ovalualion ro NRC wofding cnlogory, Wolding Insp *' Ufil pcrlo - i 
adequate investigation ro concorns by dornonslratinq wofd insp locfs issued lo r,/’ 
inspectors 

* Ofc of Special Projects 80/03/11 tOpp 44053 340 44854 013 

8003240376 Safety ovalimtion ro NRC wolding cnlogofv, “VVoldmn Pfoecdurti C“ 
cern has no affect on hardware & of no concorn to public honlih S sntoty 

* Ofc of Special Profocls 08/03/ 1 1 2pp -14054 014 44054 015 

■0803240376 Safety ovalunlion ro NRC wolding cnlogory, "MiscoUnriomJS/ Or<i of i 
Kind ■' Issues salisfaclorily addrossod or of no vSlgnlfirnoco 

* Ofc of Special Projects 00/03/11 Opp 44064 016 44054 0?3 


B803210155 Urges that TVA harasstnonl & inllaiidallon of TVA & cobtreclor <mg 
be reopened as restart issue lo assure that Imrassrnnnt of vyorkers nol Moci'ina w 
ncalion & resolution of serious safely problorns prior to restart 

tpp” Wfl 2 'i 23 8 !|TO 2',27 PBNCrEH,SD Ole of Special Prc. h 


8833210012 Forwards -asporiso lo Goiiorlr I Ir no 02 to ISAP l| Inlofosl in p.m|i-p3-n, 
m ISAP 11 ouptes^cd ^ 

GRIOl^Y R Tonriosseo Valley Aultiorily 00/03/15 Donimenl Control HraacbfCkxv 
mentConIfOl Do5,k) -Ipp 44809 340 44000 351 i u » i to 


eT.7o TTniorA ^ «rjui8:o iir, fuipifcnifong or imnrov 

rf?ir^?ev Exporlonco Foodbiick Ropl Now rinr!l&‘' 

1 00^03/16 Docurneni Conirof Ore 

menl Control Desk) 7pp 44850 204 44850 210 


8003220364 Generic Ltr 80 05 to all llconboos of operating PWRs & lioldera o| ( Ps f * 
mPVWplanlsSv^ ° carbon htuef ronctor pressure beundniy coniponM.'i 

MfRAGUA.F. Associalo Director for Projects (Posl 070-111) 00/03/17 Conso’dv J 
Edibon Co of Now York. Inc 43pp 44070 084*440 /9 12b 

Cornmits to ox lend qualified Iffo of ailicono rubber cnbloa for Icrff Ido ol p'j./ 
oefore plant rolurnod lo sve 

no/03/17, Documoni Corirol dinnih iHk., 
menl Conirol Desk) 3pp 44843 040 44843 048 

actions & long-term corroclivo prog mm re 

neering change notice & PSAR update, per 870203 & 05?2 firs acccpiallfl fjn 
RffflnosWs full compllnnco w/fOCFROO 71 bv Apr 1&B9 ^ 

Aulh«,N“M59“56d^^ Tonnosst/aVr-y 

^'^S^ormuast**’ opo'fHo™' foaillnoss ravlow Iron, 670113 0508 i,ih 

fcT7OpM“20^^^^^^ EBNCTERSt) Ofc 0 , Spyc. 

°*na,e'Aia?vs^?SnnS!'?'i'’in '‘'0»«N‘-n«0'i fopt SQNCEDB705 on Al'ci 

bldn<i ® Inslrumonl & conirol linos spanning botrtiirii 

cUfforonllnl seismic anchor movemont ^ 

Sco^dolLasT^p? 312 ' 

““cSu'arem '>V unroviowad salaty quoslron to 

86 comjlo™d bolo/rf«ty inlantn actiom ij 

*^''*®* -asponsa lo TOIA roquosl App A 8 Q docamonts orrcl & av.iilabtc o 
(POSI 870613) 88703/21 LEWlSO 

ISSP? 

fp 44051 08 M 4 e 6 %oa^”^^ OQ/03/21 SHELDURNE.D. Public Decuman I OiariCli 


generatorsinSnoySoPdni^**'^® ^ calculailons on emergency dies H 

cy diesel gSraSl ^ regulator for emorgcrv 

MARINOS.A NRC - No OclM 
w/Depf^uborffi^^M^^ Inlimidallon & harassmonl complaint filed b/ A 


^^sotved^onor^^^^^ of remaining issues required to be 

4pp *44809 S8*4°48Q9 Director for Operations SECY 06 080A 83/93/22 
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6B0S300186 Comments on NRC proposed policy statement re integrated schedules for 
irrplemenlalion of pfanl mods Supports position that integrated schedules on plant 
specilic S voluntary basis will provide stable environ w/regard lo resources 
GR6DLEY,R Tennessee Valley Authority 08/03/23 Document Control Branch (Docu 
menl Control Desk) 6pp 44901 330 44901 335 

8803300303 Confirms notification to NRC of conditions of entry into Limiting Condition 
For Operation (LCO) 3 7 11 1, Action b of plant Tech Specs Notilication required per 
Action b 2 b of LCO for fire pumps 

SMITH, SJ Tennessee Valley Authority 80/03/24 Document Control Rranch (Docu 
ment Control Desk) Ip 44913 211-44913 211 

8B0-33003O6 Responds lo 880316 Hr re basis for employment action concerning A 
Bartlik BL Edwards findings that TVA refused lo extend or renew Barllik contract be 
cause of expressing safety concerns not supported by evidence Hearing initiated 
WHITE.SA Tennessee Valley Authority 88/03/24 EBNETER.SD Region 1, Ofc of 
the Director 7pp 44904 266 44904 272 

8883300372 Responds lo 800316 Hr concerning 880311 Itr from BL Edwards re Garllik 
vs TVA hearing Answers lo questions ro basis for employment action & aclions taken 
or planned to ensure that others not discouraged from raising safety concerns end 
WHITE.SA Tennessee Valley Authority 80/03/24 EBNETER.SD Ole of Special 
Proiecls 7pp 44902 324 44902 330 

8883300401 Forwards evaluation of util resolution for CAQR SQT 870626, per request 
LtAW.B D Ofc of Special Projects 88/03/24 QARR,KP Ofc of Special Projects 2pp 
44914 149 44914 150 

8883300414 Final response to FOIA request for documents Forwards documonls listed 
in App O Documents also available in PDR Documonl in App P completely withheld 
(ref FOIA Exemption 5) 

GRIMSLEY.O Division of Rules & Records (Post 070413) 88/03/25 WANN.L Times 
Printing Co 4pp 44920 262 44920 270 

~&801 180591 Summarizes NRC activities involving TVA from 051223 8601 03 IE pre 
pared for Sequoyah equipment qualification msp scheduled lo commence on 
860106 W Grotonhuis will assume duties as project manager for Browns Ferry 
DENTON, H R Office of Nuclear Reactor Regulation, Direclor (051125 870411) 66/ 
01/03 STELLO.V Ofc of the Execulivo Director tor Operations 2pp 44920 204- 
44920 285 

-6601170518 Forwards weekly schedule of TVA activities for wks of 860113 & 
20 Schediile will be updated & issued each Friday lo reflect activities for forlticomlng 
2-wk period 

THOMPSON.HL NRC No Detailed Affiliation Given 86/01/10 DENTON.HR Office 
of Nucloar Reactor Rcgulalion. Director (061126-870411) 3pp 44920 271 44920 273 

-8602030012 Submits weekly summary of NRC oclivilies involving ulil for 8601 13 17.in 
eluding Oversight Group weekly tolcon to discuss status of ongoing activities & site 
visit to Sequoyah to assess electrical design calculation program 
DENTON.HR Office of Nuclear Reactor Regulation, Direclor (851125-870411) OG/ 
G1/24 STELLO.V Ofc of the Exoculive Director for Operations 4pp 44920 291 
44920 294 

-6003310103 Forwards schedule of NRG intoraclions w/TVA for wks of 860106 & 13 
DIRCKS.WJ Ofc of the Executive Director for Operations 86/01/03 PALLADINO 
Commissioners 3pp 44920 267 44920 269 

-8803310108 Forwards schoduto of NRC interactions w/TVA for wks of 860113 & 20 
STELLO.V Ofc of the Executive Director for Operations 88/01/10 PALLADINO Com 
missfonors Ip 44920 270 44920 270 

-8803310135 Forwards schodulo of NRC interaction w/TVA tor wks of 860127 & 0203 
STELLO.V Ofc of ihe Executive Director for Operations 06/01/27 PALLADINO Com 
mlsslonors Ip 44920 274 44920 274 

-0803310143 Forwards weekly schedule for TVA activities involving NRC for wks of 
860127 & 0203 Schedule will bo updated & Issued each wk to reflect activities for up 
coming 2 wk period 

THOMPSON, H L NRC • No Detailed Affiliation Given 66/01/24 DENTON, H R Olltce 
of Nuclear Reaclor Regulalion, Director (051125-870411), 4pp 44920 275 44920 276 

-68033 10168 Forwards schedule of NRC interactions w/TVA (or wks of 860120 & 27 
STELLO.V Ofc of the Exoculive Director for Operations B6/91/27 PALLADINO Com 
mlssioners Ip 44920 279 44920 279 

-8803310172 Forwards weekly schodulo of TVA acllvilios involving NRC for wks of 
860120 & 27 Schedule will be updaled weekly to reflect activities for forthcoming 2 wk 
period 

THOMPSON.HL NRC - No Detailed Affiliation Given 86/01/21 DENTON.HR Olftco 
ot Nuclear Reactor Regulalion. Director (851 125-870411) 3pp 44920 280 44920 282 

-8803310177 Forwards memo ro summary of NRC acfivibes Involving TVA from 
851223 060103 

STELLO.V Ofc of the Executive Director for Operations 86/01/10 PALLADINO Com- 
missioners 1p 44920 203 44920 283 

-8803310187 Forwards memos re NRC summary of activities Involving TVA on 860106 
10 & 13-17. 

STELLO.V Ofc of Ihe Executive Director for Operations, 06/01/27 PALLADINO Com- 
missioners 1p 44920 206 44920 286 

-8803310192 Submits weekly summary of NRC activities involving TVA from 060106- 
10 

DENTON.HR Office of Nuclear Reactor Regulation, Director (851125 870411) 86/ 
01/24 STELLO.V Ofc of the Executive Director for Operations 4pp 44920 287- 
44020 290 


Q. Inspection reports, IE Bulletins & correspondence 

8803160334 Forwards request for addi info re Action Item e of IE Bulletin 85 003, 
"Motor Operated Valve Common Mode Failures During Plant Transient Due to Im 
roper Switch Settings " Response needed within 30 days of Hr date 
ARR.K P. Ofc of Special Projects 08/02/22 WHtTE,5 A Tennessee Valley Aulhor- 
ily 4pp 44705 100 44705 103 


8803160125 Ack receipt of 871123 response to 871014 request for add! mfo concerning 
interface problems between div of nuclear engineering & other plan! organizations re 
Insp Repts 50 327/87 65 & 50 320/87-55 Concern will be reviewed later 
6ARR.K P Region 2, Ofc of the Direclor 88/02/23 WHITE, S A Tennessee Valley 
Authority 2pp 44703 1 18-44703 1 19 

8803160247 Forwards fnsp Repls 50 327/88 04 & 50 328/06 04 on 080125-29 No vio 
lations or deviations noted 

BARR.K P Region 2, Ofc of the Director 88/02/25 WHITE.SA Tennessee Valley 
Authority 2pp 44697 014-44697 026 

“8003180256 Insp ReptS 50 327/88 04 & 50 328/88 04 on 880125-29 No vcolairons or 
deviations noted Major areas inspected followup on previous onforcomont 
matters, organization & mol conlrofs.oxtornal exposure controls & facililies 
WEDDINGTON.n E , HOSEY.C M Region 2, Ofc of ihe Director 88/02/25 I1pp 
44697 016-44697 026 

8803160377 Forwards Insp Repls 50 259/88-01.50 260/06-01.50-296/80 01. 50 327/ 
68 01 & 50-328/88 01 on 660106,07 & 13 Issuance of enlorcemonl action unneces 
sary since util has inililated significant corrective aclions since violations occurred 
BARR.K P Ofc of Special Projocls 88/02/25 WHITE.SA Tennessee Valley Aiifhor 
ity 2pp 44700 215-44700 217 

-8B031G0392 Partially withheld Insp Repts 50 259/08-01,50 260/08 01, 50 296/88 
01.50 3 27/88 01 & 50-320/88 01 on 880106,07 & 13 (ref 10CFn2 790(d) & 
73 21} Major areas inspecled corrective actions re listed unresolved Hems 
TOBIN.W Region 2, Ole ot the Director 88/02/24 Ip 44700 217-44700 217 

8803180394 Forwards Hoalup Shift Coverage Insp Repls 50 327/00-02 & 50 320/08 02 
on 8801 14-0212 A nolle© of violation 

MCCOY.fr Ofc of Special Proiects 86/02/25 WHITE.SA Tennessee Valley Au 
thonty 2pp 44704 320 44704 362 

-BB03160403 Notice of violation from insp on 060225 Violations noted on Q0O2O7,Sys 
Operating Procedure SGI*1 1. "Main St-oam” not adhered to during startup of Unit 2 
mam steam sys resulting in MSIV isolation 

MCCOY, F R Ofc of Special Projects 80/02/25 2pp 44704 330 44704 331 

-BB031G0417 Insp Repts 50 327/08 02& 50 328/80 02 on 880114 021 2 Na violations 
noted One violation w/faur examples noted Major areas inspacted extended control 
room observation & operational safety vorificalion & mam I observations 
CARROLL, R . JENISON.K, BRANCH, M NRC - No Detailed Alfilialion Givon 80/02/ 
23 31pp 44704 332 44704 362 

8803010464 Responds lo NRC 880122 Hr re violaltons noted in Insp Repts 50 327/07 
71 & 50-320/87-71 Corrective actions licensoo will perform training to ensure person 
net aware of procedural requirements 

GRIDLEY.R Tennessee Valley Authority 86/02/27 Document Control Brar^ch (Docu 
mcnl Control Desk) 7pp 44595 265 44595 271 

6B03D20230 Advises that short-term insp of defects in Woslinghouso circuit breakers 
will not occur boforo Unit 2 roslarl due lo absence of high probability of significant 
specific deficiency, per NRC Bulletin 88-001 Staled list end 

GRIDLEY.R Tennessee Valley Authority 06/02/27 DociirnGnt Control Branch (Docu 
menl Con trot Desk) 12pp 44595 25144595 262 

8803030076 Forwards listing & plant schedule fer compfelion of remaining idcniilied 
malnl InsUuclions (or second phaso,per Insp Repls 50 327/07 37 &. 50 328/87 37 
GRIDLEY.R Tennessee Valley Aulhority 08/02/27 Oocumont Conlrol Branch (Docu 
mcnl Conlrol Desk) 38pp 14592 125 44502 162 

0802230035 NRC Info Notice 86-006, "Foreign Objects In Stoam Generators " Sve list 
end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 80/02/29 
Consolidated Edison Co of Now York, Inc nspp 44554 253-44555 000 

0893010459 Advises Ihal actions doscribod in end taken to clarify intent of original re 
sponsGs lo Intograled Design In^ Homs D3 2 3,D4 3 4 & D5 2 3 (n response lo Fol- 
lowup Closeout Insp Roots 60-327/67 48 & 50 328/87 48 

RAY.MJ Tennessee valley Authority. 08/02/29 Documonl Control Branch (Docu 
ment Conlrol Desk) 3pp 44595 202 44595 204 

8803010487 Forwards util plan to develop & implement O fisLpor commilmonl In util re- 
sponso lo Insp Repts 50-327/86-1 1 & 50 320/86-1 1 

GRIDLEY.R Tennessee Valley Aulhorily 88/02/29 Documanl Conlrol Branch (Docu- 
ment Control Desk) 5pp 44592 106 44592 1 10 

88 930200 7 9 Forwards response to NRC 600222 request lor addI info to resolve roslart 
allegations 

GRIDLEY.R Tennessee Valley Aulhorily 88/02/29 Documonl Control Branch (Docu 
menl Conlrol Desk) 341pp 44594 123-44595 103 

-8603070102 Rev 4 to Special Maint Instruction SMI 0 317-61, "Inslrumenlallon Fea- 
tures Walkdown.Rowork & Insp fnslruclions for CAR 87 014 " 

JOHNSON.JL, WILBURN.WS Tennessee Valley Aulhorily 87/12/17 221pp 
44594 243-44595 103 

68 0304028 S Responds to NRC Bulfolin 80 002, "Rapidly Propagating Fatigue in Steam 
Generator Tubes" Unit has no corroscon induced denting at upper lube support 
plate Enhanced primary to secondary loak rate monitoring program lo be Implement 

GRIDSLEY.R Tennessee Valley Authority 80/03/01 Document Conlrol Branch (Doc- 
ument Control Desk) 5pp 44629 139 44629 143 

8BO31S0376 Forwards Insp Repls 50 327/88 06 & 50 328/6B 06 on 080104- OS.Viola- 
tions noled.inclucling failure to properly establish administrative requirements for sys 
alignment & configuration control process 

B/fflR,KP Ofc of Special Projects BARR.K P Region 2, Ofc of the Director 88/03/ 
01 WHITE.SA Tennessee Valley Authority 2pp 44688 202-44668 268 

-8003159378 Notice of violation from insp on 980104 OB & 19 Vtolalions noted failure to 
adequately establish.implGmont & maintain procedures for configuration control & 
identify & correct sys operating inslruction checklist deftciGncios 
BARR.K P Ofc of Special Projects 88/02/26 3pp 44600 234-44688 23G 
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'S3D3IS03aa Insp Repis SO }2/te& 0« a so 328/63 06 on eaoiO'l PB a 19 violations 
nolcd Wajol' areas i/ispo-cted sys alignmeni venficalion for Unil 2 heatup, including 
revcew of admin slrat^ve procedures & persorinel qualifications 
BRADY. J B 1 MCCOYiFR Region 2 Ofc Qf Ihs Director 8e/02;26 22pp aJ468B237- 
44688 253 


8803080102 Forwards responses to HVAC duct support issues, condiri I support issxs * 
lisl of commilmsnts.per 880215 irsp outstanding questions, including calculd’ers i 
test plan 

GRfDLEY.R Tennessee Valley Aulhonly 88/03/02 Documenl ConlroP Qr^ni ft ilX,v 
ment Conirol Desk) 681pp 44618 154 44620 1 14 


83QI303QY85 Forwards documentalion of resoljhon of open insp issue re lime step m 
developing reactor coolant loop spectra 

GRIOLEY.R Tennessee Valley Aulhority 33/03/02 Document Control Branch (Docu 
ment Control Desk) 6pp 44608345' 44608 350 

0803040129 Provides revised response to integrated design irsp Item 03 6-1, per Insp 
Repls SO 327/67-48 & 50 328/87 48 Vendor req^uired to submit design calculaltons to 
be independenlly reviewed & ensure compliance w/util requirements 
RAY.W J Tennessee Valley Authonly 88/03/02 DocumenI Control Branch (Docu 
menl Control Desk) 14pp 44643 105 44643 118 

8803040135 Provides revised response to fnlegraled Design Insp Repts 50-327/87 48 
& 50 328/07 48Jtem LI3 5 1 to retied correcl ASME Code ref List of TVA commit- 
ments attached 

RAV.M J Tennessee Valley Authority 88/03/02 DocumenI Control Branch (Docu 
menl Control Desk) 13pp 4461 1 008 4461 1 020 

8803040140 Forwards Supplemental response to integrated design msp Item D4 2-3, per 
Insp Repls 50 327/07 48 S 50-328/87 4B 

RAy.MJ Tennessee Valley Authority 63/03/02 Document Control Branch (Docu 
ment Control Desk) 8pp 44633 143 44633 150 

8803040149 Provides supplemental response to Integrated Deaton Insp Repls 50-327/ 
87 IB & 50 328/87*49, Item 02 2 1 ro •design pressure ot ERCW sys 
RAY.MJ TonncssGQ Valley Authority 68/03/02 Document Control Branch (Docu- 
ment Control Desk) 7pp 44611 OOl 44611 007 

8803040166 Forwards supplementat response to Integrated Design Insp Item D4 3 7, per 
Inap Repls 60 325/87'48 & 50 329/87 48 

RAY.MJ Tennessee Valley Aulhority 80/03/02 Documernt Control Branch (Docu- 
mcrnConlrot Desk) Spp 44637 311 44638165 

•*0803080315 Task Rept on Development of Seisinic Acceleration Response Spectra 
for Diesel Generator Bldg of Sequoyah Nuclear PlanI, Part 1 Design Basis SSE Input ” 

* Bechtel Power Corp 88/02/25 &9pp 44637 316 4463B 053 

--B0O3O8O317 "Task Rept on Development of Seismic Acceferahon Response Spectra 
for Diesel Generator Bldg of Sequoyah Nuclear PlanI, Part 2Sile-Spocilrc OB£ & SSE 
Inpyls " 

* Bechlel Power Carp 88/02/25 101 pp 44638 054 44638 165 

880304-0170 Suppis response to Integrated Design Insp (IDI) Item 04 6 1, per Insp 
Repls 50*327/a7'4S A SO 328/87-40 Correclive actions foundation omberfmenl do 
signs for Irsled equipment included in IDI reviews Westinghouse /uslifjcalion one! 
RAY.MJ Tennessee Valley Aulhority 88/03/02 DocumenI Conirol Branch (Docu 
ment Control Desk) 14pp 44633 056 44633 060 

0803040104 Forwards confirmalion of commitments made to NRC at 860219 msp exit 
meelirg for open items re swing angle allowables, DBA speclra & U bolt aflowahlos 
GRIDLEY.R Tennessee Valley Aulhority B3/03/02 DocumenI Conirol Branch (Docu 
menl ■Oonlrof Desk) 4pn 44633 1 17 44 633' 120 

8603040195 Forwards descripiron of study of effect of zero period acceleration on 
piping during DBA Study demonslrales that phenomenon does not significantly affect 
design of piping, pipe supports or penetrations 

GRIDLEViR Tennessee Valley Authority 68/03/02 Document Control Branch (Docu 
ment Conirol Desk) 3pp 44633 121 44633 123 

0003040201 Documenis util resolution of issue, identified in 880215 insp.re effect of 
SRSS vs absolute sums on directional combination ot results of basic seismic load 
cases 

GRIDLEY.R Tennessee Valley Authority 88/03/02 Document Control Branch (Docu 
menl Control Desk) 4pp 44633 139 44633 142 

8803070055 Forwards supplemental response to Inlegratec# Design Insp flom D3 4 3, per 
Insp Repls 50 327/87-49 A 50-328/87*48 

RAY.MJ Tennessee Valley Authority 80/03/02 DocumenI Conirol Branch (Docu 
ment Conirol Desk) 4pp 44627 310*44627 321 


8303000116 "Sequoyah Nuclear Plant Limited Test Program for Ool-ormmnq 
Load Capacity of Cast One Hole Conduit Clamps " 

KELLY.T F Tennessee Valley Authority 08/02/24 40pp 44620074 44G20 I H 

0803080130 Forwards revised response to Integrated Design Insp D4 3 9 noted in I- v 
Repls 50-327/87 40 & SO 328/87 48 List of Commilmonts also end 
RAY.MJ Tennessee Volley Authonly 88/03/02 Document Control Branch fDxu 
ment Conirol Desk) 4pp 44615 113 44618 153 

**8603080137 "Sequoyah Nuclear Plant Masonry Wall Evaluation/' final repi 
• Bechlol Power Corp 88/02/23 1,t17pp 44615 117 44618 153 

6803160397 Ack receipt of 870125 Itr informing NRC of slops taken to correct 
noted in Insp Repls 50 327/87 42 A 50 328/1)7 42 on 871026 
BARR.KP Region 2. Ofc of the Director 08/03/02 WHITE, S A rennes^eue VT-o 
Aulhority Ip 44700 218 44700 210 

6803240449 Forwards Physical Security Insp Repts 50 327/68 1 1 A 50 328/6fl 1 1 f*-' 
880125 29 No violations noted 

BARR.KP Region 2, Ofc of the Director Q8/03/03 WHITE, S A Tonne we 
Aulhority 2pp 44883 267 44803 269 

• 8803240453 Partially withheld physical security Insp Repls 50 327/flO If A IJ 
11 on 080125 29 (ref 10CFR2 700 & 73 21) No violations ol rogulniory rcqutJiT-. i 
identified Major areas inspected nigl effcutivoness security pronroin 
ENNIS, J Region 2, Otc of the Director MASNYK.O , MCGUIRCdH Region 3 O' if 
the Director 88/03/03 tp 44803 269 44883 269 

6803160162 Forwards Insp Repts 50 327/07-59 & 50-328/07 59 on 870821 28 A C'- ^ 

1 1 No violations or deviations noted Site mgt processes functioning odequaH V ij 
port plant restart 

RICHARDSON.S D Ole of Special Proiecls 88/03/04 WHITE, S A TennosiuG Vd ' Y 
Authonly 2pp 44702 353 44703 053 

*6803160170 Insp RepI 50-327/87-59 on 8708P4 20 & 0908-11 No vmlaHons (K d-.. 
ahons noted Major ateas mapectetimgt oHccUvbtdss m nJua’i t* 
operations, main!, OA, mods, engineering & licencing & corporate inlorfacoa w/sloc^>.^ 
plines 

BARR.K P Region 2. Ofc of the Director BARR.K P Ofc of Special PrejeLti flS.'ui ■ 
2? 59pp 44702 355 44703 053 

8603 170036 Ack receipt of 880227 Itr Informing NRC of steps taken to coring « i 
noted in Insp Repts 50 327/87-71 & 50 328/87-71 

BARR.KP Ofc Of Special Protects 88/03/04 WHITE, S A Tcnnossoii Vu'ley A , s. 
Iiy 1p 44711 185 44711 185 

8603170041 Ack receipt of 880216 Ilf informing NRC of steps taken to correct vii'h'ys 
noted in Insp Repts 50 327/07 65 & 50 328/87 65 
BARR.KP Ofc of Special Projects 88/03/04 WHITE.SA Tonnostioo ValV / 
ily Ip 44711 106 44711 186 

8303170'052 Ack receipt of 880121 & 0217 firs informing NRC ol stops Inkon lo cu.^*i 
violations noted in Insp Repts 50 327/87 66 & 50-328/87 66 Violnllona noted >4' 
Repts 50 327/88 06 a 50-328/80 06 still outstanding 

BARR.KP Ofc of Special Projects 00/03/04 WHITE. S A Tonnossno VaiVy /V''**' 
Ily Ip 44711 107 44711 187 

8003020036 NRC Info Notice 80 007. "Inadvorlent Transfer of Licensed M«i1l fo I'n.-'" 
trolled Locations ■' Sve fist end 

CUNNINGHAM, R E Division of Industrial & Modreaf Nuclear Snioly (Post fl/uh^i 
6B/03/07 Consolidated Edison Co of New York, fnc 12pp 44073 00l 44C/J012 

8603100128 Re^onds to NRC 600201 Itr re violations noted in Insp Rrpis 50 
61 & 50 328/07 61 Corrective actions OSLT 1 revised to require adive l-ccno p-r 
sonnel carrying shift lo sign within 30 days of filing date 
GRIDLEY.R Tennessee valley Authority 88/03/07 Document ConlroMlx Arch 
ment Control Desk) 3pp 44683 034 44683 036 


8803070177 Partial response to FOIA request for documents.inciuc/ina HR Denton 
360103 Ur to HG Parns re TVA position on App B requirements End App O docu 
merts also available in PDR App P documonis totally withheld (ref FOIA Exemptions 5 
& 7), 

GRIMSLEY.D M Division of Rules & Records (Post 870413) 88/03/02 WANN.l 
Times Printing Co 5pp 44609 024*44609 206 


■8709030167 Forwards Insp Repls 50*327/67*27 & 50 328/87-27 on 870601 05 Re- 
views highlighted in ftr indicate that significant number of problems exist w/ newly re 
generated calculations which may have been prepared by contractors 
EBNETER.S D Ofc of Special Projects 87/08/24 WHITE.SA Tennessee Valiev Au* 
Ihorily 4pp 44609 253 44609 286 


-0709030173 Insp Repts 50 927/87*27 & 50 326/37-27 on 070601 05 Major areas 
inspected dosign calculation review program 

PARKHILLifl W Office of Nudoar Reaclor Regulation, Director (Post 870411) 67/08/ 
07 30 pp 44609 257 44609 266 ^ 


8003070182 Provides supplemental response to Integrated Design fnsp Item D4 2*l.per 
Insp Repts 50-327/8? 43 & 50-328/07*48 « 

RAV.M j Tennessee Valley Authority 68/03/02 Document Control Branch fDocu 
mont Control Desk) 3pp 44596 201 44596330 

-B0O337O229 "Nonlinear Time History Seismic Response Analyses for ERCW Cell," 
task repL 

' Bochtol Power Corp 87/12/02 t27pp 44596 204*44696 330, 


8803040062 NRC Bulletin 08 003, "Inadequate Latch Engagomonl In HTA Typo 
ing Relay Mffl by GE " Sve fist end 

ROSSI, C E Division of Operalionaf Events Assessment (Post 870411) 
Consolidated Edison Co of New York, Inc 120pp 44673 192 44673 319 

8803210206 Forwards preliminary safety evaluations re TVA emplo^o concern c!c“». t 
repls submitted as pari of employee concern special programNRC conclthfi’S tfAl 
TVA has sufficiently resolved employee concerns lo support restart ol Dml 2 
2ECH.G G Ofc of Special Projects 08/03/11 WHITE.SA Tennessee Valley /u/m 
I ly 16pp 44852 141 44052 320 

-■^8 803240370 Safety evaluation re NRC welding category, Woldrng Insp “ Utrl pcffiX'rH j 
adequate rnvesligalion re concerns by demonstrating weld Insp lools Issued la ■ 
injectors 

• Ofc of Special Projects 88/03/1 1 18pp 44053 348 44854 013. 

8803080148 NRC Info Notice 08 000, "Chemical Reaclrons W/Radwaslo 
Agents " Sve list end ^ 

ROSSI, GE Divisiorr of Operational Events Assessment (Posi 8704)1) 
Consolidated Edison Co of New York, fnc 1 20pp 44772 253-44773 01 2 

8803280029 Ack rocoipt of util 880204 Hr Informing NRC of steps taken to correct ^*.‘'3- 
lions noted in Insp Repts 60 327/87*24 8 60 320/87-24 re report al>i 'it/ of 
events as 870429 RCS spill 

EBNETER.S D Ofc of Special Projects 8B/03/14 WHITE.SA Tennessee Valley A> 
(horily Ip 44945 233 44945 233 


8003070303 Concludes that Issues addressed in stated S&W repts cither 
dosed .iderliiied for rouUne insp Idlowup or included in TVA startup action list in sepa 
rale programs such as maint Ctoseoul of remaining repls should not affect restart 
ZECH.GG Otc ot Special fVojecls 88/03/02 WHITE.SA Tennessee Valley Author- 
Ity 7pp 44610 202 44610 208 


6803280238 Forwards Insp Repls 50*327/87-78 & 50 328/87-76 on CTIPH 16 1 
880202 04 & notice of violalron Vrofalion A involves failures to comply w/aamrn.s-rfr 
five requirements for authorization lo exceed overtime limits 
BARR.KP. Region 2. Ofc of the Director 88/03/14 WHITE.SA Torinesseo 
Authority 2pp 44903 174 44903 191 
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-8803280257 Notice of vtolahon from insp on B71214-10 & 880202 04 Violalion 
noted from Feb Nov 19S7,over1im0 hmUs specified In Al 30 exceeded on numerous 
occasions w/o planl manager or planl superinlendenl aulhorizalion 
BARR.K P Region 2. Ofc of Ihe Direclor 08/03/ 1 4 2pp 44903 176 44903 177 

-8803200261 Insp Reels 50 327/67*78 & 50-328/87 76 on 071214-18 & 600202- 
04 Violalioiis noledMaior areas inspected reslart employee concerns received by 
NRC 

BRADy.J S , MCCOY.F FI Region 2, Ofc of Ihe Director 88/03/11 14pp 44903 178 
44903 191 

6003230011 Forwards response to NRC Comptianco Bulletin 07 002, “Fastener Testing 
to Determine Conformar^ce W/Appllcable Mall Specs " Commitments made by TVA in 
response also rdenlified . „ , 

GRIDLEY,R Tennessee Valley Authority 80/03/16 Document Control Branch (Docu- 
ment Conliol Desk) 99pp 44840 330 44049 070 

6803220191 Forwards supplemental response to IE Bulletin 03 07 ro apparently fradu- 
lenl products sold by Ray Miller, Inc, per NRC 070730 request Nineteen listed compa- 
nies have been questioned 

GRIDLEY,R Tennessee Valley Authority 68/03/17 Document Control Branch (Docu- 
ment Co nlfo! Desk) 6pp 44808 072 44808 077 

6803220195 Submits revised response to violations noted In Insp Repls 60-327/87-52 & 
50-328/87-52 Site procedure being revised to fully implement spec & full implomenta- 
lion of listed commitment will he In effect by 880529 

GRIDLEY.R Tennessee Valley Authority 88/03/17 Document Control Branch (Docu 
menl Control Desk) 3pp 44008 069 44808 071 

6803230310 Addresses util responses re notice of violation a Insp Ropi 50 327/06-56 & 
50-320/86-56 on 8701 28 Issues raised as result of original special Insp considered ro 
solved by NRC based on review of licensee responses & actions 
RICHARDSON, S O Ofc of Special Projects 80/03/17 WHITE,SA Tannessco Valley 
Aulhonly lOpp 44606 349 44006 350 

6603140264 NRC Into Notice 08 000. •'Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodvirard PG PL Type Governors " Sve 
fist end 

ROSSiCE Division of Operational Events Assessment (Post 070411) 80/03/16 
Consolidaied Edison Co of New York, Inc 12tpp 44B57 050 44857 178 

6603240440 Forwards supplemental response to IE Bulletin 86 002 re Sialic 0 Ring dif- 
ferential pressure switches Special test of each Static O-Ring switch to determine if 
switch & sys function properly lo be conducted wilhin 30 days 
GRIDLEY,H Tennessee valley Authority 80/03/18 Document Control Branch (Docu- 
ment Conlrol Desk) lipp 44891 017-44891 027 

6803240470 Provides addi Into re plant schedule for completing insp requiremenls on 
WostinghOLiso breaker Types DS 206 & DS 416 used In Class IE appficalions as 
specified in Bulletin QQ 001. “Defocls In Woslinghouse Circuit Breakers '' 

GRIDLEY.R Tennessee Valley Aulhonly OD/03/18 Document Conlrol Branch (Docu 
merit Control Desk) 4pp 44060 313 44080 310 

88033008&2 Forwards response lo NRC 880107 Itr re violations noted In Insp Ropls 50 
327/87-67 & 50 320/67 67 Corrective actions Procedure 0905 01 04, Section 6 1 1 re- 
vised lo stole that TVA employees violating sld will bo lerminaled 
GRIDLEY.R. Tennossoe Valley Authority 00/03/24 Documonl Control Branch (Docu 
merit Conlrol Desk) lipp 44901 115-44901 125 

6603300144 Forwards schedule for compfolion of evaluation of containment spray annu- 
bar flow inslrumentation Evaluation & focommandation for finat conlalnmonl spray In- 
strumenlalion configuration will be completed by 8B0715 

GRIDLEY.R Tennessee Valley Authority 80/03/24 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 3pp 44901*213 44901 215 


8803070352 Special Rept 08 03 on 880204, (ire barrier nonfunctional for greater than 7 
days Caused by failure to complete ovaluation & actions to ensure suspended ceiling 
in control building meets FSAR Section 9 5 13 requirements within 7 days 
SM1TH.SJ Tennessee Valley Aulhonly BO/02/26 Document Control Branch (Docu 
menl Conlrol Desk) app 44627 273 44627 275 

8803140233 LER 88-006-00 on 800207,main steam isolation occurred & reactor trip 
signal generated by ESF aclualion sys Caused by improper compliance w/ procedures 
& nuance between operating procedures Procedure changed & recategorized W/ 
880305 Ur 

FENN.KW, SMITH.SJ Tennessee Valley Authority 88/03/05 11pp 44693 305- 
44693 3 1 5 

8803140398 LER 88 005-00 on 880212.smoke discovered coming from speed increaser 
unit for centrifugal charging pump 2A-A Caused by tube oil pump gland seal bolls 
backing out & subsequent loosening of gland seal Pump replaced W/800300 Ur 
FENN.KW, SMITHES J Tennessee Valley Authority 88/03/08 Bpp 44702 190 
44702 197 

8603140403 LER 08 007 00 on 08O21O,maln steam isolation occurred during calibr of 
Channel I turbine impulse pressure t ran s miller Caused by inadequate calihr procedure 
& weak communication Catibr procedure revised W/BB030B Ur 
NAIK.J A , SMITH.SJ Tennessee Valley Authority 88/03/08 6pp 44714 249- 
44714 254 

8803140407 LER 08 008 OOon 800209,Sufveillance Instruction (SI) 137 2 not complet- 
ed within time interval required by Tech Spec 3/4 4 62Caused by personnel 
error Pari C ol SI 137 2 complolod & operations personnel Instrucled W/eB030a Ur 
SISKA.DP, LONQ.JL, SMITH.SJ Tennessee Valley Authority 88/03/00 5pp 
44714 162 44714 156 

0803250304 Nolificalion of 880317 significant meeting In Soddy Daisy, TN lo discuss 
failure (o comply w/Tech Spec 3.0 3 action requiremenls when both centrifugal charg 
I ng pumps inoperable for 1 h & 24 minute period on 880309 
BARR.K P Region 2, Ofc of Ihe Director 80/03/15 Region 2, Ofc of tho Director 
2pp 44613 070 449 U 079 

8803280002 Confirms 800314 telcon ro proposed 080317 enforcement conference in 
Soddy Daisy JN lo discuss apparent failure lo comply w/Toch Spec 3 03 action re 
quiremanis 

BARR.K P Ofc of Special Project® 80/03/15 WHITE, S A Tennessee Valley Author- 
ity 3pp 44904 144 44904 146 

8603230135 Special Repl 08-05 on C80224, cable tray tire barrier penetration nonfunc- 
tional for longer than 7 days Caused by personnel error Penetralion resealed & re- 
turned lo functional status on 860302 Mod personnel counseled 
SMITH.SJ Tennessee Valloy Aulhonly 08/03/10 Document Control Branch (Docu- 
ment Co»nl ml Desk) 2pp 44064 255 44864 256 

0803230152 Rev 1 to Special Rept 00 01 on 0G0104,firo breach permits issued on 
871220 oxcQoded 7 day limit allowed by Tech Specs Caused by containment spray 
HX not completed Roving firo walcli Gsloblishod to inspect HX 
SMITH.SJ TGfinosscQ Valloy Aulfiority 88/03/10 Document Conlrol Branch (Docu- 
ment Conlrol Dosk) 2pp 440G4 239 44664 240 

8803290268 LER 87-003-02 on 070130, fkvo aroaa on Unit 2 identified as not receiving 
required ASWE Section XI pressure tost insp Caused by procedural error ASME Sec- 
tion XI procedures rtyvisedWf 680322 Wf 

MEADIH,KE, SMITH, RJ Tennaasea Valley Authority, 88/03/22 4pp 44904 140- 
44904 143 


R. Periodic operating reports & related correspondonco 

8803080041 “Sequoyah Nuclear Planl 1QCFR50 59 - 1987 NRC Annual Oporaling 
Rent W/800301 Iff 

GFIiDLEY.R Tennessee Valloy Authority 07/12/31 318pp 44621 043-44621 360 

8803030068 Forwards weekly schedule of TVA activities for wks of 000229 & 0307 
KELLY,JL Ofc of Special Projects 80/02/26 ZECH.GG Ofc of Special Projects 
4pp 44566 010 44566 013 

8803210400 Monthly operating repts for Feb 1900 W/800314 Ur 
DUPREE.DC, SMITH.SJ Tennosseo Valloy Aulhonly 88/02/29 71pp 44793 135- 
44793 205 

8803080259 Forwards wodkty schedule of TVA activitlos for 000307-14 Schedulo will 
be updated & issued each Friday lo reflect aclivilias for forlhcomlng 2-wk poriod 
KELLY.J L. Ofc of Special Projects 00/03/04 ZECt f.G G Ofc of Special Projects 
4pp 44667 264-44657 207 

8B03210456 “Headquarters Daily Rapt for 880314/' 

^ Radiation Proleclion Branch 08/03/14. e3pp 44760,351-44760 054 


8803290189 LER 88-010 02 on e80309,cenlrifuoal charging pump placed In pull-to lock 
posilion whilo socond pump inoporablo Caused by personnel error Procedure changes 
Initialed A Tech Specs being rovicwod W/0BO325 Hr 

SISKA.D. KILGORE.be, SMITH.SJ. Tonnosseo Valloy Authority 00/03/25 9pp 
44904 005 4 4 904 0D3 


8803290259 LER 06 009 OOon 880207 & 28,ESF mam steam Ime isolation aclualion 
occurred during maint activities Caused by improper veriliealion of required logic that 
goneralos signal Operators provided w/addi Irafrimg W/800326 Hr 
nOGERS.T, FENN.KW. SMITH.SJ Tannossee Valley Authority 80/03/25 6pp 
44090 094-44899 099 


T Hearing transcripts on non-antllrust matters 


6803070177 Partial response lo FOIA requesl for documents.ir^cluding HR Denlon 
0G0103 Hr to HG Parris ro TVA position on App B requiremenls End App 0 docu 
monls also available In PDR App P documents totally wilriheld (ref FOIA Exemptions 5 
S 7) 

GRfMSLEV.D H Division of Rules & Records (Post 670413) 00/03/02 WANN.L 
Times Printing Co 5pp 44609 024 44609 206 


5. Reportable occurrences. LERs & related correspondence 


8803220045 Notifies of possible exIstanCG of defective GE Type PK-2 test blocks sup- 
plied by company on four emergency dtosel generator relay panels provided to planl 
by Oefaval Pelaval has notified TVA about situation 

LANE.A ASCO/DELTA (formerly Qella Controls & RTE-DeJta Corp) 88/02/23 
Region 4, Ofc of the Direclor 2pp 44785 065-44785 066 

8802290259 Special Repl 60 02 on 000129.firG barrier nonfunctional for greater than 7 
davs.Caus&d by duration of procedure for draining, refilling, dualling & adding chemicals 
lo HX Roving fire watch established 

SMITH.SJ Tennessee Valley Aulhoriiy. 00/02/25 Document Conlrol Branch (Docu- 
ment Control Dosk) 2pp 44543 360 44543 361 


0803080054 LER 88-003 00 on 8001 19, discovered ico buildup m flow passages of ice 
condanser duo to sublimation Cause not determined Ice condenser defrosted spe 

clal maint instruction performed W/8B0226 Hr 

MEADE.KE. SMITH.SJ Tennessee Valley Authority 80/02/25 9pp 44636 203 
44636 211 


-.0003070239 Forwards updated Issues sheot for outstanding technical Issues ro Unit 
2 per requesl Slieel Identifies which organization has action lo complole unresolved 
issues Response to employee response team preliminary ropt end 
REHM.TA Ofc of tho Executive Director for Operations 07/10/20 DENTON, HR 
Office of Governmental & Public Affairs (Post 870413). 125pp 44600 287 44610 051 

6603140161 Transcript of 000304 meeting In Washington, DC ro briefing on plant 
rostarl Pp 1-123 Supporting documanlatSon end 
‘Commissioners 8&/03/u4 83pp 44B80 060-44680 246 


V. Operator Examinations 

8803030012 Forwards summary of 080204 moeting in Allenta.GA ro transfer of Walls 
Bar operators to Sequoyah, status of operator ficonses at Watt Bar & status of requali- 
fication program al Browns Ferry Lial of attendees & summaiv of issues end 
BARR.K P Ofc of Special Projects 68/02/24 WHITE.SA Tennossoe Valley Author- 
ity 6pp 44 5 5 5 040 44555 045 
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aa03250054 Informs lhai waiver Dl Gl.gjbiWy requirements For operator exams 
granted pending sub-rnittal of NflC F orm 398, ‘Pcrsonoe) QaNficalions State mcnl Li 
censee " & assurance that info QiVien eauivafenl 10 rnfo provided in flL GndJey 880217 
Iff 

BARR.K P Ofc of Speoral Projects 08/03/16 WHITE, S A Tennessee Vairey Author 
ily 2pp 41681 091 44881 092 


DOCKET 50 329 MIDLAND PLANT, UNIT 1 


A Applicatlon/coriiBtructlon stage doegmonts & correspondence 

6802250195 Generic Ltr 88 04 lo all ronpowar reacior licensees re distribution of gems 
irradiated m research reactors Sve list enci 

MIBAGLIAFJ Associate Dire c (or tor Projects (Po&t 870411) 08/02/23 Consolidated 
Edison Co of New York, Inc 11 pp 44553 345 44553 355 

8803220364 Generic Ltr 68 05 to all liccnseos of operalmg PWRs & holders ot CPs for 
PWRs re boric acid corrosion of carbon sleef reader pressure boundary components 
in PWR plans Sve lisl end 

WJRAGLIA.F Associalo Direclar tor Projecls (Pont 870111) 88/03/17 Consolidalod 
Edison Co oINcrtYorK he 43pp 44 6 79 004-44079126 


t. Financial Information 


8603140300 "CMS Energy Corp 1987 Annual Repi ” W/660309 ltr 
WCCOflMICK.WT, WCNIISHJ A CMS Energy Corp 67/12/31 DENTON.HR Office 
of Ntdear Reactor ReguFahon, Director (Posi 670411) 41pp 44713075 44713 115 


O Inspedion reports, IE Bulletins & correspondence 

6602230035 NRC Inlo Notice 88 006 ‘ Foreign Objects in Sloam Generators " Svc list 
end 

ROSSI, CE Division ol Oporatiortai Events Asse&smeni (Post 070411) 08/02/29 
ConsoPidated Edison Co ol Naw York, Inc 118pp 44554 253 44555 009 

8303020038 NRC Into Notice 88 007 'Inadvcrlenl Transler of Licensed Mall to Uncon- 
Irdled Locations*’ Svc list end 

CUNNINGHAM,R E Division ot Industrial & Medical Nuclear Safely (Post 070729) 
88/09/07 Consolidated Edison Co of New York, Inc I2pp 44673 001 44673 012 

68'03040062 NRC Bulletin 80 0 03, "fnatlGguato Latch Engagemoni in HFA Type Latch 
ing Relay Mfg by GE " Svc hst end 

ROSSI, CE Division of Operational Evenis As&essmenl (Post 670411) 88/03/10 
Consolidated Edison Co ol New Vork, Inc I26pp 44673 192 44673 319 

0603080148 NRC Info Notice eO-OOO, ’ Chemical fleaclions W/Radwaste Solidification 
Agents ’ Svc lis.1 end 

ROSSI, CE Division of Operational Evenis Assossmer^t (PosI 070411) 80/03/14 
ConsoJidated Edison Co of New York, he 120pp 44772 253 44773 012 

0803140264 NRC info Notice 86-009 "Reduced Reliability of Steam Driven Auxiliary 
Feodwalor Pumps Caused by Instability ol Woodward PG PL Type Govemoi'? " Svc 
list end 

R05SI.CE Division ol Operational Events Assessment (Posi 870411) 08/03/18 
Consofrdalecl Edison Co oi Now York, fnc 121pp 44657 050 44857.170 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A, Appffcalion/constructlod stage (fccumants & correspondence 

8602250195 Generic Ltr 68 04 lo all nonpower reactor Itconseos re drslnbution of gems 
irra dialed in research reaclors Svc bsl onci 

MtRAQLlA.Fj Associate Director for Projecls (Po&t 8704 1 1 ) 88/02/23 Consolrdated 
Edison Co of New York, Inc lipp 44553345 44553 355 

0803220364 Generic Ltr 80 05 to all licensees of operating PWRs & holders of CPs for 
PWRs r<3 done acid corrosion ol carbon sl»jel reactor pressure boundary components 
in PWR plants Svc list end 

MJRAGLIA,F Associalo Director (or Proiects (Posi 87041 f) 88/03/17 Consolidaled 
Edison Co ol New York, Inc AOpp A4079 OQ4 44S79 128 


L Financial Information 

8803140300 CMS Energy Corp 1087 Annual RepI *' W/ 880309 ltr 
MCCORMICK, WT CMS Energy Corp 87/12/31 41pp 44713 075-44713 115 


Q Inspechon repojls, )E Bullallns & correspondence 

6802 2300 3 5 NRC Info Notice 08 006, "Forergn Objects in Steam Generators ” Svc lisl 
end 

ROSSI.CE Division of Opcrafronal Evenis Assessment (Post 870411) 88/02/29 
Consofidalod Edison Co of New York, Irc 1 18pp 44554 253 44555 009 

6803020036 NRC Info Notice 88 007, “Iratfvoileni Transferof Licensed Mall to Uncon- 
Irbllod Locafions " Svc list end 

CUNNINGhfAM.R E Division of Indubhaf & Medical Nuclear Safely (Post 870729) 
86/03/07 Consolidated Edison Co of New York, fnc t2pp 44673 001-44673 012 

0803048062 NRC Bulfetih 80 003, "Inadequate Lalch Engageoionl in HFA Type Latch 
ing Relay Mfg by GE " Svc fist end 

ROSSI.CE Divispon of Operalronal Evenis Assossmonl (Post 870411) 88/03/10 
Consolidated Edison Co of New York, fnc 120pp 44673 192-44673 319 

8003080148 NRC fnfp Notice 88 008, ’’Chenftical Reactions W/Radwasie Sofidificatlon 
Agenls Svc tisl end 

ROSSI.CE Division of Operational Events Assessment {Post 870411) 08/03/14 
Consolfdaled Edison Co ot New York, Ire 120pp 44772^253 44773 012 


8803140284 NRC Info Notice 88 009, ‘Reduced Reliabilily ol Sleam Driven- 
Feedwater Pumps Caused by In&labrfity of Woodward PG PL Typo GavirnufS 
list end 

ROSSI.CE Division of Operational Evenis Assessment (Posi 070411) 
ConsoJidaled Edison Co of New York, fnc 121pp 44857 058 44057 178 


DOCKET 50 331 DUANE ARNOLD ENERGY CENTER 


J. Insurance & indemnity information 

8003280216 Forwards Endorsements 60,69 & 70 lo MAELU Poficy Mf /2 fi Indus' 
ments 02.63 & 84 to NELfA Policy NF-2t4 

SAMUELS.JL Marsh & McLennan. Inc 88/03/21 DJNfTZ.I Oliico of NujiMi J5 t 
tor Regulation, Drreclor (Post 07041 1) 7pp 44912021-4491202/ 


P, Operating license stage documents & correspondence 

8802250195 Generic LIr 88 04 to all nonpower roaclor liccnseos re diSInbuCu ri N rj. •'i 
iiradiaiod m research reaclors Svc Lsl one) 

MIRAGLIA.FJ AssocraIG Director for Projects (Post 07041?) 08/02/23 CojiSu' h' j 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 

8803030202 Forwards Amend 1 19 to Lreenso DPR 49 & safely ovalualion Ariii r^f r 
vises Tech Specs lo modify surveillance requrrcmenl tor orcsol gorieraloi ir'‘( s ' i 
annual msps lo once per operating cycle 

HALL.JR Project Directorate Ilf-3 88/02/23 LIU.L Iowa Electric light S F5)„ r i j 
2pp 44566 090 44566 097 

-8003030220 Amend 149 to License DPR-49, modifying surveiltanco rcqurrmi nj U 
diesel generators annual insps to once per operating cycle 
PERKINS, KE Project Directorate III 3 80/02/23 4pp 44566 092 4-1 5 &bt>9 5 

-0803030223 Safety evaluation supporting Amend 149 to License OPfl 49 
* Office of Nuclear Reactor Regulation. Director (Post 070411) 80/O2//1 
44566 096 44566 097 

6803220384 Generic Ltr 88 05 to all licensees of operating PWBs & holilors ol i f> 
PWRs re boric acid corrosion of carbon steel reactor orossuro boiiMdarY 
in PWR plants Svc list end 

MIRAGLfA.F Associate Oirector (or Proiects (Pose 870411) 08/03/17 Conin' ir i 
Edison Co of New York, Inc 43pp 44879 084-44879 126 

8803310124 Withdraws 861203 application re proposed change lo Tech Jipi cs fcri< "" 
rng method of testing two standby fiquid control sys primary conitiiiinK’nl IkiumJ 
valves 

ROTHERTWe Iowa Efeclric Light & Power Co 88/03/23 MURiryj OII<l.u'u^ f.’j 
clear Reactor Regulation, Director (Post 870411) ip 44915 350 44916 3511 


Q. Inspection reports, j£ Bulletins & correspondence 

8803030202 Forwards Amend 149 to License OPR 49 & safely ovalualicn Auki J n 
vises Tech Specs lo modify surveillanco requirement lor ciiesot goncnitor insjvjbL' 
annual insps lo once per opetdlmg cycle 

HALL,JR Project Direclorate III 3 00/02/23 LIU.L Iowa Efeclric Lidit A Poai-i IC 
2pp 44666 090 44566 097 

-8003030220 Amend 149 to License DPR 4 9, modifying surveiflanco rcquuem iil 
diesel generalors annual insps lo once per operating cycle 
PEflKINS.KE Project Directorate Ilf-3 88/02/23. 4pp 44566 092 445G6 095 

0803070250 Forwards response to violations noted in Insp Ropl 50 331/^0 07 IL- 
sponse withheld (ref 10CFR2 790 A 73 21) 

ROTHERT.WC Iowa Electrre Light & Power Co 88/02/24 DAVIS.AU flegicnO O'; 
ol the Director Ip 44656 029 44656 029, 

8803090015 Forwards response to fnsp Ropt 50 391/00 02 End withficM (r-if 
10CFfl2 790 & 73 21) 

ROTHERT,W C Iowa Electric Light & Power Co 80/02/24 OAVIS A 8 Rogion 3 O'; 
of the Director ip 44674 050 44674 050 

0802230036 NRC fnfo Notice 88 006, "Foreign Oblecls m Steam Genoralors " Svcid 
end 

ROSSI,CE Division of Operational Events Assessment (Post 670111) 
Consolidated Edison Co of Now York, Inc 1 18pp 44654 253-44555009 

8803020036 NRC Info Notice 88 007, "Inadvertent Transfer of Licensed Mnlf lo UnCCn 
trolled Locations Svc list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 87072^1 
80/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001 44873 012 

8803040062 NRC Sulfetin 08 003. "Inadequate Latch Engagoment in HFA Typo Lakh 
Ing Relay Mfg by GE ” Svc list end ^ 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 8-fi/OJjfO 
Consolidated Edison Co of New York, Inc 128pp 44673 192 44673 319 

8003000148 NRC Info Notico 80 008, "Chemical Reactions W/Radwasto Sefiditca'ai 
Agents," Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/11 
Consolidated Edison Co of New York. Inc 120pp 44772 253 44773 012 

8003140204 NRC Info Notice 88 009, "Reduced Rdlabllily of Steam Driven AwiNS-’j 
Feedwaler Pumps Caused by Inslabifity of Woodward PG PL Typo Governors " S7, 
(ist enci 

ROSSJ.CE Division of Operational Events Assessment (Post 070411) 88/03/ IB 
Consolidated Edison Co of New York. Inc 121 pp 44857 068-44857 178 


R Periodic operating reports & related correapondence 

8803020128 "Personnel Whole Body Exposures for CYQ7 " W/880222 ltr , . 
HANNEN.R L Iowa Efeclric Light & Power Co 87/12/31 2pp 44644 156 44544 15/ 
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8803040278 "Semiannual Rept Radiaaclivo EflluGnl Releases Jor Jul-Dec 19B7'' W/ 
880222 itr 

• Jowa Electric Light & Power Co 07/12/31 DAVIS, A B Region 3, Ole of the Direc 
lor B1pp 44574 008 44674 169 


8803070264 "1987 Annual Rept of Facility Changes, Tests, Expcrimenia & Safety & 
Relief Valve Failures & Chaltenges ’ W/080229 Hr 

ROTHERT.WC Iowa Electric Light & Power Co 07/12/31 MURLEYJ Office of Nii 
clear Reactor Regulation, Director (Post 67041 1) 44pp 44642 331 44643 014 


8803230205 Monthly operating repi lor Feb 1988 W/880315 Itr 
MILLER, L, HANNEN.R L Iowa Eloclric Light 8 Power Co 88/02/29 7pp 44064 183 
44864 189 


S Reportable occurrences, LERs A related corrosponifencc 

8803220026 Part 21 rept re tlofecl in operation of gas monilors using lixed filters Initially 
reported on BB02 12 Caused by error m softv/aro lor monilorb Vendor testing mod to 
software & in inlerim recommends changing tillers every 4B h 
STANLEY, LA Kaman Instrumonlation Corp 8B/02/22 Region 4, Ole of the Direclor 
3pp 4484B327 44848 329 


V Operator Examinations 

8803240416 Forwards revised guidanco lor Inal NRC regunlifi cation exams ru lessons 
learned from exams administered nl HQ Robinson plant in Doc 198/ W/o end 
WRIGHT, GC Region 3, Ofe of Ihe Director 08/03/ IB LIU, I Iowa Eloclric Light & 
Power Co tp 440BO 204 44000 204 


8803210437 Forwards safety ovakiatian & technical evafugtion rop>1 re B70916 18 preirn 
piemen lation audit of plant DCRDR Oper^ items identitred Suppiemenlal summary rept 
addressing each of idonliliQd items requested within 60 days of Ur receipt 
ABELSON,H Project Directorate I 1 88/03/14 BRONS.J C Now York Power Author 
4y (formerly Power Authority of the State of Now York) 2pp 4473B 198-44730 221 

-8B03210444 Safety evaluation ro util DCRDR Licensee sliould provide responses & 
rosofulioris to open items in order lo fully satisfy DCRDR roquiremonts in NUREG 
0737 

’ Office of Nuclear Reactor Renulation, Director (Post 870411) 08/03/14 22pp 
44738 200 44730 221 

Q803170185 Forwards 'Hydrogen Water Chemistry -(HWC} Sys for Plant" for review S 
approval Implomcntalion of HWC sys will help mitigale IGSCC in signless sleet recir 
culalion piping Response requested withm 60 days trom Itr dale F ee paid 
BRONS.J C New York Power Aulhority (formerly Power Aulhonty of Iho State of New 
Yoik) 08/03/ 15 Dociinnem Control Branch (Docuincrt Control Dosk) 3p|) 
44754 127 44754 152 

**0803170167 ‘'Hydrogen Water Chemistry Sys for James A FiUpatfick Nuclear Power 
PPanl” W/Ihree over&iza drawings 

* Now York Power Aulhority {formerly Power Authority of iho Slate of Now York) 00/ 
03/15 23pp 44764 130 44754 152 


8Q03220364 Generic Hr 88 05 to all licensees ol opornting PWRs & holders of CPb for 
PWRs ro boric acid corrosion of carbon steel reactor prossuro boundary componcnls 
in PWR plants Sve list onci 

MIRAGLIA.F Assoctalo Director lor Prai&cls (Post 870411) OB/03/17 Consolidntecl 
Edison Co of Now York. Inc 43pp 44079 084-44B79 126 


DOCKET 50*333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & firo protection plana 

8803140393 Forwards nfnencled Rev 0 to pfiysical socurily plan Amended rnv wilhhold 
(ref 10CFR73 21 & 2 700(d){l}) 

BR0NS,J C Now York Power Authority (formerly Power Authonly ol the Stale o-f Now 
York) 88/03/07 Documont Conlrol Branch (Documont Conlrol Dosk) 2pp 
44705 257 44705 25B 

8803220061 Forwards Safety Insp Rept 50-333/80*02 on B80125 28No vdolalions 
noted 

DLfRR,JP Region 1, Ofc of the Diroclor 08/03/16 CONVCnSE,RJ Now York 
Power Aulhority (formerly Power Aulhority of ifio Slate of Now York) 2pp 44774 319 
44774 329 

”0803220064 fnsp Rept 50 333/80 02 on 880125 28 No violnlions nolod Major areas 
inspected fire protoctlon/provention program, including program administration & 
organization, other adminislralivo controls & oquipmmil malnl 
KRASOPOULOS.A , ANDERSON, C Region 1. Ofc ol Iho Diroclor 88/03/10 9pe 
44774 321 44774 329 


080324005B Forwards SER ro rovinw ol H51101 response to 05061/ request lor inin 
concorninq SPDS Inadoquato |uslificalion for nol including info in SPDS design neres 
sory lo moot roquiremonls ol Suppt 1 to NUREG 0/37 providod No safety quoslions 
noted 

ABELSON,HI Proiccl Directorate I 1 00/03/18 BRONS.J C New York Power An 
ihority (formerly Power AulhorHy of thn Stale of Now York) 2pp 44855 2D1 
44855 323 


**6603240415 Safely ovolualian sunnorling conlinuod implomnnhilion of SPDS No son 
OLis safety quobtions IdonlifiodSPDS ptiusI bo modilied to inducki ileriis including 
source ranqo monitors in order to nieol require men is ol SuppI 1 lo NUREG 073/ 

* Olfico of Nuclear flenctor Regulation, Diroclor (Post 870111) 88/03/10 31pp 
44855 293 44G55 323 

8Q03240283 Advises that based on util 070415 rosponso.slandby liquid control sys 
moots all applicablo roquiromenls of ATWS rulo. l0CFn50 62 Acldl info dolinontcd in 
oncI nootfod lo cornpfoto rovJow of a! tomato rod insartion sys 
ABElSON,MI Proincl Dprcclorato I 1 00/03/16 BRONS.J C New York Power Au 
Ihorily (formerly Power AuUiorily ol the Slato of Now York) 4(i|> 44007 206 
44807 209 


0, tnspoctlon roporls, IE Dullotlns & corrosponclonce 


H. General corrospondonco 

8803140139 Forwards errata shoot lo 070928 bubmilldl ro NURCG-t150, coffcctod 
pages & draft version of oxecutivo summary 

SPECTER,H New York Power Aulfiority (formerly Power Authonly of Iho Slnlo of New 
York) 87/11/04 RYDER, C NRC No Dotallocf AlfiliQllon Qivon 22pp 44609 001 
44671 150 

”6710210209 Commorn opposing drafi NUREG*! 150, "noactor Risk Rof Document" 
Reduced uncertainty in risk assossmont found to bo significant w/rospocl lo NUREG* 
11 SO NUREG also doos not consider vnluo of operator actions AddI commonia end 
BRONS.J C Now York Power Authority (formerly Power Aulhonly ol the Stalo of Now 
York) 67/09/28 Rules A Procoduros Branch 056pp 44669 023 44671 150 


P Operating license stage documents & corrcspondonco 

8603010130 Provides rosponso lo Generic Ltr 08 0? ro ISAP II Generic Hr does not pro 
vide sufficient info for authority lo make final decision ro parlicipallon in ISAP 
II Recommends mooting w/NRC lo discuss issue 

BRONS.J C New York Powor Authority (formerly Power Authonly ol the Slato of Now 
York) 88/02/22 Documont Control Branch (Documonl Control Dosk) »6pp 
44535 290 44535 305 

8B022S0195 Generic Ltr 88 04 to all nonpowor reactor liconsoos ro distribution of gems 
irradiated in research reaclo/s Sve list onci 

MIRAGLIA.F J Associate Diroclor for Projects (Post 070411) 88/02/23 Consolidated 
Edison Co of New York, Inc 1 Ipp 44653 345 44553 355 

8B030700B5 Nolificatlon of 880310 mooling w/util In Rockvillo.MD lo discuss Tech Spec 
ro transfer of rosorvo power for plant 

ABELSON.H I Projocl Directorate I 1 00/03/02 CAPRA, R, A Proloct Diroctorate I 1 
3pp 44607 148 44607 150 

8603210329 Forwards SER accepting util deviations from Reg Guido 1 07 for oncli post* 
accident monitoring variable w/oxception of neutron (lux Exlslmn fioulron llux instru 
mentation accoploble for use in Inlerim pending [mplemonlalion ol sys 
ABELSON.H Proved Dfrectora to 1-1 80/03/14 BRONS.J C New York Power Author- 
ity (formerly Power Aulhority of Iho Slato of New York) 2pp 44760 055 44760 078 

*'^8552 10346 Safely evaluation accQptln.g util justification for deviations from Reg Guide 
1 97 for posl-accldonl monitoring variables 

• Office of Nuclear Reactor Regulalion, Director (Post 870411) 80/03/14 2pp 
44760 057 44760 050 

1 "Conformance lo Roq Guido 1 97 - Fitzpatrick ” 

UDY.AC EG&G Idaho, Inc (subs of EG&G, Inc) UOY,AC IdahoNationalEnttineof- 
ing Laboratory FIN A 6483. EGG-EA-7040 R01 87/11/30 NRC No Delailcdf Aff di- 
al ion Given 20pp 44760 059 44760 078 


0003000282 Rosponrfs lo NRG IE Gullolin 67 001 '‘rhinning ol Pipe Walls in Nuclear 
Power Plants " DDscription of offorla to {involop piping in'Sp program to dotucl ero 
sion/corroston of suscoplilrlo sys.skolchob & lypcccil datii shool onci 
CONVERSE, nj Now York Power Authority (lormefly Power Authority of lIvQ Stale ol 
Now York) 07/09/10 Roqion 1 . Otc of Iho tDlreclor 15pp 4466/ 071 44667 005 

8002230035 NRC Info N0I1CQ 88 006, "Foraiyn Objects in Sloarn Gunorators " Sve In. I 
onci 

ROSSI, CE Division of Oporalianal Evonts A-nsossniunt (Post 070411) 86/02/29 
ConsoNdntod Edison Co of Now York, Inc 1 lOpp 44554 253*44555 ODO 

0003020036 NRC Info Notice 88 08/, "Inadvertent Transfo/ of Licensed MntI lo Uncen 
1 rolled Local lens " Sve iisl end 

CUNNINGHAM, R E Division of Induslria! & Mndical Nuclear Safely (Post Q78725) 
aa/O'T/or ConsoNcfatad Edison Co of Now York, Inc 12pp 44673 001 44673 012 

8803040062 NRC Gullolin 88 003, ' liiadoqunlo Latch Cngagornenl in UFA Typo Lalch 
ing Rolay Mfg by GE " Sve list onci 

ROSSI, CE Division of Oporalional Cvonls Assossmont (Post 870411) 88/03/ 10 
Consolcdated Edison Co of New York, Inc 12flpp 44G73 192*44673 319 

08D308014B NRC fnlo Nolice BB 008, "Choinical Roactrons W/Radwasle Solidificalion 
Agonls " Sve list end 

ROSSI.C E Division of Oporalional Events Assessment (Post 870411) 08/03/14 
Consolidated Edison Co of Now York, Inc 120pp 447/2 253-44773 012 

0003220239 Forwartfs Insp Ropl 50-333/8/ 25 on 0711 17-19 No violations not ad 
DURR.JP Region 1. Ofc ef the Direclor D8/03/15 CONVERSE.R J Now York 
Power Aulhority (formerly Power Authority of tho Stnto of Now York) 2nn 447/5 1 15 
44775 121 


■0803220240 Insp Rent 50-333/07*25 on 671117 10 No violations noted Major areas 
Inspected followup of status ol open itoms & work in response to IE Du1lotir> 79 14 
CHAUDHARY.S K . STROSNIDER.J n. Region 1, Ole of Iho Diroclor 08/03/02 6pp 
44775 117 44775 121 


6B03220061 Forwards Safely Insp Ropl 50 333/00 02 on 08 0125 20 No violnlions 
noted 

DURR.JP Region 1. Ofc of Iho Diroclor 8B/()3/16, CONVERSE.R J> Now York 
Power Aulhority {formorty Power Authority of Iho Slnlo of Now York) 2pp 14774 3 19 
44774 329 


'6803220064 Insp Ropl 50*333/88 02 on 650125 28 No violations nelod Major areas 
inspected firo proloclDon/provenKon program, including program adminislrnlion A 
organ! zation.othor administrative controls & equipment rnamt 

KhASOPOULOS,A , ANDERSON.C Region t, Ofc of lha Direclor 80/03/10 9pp 
44774 32 1 44774 320 
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8803140264 NRC lr1o Notice 80 009, Reduced Reliabilily of Sleain Driven AuxiFrary 
Feedwaier Pumps Caused by fnsiabriiiy of Woodward PG PL Type Governors Svc 
fist encL 

ROSSI.CE Divi&'on ol Operalional Evenis Assessment (Post 370411) 08/03/lB 
ConsoP'ciated Edison Co of New York Inc I2ipp 44857 058 44857 l7a 

8303280295 Submits into re inservice insp program for welds & supports relief 
requests Ubl plans to inspeci vessel welds according to code using ullrasonic magnet 
iG wbeel crawfer ft willid/arv relief request R13 

BRONS.J C New York Power Aulhonty (formerly Power Autbonty of Ihe -Slate of New 
York) 88/03/23 Documeni Control Brancd (Documcni Control Desk) 4pp 
4491? 142-44912 145 


8803180169 Advises lhat inadequalo core cooling inslrumoniaiion msealfaiidoconTp-'i 
& sys operability estabfistied.per NRG 870512 request 

SIEBERJ D Duquesne Light Co 00/03/04 Document Control Branch i 

Conifol Desk) Ip 44705 124 14705 124 

8803280284 "Reactor Conlainmeni 0ldd Local Leak Rale Test ' W/fl603l5 IP 
PATTERSONJ S . ZYRA.T G SlEBER.J D Duquesno LighI Co 00/03/01 
44303 220 44903 241 

8803150308 Forwards payment of license amend application (co iii aocotJj'K^ * 
10CFnt70 

VASSELLO,J V Ouquesne Light Co 89/03/07 License Fee Manarienient Branch i; 
44716 360 44716 360 


R Periodic operating reporfs ft related correspondence 

0803110074 "JA FdzpaincK Nuclear PoAer Plant 10CFR20 407 Repl.CY87, ’ W/efiOSO? 
Itr 

CONVERSE R J New York Power Authonly (formerly Power Aulhonly of the Stale of 
New York) 87/12/31 2pp 44675 001 44675 002 

8803140078 ^fonlhly operaling rept for Feb 1 986 W/880309 Itr 
COOK.J , CONVERSE R J New York Power Authofity (formerly Power Authority ol the 
Siale of New York) 88/02/29 6pp 44702 309 44702 313 


S. ReportabJe occurrences, UERs ft related correspondence 

8803010328 LER 87 013 01 on 870905 spurious trip umt gross failure alarm & aulo iso 
fation of RCiC sys occurred Cause o( failure could nol be determined Sys monitored 
for 24 h vr/o gross farlure Sys returned to svc on 870907 W/800224 Hr 
KE/TH.H N , CONvERSE,R J New York Power Auinority (formerly Power Authority of 
the Stale of Now York) 88/02/24 4pp 44551 064 44551 067 


DOCKET 5D-334 BEAVER VALLEY PQWER STATION, UNIT i 


F. Secu/fty, medical, emergency ft fire protection plans 

8803040270 Forwards Rev 3 to Issue 4 of physical seci/rily plan Changes include instaF 
lalron of balanced magnelic switch alarm sys & correction to Ians spec for closed err* 
cuil TV caiTioras Eraci withheld {rol 1DCFR2 790(dJ ft 73 21) 

SlEBER.J D Duquesno Light Co 88/02/26 Document Control Branch (Docu.monl 
Control Desk) 2pp 44895 056 44895 057 

8803150285 Issue B,Rev 3 to Emergency Plan Irnplemenling Procedure, Vol ll,EPP/M, 
''flecognilion ft Classification ot Emergency Condi lions " W/080304 ftr 
LACE'^WM, SIEDERJD Duquesne Light Co B8/03/04 17tpp 44683 223 
44634 032 


d Irsurance & Indemnity fnformailon 

0802290318 Forwards Endorsements 1 & 2 to NELIA Certificate N 130 ft MAELU Certd* 
icat© MW-59 

0ARNETTJE Conover -ft Ass ociaios Inc 88/02/25 DINITZ,f Olfreo of Nuclear Re- 
actor Regulation. Director (Post 870411) 21pp 44552 190 44552 210 

880321 0039 Providas info re property damage insurance coverages for plant in Borough 
of Sh^ingporlPA 

SlEBER.J D DuquGsns Lrghi Co 88/03/09 Documeni Control Branch (Document 
Control Desk) 2pp 44798 216 44798 217 

8803210030 Forwards Endorsement 68 to NELIA Poky NF'226 ft Erfdorsement 76 to 
MAELU Policy MF-fl? 

BARNETT, JE Conover ft Associates, fnc 88/03/14 DiNITZ,! Office of Nuclear Re- 
ac lor Regulation, Director (Post 870411) 3pp 44001 104-44801 106 


P, Operating license stage documents & correspondence 

6603030174 Forwards radial peaking factor limit report Cycle 7 
SlEBEft.J.D Duquesno Lighl Co 87/12/26 RUSSELL, WT Region 1, Ofc of Ihe Di 
rector 3pp 44566 074 44S66 076 

8802250195 Generic Ltr 88 04 to all norpower reactor freensoes re distribution of gems 
irradiated in research reactors Svc list end 

MfRAGLlA.F J Associate Director for Projects (Post 870411) 68/02/23 Consolidaled 
Edison Co of New York, Inc 1 Ipp 44553 345 44553 355 

69030I0D59 Forwards semiannual radroaclivo ofifirent release rept for second six 
months of 1987 Rept contains info required by Reg Guide 1 21, Rev 1 ft Tech 
Specs Oltsile dose calcirtabon manual for both unils atso one) 

CAREY ,J J Duquesne light Co 89/02/25 Documen) Control Branch (Document 
Conirol Desk), 3pp 44532 284-44533 326 

-8003010086 Rev 0 lo Issue 2 to '’Oflsite Dose Calculation Manual 

• Duquesne Light Co 07/07/23 162pp 44593 018 44633 169 

8S03028294 Headquarters da^ly rept tof 880225 

* Ofc of Special Projec Is 88/02/25 ISpp 44566030 44566 049 

8B03160121 Forwards impJementaiion plan to winch SPOS wll be evOlu^ted.per 870408 
request Results of plan will form basis for plant specific SAR 
SIEGER, JD Duquesne Lighi Co 80/03/02 Document Conirol Branch {Documeni 
ComrotDe&k) 4pp 44705 120 44705:123 

80O3Y4O332 Forwards addi info re ATWS mitigaiion sys actuation circuilry output Isola- 
tors qualificalion testing to complete review of AM SAC design for plant 
SfEBER.J D Duquesne light Co 68/83/03 Document Control Branch (Document 
Control Desk) 2pp 44712 295 44712 296 

8003160287 Forwards response to Generic Ltr 68 03. ''Resofuljon ot Generic Safety 
Issue 93, Steam Binding of Auxiliary Feedwater Pumps Both units use operating fogs 
to monitor flurd conditions within auinfiary feedwater sys on 8 h shill 
SfEBEfl.J D Duquesne LigJil Co 88/03/03 Document Conirol Branch (Document 
Control Desk) 3pp 44721 357 44721 359, 


8803220139 Forwards Amend 121 lo License DPR 66 ft safely ovakiaiioa An- i 
changes Tech Specs to reflect position on radioactive effluent specs ft tjiiiJ>'3$ t 
into conformance w/Unit 2 ft Westinghouse STS 

TAM, PS Project Directorate i 4 60/03/14 SlEBER.J D Duquesne lir^M to Jfc 
44773 312-44773 332 

-B803220148 Amend 121 to License DPR €6, changing Tech Specs lo fell it 
technical position on radioactive effluent specs ft to bring specs inlo conlofininc* * 
Unit 2 ft Wostinghouse STS 

STOLZ.J F Project Directorate J 4 08/03/14 15pp 44773 314 44773 32fi 

-8803220164 Safety evaluation supporting Amend 121 to License DPR 65 
* Project Directorate I 4 88/03/14 4pp 44773 329 44773 332 

8603220364 Generic Ltr 88 05 to all licensees of operating PWRs ft holders ol CPd 
PWRs re bone acid corrosion of carbon steel reactor pressure boundary comper-:' •» 
tn PWR plants Svc lisl encJ 

MIRAGLIA.F Associalo Director for Projects (Post 870411) 06/03/1/ 

Edison Co of New York, Inc 43pp 44879 084 44879 126 

8803300108 Advises that util mods of components m barrel/paiilo rogon oifcA 'f 
vessel to upflow design & remove of fuel thimble plugs during sixlh rcluL-lmj 
.icceptable 

TAM.P S ProjecI Directorate f 4 80/03/23 SIHBER.J D Duqiiosno Light •( 0 
44900 333 44906 335 


Q, Inspection reports, IE Bulletins ft corrospondence 


0802290245 Nolilicatfon of 870605 SALP Mgl Meciing 07 080 w/utii In K'nj i/ 
Prussia, PA 

TRIPP.LE Region 1, Ofc of the Director 87/05/29 Region 1, Ofc ol ifJo (ViVv 
2pp 44552 186 44552 187 

0802230035 NRC info Nolfce 08 006, "Foreign Objects in Sleam Genrmfors* S,c »'■ 
end 

ROSSI.CE Division of Operalional Evenis Assessment (PosI 870411) Ufl'02//J 
Consolidated Edison Co of New York, Inc 1 10pp 44554 259 44555 009 

0803090173 Advises lhat 6801 15 Itr reviewed ft application of inslrumuntud imp k-h 
nique acceptable 

TAM.P S Project Direclorate 14 86/02/29 SJEBER.JD Ouquosno Light •To 
44657 291 44657 292, 


6003170031 Forwards Insp Ropts 50 334/88 03 ft 50 412/88 02 on 860125 2') ft r J ? 
of violation Weaknesses in areas of posimg ft labeling, oxternnl oxposuio cortk'ift 
ALARA also icfentifiecf 

BELLAMY RR Region L Ofc of the Director 88/03/04 CAREY, JJ IKigu^na U/i 
Co app 44726 062 44725081 


•0803170034 Notice of violalion from Insp on 880125 29 Violation notod on fiflOliori 
diologfcal controls technician entered Unit 1 containment while not drcsjail in noi.Ki’ 
ance w/nmn anliconlaminslion clothing requirements 
Region 1, Ofc Ol Ihe Director 80/03/04 Ip 44725 065 44725 065 


-8803170043 Insp Repls 50-334/89 03 ft 50 412/08 02 on 880125 29 VkjIiI 
noted Major areas Inspected licensea implementation of radiological conhols Frehc i-'’ 
during Unit 1 outage, diving operalions.poating ft labeling ft ALARA 
WEADOCK.A . MARKLEVCM . SHANBAKY.M Region 1. Ofc of the Director 
16pp 44725 086 44725 081 


0003020036 NRC Info Notice 00 007. "fnadvortenl Transfer of Liconsod Mntl le tJrKu> 
(rolled Locations " Svc fist end ^ , 

CUNNINGHAM.R E Division ol Induslnal ft Medical Nuclear Safety (PosI 
80/03/07 Consolidaled Edison Co of New York, Inc 12pp 44673 00144673 01/ 


0803210225 Responds to NRC 8ul[otin 88 001 re defects m Woslinghousp ^ifCul 
breakers Dnil 1 has no Weslinghouse DS circuit breakers used m CLih j t 
application Unit 2 reactor inp ft bypass breakers fnsp initiated per Info Notico 
SlEBER.J D Duquesne Light Co 80/03/07 Document Control Brani,h (Docunt^-l 
Control Desk) 4pp 44797 347*44797 350 

0803040062 NRC Bulfelin 80 003. "Inadequate Latch Engagement in tlFA Typfl latc7- 
ing Retay M(g by GE ” Svc Hat and f ^ 

ROSSLCE Division of Operational Events Assessment (Post 87041)) 6a/0jnD 
Consolidated Edison Co of New York, fnc, 128pp 44673 192 44673 319 


8803170044 Forwards Insp Rept 50 334/86-12 on 800303-08 Expresses concern 
parent failure to adequately conirol aclivitias which impact oporabiiily 01 Mub 
sys Enforcement conference schedufod for 800324 re event , . k, r* 

KANE.WF Region 1, Ofc of the Director 80/03/10 CAREY.JJ Duquesne Lighi LO 
3pp 44739 276 44739 207 


-8803170047 fnsp RepJ 50 334/80 12 on 880303-08 Violalion ft dovialion 
areas inspected 860303 event involving Inoperability of two of four hi hi con sinrrw ir 
pressure channels due lo placement of associated bisiablas 
TRIPP.L E Region 1. Ofc of Ihe Director 88/03/09 9pp 44739 279 4473926? 


6063210007 Forwards Safety Insp Repls 60 334/88 01 & 50 412/68 01 on 
02 1 5 No violations noted . 

lA/fGGINS.J T Region t, Ofc of the Director 08/03/10 CAREY.JJ Duquesrvei L<gM 
Cg 2pp, 44793 043 44703 074 
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-BB03J10Q08 Insp Repls 50-334/80 01 & 50 4I2/8B 01 on 880101 0215 No violalions 
noledMaior areas mspeclGd planl operahons, mainl aclivities, surveillance 

testing, diesel generator air start rnotor lubricalion lollowup & fitness for duty program 
TRIPP,LE Region t, Ofc of Ihe Director 88/03/09 30pp 44793 045-44793 074 

8803080148 NRG Info Nolice 80 008 ’’Chomtcal Reactions W/Radwasle Sotidilicalion 
Agents " Sve list enct 

ROSSI, C E Division of Operalional Events Assessment (Post 070411) 08/03/14 
Consolidated Edison Co of New York, Inc I20pp 44772 253 44773 012 

8803220119 Forwards Insp Repl 50 334/08 04 on 680201 05 No violations noted 
JOHNSTON, WV Region Ofc of tlio Director 80/03/16 SIEBER,JD Duquesne 
Ugbl Co 2pp 44787 338 44787 346 

*‘6003220130 Insp Rept 50 334/88 04 on 880201 05 No violations or deviations 
noted Major areas inspected insorvicc tost program implemenlation of pumps & 
valvesj^view of procedures & test results & test witnessing 

GOLLA,JA. GREGG H. EAPEN,P K Region 1, Ofc of the Director 88/03/03 7pp 
44787 340*44787 346 

8803220293 Forwards Insp Repls 50 334/88 07 a 50 412/80 04 on 080208 12 No vio 
lations noted 

GALLO.R M Region 1, Otc of the Director 80/03/16 SIEBERJD Duquesne Light 
Co 2pp 44787 037 44787 045 

“6803220299 Insp Repls 50 334/88 07 & 50 412/88 Q4 on 880208 12 No violations or 
deviations noted Major areas inspected licensee compitanca to NRC order to modify 
Unit I license re primary coolant sys isolation valves 

DEV,M. 0LUMBEHG.N Region 1. Ole of Iho Director 88/03/10 7pp 44787 039 
44787 045 

8803140284 NRC Into Notice 08 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors " Sve 
list end 

noSSI.ee Division o1 Operational Evenls Assessment (Post 870411) 08/03/16 
Consolidated Edison Co of New York, Inc 121pp 44857 050 44857 170 


n Periodic operating reports & related correspondence 

0803080159 "Personnel Whole Body Exposures for 1987 " W/080209 Itr 
BEVAN.A J , CAREY, J J Duquesne Ltght Co 87/12/31 2pp 44622 082-44622 083 

6903020200 Monthly operating repls for Jan 1968 W/680210 Itr 
WJNGER.MA, SIEBER.JD Duquesne Light Co B8/01/31 9pp 44509 119 
445B9 127 

8003040004 Discharge monitoring rept for Jan 1008 W/880225 Itr 
ORUQA,R J Duquesne Light Co 86/01/31 VARGA, S Office of Nuclear Reactor 
Regulation. Director (Post 87041 1} 20pp 44576 227 44576 246 

8003010059 Forwards semiannual radioactivo effluent roloase rept for second six 
months o1 1987 Repl contains info required by Reg Guido 1 21.Rov 1 & Tech 
Specs Offsite dose calculation manual for both units also end 
CAREY.JJ Duquesne Light Co 66/02/25 Documonl Control Branch (Document 
Control Dosk) 3pp 44532 284*44533 326 

‘■8003010073 "Semiannual Radioactive Efftuonl Rolease Ropl.SupplGmental Info for 
Second Half of 1087 ' 

* Duquosno Light Co 87/12/31 01 pp 44632 287 44533 017 

'■6603010096 Rev 0 to Issue 2 to 'Offsite Dose Calculation Manual " 

* Duquesne Light Co 07/07/23 152pp 44533 010 44533 169 

'■9003010092 Rov 1 to (ssuo 1 to "Otfsilo Dose Calculation Manual " 

‘ Duquesne Light Co 87/07/23 157pp 44533 170 44533 326 

0803100016 Headquarters daily ropl for 080303 

* Ofc of Special Projects 88/03/03 24pp 44661 029 44661 051 

8003160217 Submits annual rept of all chatlongos to prossurizer PORVs or pressunzor 
safoly valve s,p^er Tech Spec 6 9 15b 

SIEQER.J D Duquesne Light Co 88/03/03 Document Control Branch (Document 
Control Desk) 3pp 44703 236 44703 238 


S. Reportable occurrences, LERs & related correspondence 

B803040111 Special rept on 800t22,Qloclrical motor*driven tiro pump deefareef out o1 
SVC for corroclivQ maint due to packing leak Repair oclivilios will not be completed 
wilhin 7 days Temporary diosel tiro pump added to supply suppression sys 
LACEY.W S Duquesne Light Co 88/02/29 Documonl Control Branch (Document 
Control Desk) 3pp 44627 298 44627 300 


V. Operator Examinations 

8603010354 Notification of Licensee Meeting 87 093 on 070722 w/ulil m King of 
Prussia, PA to discuss roqualification evatuations & NRC expectations on fl censing 
exam 

TRIPP.L E Region 1. Ofc of the Director 87/07/16 Region 1, Ofc of the Director 
2pp 44551 11644651 117 


DOCKET 60^335 ST. LUCIE PLANT, UNIT 1 


F. Sociirlly, medical, emergency & fire protection plans 

8802240045 Forwards canal barrier status repl & summary of losting results for Dec & 
Jan Ends withheld (ref 10CFR73 21 & 2 79a(a)(3)) 

WOODY, CO Florida Power & Light Co 68/02/17 Document Control Branch (Docu* 
ment Control Desk) Ip 44749 206 44749 206 

8803100033 Advises that 860127 Rev 11 07 to physical security plan consistent w/pro 
visions of 10CFRS0 54(p) & acceptable Pago submillecJ w/rev also addressed Rev 
11-1 ro compensatory measures at intake canal Rev not received rn region 
CLINE. WE Region 2. Ofc of the Director G8/02/29 WOODY.CP Fforida Power a 
Light Co 3pp 44675 105 44675 187 


0003000442 Revised Emergency Plan Implemcnling Procedure 1101, "Offsite Emergen- 
cy OrganizaUon Duties of Emergency Control Oflicer ” W/GB0301 Hr 
CONWAY.W F riofida Power & Light Co 80/03/01 2tpp 44626 262 44626 202 

8003100064 Forwards Rev 13 to physical securdy plan Rov incorporates description of 
intake canal barrier Rev withheld (ref 10CFR73 21 & 2 790) 

CONWAY.W F Florida Power a Light Co 08/03/07 Document Control Branch (Docu- 
ment Control Desk) 2pp 44681 262-44681 263 

0003230248 Rev 18 to radiological emergency plan W/8Q03ie Itr 
CONWAY.W F Florida Power & Light Co 80/03/09 221pp 44795 108 44795 310 

B603250Q02 Forwards draft Rev D to IE insp Procedure 02412, "Emergency Response 
Facilities Appraisal" Procoduro will bo useri to verity Itiat emergency response facili- 
ties meet requirements of 10CFR50 47(b), App E & per SuppI 1 to NUREG-0737 
COLLINS.D M Region 2, Ole of the Director 86/03/16 WOOOY.CO Florida Power 
& Lighl Co 38pp 44962 142 44962 101 

0803250298 Forwards Insp Repls 50 335/08*03 & 50 389/88 03 on 800207 0305 No 
violations or deviations noted 

WILSON, BA Region 2, Otc of the Director 08/03/18 CONWAY.W F Florida Power 
& Light Co 2pp 44903 026 44903 038 

-‘8603260299 Insp Repts 60 335/88 03 & 50 389/08 03 on 880207 0305 No Violations 
or deviations noted Major areas insppctcd Tech Specs compliance, operator 
porlormanco, overall plant opciralions.QA practices & station & corporate mgl prac 
trees 

BIBB.HE, CRLENJAK.RV Region 2, Ofc of iha Director 80/03/18 11pp 
44903 020 44903 038 


G. Adjudicatory correspondence 

8803140106 Notice of appearance * Provides mfo.per 10CFR2 713(b) for appearance in 
proceeding Certificate of Sve end 

vOGLER.B H Assistant General Counsel for Hearings //1 80 5701 08/03/09 2pp 
44668 064 4466Q 065 

6803210D99 Request tor postponont of hearing & oral argumoni for adcJI 90 days * Peti 
lioner roq^uosls extension to prepare tor scheduled hearing 

RICH.C Affiliation Not Assigned //180 5860 88/03/09 Oflico of Iho Secretary of the 
Commission Ip 44731 309 44731309 

0803230(131 Licensee opposition to polilioner request for 92 day postponement of pre 
hearing conference * C Rich had reasonabfo amount of time to prepare tor prehearing 
conferonco Certificate of Sve one! 

REIS.H F rionda Power & Light Co REIS.t I F Newman & ttoHzinger //lOfl 5890 08/ 
03/14 Atomic Safelv and Licensing Board Panel 6pp 44701 07C 44701 081 

8803219108 Momorandum & order * Order denying pelilianGr request for poslpononiGnl 
of hearing & oral argument for add! 90 days served on 800317 
COTTER.BP, BRIGHT, GO COLE.R F Atomic Safely and Licensing Board Panel 
//188 5fl69 GB/03/16 3pp 44733 092-44733 094 

080321011.5 Informs that Staff made trnni no significant hazards dolermination &. issued 
amend expanding facility spent fuol storage capacity to 1,/06 fuel asscmhlios Amend 
& supporting safety evaluation distributed Tiy oriel 86031 1 memo 
YOUNG.MA Hearing Branch 4 //IBB 5670 88/03/17 COTTER.BP . BRIGHT.GO, 
COLE.R F Atomic Safety and Licensing Boaref Panel 5pp 44733 128 44733 132 


J, Insurance & tndomnlly Information 

8803220067 Forwards Endorsomonl 71 to NELIA Policy NF 227,Endorsomcnt 58 to 
MAELU Policy MF-88.En<fofSQnnenl flo to NELIA Policy NF 185 & Endorsement 75 to 
MAELU Policy MF 55 

CART6R.RJ Marsh & McLennan, inc 08/03/17 DJNITZ.I Office of Nuclear Roaclor 
Regulation, Diroclor (Post 8704 1 1) 5pp 44 /74 330 44774 334 


P Operating license stage documents & corrospondence 


B602250195 Generic Ltr 06 04 to all nonpower reactor licensees ro distribution of gems 
irradiated in research reactors Sve list oncf 

MIRAGLIA,F J Assodato Director for Projects (Post 870411) 80/02/23, Consolidated 
Edison Co of Now York. Inc 1 1pp 44553 346 44553 355 

0003010110 Forwards response to ISAP survoy from Generic Ltr OB 02 Industry/NRC 
seminar consisting of brief discussion by NRC followed by question & answer period 
would be bonoliciat to making decision on ISAP 11 program 

CONWAY.W r Florida Power & Light Co 88/02/26 Documonl Control Branch (Docu 
ment Control Desk) 3pp 44592 10J 44592 105 

8803010132 Forwards corrected end to util 870610 Hr re response to Generic Ltr 87 06. 
"Periodrc Verification of Leaktighl fntegnty of Pressure Isolation Valves " 

CONWAY.W F Fforida Power & light Co 88/02/26 Document Control Branch (Docu 
ment Control Desk) 2pp 44551 190 44551 191 

8003040163 Requests that aulher bo sent NRC correspondence ro plants at listed ad 

CONWAY.W F Florida Power & Light Co 68/02/26 Documonl Control Branch (Docu 
ment Conlrol Dos k) Ip 44633 133 44633 133 

0803030166 Forwards environ assessment & nolico of isauanco of environ assessment 
& finding of no significant impact per 0706 12 request ro liconso emend to change 
Tech Specs to accomodate proposed spent fuel pool expansion 
TOURIGNY.EG Project Direclorato 112 06/02/29 WOODY.CO Florida Power & 
Light Co 2pp 44558 061-44558 079 

“8803030162 Environ assessment re expansion of spent fuol pool Concluded that no 
significant radiological or nonradiofogical impacts associated w/ proposed spent fuel 
pool expansion & no significant impact on quality of human environ 
TOURIGNY.eG Project Directorate II 2 08/02/29 14pp 44550 063 4455B 076 
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-*afl03030l&a Notice ol issuance of environ assessment A finding of no significant 
irnpa-ri re proposed spent fuel pool expansion to faciMy por I0CFR51 
BERKOW H N ProjecI Dircclorale II 2 68/02/29 3pp d4558 077 44550 079 

0803070002 Forwards response to Generic Ltr 87-12.llerr 5, 'Loss ol RHR While RCS 
Pardally Ftlled & omitted Irom original submittal on 670910 

CONWAy,WF Florida Po*ver & Light Co 08/02/29 Doc urreni Control Branch (Oocu 
fnent Control Desk) 5pp 44627 313 44627 317 

8803180154 Forwards Amend 90 to License DPR 67 & safCJty evaluation Amend up 
grades Tech Specs dealing w/inservice insp of ASME Code Class 1.2 A 3 compo 
nenis & jnservico lesUng of ASME Code Class 1,2 & 3 purnps & valves 
TOURIGN't.EG ProjecI Directorate H-2 68/03/07 WOODY CO Florida Power A 
Lighf Co 3pp 44737 030 44737 125 

-8803180150 Amend 90 lo License DPR 67 upgrading Tech Specs dealiro w/ inservice 
insp of ASME Code Class i 2 & 3 componenis & inscArice testing of ASME Code 
Class 1 2 A 3 pumps & valves 

BERKOW H N Project Diftclorate 11 2 88/03/07 81pp 44737 039 44737 1 19 

-8003180161 Safely evaluation supporting Amend 90 to License DPR 67 
’ Otlice of fJLJclear Reaclor Regulafron. Director (Post 870411) 8B/03/07 6pp 
11737 120 417J7 125 

8803300199 Willulraws 880115 request lor roliel from offsite organisation Tech Specs 
to imDierreni changes in organization ol nucioar energy depi because ulil decided to 
maintain Tech Spec organization A submjl license amends 

CON WAV, W F Ftofida Power A Light Co 00/03/07 GRACE J N Region 2. Ofc of Iho 
Director 2pp 44904 206-44904 297 

8803210473 Forwards Amend 91 to License DPR 67 & safety evaluation Amend allows 
expansion ol speni fuel pool storage capaerty from current 728 fuel assemblies lo pro 
posed 1 706 fuGl asserr^blios Nolice of issuance S final determinalion end 
TOURNIGNT EG ProjecI Directorate II 2 08/03/11 CONWAY, WF Florida Power & 
Light Co 3pp 44730 238 14738 334 

- 8803210477 Amend 91 to License DPR-67,allowing expansion of spent fuel pool stor- 
age capacity from Current 728 (uoi assembires to proposed 1,706 fuel assemblies 
□CRKOW.H N Project Directorate II 2 00/03/11 epp 44730 241 44730 248 

- 8883210403 Safety evaluation supporting Amer^d 91 to Ucense DPR 67 

' Olfico of Nuclear Reactor Regulation, Director (Post 070411) 80/03/11 26pp 
44730 219-44736 274 

-^6603210480 Notice of issuance ol Amend 91 to License DPR 67 A final dotormination 
of NSfIC Amend alfows expansion ot speni fuel pool storage capacity from curronl 
720 fuel asscrnbliis to proposed 1,706 fuel assembPie^ 

TOURfGNY.EG ProjecI Dircclorale If 2 00/03/11 3pp 44736 275 44738 277 

-0803880060 'Technical Evaluation R opt, Evaluation of High Density Spent Fuel Rack 
Struclural Analysr<5 for St Lucre Plant Unil 1 " 

DEGRASSI,G Brook f laveri Naltonal Lad oratory FIN A 3841 08/02/29 Office of Nu 
clear Reaclor Regulation Director (Post 6704 1 1j 57pp 44736 278 44738 334 

6B03250107 Forwards request far adcit info re ulil 880203 requosi lor oxomplion from 
lOGFn20,A;>p A for worker respiratory prot(*ction apparatus Flosponso roquestod 
wnhiM 45 days of Hr dale 

TOURfGNY,EG Project DirectoMte II 2 88/03/16 CONWAV,Wr Florida Power S 
LrghiCo Opp 41059 208 44859 215 

8003220364 Generrc Llf 80 95 lo all licen^seos of operating PWRs A holders ol CPs for 
PWRs fo boric acid corrosion of carborr steel rcactcw pressure boundary componertls 
m PWR planls Sve list end 

MIRAGLIA.F Associate Difoclor (or Projects (Post 070411) 88/03/17 Cotisofrdaled 
Edison Co of Now York, Inc 43pp 44079 084 14879 126 


0 Inspection reperts^ IE Bullollns & corrospondonco 

8003176090 Ack receipt of 0801 M submiltaf of analytical resulls of spiked irqurd 
samples per Insp Ropls 50 335/87 24 & 50 369/87 23 Comparison of results to 
known values A acceptanc<? criteria for comparisons end for info 
COLLINS.OM Region 2, Ofc of the Director 60/02/19 WOODY, CO Flontfa Power 
& Light Co 4pp 44710 355 44710 358 

6903010103 Forwards commonU ro details of SALP Ropls 50 335/67 28 & 50 309/67 
27 Implements lion of inlegialorf kving schedule at facility would not provide addi bone 
lit lo ulil or NRC at current Irmo 

CONWAY, W F Florida Power & Light Co 80/02/25 Documonl Control Branch (Docir 
mont Control Desk) 2pp 44552 070 44S52 071 

8803169264 Discusses Envpron Ouafilrcntion Insp Repis 50 335/66 00 & 50 369/86 07 
on 660331 0104 & forwards notice of violation jnsp icfenlified seven deficiencies claa 
sified as potenliaf enforcem ant /unresolved Hems 

HERDT.A R Region 2. Ofc of the Direclor 09/02/25 WOODY ,CO Florida Power & 
Light Co 2pp 44697 044 44697 047 

-6803160271 Notice of violation from insp on 860331 0404 Viofation noted environ 
ualification files did not adoqualoly damonsimte qualification of varrous equipment & 
ata in file were inaudilable in lhat info was not documented 
HE RDT, A R Region 2, Ofc of the Ojrectcr 66/02/25 2pp 44697 046 44637 047 

0802230035 NRC Info Notice 68 006, "Foreiign Objects In Steam Gonoralors “ Sve fisl 
end 

ROSSI,C E Division of Operafional Events Assessment (Posi 070411) 88/02/29 
Consolidated Edison Co of Now York, Inc IIBpp 44554 253 44555009 

B693170056 Forwards Insp Ropts 50 335/88 01 & 50 389/80 01 on 800103 0206 No 
violations or deviations noted 

WILSON, BA Region 2, Ofc of the Director 80/03/02 WOOOY.CO Florida Power 6 
Ligh! Co 2pp 4471 1 044 44711 051 

- 8003170060 rnsp Repis 50-335/86 01 & 50-389/08 01 on 080103 0208 No violations 
or deviations noied Major areas inspected Tech Spec comnliance^operalor 
performarrce.QA p radices, overall plant operations & station & corporate mot prac 
tices 

SIBB,H E , CRLENJAKiR V Region 2, Ofc of the Direclor 86/02/29 6pp 4471 1 046 
44711051 


8003170021 Advises ol special msp inilialive m late siagos of planning cniilfcd, ' Emc:- 
gency Operating Proceduro (EOF) Insp Program ’’ Program purpose is lo verify techni 
cal accuracy of EOPs Insps to be performed in Apr Jul 1908 

REYES, LA Region 2, Ofc of the, Director 00/03/04 WOODY,C 0 Florida Power & 
Light Co 2pp 44711 171 44711 172 

8803020036 NRC Info Noirce 08-007 "Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations " Sve lisl end 

CUNNINGHAM.R E Division of tndusirial & Medical Nuclear Safely (Post 870729) 
68/03/07 Consolidated Edison Co of Now York, Inc I2pp 44673 001 44673 012 

8803110149 Responds to violations noted in Insp Ropls 60 335/87 31 & 60 366/67 
SOCorreclive acl ion Inverter 1MD restored lo normal operation, nonticonsod opcraior 
counseled & procedure ro control of infrequent operations under development 
CONWAY.WF Florida Power & Light Co 60/03/07 Document Control Brunch (Docu 
meni Control Desk) 2pp 44681 071 44681 072 

8003180154 Forwards Amend 90 to License DPR 67 & safety ovnlualion Amend up 
grades Tech Specs dealing w/inscrvicG insp of ASME Code Class 1,2 & 3 compo- 
nents & inservice testing of ASME Code Class 1,2 & 3 pumps S valvos 
TOURIGNY.EG Projecl Direclorale 112 88/03/07 WOOIDY.CO Fforida Power & 
LrghlCo 3pp 44737 036 44737 125 

-6003180150 Amend 90 lo Liconse DPR 67.upgrading loch Spocs dealing w/ insorvico 
insp of ASME Code Class 1.2 & 3 components & inservice tosling of ASME Code 
Class 1,2 & 3 pumps & vaWos 

□ERKOW.tf N Projecl Directorate M-2 06/03/07 OIpp 44737 039 44737 1 19 

-8803100161 Safety evaluation supporting Amend 90 to License DPR-G? 

• Office of Nuclear Reactor Regulation, Dirccior (Post 870411) 00/03/07 epp 
44737 120 44737 125 

9803040062 NRC fiulloUn 60 003, "Inadequate Lalcfi Engagement rn HFA Typo Lalch 
ing Relay Mfoi by GE ' Sve lisl end 

ROSSf.C E DiviSfOri of Operalional Events Assossmoni fposi 070411) 60/03/10 
Consolidated Edison Co of New York, Inc I28pp 446/3 192-44673 319 

6003300023 Ack receipt of 660219 ltr informing NRC of slops taken lo correct vfolaliOris 
noted in In&p Ropts 50 335/87 25 S 50 389/87 25 

WILSON.a A Remon 2. Ofc of the Oireclor 08/03/11 WOODY.C 0 Florida Pcwof & 
Light Co Ip 44901 077 44901 077 

88O3(>8(}t40 NRC Info Nolica 86 006, "CIromical Reactions W/Radwasto Sofidificalion 
Aaents ”■ Sve lisl end 

ROSSI, C E Division of Oporalional Events Assessment (Post 870411) 06/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253 44773 012 

6003220106 Responds lo NRC BulJetin 86 001 ro defects in Wostingliouso circuit 
breakers Plant does not use subj circuit breakers m any Class IE applicalions 
CONWAY.WF Ffoiicfa Power & Light Co 68/03/16 Documonl Control Branch (Docu 
maiM CoiMfOl Desk) 2pp 44B04 137-44604 136 

0003250002 Forwards draff Rev 0 to fE Insp Proueduro 02412, ' Emergency Response 
Facuilios Appraisal Procotiuro will be used lo verily Dial ornorgoncy rosporiso faciii 
ties meol requirements of IOCFn50 47(b),App E & per SuppI 1 lo NUmEG 0737 
COLLINS.DM Region 2, Ofc of t)io Director 88/03/16 WOODY, CO Florida Power 
& LighI Co 38pp 44962 142-4496? 101 

8003140264 NRC Into Notice 06 009, "noducod neliatiility of Steam Driven Auxilwry 
Feedwater Pumps (jaused iby Instability of Woodward PG-PL Typo Governors"’ Sve 
(IS1 end 

flOSSLC E Division of Oporahonal Events Assossmoni (Post 670111) 88/03/18 
Consolidated Edison Co of New York. Inc I21pp 44857 056 44057 170 

80P325O298 Forwards Insp Repts 50-335/80 03 & 50 369/86 03 on 660207-0305 No 
violations or deviations noted 

WlLSON,eA Regjon 2, Ofc ol the Director 66/03/10 CONWAY.WF Florida Power 
& Light Co 2pp 44903 026 44903 036 

-0803250290 Insp Ropts 50-335/66 03 & 50 3G9/8B 03 on 680207 0305 No vJolaliOfis 
or cfovralions noted Ma|of areas inspecled Tech Spocs complianco, operator 
porformoncQ.overall plant operations,QA praclices S sfallon & corporate ingl prac- 
ticos 

Oias.HE, CRLENJAK.RV Region 2. Ofc of Iho Director 08/03/16 lipp 
44903 028 44903 030 

0003260297 Responds to NRC 000225 fir ro violations noied m fnsp Ropls 50-335/86 
08 & 50-389/86-07 AjI environ qualificotron files have been roviowod, revised & can 
verled into doc pacs & placed urtdor control of drawing program 
CONWAY.W F Florida Power & Light Co 86/03/21 Documonl Control Branch (Docu 
ment Conirol Desk) 5pp 44013 070-44913 074 

0003300134 Advises that no planl-spccific action w/rospcct to NRC Bulletin 07-001, 
"Thinning of Pipe Wafis at Nuefoar Power Plants” required Info provided used to do 
tormjno oxtenl of indusliy par licipa iron ol orosion/corrosion msn programs 
TOURIGNYEG, EOlSON.G E Project Diroclorale 112 60/03/22 CONWAY.WF 
Florida Power 8t Lighi Co 4pp 44907 265 44907 260 


R. Pe/fodlc operating reports JL rolnled correspondence 

8003040124 "Combinod Semiannual Radioactive Effluent Release Ropt for Juf-DeC 
1987 ” wye8D229 ltr 

CONWAY.W F Florida Power & Light Co 87/12/31 30pp 44612 344 44613 012 

0003040314 “Annual Operating Rept.Sl Lucio Units 1 & 2 ” W/B60229 ltr 
CONWAY.WF Florida Power & Light Co 87/12/31 15pp 44629 274 44629 286 

8803240347 "Recorded Annual Whole Body Exposure for cy86 " W/BG0316 Ur 
CONWAY.W F Florida Power & Light Co 87/12/31 2pp 44864 313 44664 314 

8002220114 Forwards monlhly operating repts for Jan 1908 & corrected operaltng dala 
repis for Apr Dec 1 087 

WOOOY.CO FtOfida Power & Light Co 06/02/16 Document Control Branch (Docu 
manl Control Desk) Ip, 44523 2IG-44523 255 
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“6802220117 Monthly operating repts for Jan 1988 
GRANT, NW Florida Power & Light Co 88/01/31 17pp 44523 217 44523 233 

♦ 0802220122 Corrected operating data repts for Apr t9B7 
GRANT, N W Florida Power & Light Co 87/04/30 2pp 44523 234 44523 235 

“8602220125 Corroded operating data repts (or May 1987 
GRANT.NW Florida Power & Light Co 07/05/31 2pp 44523 236 44523 237 


J, Insurance & Indemnity information 


6003170319 Forwards Endorsements 1-2 to NELIA Certificate NW 107, Endorsements 
1 2 to MAELU Certilicate MW 202.Endorsemenls 1 3 to NELIA Certificate NW 70 & 
Endorsements 1-3 to MAELU Certificate MW IB 

O'CONNOR, DJ Marsh & McLennan, Inc 88/03/09 0INIT2,I Olfico of Nucloar Ro 
actor Regulation, Director (Post 070411) 137pp 44726 001 44726 142 


“8602220127 Corrected operating data repts (or June 1907 
GRANT N W Florida Power & Light Co 07/06/30 2pp 44523 238 44523 239 

“6002220129 Corrected operating data repts for Jul 1907 
GRANT.NW Florida Power & Light Co 07/07/31 2pp 44523 240 44523 241 

“6002220133 Corfectod operating data repts for Aug 19B7 
GRANT.N W Florida Power & Light Co 07/08/31 2pp 44523 242 44523 243 

“8002220139 Corroded data operating repts (or Sept 1987 
GRANT.N W Florida Power & Light Co 07/09/30 2pp 44523 244 44523 245 

"0802220143 Corrected operating data repts for Od 1907 
GRANT.N W Florida Power & Light Co 87/10/31 2pp 44523 246 44523 247 

"860222014$ Corrected operating dala repts for Nov 1907 
GRANT.NW Florida Power S Light Co 07/11/30 2pp 44523 248 44523 249 

"8B02220147 Corrected operating data repts for Doc 1907 
GRANT.NW Florida Power 8 Light Co 87/12/31 2pp 44523 250 44523 251 

8803250313 Forwards morMhIy oporaling repts for Feb 1988 & revised operating data 
repts for Jan 1960 

CONWAY.W F Florida Power & Light Co 08/03/15 Document Control Branch (Docu- 
ment Control Desk) Ip 44044 065 44844 086 

-6003250320 Revised monthly operating repts for Jan 1900 
GRANT.NW Florida Power & Light Co 80/01/31 4pp 44844 083 44044 006 


S Reportable occurronce8> LERs & related correspondence 

8603110151 LFR 00 001 00 on 800205, HPSI pump C started due to Spurious trip & Im- 
mediate reset of breaker Caused by personnel error Breaker replaced Equipment to 
be evaluated by vendor W/ 000307 Itr 

CONNOR.J W , CONWAY, WF Florida Power & Light Co 60/03/07 4pp 44675 003- 
446/5 006 

0803140389 LER 08 002 00 on 6802 10, discovered that leakage on containment radi 
alion monitor isolation valve FC\/-26*1 exceeded Tech Spec limits Caused by dirl ac- 
cumulation & stem corrosion ValVG actuator stem cleaned W/0B03 10 Ur 
MENDOZA.VN, CONWAY.W F Florida Power & Light Co 08/03/11 5pp 
44702 071 44702 075 

0003290210 Special ropt on 000314,sl©am generator blowdown bldg exhaust noble gas 
radiation monitor laded Caused by failed central processing unit processor 
board Portable particulate, iodine & noble gas monitor Installed untd new monitor in 
place 

CONWAY.W r Florida Power & Light Co 80/03/25 Document Control Branch (Docu- 
ment Control Desk) 2pp 44903 204-44903 295 


P. Operating license stage documents & correspondence 

8803020141 Forwards Amend 124 to License DPR 65, safety evaluation, notice of issu 
anco of amend to license & exemption Arnend revises Tech Spec 4 6 12, “Contain 
ment Leakage " 

JAFFE.DH Protect Directorate t4 88/02/11 MOflOCZKA.E J Northeast Nucloar 
Energy Co (subs of Northeast Uldities) 3pp 44860 215 44060 233 

“0003020167 Amend 124 to License DPR BS.revising Tech Spec 4 G 1 2. 'Containment 
Leakage" to delete rol to ANSI Std N45 4-1972 & modifying error analysis require 
menls to allow use of alternative methods 

’ NRC No Detailed Affiliation Given 88/02/11 9pp 44860 210 44860 226 

-6003020177 Notice of consideration of issuance of Amend 124 lo License OPR 
65 Amend changes Tech Spec 4 6 12. "Containment Leakage” lo delete ref lo ANSI 
Std N45 4-1972 & modifies error analysis requirement 
JAFFE.DH Project Oireclorato 1-4 88/02/11 2pp 44860 227 44080 220 

“8803020107 Exemption from Paragraph III A 3 of App J lo extent that mass point 
method may be used ior containment leakage rate calculations, provided that method 
used w/min lost duration of 24 h 

VARGA.SA Division of Reactor Protects I/ll (Post 870411) 08/02/11 Northeast 
Nuclear Energy Co (subs of Norlheasl Utilities) 5pp 44860 229 44860 233 

6803000047 FOIA request for documents re purchase.shipmenl, distnbulion, installation 
fit removal of asbestos & asbestos- containing products at various nuclear power sta- 
tions in State of CT for Jan 1966 - Dec 19/5 

FIEDLER, R L Ashcroft & Gerel 88/02/18 GRIMSLEY.D Division of Rules & Records 
(Post 070413) 2pp 44633 237-44633 230 

00O225O19S Generic Hr 88 04 to all nonpower reactor licensees re dislnbulion of gems 
Irradiated in rosoarc)i reactors Sve list end 

MIRAGLIA.FJ Associate Director lor Projects (Post 670411) 08/02/23 Consolidated 
Edison Co of New York, Inc 1 ipp 44553 345 44553 355 

0003070151 Forwards Amends 100,14.125 a 15 to Licenses DPR 61, DPR 21. DPR 65 
a NPF-45,ro8peclively a safety evaluation Amends modify Tech Spec 6 53 9b to 
identity nuclear review board minutes as acceptable means lo forward certain repts 
STOLtJF Pfoieci Directorate 14 08/02/23 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 6pp 44607 065 44607 096 

-8803070173 Amends 100,14.125 a 15 lo Licenses OPR 61, OPR 21 DPR 65 a NPF 
45, fospeclively, amending Tecti Specs to identify nuclear review beard mmule^i as ac 
ceptable means to forward certain repts a having max of 12 h continuous planned 
inoperability 

STOLZ.JF PfOlGCl Directorate 1-4 80/02/23 23pp 44607 071 44607 093 

••0003070107 Safely evaluation supporting Amends 100,14.125 a 15 lo Licenses DPR- 
61,DPR-21,OPR 6$ a NPF 45.respectiVGly 

• Office of Nucloar Reactor Regulation, Director (Post 870411) 68/02/23 3pp 
44607,094-44607 096 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 

0003010392 AcK receipt of 880120 response to violations noted m Insp Repts 50 245/ 
87 22,50 336/87 20,50 423/07-18 & 60 423/87-21 NRC maintains that violation re 
glass insert on door forming portion of vttdf area barrier occurred as sfafed 
CIEBERMAN.J Ole of Enforcement (Post 870413) 88/02/29 MROCZKA.EJ North 
east Nuclear Energy Co (subs of Northeast Ulilitios) 3pp 44531 085*44531 087 

8803090210 Forwards request for exemption from lOCFRSO.App R, Section 
III Gt1){a), requiring 20 ft separation zone free of Intervening combustibles w/ 
suppressionjter Insp Ropt 50-336/87-16 Fee paid 

MnOCZKA.t J Northeast Nuclear Energy Co (subs of Northeast Uiilifios) 

MROCZKA.E J Northeast Utilities 88/02/20 Document Control Branch (Document 
Control Desk) lipp 44640 281-44640 291 

6003000180 Revised corporate organization for nuctear Incidents procoduros.(ncludlng 
Rev 45 to CONI table of contents, Rev 27 to CONI 1 02, "Corporation Organization for 
Nucloar Incidents" & Rev 16 to CONI 1 03W/880301 Itr 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities), 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Norlheasl Uli!- 
Hies 88/03/01 217pp 44656 310 44657 156 

0803080206 Revised emorgency plan implementing procedures.mcludlng Rev 01 lo 
EPIP forms index & Rev 6 lo EPIP Form 4701-4, "Reporlablllty " W/8B0303 Itr 
MROCZKA.E J Norlheasl Nuclear Energy Co (subs of Norlheasl Ulllittes) 

MROCZKA.EJ Northeast UlilHiGs 88/03/03 20pp 44656 182 44056 201, 

0803140400 Forwards Safety Insp Repl 60 336/88 02 on 880101*0200 No violations 
noted Repl Detail 8 3 notes three events re power tosses In individual vital 
areas Events being called to attention as performance aspects which could be Im- 
proved 

BETTENHAUSEN.L Region 1. Ofc of the Director 80/03/00 MROCZKA.EJ North 
oast Nucloar Energy Co (subs of Northeast Utilities) 2pp 44714 167-44714*178 

■•0003140413 Insp Repl 50 336/88-02 on 080101-0208 No violations noted Major 
areas mspoclod previously identified Homs, plant operations, survelllance.radialion 
protection, physical socurity.lE bulletin followup & outage activities 
MCCABE, EG Region 1, Ofc of ihe Director 88/02/25 20pp 44714 159 44714 178 


8B0302Q301 Forwards revised pago of 860702 order ro item 2 2b concerning 
DCROR Commission concludes that util has shown good cause for requested exten 
slon & grants extension of completion date for Item 2 2b to 081101 
VARGA, S A Division of Reactor Projects l/ll (Post 070411) 60/02/25 

MROCZKA.EJ Norlheasl Nuclear Energy Co (subs ol Northeast UltlHies) 4pp 
44552 354 44652 357 


0803000136 Provides addi info re 871223 proposed rev lo Tech Specs Proposed 
change adds personnel door lo east end ol spent fuel pool & Table 3 9 1, '‘Access 
Doors to Spent Fuel Pool Area " . . , , 

MROCZKA.EJ Northaasl Nucloar Energy Co (subs oi Norlheasl Utilities) 
MROCZKA.EJ Northeast Utilities 08/02/29 Document Control Branch (Document 
Control Desk) Ip 44641 173-44641 173 


8803080000 Responds to Generic Ltr 83-20.llems 423&424 ro reactor trip circuit 
breakers, Util does not believe life cycle testing required or appropriate 
MROC2KA E J Connecticut Yankee Atomic Power Co MROCZKA.E J Noftheasl Nu- 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 08/ 
03/03 Document Conlfot Branch (Document Control Desk) 4pp 4464 1 066 
44641 071 


8603080300 Provides add! info re util 870109 submittal on reactor coolant pump trip, per 
NRC 871230 request 

MROCZKAiEJ Northeast Nuclear Energy Co (subs of Northeast ^Utilities) 
MROC2KAEJ, Northeast Utilities 8B/03/03 ‘ '' ‘ 

Control Desk) 6pp 44656 010-44656 024 


Document Control Branch (Document 


8803220364 Generic Ltr 88 05 to all licensees of operating PWHs & holders of CPs lor 
PWRs ro boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR pJarrfs Sve tisf end 

MIRAGLIA,F Associate Director for Projects (Post 870411) 86/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 064-44879 126 


Q, Inspeclion reports, IE Bulletins & correspondence 

8803010083 Forwards Insp Repts 50 245/88 01.50 336/8B 01 & 50 423/08 01 on 
8801 12-15 No violalions noted Radiation program effectively implemented during 

BELLAMY, RR Region 1, Ofc of the Director 88/02/25 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 44535 217-44535 226 
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-^003310102 Insp Ropts 50 245 /0tJ 01 50 336/08 01 S 50 423/88 01 on 000112 
15 No Violations noteJMaiOf areas (nspcc-tecl radiation proleclion activjlies associated 
vv/Unit 2 oulago including inicfiial & external exposure controls & labeling 
THOMAS W WEADOCK A SHANBAKY M Reg'On 1, Olc of the DireclOf 08/02/16 
app 44535 219 44535 225 

8802230Q35 NRC Inlo Nolice 8B 006 Foreign Obiecis m Steam Generators ’ Sve lisi 

ROSSICE Division ol Ooerahonal Events AssessmenI (Post 870411) 08/02/29 
Consclidaied Edison Co ot No^v York Inc 118pp 44554 253 44555 009 


8B03010392 Ack receipt o( 600129 response to violations noted in insp Repts 50 245/ 
87*22.50-336/07 20,50 423/87-18 & 50-423/87-21 NRC maintains lhal violdtian re 
glass insert on door forming portion ol viial area darner occurred as staled 
LIEBERMAN.J Ofc of Enforcomenl (Posi 870*113) 08/02/29 MROCZKA.E J North 
east Nuclear Energy Co (subs of Norfheast Utilities) 3pp 44531 0B5 44531' 087 


8803090210 Forwards request lot oxempliort from lOCFRSO.App R.Seclion 
III G(l)(a).fequjring 20 ft sepaiation zone free ot intervening combusliDtes w/ 
suppression per Insp Repl 50 336/07-16 Fee paid 

WROCZKA.EJ Northeasl Nuclear Energy Co (subs ot Northeast Utilities) 
MROCZKA.E J Northeast Ublities 86/02/29 Documcnl Control Branch (Document 
Control Desk) lipp 44640 281*44640 291 


8893150190 Forwards Insp Repl 50 336/88 03 on 880125 29 No violations nolod 
JOhN&TON.WV Region 1 Olc o) the Director 86/03/02 MROCZKA.E J Noilhcast 
Nuclear Energy Co (subs of NorlheasI Utililies) 2pp 44702 323 44702 337 


•8003150195 hsp Rept 50 336/00 03 on 080125-29 No violalions noled Major areas 
irspecied inservice insp nctivilieB.incluriing weld exam & eddy ciiireni oxam of steam 
generator lubes, secondary water cnemistry resutts & nonconloTmantc repts 
MCDREARTY.R A, WJNTERS.R W. STRONSNIDER.J Region t, Ofc ol the Oireclor 
88/02/24 I3pp 44702 325 44702 337 


8603150321 Forwards Enforcemenl Conference Repts 50 245/07 22, 50 336/67 20 50- 
423/07-18 & Insp Ropi 50 423/87 21 on 671103 

BELLAMY, RR Region 1. Ofc of the Oireclor 88/03/04 MROCZKA.E J Northna'it 
Nuclear Energy Co isubs ol NoTlheaSt UtilitiOs) 2pp 44715 299 44715 303 


■8803150330 Enforcemcnl Conleronce Repis 50 245/87 22,50-336/67-20, 50 423/67 
10 8= Insp Repl 50*423/87-21 on 071103 Wa|or areas discusseci findings of combined 
\n5P repts 

MADDEN.T P , KEIMIG.R R Regron 1, Olc of thP Director 86/02/24 3pp 44715 301 
44715303 


8883020036 NRC Info Nolrce 88 007, 'Mnadve/I&nl Transferor Licensed Mall to Uncon 
Irolfcd Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 8707P9) 
08/03/07 Consolidated Edison Co of New York, Inc 12pp 446/3001 44673012 


8803140408 Forwards Safely fnsp Rept 50-336/88 02 on 080101 0206 No vrofalions 
noted Rept Detail 8 3 notes three ovents re power losses jn individual vital 
areas Events being called to attention as performance aspecis which could be im 
proved 

BETTENHAUSEN.L Rogron 1, Ofc of Ihe Djreclor 88/03/08 MROCZKA.E J Norlh- 
oast Nuclear Energy Co (subs of Northeast Ulili ires) 2pp 44714 157 44714 178 

'•0803140413 Insp Rept 50-336/08 02 on 800101 0208 NO violalions noted Major 
areas inspected previously idenlihed items plant oporalions.surveilfanco.radralioni 
protection.physicai security, IE bulletin followup & oulage activities 
MCCAeH.EC Region 1, Olc ol the Director 86/02/25 20pp 44714 159 44714 178 

0003160421 Advises thai NRC natt special insp effort on emorgoncy operairng proco 
dures m laie stages of pfanning Purpose of insp is lo verify lhal procedure b lochnically 
accurate & vzill bo conoucled in Apr thru June limaframo 

GALLO. R M Region 1, Ofc o1 tho Director 00/03/09 ROMBERG, E NorUioasi Nude 
ar Energy Co (subs ol Northeast Utilities) 2pp 44700 247 44700 246 

8803040062 NRC Bulletin 80 003. “'Inadequate Lalch Engagoment in HFA Type Latch 
inq Relay Mfq by GE " Sve list end 

ROSSI, uE Divisron of Operational Evonis AssessmenI (Post 870411) 86/03/10 
Consolidated Edison Co of Now York. Inc I28pp 44673 19244673 319 

8803080140 NRC Into Notice 08 000, "Chemical Reactions W/Radwaste Sofidrfj cation 
Ag^ents “ Sve list end 

ROSSI, CE Division of Operalronal Events AssessmenI (Post 870411) 68/03/14 
ConsoltdMed Edvson Co ol Mew Yoik, Inc I20pp 44772 253 44773012 

B603 140294 NRC fnfo Nolice 66 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors " Sve 
Ust end 

ROSSI, CE Division of Operalional Cvenis Assessment (Post 670411) 08/03/18 
Consolidated Edison Co of New York, Inc 121pp 44657 058-44057 176 


R. Periodic operating reports & related correspondence 

8003020085 "Annual Rept for 1987 " 

MROCZKA.E J Corneclicul Yankee Alornic Power Co MROCZKA.E J Northeast Nu 
clear Energy Co {subs of Northeast Ulililies) MROCZKA.E J Northeast Ulifities 87/ 
12/31 494pp 44592 317*44594 090 

8803290183 "Annual Radroaclive Effluents Dose Repl for 1967" W/680235 Itr 
MROCZKA.E J Norlheasl Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA,EJ Northeast Ulildres 07/12/31 26pp 44099 105 44893 130 

8803020194 Forwards ‘‘Senniannuaf R«idjoactive Eflfuenls Release Repl, Jul Dec 1907 " 
Annual radioaclive effluent cfoae rept for assessment ol radiation doses due to radio 
active Imuid & gaseous released during CY87 lo be submilted Mar 1966 
MROCZKA.E J, SEARS, CF Northeast Nuclear Energy Co (subs of Northeast Ulili 
liGs) MROCZKA,E J Norlheasl Ulihtios 08/02/24 Document Control Branch (Docu 
monl Control Desk) Ip 44566 243 44566 316 

>•8002290272 "Semiannual Radioactive Effluents Release Repl.Jul Doc 1967 " 

" Northeast Nuclear Energy Co (subs of Northeast Ulililios) 87/12/31 73pp 
44566 244*44566 3f6 


0803160029 Monthly operating rept for Feb 1968 W/060310 Hr 
GIBSON, J , SCA(jE,S E Norlheast Nuclear Energy Co (subs of Norlheasl UNilies) 
SCACE.SE Norlneasl Uliiilies 80/02/29 5pp 447 IG 302 44716 306 

6803210456 Headquarters Daily Repl for 860314 
‘ Radiation Prelection Branch 68/03/14 63pp 44759 351 44760 054 


S Reportable occurrences, LCRs & rcfaled correspondence 

0803010346 LER 86 002 OO on 8e0119Joss of normal power occurred on vital 4160'Volt 
power eloclncal bus 24D Caused by failure ol dc inpul capacitor m supply inverler 
INY 1 Normal power restored to bus & capacitor replaced W/880219 Itr 
BATES.n W , SCACE.S E Northeast Nuclear Energy Co (subs of Northeast Uhlilies) 
SCACE.se Norlheasl Ulililies 88/02/18 4pp 44543 274 44643 277 

0803010301 LER 07 014 01 on 871 231,12 Of 16 valves tested failed (nilial mam steam 
safety valve simmer lest Caused by setpomi drill Setpojnls adjuslcd Six valves sent to 
outside coniractor for refurbishment W/8B0226 Hr 

NORTHROP ,A K , SCACE S E Norlheasl Nuclear Energy Co (subs of Northeast Utili 
Ires) SCACE.S E Norlheasl UUIiIiqs 88/02/26 4pp 44543 270 44543 273 

0803150138 LER Bfl 003 00 on 680 130, spurious onginoerod safeguards actuation 
occurred Caused by personnel involving improper repair of enginrcred safely aclu 
niton sys fESAS) Wiring errors corrected 8, ESAS inspected & tested W/fl60229 Itr 
BRiNKMAN.S K , SCACE.S E Norlheasl Nuclear Energy Co (subs of Northeasl Ulili 
lies) SCACE.S E Norlheasl Utilities 06/02/29 4p|) 44710 101 44710 104 

0803090098 LER 08 005 00 on 860204.loss of normal power occurred on Facilily 1 vital 
1160 volt elecirical busCausod by operator error rantily 1 reader bIcJq closed coohng 
water, SVC water & low pressure safely in|GCrlion pumps stnrtod W/fl80304 Itr 
PARULIS.PJ SCACE.S E Northeast Nuclear Energy Co (subs of Norlheasl Ulili 
ties) SCACE.S E Norlheasl Utilitioi. 00/03/04 4pp 44674 067 44074 060 

8003220284 LER 86 00600 on 8 80210, combined bypass leakage rate exccedod Tech 
Spec 36 I 2C limit Cfiused by debris lodged in caged area of valve prevenlmg pliry 
trom enlering seat Debris removed & sealing surface cleaned W/0003 15 Itr 
STADNICK.S L , SCACE.S E Norlheasl Nuclear Energy Co (subs of Northeast Ulili 
ties) SCACE.S E Norlheasl Uhlilies 08/03/16 4pp 44709 087 44789 090 

8003220320 LER 00 007 00 on S0O2 10, plant entered Mode 3 w/only ono of iwo diesel 
generators opGrohlo.vrolalinn 1 och Spec Section 3 04 Cnusod by personnel error Aridi 
atlonlion directed to Tech Spoc aclions slatorncnls & mode changes W/8a03l 5 Itr 
SCACE.S E , KOMOSKY.G E Northeast Nuclear Energy Co (subs of Norllieast Ulilr 
ties) SCACE.se Norlhoast UHIiIigs 88/03/15 4pp 44785 034 44/85 037 


DOCKET 50*330 NORTH ANNA POWER STATION, UNIT 1 


F Security, medfcnl, emergency & fire protection ptans 

8003020076 Forwards corrections lo Bov 19 of 071014 security program, per lOCFRSO 
& 73Corrocli{>rt lo Chapter 3 ofimlnalos administrative error & addilions/rcvs to Chap 
ter 6 submilled per RB Manili request End wilhheld ^of lOCFR 73 21) 

STEWART.WL Virginia Power (Virginia EIcciric & Power Co) 80/02/24 Documcnl 
Conirol (Branch (Document Control Desk) Ip 44544 101-44544 101 

0803170097 Advises of Region (I intention to fulfy support 800626 omergnney prona red 
ness oxcrciso at plant Parlicipahon will involve base loam & silo team rospondinij to 
exercise, per NUREG 0845,Suppl 1 

GRACE.JN Region 2, Ofc of the Director 88/02/25 STEWART.WL Virginia Power 
(Virginia EfecirrcAPoWGrCo) Ip 44710351 44710351 

0603140337 Forwards Rov 12 lo nuclear security porsonnol training & qualilicalion 
program End wilhhofd (ret 1 0CrR73 21) 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 80/03/06 Documonl 
Conlrol Branch (Document Conlrol Desk) Ip 44713 11744713 117 

8003149349 Forwards Rov 20 lo securriy program Rev wilhheld (ref lOCFR/O 21) 
STEWART.WL Virginia Power (Virginia Eleciric 8 Powor Co) 80/03/08 DocumenI 
Control Branch (Documonl Conlrol Desk) Ip 44712 286 44712 286 

0803210040 Reissued Rev tO to Emorgency Plan Implomontrng Procedure EPIP-1 01. 
"Emergency Manager Controlling Procedure " VV/ 800315 Mr 
BURLING.ML. DANNIELL.CC. STEWART.WL Virginia Power (Virginia Eleciric & 
Power Co) 08/03/15 53pp 44795 005 44795 057 

8803290279 Forwards notice ol environ assessment & finding of no sigmficanl innpacl 
per 871009 application re exemption Irorn roquirGmonls of 10CFR50 47 8 App E for 
info Nolrco forwarded lo Ofc of FR for publicalion 

ENGLE, L B Prolecl Difocloralo (I 2 88/03/22 STEWART.W L Virginia Powor (Virgin- 
ia Efeciric & Power Co ) 2pp 44892 353 44892 358 

-8803290319 Environ assessment & finding of no sigmficanl impact, supporling exemp 
lion from requirements of 10CFR5O 47 & App E 

BERKOW.KN Protect Directorate 112 88/03/22 4pp 44092 355 44892 358 


J. rnsurance & ln<feninlly Inlormatlon 

0803300233 Confirms that uiil purchased max fimil of primary nuclear properly insur 
anco on actual cash value basis from Nuclear Mutual limited & excess nuclear prop 
erly irrsurance from American Nuclear Insurers/Mutua) Atomic Energy Reinsurance 
STEWART.WL Virginia Power (Virginia Electric & Powor Co) 08/03/25 Docirmenl 
Conlrol Branch (Oocumenl Control Desk) 2pp 44902 169 44902 170 


P. Operating fjeense stage documents & correspondence 


8802250195 Generic Lir 86 04 lo all nonpower reactor licensees re distribution of gems 
irradiated In research reactors Sve list end 

MIRAGLIA.F J Associate Director for Projects (Post 870411) 88/02/23 Consolidated 
Edison Co of New York, fnc lipp 44553 345 44553 355 
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8803070374 Applicalion for amends to Licenses NPF 4 & NPF 7, supporting operation of 
units at conlainment air temp up to 120 F w/ lower initial refueling water storage lank 
water vol Fee paid 

STEWART, W L Virginia Power (Virginia Eteciric & Power Co) 00/03/02 Document 
Control Branch (Documonl Control Desk) 5pp 44604 326 44605 069 

-8803070376 Proposed Tech Specs, supporting operation oi units at containment air 
temp up to 120 F w/iowor inilial relueling water storage lank water vol 
’ Virginia Power (Virginia Electric & Power Co) 00/03/02 20pp 44604 331 

44604 350 

• 8603070379 *‘Safe1y Evaluation m Support of Conlainment Temp Increase for North 
Anna Power Station " 

■ Virginia Power (Virginia Electric & Power Co) 08/03/02 79pp 44604 351- 

44605 069 

8803070383 Requests exomplion from 10CFR50 55a(g)(4)(ii) lo extend current plant 
120 month insp mtorvat to 901214 for insorvico testing of pumps & valvos Environ as- 
sessment considered Foo paid 

STEWART,Wl Virginia Power (Virginia Electric & Power Co) GG/03/03 Document 
Control Branch (Document Control desk) 4pp 44605 090 44605 093 

8803080114 Application lor amends lo Licenses NPF 4 & NPF 7, modifying limiting con- 
dition far operation & surveiffance requirements of Tocft Spec 3/4 7 14 Fee paid 
STEWART.W L Virginia Power (Virginia Cloctnc & Power Co ) BB/03/03 Document 
Control Branch (Document Control Desk) 3pp 44622 102-44622 1 14 

- 8603080124 Proposed Tech Specs changing Survoillanco nequircmenl 4 7 14 1 2 c by 
deloling phraso "during shutdown' & adding ref to new actton slalemenl '‘b" 

* Virginia Power (Virginia Electric & Power Co) 08/03/03 lOpp 44622 105- 
44622 114 

6603100022 Forwards SER & lechmcal evaluation rcpl accepling util responses lo Ge 
ncric Llr 83 28,l1om 2 2 (Part 1), ’Equipmonl Classilicalion (Program for All Safely 
Related Componoois) " Scheduto for complelion of new listing requested 
ENGLE, L Proioct Directorate II 2 BB/03/04 STEWART.W L Virginia Power (Virginia 
Electric a Power Co ) 4pp 44661 243 44661 265 

8603140062 Advises that util unablo lo provide response lo NRC request for nddl info re 
Genoric Llr 83-28 unlil roteaso of weslinghoiiso Owners Group ropt Status updalos 
will be provided by 800630 if rcpl not available 

STEWART,WL Virginia Power (Virginia Electric & Power Co) 88/03/04 Documonl 
Control Branch (Document Control Desk) 2pp 4469B 1 12 4469D 1 13 

6603170308 Requosis enforcomonl discretion ro util compliance w/Tech Spec 4 0 5 ro 
surveillance requirements for inservtco insp & lesllng of Containment Isolation Valve 
1 CC-TV 102 A Justification provided 

STEWART,WL Virginia Power (Virginia Efoclnc & Power Co) OD/03/04 Document 
Control Branch (Document Control Desk) lOpp 44733 231 44733 240 

6603160341 Forwards addi info re 861106 proposed amend adding license condition 
staling that design of reactor coolant pump & steam generator supports may bo 
rovised,pier 070717 roquost Specific answers lo quostions & supporUng analysis end 
STEWART,WL Virginia Power (Virginia Eteciric & Power Co) 0B/O3/0Q Documonl 
Control Branch (Document Control Desk) lOpp 44700 089 44700 132 


0003250083 Discusses discretionary enforcement for testing conlainment isolation valve 
granted on 80031 1 as required by Tech Spec 4 0 5 

GRACE J N Region 2, Ofc of the Director 88/03/ 16 MURLEY,T E Olfice of Nuclear 
Reactor Regulalion, Director (Post 070411) TAYLOR, J M Deputy Executive Director 
for Regional Operations. EDO (Post 870413) LIEBERMAN.J Ofc of Enforcement 
(Post 070413) 2pp 44801 072 44881 083 

8803280003 Ack receipt of 860304 Itr requesting relief from Tech Spec 4 0 5, "Surveil- 
lance Requirements lor Inservtco Insp & Testing " Util informed during 880311 lelcon 
lhat discretionary onforcemenl action would be granted 

GRACE.JN Region 2, Ofc of the Director 88/03/16 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) Ip 44911 360 4491 1 360 

8B03220304 Generic Ltr 88 05 lo all licensees of operating PWRs & holders ol CPs for 
PWRs re bone acirf corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44079 084 44879 126 

8603230001 Application for amends lo Licenses DPR 32.0PR 37.NPF-4 & NPF-7.modi- 
fymg Tech Spec Seclion 6 to delete organization charts & replace charts w/more gen- 
eral (loscmlion ol requirements & replacing certain jjtlos Fees paid 
STEWART,WL Virginia Power (Virginia Electric & Power Co) 88/03/17 Document 
Control Branch (Document Control Desk) 5pp 44809 098 44809 149 

..8003230005 Proposed changes lo Tech Specs Section 6, replacing organization charts 
w/gonoral description of organizational requirements & certain corporate level position 
titles w/ general position decripHons 

' Virginia Power (Virginia Electric & Power Co) 80/03/17 47pp 44809 103 
44809 149 ^ 


8803230194 Application for amends lo Licenses NPF 4 & NPF 7.modifying surveillance 
requirements ol Tech Spec 3/4? 13 1, “Groundwater Level Sve Water Reservoir" 
Fee paid 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 88/03/ 18 Document 
Control Branch (Document Control fjesk) 4pp 44863 1 18 44863 133 

-6803230199 Proposed Tech Spec modilymg surveillance requirements of Tech Spec 
3/4 7 13 I, "Groundwater Level Sve Water Reservoir " 

* Virginia Power (Virginia Electric & Power Co) 80/03/18 12pp 44863 122- 
44863 133 

8603230204 Applicaliar> for amends to Licenses NPF 4 & NPF-7,chang!nQ Tech Specs 
re administrative conirots Proposed changes do not involve unreviowed safety quea 
tton as defined in 10GFR50 59 Fee paid 

STEWART.W L Virginia Power (Virginia Eleclric & Power Co) 88/03/18 Document 
Control Branch (Document Control Desk) 4pp 44863 135 44863 152 

-0B032302O7 Proposed Tech Specs changing adminislrativo conirols Safely evaluations 
end 

* Virginia Power (Virginia Electric & Power Co) 88/03/18 14pp 44863 139 
44863 152 


-88031603S5 Nonpropnolary SuppI 1 ol "AddI Info in Support of Technical JusIHicalion 
for Eliminating Largo Primary I oop Plpo Rupluro as Structural Design Basis (or North 
Anna Units 1 & 2 

WITT.FJ. PALUSAMY.SS Wcslinghouso Eloclric Corp WCAP-ni64 SOI 88/01/ 
31 28pp 44700 090 44700 125 

8803160367 Requests that proprietary WCAP»lll63,Suppl 1, "rechnicnl Justification 
for Eliminating Larne Primary Loop Pipe Rupture as Structural Design Basis for North 
Anna Units 1 & 2" bo wilhhcltf (ref 10CFR2 790 (b) (4)) Affidavit end 
WIESEMANN.R A Woslinghouso Eloclric Corp 08/02/08 MURLEY.T Offico of Nu 
clear Reactor Regulation, Director (Post 870411) 8pp 44700 126 44700 132 


6003200014 Forwards nolico ol consideration of issuance of amends lo Licenses NPF 4 
& NPF-7 & proposed NSHC dolormlnalion & opporlunity for hearing on 800317 re- 
quest to modify Section 6 Tech Specs, for publication in FR 

ENGLE, LB Pro(oct Directorate fl 2 88/03/22 STEWART.W L Virginia Power (Virgin- 
ia Elocinc & Power Co ) 2pp 44896 167-44896 176 

- 8809290024 Notice of consideration of issuance of amend to License NPF 4 S NPF-7 
& proposed NSHC determination & opporlunity for hearing Amends revise Tech Specs 
Section 6 as listed 

ENGLE, t B Proioct Oireclorato (I 2 08/03/22 0pp 44896 169 44896 176 


8003140229 Application for amends to Licenses NPF-4 & NPF 7.modi(ying Tech Spec 
3 7 12, Table 3 7 5 lo delete components replaced during avc water reservoir Improve 
ment project & to change allowablo differential settlement ol Class 1 structures 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 88/03/10 Documonl 
Control Branch (Document Control Desk) 4pp 44693 323 44693 340 


8803200270 Forwards notice of environ assessment & finding ol no significant impact 
per 871009 application re oxernplion from requirements ol 10CFR50 47 & App t for 
info Notice forwarded to Ofc of FR for publication 

ENGLE, L B Pro]ocl Directorate 11-2 08/03/22 STEWART.W L Virginia Power (Virgin- 
ia Electric & Power Co ) 2pp 44892 353 44892 358 


-0803140237 Proposed Tech SpGcs.delolmg components replaced during sve water 
reservoir improvement project & changing allowable difforcniial seltlemont of Class 1 
sfrt/efures 

* Virginia Power (Virginia Eleclric & Power Co) 08/03/10 Opp 44693 327 44693 334 

”8603140246 Rov 1 to Civil Enqineortnq Technical Ropt 0005, "Differential Soltlomonl 
Between Sve Bldg S Unit 2 Mam Steam Valve Mouse " 

THORNTON.JS, DWIVEOY,K K Virginia Power (Virginia Electric & Power Co) 88/ 
02/24 15pp 44693 335 44693 349 

8803220175 Forwards Amends 96 & 83 to Licenses NPF 4 & NPF 7, 

rospeclively Amends revise Tech Spec primary coolant specific activity limits, per Go 
neric Llr 85 19, "Reporting Requirements on Primary Coolant lodmo Activity " 
ENGLE.LB Project Directorate 11-2 80/03/11 STEWART.W L Virginia Power (Virgin 
la Electric & Power Co ) 2pp 44774 001-44774 030 

“0803220187 Amends 96 & 83 lo Licenses NPF 4 S NPF-7 .respectively, revising Tech 
Specs 3/4 4 8,B3/4.4 8,6 9 1 5 c & 6 9 2 f associated w/primary coolanl spocilic activi- 
ty lo comply w/ Generic Llr 65 19 

BERKOW.HN Project Diroclorate II 2 88/03/11 ?6pp 44774 003 44774 028 

-8603220192 Safety evalualion supporting Amends 96 & 83 lo Licenses NPF 4 & NPF 
7. respectively 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 88/03/11 2pp 
44774 029-44774 030 

8803210035 Forwards Rov 3 to WCAP 11016, "North Anna Units 1 & 2 Reactor Vessel 
Fluence & Ref Temp PTS Evaluations " Rov includes oxtenbton of planl licenses to 40 
yrs from issuance of licenses 

STEWART.W L Virginia Power {Vireinia Eleclric & Power Co) 88/03/15 Document 
Control Branch (Document Control Desk) 2pp 44771 222 44771 301 

-8803210036 Rev 3 to "North Anna Units 1 & 2 Reactor Vessel Fluence & Rof Temp 
PTS Evaluations " 

HEINECKE.CC, LIPPINCOTT.E P . WEAVER.M Westmghouse Electric Corp WCAP- 
11016 R03 88/01/31 OOpp 44771 224-44771 301 


■6803290319 Environ assessment & finding of no significant impact, supporting exemp- 
tion from foguiremonts of 10CFR50 47 & App E 

BERKOW.H N Proleci Directorate tl-2 08/03/22 4pp 44892 355-44892 350 


6803300198 Informs that util intends lo Ir^stall permanent N 16 primary- lo secondary 
leak detection sya by 081101 instead of 880401, due lo lime required for 
installation.calibr, testing & verification ol permanent sys 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 88/03/25 Document 
Control Branch (Documonl Control Desk) 2pp 44904 294 44904 295 


8803310259 Forwards corrected pages to Section 6 ol plant Tech Specs, incorporating 
changes made in Amends 87 & TS.fospeclively 

ENGLE, L B Project Directorate 11-2 88/03/28 STEWART.W L Virginia Power (Virgin 
la Electric & Power Co ) Gpp 44948 302 44948 307 


Q. Inspection reports, IE Bulletins & correspondence 


0003070088 "Norlh Anna Power Station Unit 1 1 987 Annual Steam Generator Inservice 
Insp Repf’W/aaoaOl Ilf „ 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 87/12/31 55pp 
44642 276 44642 330 


8803160205 Ack receipt of 880205 llr informing NRC of steps taken to correct violations 
& doviations noted in Insp Repls 50-338/07-37 & 50 339/87 37 
HERDT.A R Region 2. Ofc of Iho Dtroclor 88/02/24 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) 1p 44703 360 44703 360 

8803010296 Responds to NRC 800127 Ur re violations & deviations noted in Insp Repls 
50 330/07 39 & 50 339/87-39 Corrective actions Emergency Operating Procedures 
ES-0 SA.ES 0 28 & ES 0 3 revised to include curves plotted from tech Specs 
STEWART.W L Virginia Power (Virginia Electric & Power Co ) 88/02/26 Document 
Control Branch (Documonl Control Desk) 10pp 44552 045 44552 054 
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0502230035 NRC (nfo Noitce 86 006, ‘foreign ObjccJs in Steam Ge;ierators “ Svc fist 
>encl 

ROSSI.C E Divisiort of Operationaf Evenis Asses&mGnl (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Ire 1 18pp 44554 253 44555 009 

8803160078 Ack receipt of 880203 response to violations noted rn Insp Repis 50 338/ 
67 36 & 50*339/87-36 Response meets 10CFR2 201 reqtireinents 
GRACE. JN flegron 2 Ole ol Ihe Direclor 88/03/02 STEWART.WL Virginia Power 
(Virginia Efeclric & Power Co ) ip 44695 166-44695 160 

8803160401 Forwards insp Repis 50-338/07-42 & 50 339/87 42 or> 671219 8801 15 No 
violations noted 

WILSON.BA Rogton 2 Ole ol I lie Director 68/03/02 STEWART WL Viigiiua Power 
(Virginia Electric S Power Co } 2pp 44 700 221*44700 232 

• 8803160416 Insp Pepis 50 338/67 42 & 50 339/87 42 on 871219 6801 15 No vrola 
lions noted Major areas inspected plant slatus licensee aclion on previous enforce 
meat matter s.LER folJovrup, monthly main! observation & monthly survoiNance 
CALDWELL.JL, KINGX P , CANTRELL, F Region 1, Ole Of the Director 88/02/27 
lOpp 44700 223 44 700 232 

8003070383 Requests exemplion from i0CFR50 55a(g)(4j(n) to extend current plant 
1 20-mo nlh insp interval to 901214 for in service testing of pumps & valves Environ as 
sessmeni considered Fee patd 

STEWART ,W L Virginia Power (Virginia Electric & Power Co) 00/03/03 DocunianI 
Control Branch (Documeni Control Desk) ipp 44605 090 44605 093 

8B03170308 Requests enicreement discretion ro util compfianco w/Tech Spec 405 re 
surverlfance requiremenis for inservice insp & testing ol Conlainment Isolation Valve 
1 CC-TV 102A JustiliCalion provided 

STEWART, WL Virgnna Power IViiguua Eletlnc & Power Co) 88/03/04 DcicvimQm 
Control Branch (Docirmenl Control Desk) lOpp 44733 231*44733 240 

0003020036 NRC Info Notice 88 007, "Inadvertent Transfer of Licensed Mall to Uncon 
troll ed Localions SvC lisl end 

CUNNINGHAM.RE Division ol Industrial & Medical Nuclear Safety (Post 670729) 
88/03/07 Consolidated Edison Co of New York Inc 12pp 44673 00144673 012 

6003300174 Ack roceipl of 080215 lit informing NRC of steps taken to cone cl violations 
noted in Insp Rcpls 50-338/67-38 & 50 339/87 38 

GRACE.J N Region 2. Ofc of iho Director 00/03/08 STEWART, W L Virginia Power 
(Virginia Electric 8 Power Co ) Ip 44901 285*44901 285 

8803040062 NRC Bulletin 68 003, “Inadequate Lalch Engagement in HFA Typo Latch 
me Relay Mfn by GE " Svc list end 

nOSSI,CE Division of Oporational Evenis Assessment (Post 870411) 09/03/10 
Con so fid a fed Edison Co of Now York, Inc I20pp 44673 192 4467J 319 

8903080148 NRC Inlo Notice 88 008 "Chemical Reactions W/Radwasto Solidilication 
Agents “ Svc list onci 

ROSSI.C E Divrsion of Operalional Events Asaossmenl (Post 070411) 08/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253 44773 012 

8603260018 Forwards fnsp Rcpls 50 338/68-02 a 50 339/08 02 on 060125 29 A 0208 
) 2 & notice of violation 

GRACE.J N Region 2. Ofc of the Oireclor 66/03/14 STEWAnT,WL Virginia Power 
(Virginia Electric & Power Co ) 2pp 44903 076 44903 1 10 

»08O3268O19 Nolrco of violation from insp on 980125 29 A 0200 12 Violation 
noted failure to adequcitcly impfernonl inseivice losirng program & failure 1o codiict 
adequate eudils Unresolved ilern noted re oniry into high radiation areas 
GRACE, J N Region 2, Ofc of Iho Director 89/03/14 2pp 44903 078-44903 07S 

>‘8303200020 Insp Rcpls 50 336/08 02 & 50*339/86 02 on 660125 20 A 0218 12 Viofn 
tiers noted Major areas inspected QA offecliveness 

GIB0S,RD, JURY.KH, SHANNON.MC Region 2, 01c ol the Director 80/03/14 
3lpp 44903 000 44903 110 


0803160053 Monthly operating repts for Feb 1980 W/G60315 Itr 
GABNER.B , STEWART W L Virginia Power (Virginia Electric & Power Co} 88/02/29 
I3pp 44771 020-44/71 032 


S Beportable occurrences, LERs A related corrospondor^ce 

8003010053 LEH 80 010 00 on 8B02l0,Kaman vcnl stack B radiation monilor dedarod 
inoperable due to high indicated radiation levels Caused by malfunclion in central 
processing unil board Board replaced W/G00223 Itr 

HARRELL, E W Virginia Power (Virginia Electric & Power Co ) 00/02/23 6pp 

44552 129 44552 133 

8803010032 L6R 97*022 01 on Q7l010,pressiinzor PORV opened duo to actualior of 
overpressure proloclion sys Caused by briol reduction in primary 5 »ys lernp during p&r- 
formance of in service msp test of RHR sys valves W/600224 Ur 
HARRELL.EW Virginia Power (Virginia Electric A Power Co) 00/02/24 5pp 

4A55Z 147-44552 151 

8B03010047 LER 00-006-00 on 080202, inadverlenl PORV aclualion occurred during 
solid water operations Caused by pressure Iransiont which occurred when second re 
actor coofant pump started PCv 1145 placed in manual position & opened W/080224 
Itr 

HARRELL.E W Virqinia Power (Virginia Electric S Power Co ) 60/02/24 5pp 

44551 198 44551 202 

8003240010 LER 66-006 Ol on 860202,!nadvertonl PORV actunlion during solid water 
operations Caused by pres'iuro transicnl when second reactor conlnnl purno started 
while close to PORV selpoinl PCV*t 145 opened lo reduce pressure W/000310 Itr 
HARRELL.E W Virginia Power (Virginia Electric & Power Co) 00/03/01 5pp 

44064 277 44064 281 


8803140274 LER G6 009 00on 08021 l.sieam generator B blowdown inside conlair- 
mont isolation trip valve nol tested per Tech Specs 3 6 3 18 4 0 5 Caused by faifiiro 
to property revise surveillance schedule Valve slroked W/800310 Ur 
HARRELL.E W Virginia Power (Virginia Electric A Power Co) 60/03/10 5pp 

44702 076-44702 080 

0803220242 LER 90-003 00 on 680216,omergGnCY equalizing valves for containment 
isolation inner air lock escape doors discovered not adoquololy Icstod Caused by In 
correct procodtiro in vendor manual Test satisfactorily performed W/06O31 5 Itr 
HARRELL.E W Virginia Power (Virginia Efectnc A Power Co) 08/03/15 5pp 

447B? 036 44707 \0O 

88032200SB LER 88 004 00 on 8601 13, discovered resin inirusion into secondary side 
water sys Caused by equipment problems in condensate polishing sys Condonsale po 
lishmg sys romovod Yotn operation A cleanup procedure performed W/0QO3 16 Ur 
HARRELL.E W Virginia Power (Virginia Electnc A Power Co) 08/03/16 gpp 

44797 144 44797152 


DOCKET 50‘339 NORTH ANNA POWER STATION, UNIT 2 


F Sflcurltyt medical, emergancy & fire protoclien plans 


6003020070 Forwards corrections lo Rev 19 of 671014 security program, per lOCfHSO 
& 73Correclion to Chapter 3 eliminates administrative error A nddiKons/rovs lo Chap- 
ter 6 subrriHccf per RB Manifi roquosi End withhold (rol lOCFR 73 21) 

STEWART.W L Virginia Power (Virginia Electric A Power Co ) 66/02/24 Documerl 
Conlrol Branch (Documonl Control Desk) Ip 44b44 101 44544 101 


6803210042 Forwards corrected NIS-1 forms for inservico insp ropl for firsl Interval, third 
period 

STEWART.WL Virgrnia Power (Virqinie Eteclrrc A Power Co) B8/03/15 Dociimont 
Control Branch (Documeni Control Desk) Ip 44787 018 44797 023 

-*8003240185 Corrected Forma NIS 1 for inscrvice msp ropi for Interval I, Period 3 con 
dueled on 651225 970626 

HUCHER.WE Virginia Power (Virginia Efoctrrc A Power Co) 60/02/08 5pp 
44797 019 44797 023 

8003260003 Discusses discroliorary onforcemenl for testing conloinmont isolation valve 
granted on 800311 as required by Tech Spec 4 0 5 

GRACE,J N Region 2. Ofc of the Director 88/03/16 MURLEY.TE Office of Nuclear 
Reactor flogulati on, Director (Post 670411) TAYLOR, JM Deputy Executive Direclor 
(or Regional OoGfaltons, EDO (Post 6704(3) LfEBERMAN,J Ofc of Enrorcomont 
(Posl 870413) 2pp 44891 072 44801 083 

6803200003 Ack recerpt of 080304 Ur requesting relief from Tech. Spec 4 0 5, "Surveil- 
lance Requirements (or Inservice Insp A Testing “ Ulil inter mod during 68031 1 lelcon 
IhaLdiscrebanavy eniorcamenl acbon wouit) he grahltd 

GHACE.J N Region 2, Ofc of the Director 09/03/ 16 STEWART, W L Virginia Power 
(Virginia Electric A Power Co) Ip 44911 3f>0 44311 360 

8803T402B4 NRC Into Notice 80 009, "Roducecl Refiablfity of Steam Driven Auwlrary 
Feedwater Pumps Caused by Instabifity of Woodward PG PL Typo Governors'' Svc 
fist end 

ROSSI.C E Division of Operational Events Asscssmenl (Po&l 670411) 08/03/10 
Consolidated Edison Co of Now York, fnc f21pp 44857 058-44657 170 


F. Periodic operating reports A related correspondence 

06030^9099 '"Semiannual Radioactive Effluent Refeaso Ropl for Jul Dec 1987" W/ 

0ARNES.W C , DREYER.EW , STEWART,WL Virginia Power (Virginia Efectnc A 
Power Co) 87/12/31 65pp 44530 270 44530 334 

8803010238 "Recorded Artnual Whole Body Exposure Repl for North Anna Power Sta 
tion (ot S967 ’ W/8fi0223 ill 

PETERS, TG, DREYER.EW., STAFFORD, AH Virginia Power (Virginia Efeclrtc A 
Power Co) 07/12/31 5pp 44551 109-44S51 113 


8003170997 Advises of Region If Intonlion to fully support 000628 emergency prepared 
ness oxerciso at plant Participation will involve base team A site team rosponcJIng to 
exerdso.por NUREG-O045,Suppl 1 

GRACE.J N Region 2, Ofc of Iho Direclor 00/02/25 STEWART.WL Virginia Power 
(Virginia Elocirtc A Power Co ) Ip 44710 361 44710 351 

8003140337 Forwards Rev 12 to nuclear securtly personnel training A qualificalioa 
Pfogram End withhold (ref 10CFR73 21) 

STEWART.WL Virginia Power (Virginia Electric A Power Co) 08/03/08 Oocumont 
Conlrol Branch (Document Control Desk) Ip 4471311744713 117 

0003140349 Forwards Rev 20 lo security program Rov withhold (ref 10CFR73 21) 
STEWART.WL Virginia Power (Virginia Electric A Power Co) 88/03/00 Document 
Control Branch (Documeni Control Dosk) Ip 44712 28G-44712 206 

0803210040 Reissued Rev 10 lo Emergency Plan Implementing Procedure EPIP 101, 
"Emergency Manager ControNing Procedure " W/ 080315 Ur 
0URLING,M t , 0/\NNIELL.CC , STEWART.WL Virginia Power (Virginia Eloclric A 
Power Co) 08/03/16 63pp 44795 005 44795 057 

8903290279 Forwards notice of environ assessment A finding of no significant impact 
per 871009 application r© oxemption from roquiroments of 10CFR50 47 A App E for 
info Notice forwarded to Ofc of FR for publicalion 

ENGLE, LB Project OiroctoratO II 2 08/03/22 STEWART.WL Virginia Power (Virflin- 
ta Electric & Power Co ) 2pp 44092 353 44092 358 

- 8803290319 Environ assessment A finding of no significant Impact, supporlmg oxomp 
tion from requlromonts of 1OCFR50 47 A App E 

BERKOWvHN Proiecl DirocloralG II 2 80/03/22 4pp 44892 355 44092 350 


J, Insurance A Indemnity Inforitiatlon 


0803300233 Confirms that util purchased max limit of primary nucloar property insur 
anco on actual cash value basis from Nuclear Mutual Limited A excess nuclear prep 
erly Insurance from American Nuefear fnsurers/Mutual Atomic Energy Reinsurance 
STEWART.WL Virginia Power (Virginia Eleciric A Power Co) 88/03/25 Documeni 
Control Branch (Oocumont Conlrol Desk) 2pp 44902 1 69-44902 1 /O 



DOCKETED ITEMS 133 


p. Oporailny Hcenao slogo dacumonis & carroapondonoo 

8002250195 Gonrrir I tr BH 04 to (ill rionpowcr ronclor liconaeos m dislribuUon of gems 
Irradiotod in rosearch ronclors Svc IjsI oriel 

MIRAGLIA.r i Assonato Difi'clor for Projoets (Post ft/041 1) 00/02/23 Consolidalod 
Edison Co of Now York, Inn 1 Ijip 445*i3 345 44553 355 

8803070374 Applioalion for nrnnnrlf, to Lironsos NIT 4 & NPF 7, supporting operation of 
units at conlainiinint air tninp up to i?0 V w/ lower initial rolimling water slorngo lank 
walof vol r «f) paid 

STGWAHf.WU Virginia Power (Virginia Flectric a Flower Co) ftB/03/02 Document 
Control Drnnch (Doeuniont Conirol Dusk) bpp 44504 326 44605 0G9 

-8003070376 I’roposud Tocli Spues, suppottltig operation of unifs at confainmont air 
temp up to 1?0 f w/fownr initial roluollng wator slorngo lank water vol 
* Virglnm Power (Vrrrjinla Fluelno a Power Go) Bft/03/0? 20pp 44604 331 
44604 351) 


8803230001 Applicatron for arnerds to Liconses DF^R 32, DPR 3 7,NPr -4 & NF^f 7jnodi 
fying Toch Spec Section 6 to dololo organi-Jatinn cFiarls A roplaco clinrfs w/inoro yon 
ernl doscriplion of requirements a roplacine rorlain tilles f ees paid 
STEWAR r.W L Virginia Power (Virginia Efectnc a Power Co ) 00/03/ I / FJocumnnl 
Control Branch (Document Control Desk) 5pp 44809 OOB 44009 140 

“8803230005 Proposed changes to Tech Specs Sedion fijopfaclng organization chads 
w/goneral doscriplion ol organizalional rcquironicnts a ccvtain corpornlo lovel position 
titles w/ goriQial position docnplions 

* Virginia Power (Virginia Electrir a Power Co) Bfi/03/1/ 4/pp 44000 103 
44009 149 

6803230104 Application for amends to Licenses NPf 4 & NPE /.modifyiiiij survoillanco 
reqijiroincnts of Toch Spec 3/4 7 13 1, 'Groundwater Level Svc Wnlor Rosorvoir '* 
Toe paid 

STEWART, WL Virginia Power (Virginia Clecfrir a Power Co) flfl/03/1ft Doruinofit 
Control Branch (Document Conirol Desk) 4pp 44863 t IB 44003 133 


•8803070379 * f5nfely F valuallon in >Support cif (,on1nirim(tnl remp Increase for North 
Anna Power Station " 

• VirQinifl Power (Virginia Ikulra a I’owur Co) Blj/03/02 /9pp 44604 351 
44605 060 


'8003230199 Proposed Trsch Spec modifying surveillance ftKiuiroi'nenlb of Toch Spec 
3/4 7 131, “Ground wafer Level Svc Water Reservoir ' 

‘ Virginia Power (Virginia Elociric a Power Co) 110/03/ (ft 12pp 44063 122 
44653 133 


00030601 14 Applu ation for amends to t Ironses NPF 4 a NPT 7,morfifying llieilinq con 
dition lor opnratioi) a suiveillanr o reguirernenis of Ter It Spec 3/4 / 14 F oe paid 
STF'WAfir.Wl Virginia Power (Virginia riecliic a F’ower Co) 08/03/03 Oocumoni 
Conirol Firanrh (Oooumeni Gonltol Dnsk) 3pp 4402? 102 4462? 114 

-8003060124 Profiosrd lu(Fi Spues r hfinriinq Survolllnnco nequlrennoni 4 / 14 1 2c by 
doloting phrnso “diinnri shukJown" a adding roF lo new aclion statomonl “b" 

* Virrilnia Pov/er (Virginia Elm inc a Flower Co ) 06/03/03 lOpp 44622 105 
44622 1 14 

B003140Q62 Arfvisr's that util unahle to pioviilu respons(' to NRC requebt for adrfi info ro 
Generic LU ftl ?W until release ol Weslingtiouso Owners Group rupl Status updates 
will 1)0 nroviileil hy 860630 If roi>t not nvallatilu 

STF:WART.Wl Virginia F’ower (Virginia Llec'lnc a F\>wer Co) 66/03/04 Document 
Conirol Branch (FJociimeiil Genlrul Desk) ?p[) 4469ft 11? 44698 113 

8803100341 Tofwerds iirJdl Inie ro ftOMOfl prciposod nmniul ndriing license condition 
staling tfial rfesinn of renrter peolmU piim)> a steam gonoralor supports may bo 
lovibod.per ll/O/i / reguesf Specific answers lo gueslloiib a aupporlirui analysis onci 
STEWART.W I Virginia F>ower (Virginia I fedrlc ft Flower Co) 88/03/06 Dotiimoni 
Conirol Branch (Donimenl Conirol Desk) tOpp 44/00 069 44/00 13? 

-8003160355 Nonpreprietary SuppI I of “AddI Info in Supporl of Tecfinlcal Lliisliflcation 
for ElJmlnalinr) Larne F'riinary loop Fhpo Bupiure as SlnicUiral Design Basis for NorDi 
Anna Units 1 a 2 ' 

WITT,r J, IWUSAMY.SS Westinghuuse FZIorlrlc Corp WCAP 11164 SOI 06/01/ 
31 ?6pp 44/00 006 44/00 125 

-0803160367 Flequubts Ihei [>ruprlotnry WCAP llltiOSiippl 1, "Techriicnl Juslificaiion 
lor i^imlnnllng Infge lYlmary loop FSpo Bupluro as SlriirUirnl Design Bads for North 
Anna UniKi 1 A ?“ tie witliFielif (rof lOCJ It? /()0 (b) (4)) Affidavit end 
WIESL-MANN.RA Weblingtioui.e F lectric Corp ftftM?/06 MUF^lF-Y.T Office of Nii 
clear Fluarlor Begtilellon, Dlrecier (Post ft/041 1) 6p[» 44/00 1?5 44/01) 132 

8003140220 Applicnlinn for nteoiids te Ikeiiboii NIft 4 a NPT /,niodilying Toeli Spoc 
3 / 12, Table 3 / U to dotolo compononla replaced during svc wnlor rusorvoir improve 
mont project a lo ( luinge allowntrle dllferenlial bolllemenl of Class I siriiclurob 
STI-WAMT,WI Virginia fewer (Virginia I lorlrlc a flower Co) 68/03/ K) Ducumonl 
Control Branch (Dortjmonl (Control Desk) 4pp 44693 3?3 44693 340 

-8803140237 F’roponeiJ Tecti Specs, doloting romponents refrlacod during nve water 
reservoir improvernoni pro)otl ft dianglng aitowalile (Jifleronlial belllomeril ol Clasa l 
Blruclufos 

* Virginia Flower (Virginia Fleclnc a F’ower Co) flft/03/10 flpp 44093 32/ 44603 334 

-8003140240 Ftov 1 In Civil Lnriineering Toclinical Rnpl 0005. “Difforonlinl SoUlomont 
Bolwoon Svc Bkfg a Unit ? Main Steam Valve Uougo “ 

THORNTON.aS. DWIVEDY.K K Virginia F>owof (Virginia Flleclric A Power Co) 60/ 
02/24 15pp 44603 335 44f>93 340 

8803220175 F orwardo Amends 06 a 63 to llronsoB NPr*4 a NPF-7, 
rospecllvoty Amends revise Fech Spoc prirenry coolant specific activity limiUs.per Go 
none Lir f)5 10. “Jleporling Rofjulromonta on l^fimary Coolanl Iodine Activity “ 
ENfaLE.LO f^rojon DIreclornto II 2 06/03/11 STFiWART.WF Virginia Power (Virgin 
la Electric a Power Co ) 2pp 44774 001 44774 030 


8803230204 Application (or amends lo Licensos NPf 4 A NFT 7,ciuinging Inch Specs 
ro udminislrnlivo conlrolb Proposed changes do not involve unre viewed snFoly (jiros 
lion as defined in I0CFR50 59 Foe paid 

STEWAnT,Wl Virginia Power (Virgirna Elerlnc a f^owor Co ) 88/03/16 Documunl 
Conirol Branch (Document Control Du&K) 4pp 44863 l3G44ftfj3 152 

-8603230207 fVoposod Tech Specs changing adininisirativo corgrols Snfoly evatuEiliona 
end 

• Virginia Power (Virginia Eiertnc a Power (,o ) B8/03/18 14pp 44801139 
44663 152 

8803290014 Forwards notice ol considofalion of issuance ol ammufs lo Licenses NPf' 4 
a NPF 7 a proposed NSUC dolorminntiou A opporlunity for honring on 6B0317 ro 
quest to modily Section 6 Tech Spors.for piihlicalion in FR 

ENGLE.t B Prelect Directorate II 2 06/03/22 STEWAnr,WL Virginia Power (Virgin 
itl Electric a Power Co) ?pp 44006 167-44690 1 /6 

-0603290024 Notice of consideration of issuance of amend lo Liconso NPF 4 a NPF 7 
A proposed NSRC delorminalion A opportunity for hoaiinq Amends roviao Toci) Specs 
Soction 6 as listed 

ENGLE.t B Prolocl Directorate li 2 68/03/22 ftpp 44096 160 44096 176 

8003200279 Forwards notice of environ assessment a finding of no slgrilficant impiicl 
per 671009 application rc exemption from roriuiromenls of iOCI 1190 4/ A App E for 
info Notice forw«irdad to Ofc ol FR for pulrlicalion 

ENGIUB Project Dirofloralo II 2 ftft/03/22 St EWART ,WL Virginia Power (Virgin 
in Electric A Power Co ) 2pp 44692 353 4480? 35o 

-8603290319 Environ absobsmonl a liruliruj of no signilirnnl impnci, siipporllng oxomp 
tion from requiremenbi of 10(TR5() 4/ A App E 

BERKOW.IIN Proioct Diroctoralo 6 ? 68/03/2? 4pp 4469? 395-44H92 358 

8003300108 Informs that util intends to insinll permanent N 10 prlinnry to soenneJory 
leak doteciion sys by 681101 Instead of 860401. due to time requiroil for 
instulInlion.cafitiMosling A vonlicntion of pormnneul sys 

STEWART.WL Virginia Power (Virginia Electric A Powor Co) 88/03/2 5 Documont 
Control Branch (Document Control Oosk) 2pp 44904 294 44904 295 

8803310250 Forwards corrected pages to Section 6 of plant Toch Spues, incorporating 
changes made in Amends 87 A 73,rosp(iclivoty 

ENGLE.LB Pro|oct Directorate II 2 68/03/28 STEWART.W I Virginia Power (Virgin 
in Electric A Power Co) Gpp 44948 302 4494 B 307 


Q. Inspection reports, IE Bullotins A correspondonco 

0803070008 “North Anna Power Station Unit 1 198/ Annual Slonm Genorator (nservico 
Insp Rent “ W/OG0901 Ur 

STEWART.WL Virginia Power (Virginia Elociric a Flower Co) 07/12/31 55pp 
44642 276 44642 330 

8803160206 Ack receipt of 680205 Ilf informing NRC of stops taken lo corrorl violnlions 
A deviations noted In tnsp Rents 50 338/87 37 A 50 31)9/8/*37. 

HERDT.AR Region 2, Ofc ol the Director 69/02/24 STEWART.WL Virginia Power 
(Virginia Electric A Power Co ) Ip 44703 360-44703 360 


-6803220187 Amends Ot) A 63 lo I icorrsos NPF-4 A NPF 7.roDpoctivoly, revising Toch 
Specs 3/4 4 0,B3/4 4 8.6 9 t 6 r A G 9 2 f ossocinlod w/pnmnry cootani specific activi- 
ty to comply w/ Gerioric Llr 8b 19 

aenKOW.H N project Directorate II 2 88/03/11 26pp 44/74 003 44774 028 

-6803220192 Safety evaluation supporting Amends 90 A 83 lo Licensos NPF 4 A NPF- 
7,rospoc1ively 

* Office of Nuclear nonclor Regulation. Director (Post 870411) 80/03/11, 2pp 
44774 020 44//4 030 

8003210036 Forwards Rev 3 to WCAP 11016, “North Anna Units 1 A 2 Reactor Vessel 
Fiuonco A Rof Temp PTS Evalualions “ Rev Iriclurlos extension of plant licenses lo 40 
yrs from issuance of licenses 

STEWART.WL Virginia Power (Virginia Eloclnc A Powor Co) 68/03/15 Document 
Control Branch (Document Comrof Desk) 2pp 44771 222 44771 301 


6803010295 Responds lo NRC 8601 27 Itr ro viotations & deviations noted in Insp Ropls 
50 338/67 30 A 50 339/87 39 Corfoclivo actions Emergency Opornling Procedures 
ES 0 2A.ES 0 2B A ES 0 3 revised lo include curves plotted from Toch Specs 
STEWART.WL Virginia Power (Virginia Electric A Power Co> 00/02/ 2G Documont 
Control Branch (Document Conirol Desk) lOpp 44552 045 44652 054 

0802230035 NRC Info Notice 68 006. “Foreign Objecls Ir^ Steam Gonoralors “ Svc ll&l 
end 

ROSSI, CE Division of Oporalionaf Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of Now York, Inc 1 18pp 44554 253 44555 009 

8803160070 Ack receipt cf 880203 response to vielatiens noted In Insp Repta 50 330/ 
07-36 A 50 339/07-36, Rosponso meets 10CFR2 201 requircmDnta 
GRACE.JN Region 2, Ofc of tlio Director 00/03/02 STEWART.WL Virginia Power 
(Virginia Eloctnc A Power Co ) Ip 44695 168 44895 160 


-8803210036 Rev 3 to “North Anno Units 1 A 2 Reactor Vessel Fluenco A Hof Temp 
PTS Uvolualions “ ^ 

flEINECKE.ee, LtPPINCOTT.E P , WEAVER.M Woslinghouse Electric Corp WCAP- 
11016 R03 08/01/31 80pp 44771 224-44771 301 


8803160401 Forwards Insp Repls 50 330/07 42 A 50 330/87-42 on 871210 0801 15 No 
Violations nelod 

WILSON.B A Region 2, Ofc of the Director 00/03/02 STEWART.W L Virginia Powor 
(Virginia Eloclnc A Power Co) 2pp 44700 221 44700 232 


8803220364 Generic Llr 88 05 to all licensees ol oporallng PWRs A holders of CPs for 
PWRs ro boric acid corrosion of carbon stool reactor pressure boundary components 
in PWR plants Svc fist oncI ^ ^ , 

MlRAGLfA.F Associate Director for PfOioUs (Post 070411) 86/03/17 Consolidated 
Edison Go of Now York, Inc 43pp 44079 004 44079 126 


•8803160416 Insp Repls 50-336/87-42 A 50-339/87 42 on 07)219 0801 16 No viola 
(ions noted Maior areas inspccfod plant stalus.ficensoo action on previous enforce- 
mont maltors.LER followup, monthly mainl obsorvaiion A monthly surveillance, 
CALDWELUJL, KING.LP, CANTRELL, F Region 1, Ofc of tho Director 00/02/27 
10pp 44700 223 44700 232 



134 DOCKETED ITEMS 


0fi03l50225 EN fiS 017 on 08030B proposed jmpostlian ol Civil penally to bo issued m 
amount o1 Si 00,000 to licensee based on lailme to place inoperable sleam Now chan 
nols in trip as recuired b/ Tech Specs 

LUEHMANJ, ilEBERMAHJ Ole Ol Enforcemenl (PosI 870-113) 88/03/03 Ip 
^4715316 44716318 

8B03020036 NRG Inlo Notice 88 007 "'Inadveflenl Transfer ol Licensed Mall lo Uncon 
trolled LocaKons ’* Sve list end 

CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Safety {Post 870729) 
08/03/07 Consolidated Edison Co of New York Inc 12pp 44673 00144673 012 

0803170279 Submits addi info re insp ol inside recircufation spray pumps NRC concur 
rence w/uli1 intention lo change commitment concerning opitcal alignment of inside 
recirculation spray purrps requested as slated 

STEWART.WL Virginia Power (Virginia Elecinc & Power Co) 08/03/08 Document 
Control Branch [Oocument Control Desk) 2pp 44749 201-44749 202 

0803390174 Ack receipt of 800215 Hr informing NRC of steps laken lo correct violaiions 
noted in Insp Repts 50 338/87 38 A 50 339/87*38 

GRACE,J N Region 2, Ofc of the Oireclor 06/03/08 ST E WART. W L Virginia Power 
Wiigina Electnc & Por»et Co) tp 44901 285 44901 295 

8S030400&2 NRC Ruifelin 80 003. ' friadequaie Latch Engagement in UFA Type Latch 
ing Relay Wfa by GE " Sve fist end 

ROSSI.CE ujvisron of Operational Events Assessmenl (Post 870411) 88/03/10 
Ccnsolidaled Edi&onCo or New York, Inc 120pp 44673 192-44673 319 

8803000148 NRC Info Notice 88-008. 'Chemical ReacUons W/Padwasto Solidification 
Agents " Sve lisl end 

ROSSt.C E Division of Ope/aiional Events Assossmer^it (PosI 870411) 88/03/14 
Consolidated Edisork Co of New York, Inc IgOpp 44772 253-44773 012 

0803280018 Forwards Tiisp flepls 50 330/88 02 & 50 339/00 02 on 880125 29 A 0208 
1 2 A notice ol violation 

GRACE.J N Region 2, Ofc ot ihe Director 88/03/14 STEWART.W L Virginia Power 
(Virginia Electric & Power Co) 2pp 44903 076 44903 110 

-0803200020 Insp Repts 50-335/88 02 & 50-339/88 02 on 080125 29 A 0218 12 Viofa 
lions noted Major areas inspecled OA effectiveness 

GIBBS,RD, JURY.KR, SHANNON.MC Region 2, Ofc ol the Director 08/03/ 14 
31pp 44903 000 44003 llO 

0503140204 NRC info Notice G8 009. "Reduced Roliabilily ol Steam Driven Auxiliary 
Feedwater Pumps Caused by fnstabiNly of Woodward PG PL type Governors " Sve 
list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 80/03/18 
Consolidated Edison Co ol New York, Inc 121pp 44657 058 44657 178 


n. Periodic operating reports A related corraspondonco 

8503010009 "Semiannual Radioacluvo Effluent Release Repl for Jul Doc 1907" W/ 
800224 Ur 

BARNES.WC. DREYEn.EW. STEWART.WL Virginia Power {Viiginia Electric A 
Power Co) B7/1S/31 65pp 44530 270-44530 334 

8003010238 "Recorded Annual Whole Body Exposure Ropl for Norih Anna Power Sla 
tion for 1987 "W/0BO 223 Itr 

PETERSJG, OREYER.EW, STAFFORD.A H Virginia Power (Virginia Eloctric A 
Power CP) 87/12/31 5pp 44551 109 44551 113 

8803100053 Monthly operating repts for Feb 19B8W/060315 Itr 
GARNER.8 STEWART.W L Virginia Power /Virginia Elecinc A Power Co) 08/02/29 
13pp 44771 020 44771 032 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


F. Security, medical, emergency & fire protection plans 

8B03080215 Revised regulatory affairs RERP plan technical procedures, including Rev 4 
to EP-530-SQ. "Assembry A Accountabifily of Personnel Within Protected Area A 
Evacualion of Owner- Controlled Area" A Rov 1 to RAP-EM) 07-SQ, " Updale 
FRASIER.L Delroil Edison Co 88/02/29 13pp 44656 202-446S6 214 

0003080225 Rev 3 to superseded Regulatory Affairs RERP Plan Admenistrative Proce 
dure EPA 07- AQ, " Emergency Call Out List Review A Updalo " 

FRASIER, L Detroit Edison Co 88/02/29 2pp 44656071-44656 072 

8003110030' Rev 2 lo Regulatory Affairs (Nuclear) Administrative procedure RAP PR I* 
Ol-SQ, "Regufalory Affairs (Nu clear) Procedures'" 

FRASIER, L Delroil Edison Co 8B/03/02 lOpp 44603 024 44603 033 

0003160150 Revised radiological emergency response planning plan technical 
procedures .incTuding Rev 7 to EP290-SQ. "Emergency Notifications From Control 
Room Rev 1 lo EP-105 SO, "General Emorgercy" A Rev 6 to EP-104 SO 
FRASIER, L Detroit Edison Co 00/03/07 47pp 44729 330 44730016 

8003220280 Revised regulalory affairs (nuclear) RERP plan procedures, including Rev 1 
lo EPA 99 B SQ. "Emergency Response Organization" A Rev 3 lo EPA 99 TOF C 
SQ. ’Table of Confenis 

* Detroit Edison Co 00/03/10 27pp 44802 297-44002 323 

8003250017 Revised regulatory affairs (nuclear) RERP plan technical 
procedures, (ncluding Rev 8 to EP 101 (SR), "Classificalion of Emergoncies*’ & Rev 6 
b EP-102'SQ. "Unusual Even I " 

BRA2IN.KL Delroil Edison Co flB/03/14 375pp 44882 105-44803 241 

8803220479 Rev 4 to Radiological Emergancy Response Plan Technical Procedure EP 
548 SO, "Manual Calculation of Dose Adiuslmenl Factor for Lake Breeze Condi lions ” 
FRASIER.L Delfoil Edison Co 86/03/17 16pp 44765116-44785 132 

6803250207 Advises Ihat 680219 Rev 12 lo physical secunly plan consistent w/provt 
sionsof 1flCFR5054(p) A acceptable 

MAtLETT.BS Region 3, Ofc of the Director 88/03/18 SYLVIA.BR Detroit Edison 
Co 2pp 44861 084-44801 055 


G Adjudicatory correspondence 

0803220104 Ack receipt ol polilton lo revoke License NPF-43 until licensee can prove 
to flBC satislactinn A Canadian authorities that plant is safe lo operate & poses no 
danger lo health A safety FR notice end 

MURLEY.T E Office of Nuclear Reactor Regulalion. Director (Post 0701-1 )) 80/03/ 
16 CALDWELL, J. GRAY.H. LANGDON.S Canada, Govl ol 6pp -14790292- 
44790 296 

-8803220199 Nolire ol receipt of petition lor director decision under 10GFR2 20B to 
revoke License NPF 43 until plant is sale to operate 

MURLEY.T E Office of Nuclear Reactor Regulalion. Director (Post 870411) 00/03/ 
16 ip 44790 290 44790 208 


H. General correspondence 


8009030120 Ack receipt of Itr transmitting concorns raised by J Roberts re bad 
desiQn.mismaragomenI A tnexponenced reactor operators Order issued addressing 
fisted items, including adequacy of mgl, training A sys 

SI ELIO. V Ofc of the Executive Diroctor for Operations 0R/O2/2Q 

BROOMFIELD.W S House ot Rep 0pp 44550 046 44556 050 

“8003030124 Discusses toncorns of constituent JM Roberts re safety of pi art I in re! lo 
article in Detroit Froe Press Assistance in responding lo concorns requoslocJ 
BROOMFIELD.W S House of Rep 88/01/11 ZECH.LW NRC No Detailed Affili- 
ation Givo-n 4pp 44550 055-44558 058 

8003300387 Advises that fisted malls requested by Ole of General Counsel re 870S07 
pelihon hied by GAP in Region III possossion.including mails cited in diroctot's deci 
Sion A malls which may have been considered but not cited 

CRUTCHFIELD.D Division of Reactor Projects * III.IV.V A Special Projects (Post 
07041 1) BS/OT/I? PARLER.WC Office ot the General Counsel 4pp 44917 324 
44917 327 


I Financial Information 


8803080139 Forwards sovcnlh amend to participation agreement roflecting marrer A 
timing for lerminatron of Wotvorino Electric ownership Interest, currently 10 % A arlict 
paled lo torminale by 900102 

SYLVIA.BR Detroit Ed^soft Co 06/03/02 Document Control Branch (Document Con 
IrofDesk) 64pp 44656 084-44656 147 


J frssuranco A Indemnity Information 


8803210026 Forwards Endorsomonls 15 lo MAELU Policy MF 120 A Endorsomcftt 119 
to NELfA Policy NF-92 

SYLVIA.B R Oelroil Edison Co 80/03/14 Oocumrnl Conirol Branch {Documonl Con- 
trol Desk) 13pp 44724 321-44724 333 


P Operating llcenso stage documents A correspondence 


8802250195 Generic LIr 88 04 lo all nonpowor reactor licensoos re distribution of gems 
Irradiated in research reactors Sve list oncf 

MIRAGLIA.F J Associate Director for Projects (Post 6704 1 1) 28/02/23 Consolidated 
Edison Co ot Now York, tne 1 tpp 44553 345 44553 355 

0803010255 Hoquosts concurronce w/lisled course of action by use of discretionary en- 
forcement ro RWCU sys isolation actuation instrumenlation lech Spec change will be 
submitted to olimmate rionreg^Bneralivo NX outlet temp high signal 
SYLVIA.B R Oolroil Edison Co 08/02/24 OAVIS.A p Region 3, Ofc of the Director 
2pp 44531 065 44531 066 

8803010387 Rosponds to request for addI info ro 800115 application for amend to Li- 
cense NPF-43, atiowlng one LPCt subsystem in Conditions 4 A 5 w/LPCI cross ho 
valve closed 

SYLVIA.B R Detroit Edison Co 86/02/24 Document Conirol Branch (Document Con 
trolOesk) 4pp 44542 140 44542 143 

8803070331 Provides preventive mamt (PM) program for Jan 1908 In response to NRC 
871009 fir request Five of 115 scheduled Priority A PMs not complotodbul ovalualed 
as acceptable Table of Priority A items schedule end 

SYLVIA.B R Dolroit Edison Co 88/02/26 DAVIS, A 0 Region 3, 0(c of the Director 
2pp 44599 359-44599 360 

8803080138 Confirms plans lo conduct monthly status meeting on 880329 m Glen 
ENyn.lL lo discuss plant slaUis.schedulos, improvomont programs & NRC 
commitments Notification end 

GREENMAN.EG Region 3. Ofc of the Director 88/03/03 SYLVIA.BR Dotfoit 
Edison Co 2pp 44625 091 44625092 

0003150917 Submits addi info ro 660222 request for temporary oxemplfon from 
lOCFRBO.App J concerning primary containment leakage testing on RHR shutdown 
cooling inboard isolation vaives.per request SteDite used as valve seating mall 
SYLVIA.B R Oslroil Edison Co 88/03/03 Documonl Control Branch (Documont Con- 
trol Desk) Ip 44689 078-44689 078 

0803150035 Final response to FOIA request for documents Forwards App D 
documents Apps C & D documents available in POR App E documents partially with 
held (ret FOIA Exemplion 6) 

GRIMSLEY.DK. Division of Rules A Records (Post 870413) 00/03/08 BAUMAN. L 
Qovernmer^l Accountability Projeci 5pp 44690 019 44690 036 

■*-8803150044 Forwards draft response to Senator C Levin 870528 Itr, for review 8 EDO 
signature RG Kunkle 8/0730 Hr ro improvement in SAFETEAM enci Related mfo 
encIW/o staled response 

DAVIS, A B Region 3, Ofc of the Director 87/07/01 REHM.T A Ofc of the Executive 
Director for Operations 1 1pp 44690 026 44690 036 
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8803150099 Application for amend to License NPF--ia, revising Tech Specs Tables 
3 3 2 1 ,3 3 2-2 & 3 3 2 3 deleting nongoneralive HX oiillel lomp signal Irom RWCU sys 
isolalion signals Fee paid 

SYLVIA, B R Detroit Edison Co 88/03/10 Document Conlrol Branch (Oocumont Con 
IrolDesk} 7pp <14716 094 44716 t03 

-0803150104 Proposed Tech Specs, deleting nonregcneralive HX outlet lemp high 
signal from listing of RWCU sys isolation signals 
‘ Dotroil Edison Co 88/03/10 3pp 44/16 101 44716 103 

6803150117 Application for amend to License NPF-4a, clarifying action requirements for 
inoperable emergency cooling water sys subsys.emergency cooling sve water sys 
subsys Of UHS Fee paid 

SYLVIA, a R Detroit Edison Co 08/03/10 Document Control Branch (Document Con- 
trol Desk) 9pp 44715 242 44715 258 

- 0803150122 Proposed Tech Specs, clarifying action requirements lor inoperable emer- 
gency equipment cooling water sys subsystem, emergency cooling sve water sys 
subsys or UHS 

' Detroit Edison Co 88/03/10 8pp 44715 251^44715 258 

8803230107 Supp! 7 to "Interim Startup Test Ropl " W/080320 Hr 
SYLVIA,DR Dotroil Edison Co 88/03/10 200pp 44724 067 44724 248 

6803180233 Forwards Amend 15 lo License NPF.43 & safely evaluation Amend revises 
Tech Specs to allow LPCI sys cross tie valvo lo bo placed m closed position during 
shutdown lo allow isolation oi LPCI subsystom lor mamt 

QUAY,TR Protect Directorate IK 1 88/03/14 SYLVIA, BR Oolroil Edison Co 3pp 
44734 001 44734 010 

-8803180235 Amend 15 to License NPF 43.revising Tech Specs to allow LPCI sys 
cross lie valvo lo be placed in closed posilion during plant shuldown to allow isolalion 
of LPCI subsystem for moint 

VIRGILIOMJ ProiGCl OirectoralQ III-1 80/03/14 5pp 44/34 004 44734 000 

■6603180239 Salety ovalualton supporting Amend 15 to License NPF 43 
* Office ol Nuclear Reactor Regulation, Director (Post 870411) 88/03/14 2pp 
44734 009-44734 010 

8803210141 Forwards Project Directorate IIM slides for Q80317 briefing of Execulivo 
Team Slides marked "P” primary slides diroclorale plans to show Other slides backup 
for possible ref 

VIRGILiO.MJ Pro|oc1 Directorate III 1 08/03/14 NOVAK, T Division of Safely Pro 
grams (Post 870413) 89pp 44760 106 44760 268 

8803280326 Forwards nolico of considoralion of issuance of amend to License NPF 43 
& opnorlunily for hearing re 871120 application for amend to license 
QUAy,T R Prolecl Diroctorato lll-l 06/03/15 SYLVIA, BR Detroit Edison Co 2pp 
44080 344 44009 35? 

-8603260334 Notico of consideration ol i&suanco ol amend to Liconso NPF 43 & pro 
posod NSHC determination & opportunity for hearing Amend revises Toch Spec Table 
3 3 7 12 1 to correct error 

QUAY.TR Project Directorate lll-l 00/03/15 7pp 44009 346 44889 352 

8803250126 Reemphasizes need for Tech Spec change requested in 0704?? & 0814 
applications, changing drywell avornge air lemp limit as staled Although drywcll cquilib 
fium temp not reached reanatysis indicates existing limits could bo oxceoaod 
SYLVIA, Q R Detroit Edison Co 88/03/16 Document Control Branch (Document Con 
IrolDosk) 2pp 44002 065 44882 066 

8603220364 Generic Llr 88 05 lo all licensees of operating PWRs & holders of CPs (or 
PWRs re boric acid corrosion of carbon steal reactor pressure boundary components 
in PWR plants Sve list onci 

MIRAGLIA.F Associate Director for Projects (Post 070411) 88/03/17 Consolidated 
Edison Co of Now York. Inc 43pp 44079 004 44079 126 

8603250005 Forwards Amond t6 to License NPF 43 & safety evaluation Amend revises 
Tech Spec Table 3 6 3-1 to delete isolation Valves r50 F406A & T50 F406B,(rom pn 
mary containment monitoring sys 

quay,! R Protect Directorato (II 1 08/03/21 SYLVIA,B R Detroit Edison Co 4pp 
44056 200-44856 290 

-6803250010 Amend 16 to License NPF 43,fQvislno Tech Spec 3 6 3-1 lo delete isola- 
tion Valves T50 F406A & T50 F406A,1rom primary containment monitoring sys used lo 
monitor hydrogen & oxygon conconirations In containment dyrwell during lOCA 
VIRQILIO.M Project Directorate fll-1 80/03/21 5pp 44856 884 44856 208 

-8803250011 Safety evaluation supporting Amend 16 lo License DPR-43 
' Office of Nuclear Reactor Regulalton, Director (Post 070411) 08/03/21 2pp 
44856 289 44856 290 

6603300131 Responds to NRC Bulletin 88 OOt, ’’Defects in Woslinghouso Circuit Break 
ers " Util does not utilize subj circuit breakers 

SYLVIA,B R Detroit Edison Co 08/03/24 Document Conlrol Branch (Document Con- 
lrol Desk) Ip 44901 194 44901:194 


Q. Inspection reports, IE Bulletins & correspondence 


8802230035 NRC Info Notice 88 006. "Foreign Objects in Steam Generalors" Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Inc 116pp 44654 253 44555 009 

6B03Q20036 NRC Info Notice 88 007, "Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM.R E Division of Industrrat & Medical Nuclear Safely (Post 870729) 
88/03/07 Consolidated Edison Co o( New York, Inc 12pp 44673 001-44673 012 

8803040062 NRC Bulletin 88 003, "Inadequate Latch Engagement in HFA Type Latch- 
ing Relay Mfg by GE " Sve fist end 

ROSSI.CE Division of OporaKonal Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192-44673 319 


880321Q029 Responds to NRC 880211 Mr re violations noted in Insp Ru(3l 50 341/8 / 
49 Corrective actions design change Implemontod 8 toslod lo bung Swing RLm 
& associated equipment into compliance w/singlo failure crilona Too paid 
SYLVIA BR Oelroit Edison Co 80/03/12 Ole of Enlorcomonl (Post 070.113) 6jip 
44801 099 44B01 103 

8803000146 NRC Info Notice 80 008, "Chemical Reaclions W/Flndwasl« Solidificiilion 
Agents ' Sve list end 

ROSSI CE Division of Operational Evonlb Assossmoni (Posi H/04tl> 80/03/14 
Consoltdaled Edison Co of Now York, Inc 120fjp 44772 253 447 /3 012 

8B03230096 Discusses concerns noted In Oporalional Safely Team Insp Ropl 50 341/ 
87 30 re assessment of plant operations Ropt reviewed & finrllngB catogorizod Info 20 
listed concerns 

KNOP.RC Region 3. Ofc of the Director 08/03/16 GREENMAN.EG Ffoglon 3. 01c 
of the Director 4pp 44050 218 44850 221 

8603230102 Forwards draft Hr (or mgl consideration on programmatic method of rosolv 
Ing operational safety learn insp (OStI) findings & potential onforcomont assoclalod 
w/OSTI findings W/o end 

ROGERS, W Region 3. Ofc of the Director 08/03/16 KNOP,W Roglon 3. Ole ol tho 
Direclor 2pp 44850 292 44850 293 

6803140284 NRC Info Notico 88 009. "Reduced Reliability of Slonm Driven Auxifiniy 
Foedwaler Pumps Caused by Instability of Woodward Pu PL Typo Govoriiora " Sve 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/03/10 
Consolidated Edison Co of Now York, Inc 121 pp 44057 058 44657 170 

6803300147 Responds to NRC 080223 Mr re violalions noted in Insp Rojil 50 341/8B- 
05 Corrective actions complete liofd waikdown program initiatod lo dociimonl nsbuiM 
configuration of masonry block rolnforcemonls in roaclor/auxiliary bldg 
SYLvIA.DR Delroit Edison Co 60/03/24 Oocitmeni Conlrol Branch (Documonl Con 
irol Desk) 3pp 44913 230 44913 240 


R Periodic operating reports & related corroapondonce 


6003010420 "Annual Operating Rcpl.Jan Doc 1907 " W/860229 Mr 
SYLVtA.BR Detroit Edison Co 87/12/31 36pp 44551 060 44551 104 

8B03230179 Repl of changes, tests & okporimonis for 1907 W/C803tn Mr 
SYLVIA, 6 n Detroit Edison Co 87/12/31 44pp 44049 122 44040 165 

0803030103 Forwards "Semiannual Radiological EfffuenI Releasu Rop1,Jiii- Doc 1907 ’’ 
SYLVIA QR Dotroil Edison Co 08/02/29 Document Control Branrh (Document Con 
trol Desk) Ip 44602 279 44603 044 

■8803030100 "Semiannual Radiological Efffuont RoloaRo Ropt.Jul Doc 1067 " 

" Dolroit Edison Co 07/12/31 125pp 44602 200 44603 044 

8803100096 Monthly opqralinn ropt (or Fob 1908 W/flfJ0315 Ilf 
AN7HONY.PM, ORSER.WS Dotroil Edison Co 00/02/29 Ann 447/|,0b<t 
44771 057 

680321 0456 "Headquarters Daily Ropl for 8803)4 " 

* Radiation Protection Branch 88/03/14 63pp 44759 351 447G0 054 


S. Reportable occurroncea, LERs & related corrospotidenco 


8603070375 PNOMI 80 014 on 880226, portion ol automatic alorl circuitry for plan! (our 
diesel generators not fully toslod Unusual ovonl classification lorininatod on 600227 
following manual reactor scram Maint & testing outage begun 
PELKE.P, KNOP.R Region 3. Ofc of Iho Diroctar 00/02/29 Ip 44604 220 
44604 228 

0803140180 LER 87 042 02 on 87090a.control ctf fiVAC sys shifted to chfonnu mode 
w/no chlorine present Caused by use of two way radio Further testing w/radios 
performed Detectors scheduled for replacement m Aug 1988 W/060304 Hr 
ANTHONY.P, ORSER.WS Detroit Edison Go 08/03/04 5pp 44714 209 44714 213 

8803 160040 PNO 111 88 019 on 800306, weapon incident involving security guard oc 
curred when during verbal confronialion ono security guard pointed handgun al 
second guard Individual suspended & Slate of Ml noliflod 

CREED, J, MALLETT.B Region 3. Ofc of tho Director 88/03/10 Ip 4472/041 
44727 041 

8803210034 LER 88 007-00 on B80214.dconof9izod radiation monitor caused conlrol ctr 
HVAC to shift to recirculation modo Caused By improper review of sys functions prior 
to performing work Personnel involved counsolod on ovant W/Q603t5 Hr 
ANTHONY.P. ORSER.WS Detroit Edison Co 08/03/15 5pp 44771 161 4477) 185 

B803240355 PND HI 08 022 on 0803 18, received bomb threat possibly originating on 
site Site access rostncled lo essential person not & search o1 laciliiy begun No oxpio 
sivo devices found & no explosions occurred Invostigatlon continuing 
CREED, J , MALLETT.e Region 3, Ofc of the Direclor 00/03/16 Ip 44894 312 
44864 312 


V. Operator Examinations 


0803250253 Advises that NRG published end rov lo guidance for trial NRC requalHfca 
tion exams, to releci lessons learned from exams administered al facility in Doc 
1987 Final version wili be incorporated into examiner stds (NUREG-1021 j 
WRIGHT.GC Region 3. Ofc of the Director 88/03/16 SYLVIA.DR Dotroil Edison 
Co Ip 44913 1 03 44013 193 


DOCKET 60-344 TROJAN NUCLEAR PLANT 
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F SficurMy, ^nedlcal, emergency & fire protection plane 

80O318<H55 Revised emergency plan implemenhng procedures .including Rev 2 lo EP 
001, “Emergency Classiricalion,*’ Rev \ to EP'OO?, “Prole dive Action Recommenda 
tdons’ & Rev 1 to EP-003, “Jnilial Notifications for Trojan Emergenctes “ 

PU2EV,A M Portland General Electric Co 88/O?;04 t.OOOpp 44782 128-44785 032 

8003010482 Forwards Rev 19 to PGE-t017, Trojan Nuclear Plant Security Pro-gram." 
per 10CFR50 54(p) NRC 871024 comments re Rev 15 lo security program corrected 
& incorporated rn Rov 19 Rev wilhrteld (ref 10CFn7321) 

COCKFIELD.D W Portland General Electric Co 83/02/26 Document Conirol Branch 
(Document Conirol Desk) ip 44542 167 44542 157 

8303230091 Forwards drug testing requirements for use by con tractors & agencies w/ 
personnel requiring unescorted access Secunly & supervisory personnel directed to 
deny or revoke access to persons under infJuance of or w/odor of alcoholic bever 
ages 

COCKFIELD.DW Portland General Electric Co 83/03/18 Document Conirol Branch 
{OocumenI Control Desk) 7pp 44850 240-44850 246 


J Insurance & fn-demnlty Information 

8883250044 Forwards Endorsemertts 81 & 68 lo NELIA Policy NF 225 & MAELU Policy 
MF 06, respectively 

CARTER, RJ Marsh & McLennan, fnc 88/03/17 OINITZ.I Office of Nuclear Reactor 
Regulation, Direclor (Post 870411) 3pp 44061 000 448B1 090 


0803220364 Generic Ltr SS'OS lo all licensees of operating PWRs & holders of CPs for 
PWfls re boric ecrd corrosion of carbon steel foactor pressure boundary components 
in PWR plants Svc list enci 

MIRAGLIA.F Associate Director for Projecls (Post 870411) 00/03/17 Consolidated 
EdfSOrt Co of New York. Inc 43pp 44879 084 44879 126 

0803220302 Forwards applies lion for amend to License NPF 1, consisting of Rev 2 to 
License Change Application 162.rovising Tech Specs to reflect changes to offsilo & 
facility oraaniiralion charts 

COCKFftLD.D W Portland General Efoctrtc Co 08/03/10 Document Control Branch 
(Document Control Desk) Ip 44803 038 44803 050 

*•8003220304 Application for amend to License NPF l.consisling o1 License Changa 
Application 162,Rev 2,rGvising Tech Specs re ofisite & facility organization charts 
COCKFIELD.DW PortPand General Electric Co 88/03/18 5pp 44003 039 
44803 045 

*'8803220305 Proposed Tech Specs, reffccllng revised offsite & facility organization 
charts 

* Portland General Electric Co 88/03/18 5pp 44003 046 44803 050 

8603300244 Notifies that 1988 refueling & mafnt outage scheduled to begin 
880413 Scheduled dale for returning to power operalion fs 880431 & schedulod work 
complolion dale is 860421 list of major aclivittes w/key dates & cnlicaf path schedule 
end 

COCKFIELD.DW Portland General Electric Co 80/03/10, Document Control Branch 
(Document Control Desk) 30pp 44901 264 44901 283 


P Oporalfng llccnao stage documents & correspondence 

08O225'O195 Generic LIr 06-04 to all nonpower reactor licensees ro distribution of gems 
irradiated in research reactors Svc fist encI 

MIRAGLIA.F J Associate Director for Projecis (Post 87041 1 ) 8B/02/23 Consolidated 
Edison Co of New York, Inc 1 tpp 44553 345 44553 355 

8803020116 Forwards response to NRC 071222 request for addl info re util License 
Change Applicalion 159 concerning proposed changes to Toch Spoc 3 9 9, “Conlain 
mcnl Ventilalion Isolation Sys " 

COCKFIELD.D W Portland General Elociric Co 00/02/25 Docomenl Conirol Branch 
(OocumenI Conirol Desk) 8pp 44544 120-44544 127 

8603070134 Forwards application for amend lo Licenso NPF- 1, consisting of Rov 1 to 
License Change Application 124, revising Tech Specs associated w/conlainmeni 
isolation W/Certificateol Svc 

COCKFIELD.D W Porlfand General Eleciric Co 80/03/01 OocumenI Control Branch 
(Document Conirol Desk) 2pp 44893 093-44893 116 

-8003070137 Application for amend lo License NPF 1, consisting of Rov 1 lo Lreonso 
Change Application 124, revising Tech Specs ro conlainmant isolation valves 
COCKFIELD.DW Portfand (Beneral Electric Co 88/03/01 I2pp 44093 095* 
44B93 106 

-8803070139 Proposed Tech Specs re conlainment isolation valves 
• Portland General Electric Co 00/03/01 lOpp 44893 107 44693 116 

8803 IS 00 78 Forwards License Ch-anga Applicalion (LCA) 165 requesting amend 1o Li 
censo NPF 1 LCA revises Tech Specs lo remove 3 5't'o U 235 enrichment limit on re- 
actor fuel assemblies & increase enrichment limit for fuel storage racks to 4 5% Fee 
paid 

COCKFIELD.DW Portland General Electric Co 68/03/01 Do c-u merit Conir-ol Branch 
(Docurrenl Control Desk) Ip 44716 104-44716 123 

-0803150086 License Change Applicalion 165 requesling amend lo License NPF- 
t.rnodilying Tech Specs by removing 3 5®!* U 235 Jnnil on reactor fuel assemhflos & 
increase enrichment limit for new fuel slorago racks to 4,5% 

COCKFIELD.DW Portfand Gerrsral Eiectric Co 8B/03/0I 6pp 44716 105- 
44716 110 


8803300367 Forwards Tech Specs re pressure boundary leakage & added requiramcnl 
that i/nil bo brought lo cold shutdown (olfowing occurrence of pressure boundary 
leakage Revs to bases need not be submitted as amend lo license 
KNIGHTON, GW Project Directorate V 00/03/23 CODKFIELD.DW Pacific Gas & 
Electric Co 2pp 44913 309 44913 311 

•*0803310214 Proposed revised Tech Specs ro RCS 
* Portland General Efociric Co 88/03/29 Ip 44913 31 1 44913 31 1 


0. Inspection reports, fE Bulletins & correspondence 

8803150165 Forwards Insp flepl 50-34 4/88 03 on 080103 0213 No violations noted 
ZfMMERMAN.RP Region 5, Ofc of the Direclor 80/02/23 COCKFIELD.DW Pod 
fand General Elociric (^o 2pp 44710 076 44710 087 

-8803160178 Insp Hept 50 344/88 03 on 880103 0213 No violations nolcd Major 
areas inspocleci operational safely vonficalton.mainl, survoillanco.physics losting 0 
event followup 

BARR.RC, SUH.GV, MENDONCA.M M Region 5, Ofc of tho Oiroclor 08/02/23 
lipp 44710 077-44710 087 

0803150078 Forwards Mgt Meeting Insp Repl 50 344/80'O7 on 080201 ro Invosligntion 
of Barton pressure transmitter failures Imbrovomonl ro content & uso of aclion plans 
as well as corrective action timeliness & elfectlvoness warranted 
KIRSCH.OF Region 5. Ofc of Iho Director 80/02/24 COCKFIELD.DW Portland 
General Efectrtc Co 2pp 44714 255 44714 261 

-8003150084 Mgt Meeting fnsp Rept 50 344/80 07 on 800201 Major areas 
discussed Barton pressure transmitter falluros 

BARR.R.C, MENOONCA,MM Region 5, Ofc of tho DIroclor 80/02/23 5pp 
44714 257 44714 261 

8803010278 Forwards status of onglneoring performance improvoment aclion 
plan Significant progress made on plan in 1987 Response to deficiencios noted m 
Insp Rept 50 344/87-31 also end 

COCKFIEiD.D W Portland General Electric Co 00/02/25 Oocumont Control Branch 
(Document Conirol Desk). 8pp 44532 01 1 44532 018 


■8803150093 Proposed Tech Specs modifying OL NPF'1,fonnovinQ 3 5% U 295 limit on 
reactor fuel assemblies & increase ennchmonl limit for new fuel storage racks to 
4 5% Oertdicats of Svc end 

' PorUand General Electric Co 00/03/01 13pp 44716 111 44716 129 


8802230035 NRG Info Notico 88-006, “Foreign Objects in Sleam Gonorators “ Svc lisl 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Inc 1 18pp 44564 253 44556 009 


8803080296 Forwards info on control room habitability ammonia cfoloctors.per 000111 
request 

COCKFIELD.DW Portland General Electric Co 88/03/02 OocumenI Conirol Branch 
(Document Conirol Desk). 20pp 44640^^45 44641 011 


0003169234 Provides revised schedule for iraplefnenlation of cotroclivo actions, fn re 
sponSB to notice of violafion Rev 1 to inservice testing progratn wJi bo subrrwUod by 
080415 Next surveillance test scheduled for Apr 1906 

COCKFIELD.DW Portland General Electric Co 0B/O3/1O Document Control Branch 
(Document Control Desk) Ip 44729 301-44729 301 


8803210001 Forwards proometary WCAP-11699 A ner>prQprietafy WCAP'tl700. “Tech 
nicaf Justification for Efiminalirio Large Primary Loop Pipe Rupture as Structural 
Design Basis for Trojan Plant, ” leak before break analysis final repls 
COCKFIELD.DW Portland Goreral Elecinc Co 08/03/14 Oocumont Control firanch 
(Document Conirol Desk) 2pp 44809 1 76 44809 278 


8803000104 Submils response to NflC Bulletin 80 001 ro defecls in Woslinghouse err 
cult breakers Author does not utilize any Westinghouse circuit breakers.as Idonlifjod in 
subj bulletin, In Class IE applications at facility 

COCKFIELD.D W Portland General Elecinc Co 80/03/04 Document Control Branch 
(Documonl Control Desk) 1p 44B50O84-44B5B 064 

8803000377 Responds to NRC 880205 Hr re violations noted in Insp Rept 60 344/0B« 
01 Corrective actions sub) discussed immodiatefy w/corlcal staff following Indontilica- 
tion by* NRC Inspector 

COCKFIELD.D W Portland General Electric Co 88/03/04 Document Conlfo) Branch 
(Document Control Desk) 3pp 44895 187-44895.1 09 

8003020038 NRC Info Notice 88 007, “Inadvertent Transfer of Licensed Mali to Uncon 
trolled Locations “ Svc list end 

CUNNINQHAM.R E, Division of Industrial 8 Medical Nuclear Safety (Post 870729) 
88/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001-44673 012 


■ 8803210002 flequesls that propristary WCAP 11099 be v^ilhheld from public 
disclosure, per 10CFR2 790 Affidavil end 

WIESE MANN.R A Weslinghouso Elecinc Corp 88/03/03 MURLEY.T Office of Nu 
clear Reactor Regulalron, Director (Post 07041 1) Tpp 44809 1 70 44809 1fl5, 


-8803210005 Non prop notary “Technical Jushticalion for Eliminating Large Primary Loop 
Pipe Rupture as Structural Dosign Basis for Trojan Plant." 

SWAMV.SA. JOHNSON.E R , KfM.C C Wostinghouae Electric Corp WCAP 11700 
8B/02/29 aapp 44009 186-44809278 


0803239004 Rosponds lo NRC 800219 request for addl info ro application for amend to 
License NPF-1 consisting of License Change App]icalior> 160 re daleirng requirement 
tor source range plateau curves 

^CKFIELtTOW Portland Gene laf Electric Co 00/03/16 OocumenI Control Branch 
(Docurnenl Conirol Desk) 4pp 44fl49 089-44849 09? 


8803160424 Forwards request for specific info necessary for completion of response to 
fEB 85 003, "Molor Operated Valve Common Mode Failures During Plant Transients 
Due to Improper Swilcn Settings." 

KIRSCH.DF Region 5, Ofc of the Direclor 88/03/09 COCKFIELD.DW Portland 
General Eleclrtc Co. Opp 44747 167-44747.169 

8003040062 NRC Bulletin 88 003, ''Inadequate Latch Engagement In HFA Type Latch- 
ing Rd^ Mfg by GE " Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 86/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192 44673 319 

0803210487 Ack receipt for 860222 ltr informing NRC of steps taken lo correct viola- 
tions noted in (nsp Rept 50 344/87 40 

KIRSCKO.P Region 5. Ofc of the Director 08/03/11 COCKFIELD.DW Portland 
General Electric Co Ip 44803 097-44803 099 
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880307025^ Forwards Anoncj 107 to License NPF 3 & safely evalualion Amend revises 
Tech Specs lo perfrnl exiension of nexi due dale for performing tesls & rnsps required 
by SurvGilFance RequiremenJ 4 8 11 1 b to 880101 

DE AGAZIO.AW PfO|ecl Direeforale IH 3 80/02/29 SHELTON DC Toledo Edison 
Co 2pp 44596 023 44596 033 

•*0803070265 Amend 107 10 Lrcc/iso NPF-3,iGvising Tech Specs lo perrriil eKtensionof 
next due date for performing tests & rnsps required by Surveillance Requiremenl 
4 e I 1 1 b to 880401 

PERKINS.KE Pr OjGCl Oireefo rate III 3 88/02/29 5pp 44596 025 44596 029 

-8803070277 Safely evaluation supporting Amend 107 to License NPF 3 
' OfliCQ of rarcioar Reactor Regulation. Direcior jPost B70411) BB/02/29 APP 
44596 030 44596 033 

■6803070396 Responds to util 000218 request for clardicalion of NRC position re surveil 
lance leslrng of reactor vessel internals veni valves Surverlta nee testing wifi he re 
qtired before startup lofJorting outage, por Tech Specs 

DE AGAZrO.AW Proiect Directorate 1113 88/03/01 SHELTON, DC Toledo Edison 
Co 2pp 44610 064-44610 085 

80 3090042 Forwards Amend 100 to License NPF 3 & safely evalualron Amend revises 
Tech Spec Section 3/4 3 1. Tables 3 3-1 & 43 1,to address action & siirveillanco re 
quire monis ro re a c lor trip Preaker diverse trrp devices 

DE AGAZIO.AW ProiecI Dircclprate III 3 88/03/02 SHELTON DC Toledo Edison 
Co 2pp 44652 339 44652 352 

- 08O3O9OO4S Amend 10B to License NPF 3,revj6iog Tech Spec Section 3/4 3 I, Tables 
3 3 1 & 4 3 1, to address action S surveillance requirements re reaclor trip breaker dr 
verso trip devices 

PERKiNS.K F Proioct Directorate III 3 08/03/02 lOpp 44652 34144652 350 

-B0O3O9OO48 Safety evaluation supporting Amend 100 to Licenso NPF-3 
^ Office of Nuclear Reactor Regulation Director (Post 87041 1> 88/03/02 2pp 
44652 351 44652 352 

8803070292 Requests remission of lee for 07 II 29 appNcalton requesling exemption 
from requirements of ICCFRSO.App 3, Section HID 1(a) re Type A testing & 10 yr in 
service tnsp of unit 

DIGGS, R M License Fao Managenienl Branch 68/03/03 SHELTON, DC Toledo 
Edison Co Ip 44SD6 043-44596 043 

8B03 100026 Forwards .ipplication for amend lo License NPF-3, redefining relationship 
between lolal operable mam steam safety valve relieving capability por sleam genera 
lor & reduced reaclor prolcction sys high flux trip sotpoinl Foe pard 
SHELTON, DC Toledo Edison Co 88/03/04 Docirmonl Control Branch (Document 
Control Desk) 2pp 44674 019-44674 049 

-'6B031D0031 Application for amend to License NPF 3, redefining relalionship between 
lolal operable mam sloam safely valve relieving capabiljly per steam generator & re 
du ced reaclor protculion sys hmh flux trip sotpoinl 
SHELTON.DC Toledo Edison Co 88/03/04 21pp 44674 021 44674 041 

-8893100037 Proposed Tech Specs.revrsing mnm steam safety valve relief capacity/ 
high Ifux irip sotpoinl relationship 

• Toledo Edison Co 88/03/04 Spp 44674 042 44674 049 

6031G0307 Requests schaduling & allocaling of resources to review reload ropt license 
amend request lo be submilted in May 1 988 Summary of Cycfe 6 reload repl end 
SHELTON, DC Toledo Edison Co 08/03/05 Document Control Branch (Document 
Control Desk) 2pp 44703 302 44703 303 

003160135 Forwards applicalio.n for amend to Icenso NPF 3 changing Tech Spec 
Section 4 6 1 2 a to allow third Typo A test A 10 yr inservico rnsps lo te uncoupled & 
porloimod *n saparaio reluoling oulagos Fe& paid 

SHELTON, DC Tolodo Edison Co 60/03/07 Docurnanl Control Branch (Oocumerit 
Control Desk) 2pp 44722 330 44722 343 

8863160290 Application for amend to License NPF-3 changing Tocfi Spec Section 
46 12a lo allow conlainmonl integrated feak rale test & 10-yr insorvica insp to be 
uncoupled ■& performed in separate refueling ouiages 
SHELTON.DC Toledo Edison Co 08/03/07 lOpp 44722 332-44722 341 

0803160138 Proposed Tech Specs .allowing Ihird Typo A lost (conlainrnent integralGd 
leak rale test) & 10 yr insorvics irsps lo bo uncouplod a performed in soparalQ rofuol 
inq ouiages 

* Toledo Edison Co 88/03/07 2pp 44722 342 44722 343 

8031 SOS 6 8 Forwards application for amend lo License NPF 3.rDVisrnq Tech Spec Soc- 
Iron 6 0, "Admin istraii VO Controls,'’ to update offsite/onsilo organization in fight of 
recent oroanizahon changes 

SHEITON.DC Totodo Edison Co G8/03/00 Document Control Branch (Oocumont 
Control Desk) Ip 44710 017-44710 03B 

8803150270 Application for amend lo License NPF 3, revising Tech Spec SecUon 6^ 
"Adm ml Sira live Controls," to tnefude position titfo changes & reUocl recent organiza^ 
1iorv changes 

SHELTON, DC Toledo Edison Co 88/03/08 lOpp 44710 018 44710027 

3603150277 Proposed Tech Spec Section 6, "Adiriinislrative controls" 

* Toledo Edison Co 88/03/08 lipp 44710 028-44710038 

103180249 Forwards Amend 109 to License NPF-3 & safety evaluation Amend revrses 
iGsponsibilitios & authority of station review board & adds section to technical review 
conlrol 

DE AGAZIO.AW Project Oirectorale III-3 88/03/09 SHELTON.DC Toledo Edison 
Co 3pp 44737 003-44737 025 

5803180267 Amend 109 to Liconso NPF S.revising roMonsibilitias & authority of sla- 
Hon rovfow board & adding secUon to technical review & control 
PERKINS.KE Project Directorale If 1-3 88/03/09 12pp 44737 OOB 44737 01 9 

1803180260 Safety evafualion supporting Amend 109 to License NPF-3 

• Project Directorate fif 3 88/03/09 3pp 44737 020-44737 022 

[803180273 Notice of denial of amend to Ltconse NPF 3 re defeling requrrement in 
Tech Spec 65 1 6e concerrxng station review board responsihrldly to investigate & 
rent Tech Spec violaUons 

DE AGA2IO.A W Pro|ect Direclorate III 3 88/03/09 3pp 44737 023 44737 02S, 


880321 OOB 1 Forwards omitted Tech Spec Pago 3/4 8 2 to Amend 107 lo License NPF 
3,exl0nding due date for performing tests & rnsps required by Surveillance Require 
mem 4 8 l l l b to 880401 

DE AGAZIO.AW Projecl Directorale III 3 88/03/10 SHELTON.DC Toledo Edison 
Co 3pp 44771 309 44771 313 

-8803210087 Omiltod Tech Spec Page 3/4 8 2 to Amend 107 lo License NPF-3, ox 
lending due dale for performing tests & insps required by Surveillance Requirement 
48 11 1 b to 080401 

* ProiecI Directorate lll-3 80/03/10 2pp 44771 312-44771 313 

8003170212 Requests Ifial end 870911 memo from J Scinlo bo included m dockel 
fries Memo relates to 070122 application for amend to License NPF-3 ro organizaticn 
changes 

DE AGAZIO,A W Project Orreclorale )ll 3 88/03/11 Project Directorate 1113 Ip 
44711 234-44711 238 

8803170215 Oiscusses plant organizational changes Meeting w/E Butcher & S Bryan 
Should be sol up 

SCINTO.J NRC - No Detailed Affiliation Given 87/09/11 DE AGAZIO.A NRC No 
Ootailed Affiliation Gwen 2pp 4471 1 235 4471 1 236 

0803210362 Forwards Amend 110 to Licenbo NPF 3 Amend revises Toch Specs to 
permit extension of range of RCS pressure instrument on auxiliary shutdown panel to 
3.000 pbtg from 2,500 psrg & Tech Spec 3 3 3 S.Tablo 3 3 O.ftom 3 
DE AGAZIO.AW Project DirecloralO JIf 3 88/03/14 SHELTON.DC Tolodo Edison 
Co 3pp 4 4 760 156 44 760 1 63 

-8603210369 Amend 110 to License NPF a.rovising Toch Specs to permit extonsronof 
ra.nge of RCS pressure instrument on auxiliary shutdown panel to 3,000 psig from 
2,500 psig & Tech Spec 3 3 3 S.Table 3 3 9. Item 3 

PERKINS.KE Projecl Directorate IN 3 80/03/14 4pp 44760 150 44760 163 

0803230247 Remits foe for 000303 apficalion for amend lo Liconso NPF 3, ro request 
for exempleon from tOCFRSO.App J, Section III D 1(a) 

■SHELTON.DC Toledo Edison Co 88/03/15 Document Conlrol Branch (Document 
Control Desk) Ip 44867 140 44867 140 

8603300420 Forwards notice of consideration for issuance of amend to OL & opportuni- 
ty tor )i earing ro 870727 application for amenif lo Liconso NPF-3 
DE AGAZIO.AW Project Directorate fif 3 80/03/16 SHELTON.DC Toledo Edison 
Co 2pp 44914 173-44914 179 

• 8003300440 NoKce of consideration of issuance of amend lo Licenso NPF 3 & pro 
posed NSHC dolerminalion & opportunity for 080425 hoarrng Amend revises Tech 
Specs re MSI Vs 

DEAGAZ(O.AW Project Direclorate 111-3 flO/03/16 5pp 449)4 175 44914 179 

0803220364 Gonsric Ltr 86 05 lo all ficonsoos of operating PWRs & holders of CPs for 
PVvRs ro boric acid corroston ot carbon steel reactor pressure boundary componenls 
in PWR plants Sve list onci 

MIRAGLIA,F Assocrato Director for Projects (Post 0704 1 1) 88/03/17 Consohtfalcd 
Edison Co of Now York. Inc 43pp 44879 004 44079 126 

0803300338 Forwards "Nolico of Consideration of Issunnco of Amend lo Facility Oper 
ating Licenso & Opportunity for Hearing" ro 88011 1 oppNcalion for amend Nolico for- 
warded lo Ofe of FR for publication 

DE AGAZIO.AW Project Directorate III 1 88/03/18 SHELTON.DC Toledo Eifison 
Co 2pp 44908 356 44008 361 

-8003300343 Notice of consideration of issuance of amend to License NPF 3 & pro 
posed NSHC delerminalion & opporlunily for hearing Amend roviaes tech specs ro 
once through steam gonoralor lube sample selection & Insp requlremonts 
PERKINS.KE Project Oiroclorale 111-3 80/03/18 4pp 44008 350 4490Q 361 

0603300356 Forwards request for add) Info re proposed Tech Spec change lo delolo 
safety foatures aclualion signal lo certain valves 

DE AGAZIO.AW Project DIroctorato IN 3 88/03/24 SHELTON.DC Toledo Edisort 
Co 4pp 44908 008 44906 101 


Q. Inspeclfon reports, IE Bulletins & correspondence 

8003140012 Forwards Operational Safety Team Insp Ropl 50 346/87 24 on 870920 
1009 Weaknesses in operations dept idenlifiod 

CRUTCHFIELO.D Division of Reactor Projecls - Ifl.lV.V & Special Projocis (Post 
870411) 67/ 12/11 SHELTON, 0. Toledo Edison Co 4pp 44693 258 44693 300 

• 8803140014 Insp Repl 60-346/87-24 on 870928-1009 Weaknesses identified Major 
areas inspected mat oversight & safety review, oporatlons.maint.surveillarce 
testing, OA & corrective action programs 

NORRHOLM.LJ, KONKLIN.J E , MCGREGOR. L Division of Reaclor Inspection & 
Safeguards (Post 070411) 87/11/23 30pp 44693 262-44693 300 

88032902S7 FOIA request for documents ro 10CFR50,App R insps S antorcoments 
JONES.CR Aflilialion Not Assigned 88/02/01 GRIMSLEY.DH NRC - No Detailed 
Affilialion Given 2pp 44892 351 44892 352 

0802230035 NRG Info Notice 80 006, "Foreign Objocts in Sloam Generators " Sve list 
end. 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of Now York, Inc 1 1 0pp 44554 263-44555 009 

8003070259 Forwards Amend 107 lo License NPF 3 & safely evaluation Amend revises 
Tech Specs Iq permit extension of next due dale for performing tests & insps required 
by SurvelDance Requirement 4 8 1.1.1 b to 880401 

DE AGAZIO.AW Projecl Directorate JII-3 88/02/29 SHELTON.DC Toledo Edison 
Co 2pp 44596.023.44596,033 

”8803070265 Amend 107 jo License NPF-3, revising Toch Specs lo pormjl oxionslon of 
next due date for performing tests &. insps required by Surveillance Require merit 
4 6 1,1 1 bio 6B0401 

PEflKINS,KE Projecl Directorate 111-3 88/02/29 5pp 44596 025*44596 029 
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8803080360 Responds lo NRC 800128 Itr re viofalions noted in Insp Repi 50-346/87- 
27 Corrective actions suppression sys inslatled in turbine bldg adiaconl to cable trays 
supports & util will evaluate necessary fire protection required for cable trays 
SHELTON^DC Toledo Edison Co 88/02/29 Oocumenl Control Branch (Document 
Control Desk) 5pp 44626 191 44626 195 

8603080409 Responds to NRC 880120 Ur re violations noted in Insp Repl 50 346/80 
04 CorreclivQ actions Nuclear Group Procedure NG-AV-tl5 revised to include specific 
criteria re method used to signify review & comment resolution 
SHELTON.O C Toledo Edison Co 08/02/29 Document Control Branch (Document 
Control Desk) 4pp 44625 071 44625 074 

0603080506 Responds lo NRC 880129 Ur re violations noted in Insp Repl 50 340/87 
31 Corrective actions Surveillanco Tost ST 5016 05 revised lo give guidance for imme 
diato shift supervisor noUficalion if hose station fails tests or inoperable 
SHELTON, DC Toledo Edison Co 88/02/29 Document Control Branch (Document 
Control Desk) 3pp 44624 186 44624 188 

8803160046 Fonvards documenlalion forms used for monitoring of contraband search 
during security supervisor lours, per Insp Repl 60-346/08 03, did 880128 
SHELTON, DC Toledo Edison Co 80/03/01 DAVIS, A B Region 3, Ofc of Iho Direc 
lor 3pp 44703 054-44703 056 

6603070292 Requests remission of fee for 071120 application roquosling oxemption 
Irom requirements ol 10CFR50,App J, Section III 01(a) re Type A testing & 10 yr In- 
sorvico msp of unil ^ ^ . 

DIGGS,R M License Fee Management Branch 80/03/03 SHELTON,DC Toledo 
Edison Co Ip 44596 043 44596 043 

8603020036 NRC Info Notice 00 007, "Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations " Svc list end 

CUNNING H AM. R E Division of Industrial & Medical Nuclear Safely (Post B70729) 
00/03/07 Consolidated Edison Co of Now York, Inc 12pp 44673 001 41673 012 

6803160135 Forwards appltcalion for amond lo License NPF 3 changing Tech Spec 
Section 4 6 t 2 a lo allow third Typo A tost & 10 yr insorvico Insps to dd uncouptod & 
erformed in separate refueling outages Fee paid 

HELTON.OC Toledo Edison Co 88/03/07 Oocumenl Control Branch (Document 
Control Dosk) 2pp 44722 330 44722 343 

•8803160290 Application (or amend to License NPF 3 changing Tech Spec Section 
46 12a to allow containment inlogratod leak rnto lost & lOyr insorvico msp to be 
uncoupled & performed in separate refueling outages 
SHELTON.DC Toledo Edison Co 00/03/07 tOpp 44722 332-44722 341 

■8803160138 Proposed Tech Specs, allowing Ihird Typo A tost (containment inlogratod 
leak rate lost) & 10-yr msorvice insps to bo uncoupled & performed in separate refuel 
mg outages 

‘ Toledo Edison Co 88/03/07 2pp 44722 342 44722 343 


8803280023 Forwards SALP Repl 50-346/87-01 for Nov 1986 Dec 1987 Overall per- 
formance acceptable 

DAVIS, A B Region 3. Ofc of the Director 88/03/21 SHELTON, D Toledo Edison Co 
3pp 44945 027 44945 072 

“6803280030 SALP Rept 50 346/87 01 for Nov 1986 - Dec 1987 Overall performancG 
acceptable 

* Region 3, Ofc of the Director 07/12/31 43pp 44945 030 44945 072 


R, Periodic operating reports & related correspondence 

BB03040077 "Effluent & Waste Disposal Semtannua) RepLJul-Dec 1907 " W/8B0229 Hr 
STORZ.LF Toledo Edison Co 07/12/31 1B2pp 44601 277 44602 078 

8803210429 Monthly operating rept for Feb 1988 W/880315 Itr 
CIPRIANLJ. STORZ.LF Toledo Edison Co 88/02/29 6pp 44793 001 44793 006 

8803210456 "Headquarters Daily Repl for 8003 14 " 

* Radiation Protection Branch 80/03/14 63pp 44759 351 44760 054, 


S. Reportable occurrcncesi LERs & related correspondence 

8803220028 Part 21 repl re defect in operation of gas monitors using fixed fillers Initially 
reported on 860212 Caused by error (n software for monitors Vendor leslrng mod to 
software & in Interim recommends changing filters every 48 h 
STANLEY, LA Kaman Instrumentation (Jorp 08/02/22 Region 4, Ofc ol the Director 
3pp 44048 327 44048 329 

0803160053 Summary of Operating Reactors Events Meeting OB 10 on 800308 List of 
attendees & significant elements of events discussed end 

LANNING.W Events Assossmonl Branch 88/03/10 ROSSI, C E Division of Oper- 
ational Events Assessment (Post 870411) 19pp 44609 306 44689 324 

6803290258 LER 00 006 00 on 800222, Kaman Instfumonlation Corp notified util of soft- 
ware algorifhm error in Kaman radiation monitors Collection time counter rosol lo zero 
every 40 h for affected monitors until software corrected W/a00323 Hr 
STOTZ.J C , STOnZ.L F Toledo Edison Co 88/03/23 4pp 44904 107-44904 110 

6803290265 LER 06 030 01 on 860709, discrepancies found between License Amond 10 
commitments & actual plant conditions re Knowool wraps, emergency lighting & fire 
detection Compensatory measures initialed & mod packages developed w/880323 Itr 
STOTZ.J C . STORZ.L F Toledo Edison Co 88/03/23 7pp 44903 356 44903 362 


V. Operator Examinations 


8603040062 NRC Bulletin 00 003, "Inadequate Latch Engagement in UFA Typo Latch- 
ing Relay Mfn by GE " Svc list end 

ROSSI.CE Division of (Operational Events Assossmonl (Post 870411) 08/03/10 
Consolidated Edison Co of Now York, Inc 120pp 44673 192 44673 319 

8003210081 Forwards omitted Tech Spoo Page 3/4 8 2 to Amond 107 to License NPF- 
G.exlonding due date for performing tests & insps required by Surveillance Require 
monl48 1 1 1 bio 080401 

DE AGAZIO,AW Proloct Directorate III-3 80/03/10 SHELTON.DC Toledo Edison 
Co 3pp 44771 309 44771 313 

“6603210067 Omitted Tech Spec Pago 3/4 0 2 to Amend 107 to License NPF-3 ,gx 
tending duo dale for performing losls & Insps required by Survoillanco nequiromonl 
40 1 11, b to 080401 

* Proiecl Diroctornto III-3 08/03/10 2pp 44771 312 44771 313 

0803210276 Forwards Safely Insp Repl 50 346/00 05 on 880202 04,09 11, 23 25 & 
0307 08 No violations noted 

HARRISON.J J Region 3. Ofc of the Director 08/03/11 SHELTON.D Toledo Edison 
Co 2np 44793 037 44793 042 

“8803210270 Insp Repl 50 346/OB 05 on 880202 04,09 11,23 25 & 0307-00 No viola 
lions or dovinlions noted Major areas Inspected review of 
program, procedures, observation of work activities & date review 
WARD,KD. DANIELSON.DH Region 3, Ofc of the Director 8B/03/H 4pp 
44793 039-44793 042 

8603080148 NRC Info Notice GO 008, "Chemical Reactions W/Radwaslo Solldilicatlon 
Agents " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/03/14 
Consolidated Edison Co of Now York. Inc 120pp 44772 253 44773 012 

8803140284 NRC Info Notice 08 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Claused by Instability ol Woodward PG PL Typo Governors ’’ Svc 
I'sfencl . 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/18 
Consolidated Edison Co of Now York, Inc 121pp 44857 058 44857 178 

8803260052 Confirms 800330 meeting on site to discuss SALP 6 rept Encourages 
presence of appropriate corporate & plant mgt to insure mutual understanding of 
issues & findings presented by NRC 

GREENMAN.EG Region 3, Ofc of the Director 88/03/18 SHELTON.O Toledo 
Edison Co 2pp 44003 270-44083 272 

-■0803250062 Notification of 080330 meeting w/uld in Oak Harbor.OH lo discuss SALP 
6 repl 

* Region 3, Ofc of the Director 88/03/18 Region 3, Ofc of the Director Ip 
44803 272 44803 272, 

8803300338 Forwards "Notice of Consideration of Issuance of Amend to Facility Oper- 
ating License & Opportunity for Hearing" re 080111 appltcation for amend Notice for- 
warded lo Ofc of FR for publication 

DEAGAZIO.AW Project Dfreclorate 111-1 88/03/10 SHELTON.DC Toledo Edison 
Co Zpp 44908 356-44900 361 

“8803300343 Nolico ol consideration of issuance of amend lo License NPF 3 & pro- 
posed NSHC determination & opportunity for hearinp Amend revises tech specs re 
once through steam genoralor tube sample selection & Insp requirements 
PERKINS, KE Project Directorate ljl-3 80/03/10 4pp 44908 358-44908 361 


8003240414 Forwards revised guidance for Inal NRC roouoldicallon exams reflecting 
lessons learned from Dec 1907 exams AddI revs will be made based on lessons 
learned from Inol exam program & Incorporated into NUREG 1021 W/o end 
WR1GHT.QC Region 3. Ofc of the Director 60/03/10 SHELTON.D Toledo Edison 
Co Ip 44800 164 44000 164 
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F Security, medical, emergency & fire protection plans 


8803180088 Rev 4 lo Emergency Implementing Procedure GO EIP 136, "Alert Radio 
Distribution & Matnt " W/860218 Ur 

HARRIS.R Alabama Power Co 88/02/15 14pp 44781 147 44701 160 


0803160211 Forwards FEMA analysis of prompt alert & notification sys for facility con- 
ducted on 870922 FEMA determined that sys does not satisfy requirements of 
NUnEG-0654/FEMA REP-1 & FEMA 43 Util should provido plan to correct inadequa- 
cies 

COLLINS, DM Region 2. Ofc of the Director 88/02/19 MCDONALD, R P Alabama 
Power Co 5pp 44695 350 44695 362 

8803070342 Rev 4 to Procedure GOEIP'136 "Alert Radio Distribution & Malnl" W/ 
880222 Ur 

MCCRACKEN.KW Alabama Power Co 88/02/22 14pp 44604 167-44604 180 


8603160282 Forwards Insp Ropls 50-348/08 03 & 50 364/OB 03 on 080112 0210 & 

V&RRBlulDlJi^ Region 2, Ofc of the Director 08/02/25 MCDONALD.R P Alabama 
Power Co 2pp 44696 311-44696 321 

-8803160286 Notice of violation from msp on 800112-0210 Violations noted required 
fire watches nol Initialed & fire suppression sys inoperable for 1 4 h 
VERRELLI.DM Region 2. Ofc of the Director 80/02/25 2pp 44696 313 44696 314, 

“8803160292 Insp Repts 50 348/80 03 & 50 364/88 03 on 800112-0210 Violalions 
noted Major areas inspected review of surveillance observalion.monlhly maint obser- 
vation, operational safely vorlficalion & LERs , 

BRADFORD.WH . MILLER, W H . DANCE.HC Region 2. Ole of the Director 88/02/ 
24 7pp, 44696 315 44696 321 

6803140027 Forwards Amends 75 & 67 to Licenses NPF-2 8 NPF 8. respectively & 
safety evaluation Amends cfiange Tech Spec 6 9 19, "Adminislralivo Controls, lo 
amend semiannual radioactive eflluent roloaso rept requirements 
REEVES, E A Proiect Directorate 11-1 80/03/08 MCDONALD.R P Alabama Power 
Co 5pp 44689 126 44689 142 

-8803140028 Amends 75 & 67 to Licenses NPF-2 & NPF e.respaclively, changing Tech 
Spec 6 9 1 9 to amend semlnannual radioactive effluent release rept requirements to 
allow use of historical annual average meleorofogicat data 


“8803140031 Safely evaluation supporting Amends 75 & 67 lo Licenses NPF-2 & NPF- 

*'^O^fKce*'of*Vfuclear Reactor Regulation, Director (Post 870411) 88/03/08 4pp 
44689 139-44609142 
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B0OJ22O272 9 to Errexgcincy Plan Implementing ProcedufG FNP O^EfP 27 ‘Activa 

tion o^ Emergency Ope/alions Facility 
' Alabama Power Co 8B/O37O0 21pp 418*13 321 44843 011 

8803-240294 Forwards Rev 7 to General Ofc Emergency Implerrenting Procedure GO 
EIP*1 14 & docurrenl transirultal ack W/o encis 

HARRIS R Alabama Power Co 88/03/11 Regron 2, Ofc ol the Director tp 
14850 125 44B50 125 

880322(1264 Rev 7 to Emo/gency Plan Implementing! Procedure GO EIP 114 News 
Release Coordirnalion & Dislnbulion W/8B031 6 Itr 

MCGOWAH.JK. MCCRACKEN, KW Alabama Power Co 80/03/16 12pp 

44801 277-44801 268 


P Operating tjccnse stage docurrtenis & correspondence 

8802250195 Gtncnc Hr 88 0*1 to aH nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve Nsl end 

MiRAGLIA.F J Associale Director for Projects (Post 8704 1 1) 08/02/23 Consolidated 
Edrson Co ol New Yo/k fne 1 tpp 44553 345 44553 355 

680388D3Q8 Forwards subj list lhal provides max lull stroke lime values inlenilod for use 
m performing insorvLco lesling to requirements of ASME Code Section XI Solenoid op- 
erated valves not included since stroke time already covered 
MCDONALD.R P Alabama Power Co 86/02/25 Documert Control Branch (Docu- 
mertl Cortral Desk) 9pp 41631 260 44631 276 

0803140027 Forwards Amends 75 & 67 to Licenses NPF 2 & NPF 8 respectively ■& 
safely evaluation Amends change Tech Spec 69 19, Administrative Controls, to 
amend semi annual radioactive effluent release rept requirements Record copy 
REEVES, E A Project Directorate 111 88/03/08 UCDONALD,RP Alabama Power 
Co 6pp 44760 097 44760 114 

0803140027 Forwards Amends 75 & 67 to Licenses NPF 2 & NPF 0 respectively & 
safety evaluation Amends change Tech Spec 6919, “Admimstralive Controls/ to 
amend semiannual radioactive elfiuenl release rept requirements 
REEVES, E A Project Dircctorale II 1 08/03/08 MCDONALD, R P Alabama Power 
Co 5pp 446B9 126 44689 142 

8803140920 Amends 75 & 67 to Licenses NPr-2 & NPF 8,respecli.vely changing Tech 
Spec 69 1 9 to amend semmannual radioactive ofllucrt release rept requiremonis to 
alfow use ol historical annual average meteorological dala 
ADENSAM,EQ Project Directorate II 1 30/03/00 app 44609 131 44609 130 

>'8603140031 Safely evaluation supporting Amends 75 & G7 to Licenses NPF 2 & NPP 
fl,F<3Spcclivoly 

' Office ol Nuclear Reactor Regulation, Direclor (Post 87041 1) flB/03/06 4pn 
*14089 130 44689 142 

8603160041 Advises ol Ircensee review of util Cycle 9 core reload design A implement a 
lion plans Reload salety cvalualion review completed & verification of reload core 
design wilt be performed per vyestinghouso std slartup physics lesis 
MCDONALD.R P Alabama P-ower Co 86/03/06 Documenl Control Branch (Oocu 
ment Coni foP Desk) 2pp 44691 354-44694 355 

8893140202 Notification ol 830318 meeting v//ulil5 in Rockville.MD to (Jiscuss formation 
of oporaling company wilhm Soulhern Co sys to handle operations ol plants 
REEVES, E A Project Directorate If 1 CROCKER, LP, HOPKINS.J B Project Director 
atoll 3 80/03/09 ADENSAM.EG Project Diroctorale 11 1 JA0BOUR,KN Project Di 
rectoratG II 3 5pp 44679 330-*14679 342 

8 0932 10215 Summary of 880302 meeting w/utifs in Rockville, MD re formation of sepa- 
rate operating organization List of altcrcfees A viewgraphs -end 
REEVE S,E A Project Direct oralD II 1 HOPKINS.J B, CROCKER.L P Projeci Director* 
ale II 3 80/03/09 Project Dircctorale U 1 19pp 44772 234-44772 252 

8003169006 Forwards comments on dralt reg guide re qualification of safety related 
load storage batlerres for nuclear power plants 

MCDONALD, RP Alabama Power Co 86/03/10 Documenl Control Branch (Docu* 
monl Control Desk) 2pp 44696 252 44696 263 

0803160153 Forwards radial peaking faclor limil rept for Cycle 9, per Tech Spec 
6 9 111 Elevalion dependent peaking factor va cor© height graph for Cycle 9 also 
end 

MCDONALD.R P Alabama Power Co 86/03/10 Documant Control Branch (Docu- 
menl Control Desk) 3pp 44696 294 44696 296 

080318006+ Forwards monthly operating rept for Feb 1908 & Revs 3 & 4 to FNP 0 M 
001, "Offsite Dose Calculation Manual,'* as required hy Section 69 1 10 ol Tech 
Specs 

MCDONALD.R P Alabama Power Co 88/03/14 Document Control Branch (Docu 
ment Control Desk) tp 44771 033 44771 053 

• 8803180074 Rev 3 to FNP 0-M 011, "Olfsde Dose Cafcufation Manual ” 

‘ Alabama Power Co 87/06/05 Bpp 44771 039-44771 046 

-8003100970 Rev 4 lo FNP 0-M 011, "Offsite DoseCalculalion Manual " 

' Alabama Power Co 67/09/18 6pp 44771 047-44771 053 

6803220384 Generic Hr 08 05 te all licensees of operating PWRs & holders of CPs for 
PWRs re boric aerd corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLfA,F Associate Direclor for Projects {Post 87041 1) 88/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44B79 084 44879 126 

8803240094 Forwards revised tables & relief requests necessary to accommodate test 
melhodofogy incorporating 600303 06 lolcon comments for valves in question in order 
to expedite addi infonm relief Fee paid 

MCDONALD.R P Alabama Power Co 88/03/17 Documenl Coni rot Branch (Docu- 
ment Control Desk) 21 pp 44866 072-44060 092 


Q, Inspection reports, IE Bulletins & correspondence 

0803170066 Forwards tnsp Repis 50-348/87 35 & 50 364/87 35 on B71202 04 & noltce 
ol viQtahon 

JDLIAN,CA Region 2, Ole of the Director 86/02/19 MACDONALO.R P Alabama 
Power Co 2pp 44711 027-44711 043 


“8803170068 Notice ol violalton from insp on 071202 04 Violations noted valve 
not performed m accordance w/approved tost procedure & ficenseo failed to prov/iiti 
mstructions lor fill & vent of portion of RHR Train A piping 
JULIAN.C A Region 2, Ofc of the Director 88/02/19 2pp 44711 029 14711 030 

“8Q031 70072 insp Rept& 50 348/87 35 & 50 364/87-35 on 071202 04 One violaliO^ 
no deviations noted Major areas inspected licensee actions in response to 07 1 ' 2 
event involving spill inside containment from RHR sys 

STAOLER.S. SHYMLOCK.M Region 2, Ofc of the Direclor 08/02/06 f^pj 
44711 031 44711 0*13 

0803160167 Confirms 800212 telcon ro enforcement conference lo be hofd in Rcg'^'^ 
Ofc on 880315 to dibcuss environ qualilication issues at plant Proposed rno-fSl'n 
agenda end 

GRACE.JN Region 2, Ofc of the Director 00/02/24 MCDONALD.n P Afabam 
Po^verCo 2pp 44703 356 44703 357 

8003160282 Forwards Insp Ropts 50 348/88 03 & SO 3G4/88 03 on 800112 0210 ' 
notice of violation 

VERRELLI.OM Region 2, Ofc of the Director 80/02/26 MCDONAIO.RP A!ai>ani 
Power Co 2pp 44696 31144696 321 

“6003160286 Notice of violation from insp on 0801 12 0210 Violalior^s noted rcqi'd'f^^ 
fire watclies not inilialod S fire suppression sys inoperable for 14 h 
VERRELLI.DM Region 2, Ofc of the Direclor 08/02/25 2pp 44696 313 4469G 

- 8803160292 Insp Repis 50 348/08 03 & 50 364/00 03 on 000112 0210 ViolatrOn 
noted Major areas inspected review of surveillance observation, monthly mainl otisei 
vation, oporalionat safety verification & LERs 

BRADFORD.WH, MILUBRWH, DANCE, HC Region 2, Ofc of (ho Oirodor 00/02 
24 7pp 44696 315-44696 321 

0802230035 NRC info Notice 88 006, Foreign Objects in Steam Generators" Sve Its 
end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/02/29 
Consolidated Edison Co of Now York, Inc 1 10pp 44554 253 44555 009 

0803170173 Ack receipt of 680127 Hr inlorming NRC of steps taken to coffcci violation 
noted in Insp Ropts 50 340/87 29 & 50 364/67 29 Sevonly of Viofdtion / 
dowfHjradod,per denial Add! listed submittals required 

REYES.LA Region 2, Ofc of the Oiroctor 00/02/20 MCDONALD,nP Alabnm- 
Power Co 2pp 44710 207 44710 200 

8803160365 Forwards summary of 800217 onforcornenl conference ro Insp Repts 50 
348/88 02 & 50 364/86 02 Issues discussed potential for oxcossivQ porsonnef expo 
sure as result of unauthorized entry into exdusivo/htgh radiation areas 
GRACE, J N Region 2, Ofc of the Director 08/03/02 MCDONALD,R P AlabOT* 
Power Co t7pp 44609 021 44609 037 

8003020036 NRC Info Notice 08 007, "Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Induslnal & Modical Nuclear Safely (Post 870729) 
88/03/07 Consolidated Edison Co of Now York, Inc 12pp 44673 001 44671012 

8603040062 NRC Bulletin 00 003, Inadequate Latch Engagomont In HFA Type latch 
ing Rolay Mfg by GE ' Sve list end 

ROSSI.CE DiviBioh ol Oporalionat Events Assossmenl (Post 070411) 6Q/03MO 
Consolidated Edison Co of Now York, Inc 128pp 44673 192-44673 319 

8603280159 Ojscussob Insp Repis 50-348/68 02 & 50 364/80-02 on 880104 Ob & for 
wards notice of violation 

GRACE.JN Region 2, Ofc of the Direclor 08/03/10 MCDONALD.R P Atnhama 
Power Co 4pp 44901 042 44901 048 

“0803260161 Notice of violation from insp on 600104 06 Violation noted radiologicnl ox 
elusion area not provided w/locked doors, but was provided w/wnrnmg signs & Ifu&li 
ing red lighl.not adequate to prevent unauthorized entry 
GRACE,JN Region 2, Ofc of Iho Director 88/03/10 3pp 44001 046 44001 040 

8003080148 NRC Info Nolice 08 006, "Chemicat Roaclions W/Radwaslo SolJdification 
Agonis " Sve list end 

ROSSt.CE Division of Operational Events Assessment (Post 870411) 88/03/ M 
Consolidated Edison Co of Now York, Inc 120pp 44772 253-44773 012 

8603220327 Responds lo NRC Ur ro violations noted in Insp Roots 50 348/87 35 & 50 
364/87-35 Corrective actions normal pressurizor level restorod & A tram RHR sys m 
spocted lo ensure that suspected pressure surga had not caused damago 
MCOONALD,R P Alabama Power Co 08/03/16 Documenl Control Branch (Docu 
monl Control Desk) 3pp 44789 092 44789 094 

8803250066 Forwards Insp Ropts 50 348/87-37 & 50-364/87-37 on 871216 18 Viol a 
tions no led, but not cited 

COLLfNS.DM Regton 2, Ofc of the Director 88/03/16 MCDONALD.R P Alabama 
Power Co 2pp 44680 130 44880 139 

“8003250071 Insp Ropts 50-340/87-37 & 50 364/87 37 on 871216-18 Util noted one 
violalioni re omployee laituro to sign in on radiation work permit Major areas 
inspected followup on allegations pertaining lo radiation protection program 
COLLINS.T R . HOSEY.C M Region 2 . Ofc of Iho Director 88/03/01 app 44680 133 
44860 139 

8003140204 MRC Info Notice 88-009, "Reduced Refiabilily of Steam Driven Auxiliary 
Feodwaler Pumps Caused by Instabifiiy of Woodward PG PL Typo Governors ” Sve 
list end 

ROSSI.CE Division of Operational Events Assossmont (Post 870411) 06/03/10, 
Consolidated Edison Co of New York, Inc 121pp 44857 0S8-44857 170 

8003300300 Responds lo NRC fir re violations noted in Insp Repis 50-346/08 03 & 50 . 
364/88 03 Corrective actions elodncal sys breakers closed per sys operating proce- 
dure guidance & override switch reset 

MCDONALD.R P Afabaina Power Co 88/03/21 Document Control Branch (Docu- 
ment Control Desk) 4pp 44902 357-44902 360 
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B803300177 Responds to NRC Bulletin 08 002 re rapidly propagating fatique cracks in 
steam generator tubes Util initiated actions to review most recent steam generator 
insp data for evidence of denting Descnpuon of interim program end 
MCDONALD.R P Alabama Power Co 80/03/23 Document Control Branch (Docu 
meni Control Desk) 6pp 44901 286 44001 291 


8803230026 Order * Response from licensee &/or NRC re listed questions on iodine 
spikes requested by 880404 Joint intervenors will have 15 days from svc date of re 
sponses to questions to submit comments Served on 880321 
WOLFE, SJ Atomic Safety and Licensing Boarcl Panel //1 80 5895 88/03/17 Office 
ol the General Counsel 2pp 44780 359 44780 360 


R, Periodic operating reports & related correspondence 

B803010379 ‘Semiannual Radioactive Effluent Release Rept Jul Dec 1987 " W/8G0224 
Ur 

MCDONALD.R P Alabama Power Co 07/12/31 136pp 44538 009 44538 144 

8803160064 Forwards monthly operating rept for Feb 1988 & Revs 3 & 4 lo FNP 0 M 
001, ‘‘Offsite Dose Calculation Manual," as required by Section 69 I 10 of Tech 
Specs 

MCDONALD.R P Alabama Power Co 88/03/14 Docurnenl Control Branch (Docu- 
ment Control Desk) Ip 44771 033 44771 063 

-0803180068 Monlhlv oporaling rept for Feb 1980 
WOODWARDS D Alabama Power Co 08/02/29 5pp 44771 034 44771 038 

-8B03180074 Rev 3 1o FNP-O-M Oil, ‘'Offsilo Dose Calculation Manual ’* 

• Alabama Power Co 87/00/05 Opp 44771 039 44771 046 

-8803180078 Rev 4 1o FNP-0 M 011, "Off&ile Dose Calculation Manual " 

‘ Alabama Power Co 87/09/ IB 6pp 44771 047 44771 053 


I, Financial Information 


8603210492 Forwards 1987 annual ropi for each owner & summary of owner projcclod 
internal cash How statements showing 1987 Actual & 1908 Projected w/oxplanalion of 
significant vanalions 

mTlTENBERGER S Public Service Electric & Gas Co of New Jersey 88/03/15 Doc- 
ument Control Branch (Document Control Desk) 8pp 44865 040 4 1065 251 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8803010145 Forwards Rev 51 to FSAR (filed in PDR Category K) 

BRADLEY E J Philadelphia Electric Co 08/02/29 MURLEYJ E Office of Nuclear 
Reactor Regulation, Director (Post 670411) ip 44560 307 44570 231 

-0803010156 Rev 51 to FSAR for Limerick Generating Station Unils 1 & 2 
* Philadelphia Electric Co 08/02/29 638pp 44568 314 44570 231 


S Reportable occurroncea, LERs & related correspondence 

8803150053 Summary of Operating Reactors Events Meeting 68 10 on 880300 List of 
attendees & significant olomonls of ovonls discussed end 

LANNING.W Events Assessment Branch 88/03/10 ROSSI.CE Division ol Oper- 
ational Events Assessment (Post 87041 1) 19pp 44689 306 44689 324 

8803220440 LER 08 004 00 on 8002 19, hourly lire watch pnlrol not established as 
required Caused by personnel error Fire watch pnlrol esloblishod & personnel 
counseled W/B00317 Hr 

WOODARD.JD, MCDONALD.R P Alnbama Power Co 80/03/17 4pp 44B09 045 
44809 048 


P. Operating license stage documents & correspondence 


B602250195 Generic Ltr 86 04 to all nonpower reactor licensees re dislnbulion of gems 
irradiated in research reactors Svc list end 

MIRAGLIA.FJ Associate Director for Projccis (Post 87041 1) 88/02/23 Consolidated 
Edison Co of New York, Inc llpp 44553 345 44553 355 

8603010145 Fonvards Amend 68 to OL applicalion, consisting ol Rev 51 to FSAR (Med 
in POR Category K)rSAR revised by mating venous editorial (ypographtcal & clarify 
mg changos & making changes to accurately reflect design 

BRADLEY.EJ Philadelphia Electric Co 88/02/29 MURLEYTE Office ol Nuclear 
Reactor Regulation, Director (Post 870411) ip 44568 307-44570 231 


8603280158 LER 08 005 00 on 880226, firo door 453 Inoporablo for more lhan 7 
days Caused by broken latching device Lock sol on door roplacod & door doclarod 
operable on 880227 W/880321 Mr 

WOODARD.J D , MCDONALD.R P Alabama Power Co 00/03/21 2pp 44912 077- 
44912 070 


V Operator Examinatlone 

8803170037 Notifies of permanent reabbignmonl of listed licensed opernlors from posi 
Hons for which operator liconso noad hnd been certiliod 

MCDONALD.R P Alabama Power Co 00/03/11 Documonl Conirol Branch (Docu 
men! Control Desk) 2pp 44731 140 44731 141 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, modlcal, emorgoncy a fire protection plans 

6803140391 Forwards Safely Insp Rept 50-352/80 01 on 880112 21 & notice of viola- 
tion 

BELLAMY.RR Region 1, Ofc of tho Director 88/03/04 GALLAGHER, JW Philadel- 
phia Cloclnc Co 2pp 44702 133 44702 141 


• 8803010152 Amend 88 to application for OLs, consisting of Rev 51 to FSAR 
GALLAGHER.JW Philadelphia Electric Co 88/02/26 5pp 44568 308 44568 313 

B6031 40074 Forwards request for addi info re Items 2 1 & 2 2 of Generic Ltr 83-28 con- 
cerning oquipmenl classification & vendor interface on reactor trip sys 
components Open item re scheduling implemenlations should he addressed in re 
sponse 

CLARK.H J Project Direcloralo I 2 88/03/04 BAUER.E G Philadelphia Electric Co 
6pp 44667 352 44667'359 

8803220216 Forwards Amend 8 to License NPF 39 & safely evaluation Amend revises 
Tech Specs jo include considoralion of wind speed during venficalion of reactor end 
secondary containment integrity 

CLABK.RJ Project Directorate I 2 88/03/10 BAUER.E G Philadelphia Electric Co 
Opp 44790 301-44790 316 

-860322022B Amend 8 to License NPF J9,changing Tech Specs to include consider 
otion ot wind speed during veriiication of reactor end secondary containment inlegrily 
BUTLER.WR Project Directorate 1-2 88/03/10 lOpp 44790 304 44790 313 

-8803220233 Safely ovatualion supporting Amend 8 to License NPF 39 
* Office of Nuclear Reader Rogulalion, Oircdor (Post 870411) 88/03/10 3pp 
44790 314 44700 316 


-8803140402 Nolico ol violation from insp on 080112 21 Violations noted review of 
annual emergency preparedness results not roporled to appropriate corporate mgl for 
1986 audit & proposeci recommondalions for improvement not dovelopod 
• Region 1. Ofc of Iho Director 88/03/04 Ip 44702 135 44702 135 

“BB03140411 Insp Rept 50-352/88 01 on 8001 12-21 Violations nolod Major areas 
inspected omergoncy preparedness program.roviow of previously Identified insp 
findings, review of organization & mgl control & licensee audits 
GORDON.cz. LAZARUS.WJ Region 1. Ofc of the Director 00/02/19 6pp 
44702 136 44702 141 

8603220326 Forwards partially withhold 080225 resporrso to OB0126 Mr ro violations 
noted m Insp Rept 50*352/87-20 Rosponse Mr contained safeguards info since delet- 
ed per J McKnighI 880303 request 

GALlAGHER.JW Philadelphia Electric Co 88/03/11 MARTIN,! T Region 1 . Ofc of 
the Director Ip 44804 202-44604 208 

-8003220335 Parlially withheld response to NRC 8801 26 Hr ro violations noted in Insp 
Rept 50 352/07-20 (rof 10CFn2 790 & 73 21) Alfidavil roquostino withholding end 
GALLAGHER.JW Philadelphia Electric Co 88/02/25 MARTIN,! T Region 1, Ofc of 
the Director 4pp 44004 203 44004 200 

8803220395 Forwards Safety Insp Repls 50-352/08 05 & SO 353/88 03 on 880200- 
12 No violations noted 

BELLAMY, R,R. Region 1, Ofc of the Direclor 88/03/10 GALLAGHER.JW Philadel- 
phia Electric Co 2pp 44705 052-44705 061 

-8803220408 Insp Repls 50 352/08 05 & 50 353/08 03 on 080208-12 No violations 
noted Major areas inspected, radiological environ monitoring program, Including mgl 
controls for implementation of meteorological monitoring program 
BELL.J,, KOTTANJJ. PASCIAK.WJ Region 1, Ofc of the Director 80/03/16. Opp 
44785 054-44785 061 


G. Adjudicatory correspondence 

8803020015 Order * Effective immediatGly.all mail addressed to GA Ferguson in pro 
ceeding shall be sent to listed address Served on 660229 

WOLFE.SJ Atomic Safely and Licensing Board Panel #186 6701 08/02/26 Phila- 
delphia Electric Co Ip 44536,131-44536131 


BB03220364 Generic Ltr 86 05 to all licensees ot operating PWRs & hoWors of CPs for 
PWRs ro boric acid corrosion of carbon steel reactor presbure boundary components 
In PWR plants Svc list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 08/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 084 44879 126 


Q, Inspection reports, IE Bulletins & correspondence 


6802290278 Notification of SALP Mgl Meeting 07 084 on 870702 w/ulil in limerick PA 
LINVILLE,JC Region 1, Ofc of the Direclor 07/06/12 Region 1, Ofc of the Director 
2pp 44539 054 44530 055 


8803290126 Forwards final response to IE Bulletin 85 003, ‘Motor- Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Sellings " No 


physical valve adjustments determined necessary , 

KEMPER.JS Phitadolphia Electric Co 07/1 i/t7 RUSSELL.WT Region 1. Ofc of the 
Director 20pp 44910 238 44910 257 


8802230035 NRC Info Notice 88 006. "Foreign Objects m Steam Generators" Svc lisl 

ROSSLCE Division of Operational Events Assessment (Posl 870411) 88/02/29 
Consolidated Edison Co olNew York, Inc 1 16pp 44554 253 44555 009 


BB03220136 Ack recolpl of 880205 response to violations noted in (nsp Repts 50 352/ 
87*27 & 50 353/87“! 1 

JOHNSTON, WV Region 1, Ofc of the Director 88/03/03 GALLAGHER.JW Phila 
delphia Etectric Co. Ip 44775 086 44775 090 

8803140105 Forwards safety evaluation re util 870811 submilla! of Rev 3 to first 10 yr 
interval Inservico insp program & agumenled inservice insp program Piogram accepta- 
bl0 

CLARK.RJ Project Directorate 1-2 80/03/04 BAUER.E G Philadelphia Electric Co 
4pp 44674 352-44674 359 


103140111 Safety evaluation supporting first 10 yr interval Ihsp pmgmm 
Office of Nuclear Reactor Regulation. Director (Post B70411) 88/03/04 4pp 
4674 356 44674 359 
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8B03t4039l FoAvards Sa(ely Insp RepI 50 352/fta 01 on fifi0l12 21 & notice of viola 
t'Qrt 

BELLAMY.RR Region 1. Ofc of the Director 8B/03/04 GALLAGHER JW Philadel 
phia Bectnc Co 2pp 44702 133 44702 141 

' 8803140402 Notice of violation fronri insp on 800112 21 Violations noted reviortr of 
annual erre/gency preparedness resolls not reported lo appropriate corporate mgl for 
19B6 audit & proposed recommendations for improvemenl not developed 
• Region 1. Ofc of Ihe Director 08/03/04 ip 44702 135 44702 135 

"8803140411 Insp RepI 50 352/8BO1 on 8801 12 21 Vtofaltons noted Major areas 
inspected emergency preparedness program, review of previously identified insp 
IrTidiTgs.revievr ct ot’Qamiation 6 nvgt contiol & Itcensee audits 
GORDON.cz. LAZARUS, WJ Region I. Ofc of tfie Dircclor 08/02/19 6pp 
44702 136 44702 14t 

8803020036 NRC Info Notice 89 007, 'Inadverlenl Transfer of Licensed Mall lo Uncon 
trofled Locations Svc lisl end 

CUNNINGHAM H E Division of Indus Inal & Medical NuCfoar Safety {Post 070729) 
98703/07 Consolidated Edison Co ol New YorkJnc I2pp 44673 00144673 012 

8803140283 Forwards Safety fnsp RepI 50 352/88 06 on 600200 12 No violations 
noted Complole data from rrolnfe lab independenl measuromenl^ will be reported in 
subsoduent insp rept 

BELtAMY.R R Region t. Ole of Ihe Director 88/03/08 GALLAGHER.J W Philadel 
phia Electric Co 2pp 44702 087 44702 1O0 

'■0803140293 Insp RepI 60 352/88-06 on 680200 12 No viofalions noted Ma{or areas 
inspecled licensee radiochemicaf measuremenis program using NRCI mobile radio 
logical rreasuiements lab. previously irfenlified items & confirmatory maasureinenls 
KIRKWOOD.A. PASCfAK,WJ Region 1, Ofc of Ihe Diroclor 8B/03/04 
12pp 44702 089 44702 100 

€603220102 Forwards Insp Repi 50-352/87-31 an 071211 380125 No violations noled 
WENZINGEREC Region 1, Ofc 0 1 Ihe Director 88/03/08 KEMPER.JS Philadelphia 
Electric Cq 2pp 44775 001-44775 039 

- 8803220117 Insp Repi 50 352/87 31 on 87121 1 0801 25 No violations noted Self 
identified violation discussed Major areas inspeclod rosolution of outstanding 
jtcrns,inc[udir>g response Co NRC Bulletin 67 002 8 walkdown of emergency svc water 
sys 

WILLIAMS.JH. lINVILLE.d Region 1. Ofc of Ibo Director 80/03/00 37pp 
44775 003 44775 039 

0003040062 NRC 8ullQtin G3 003 ‘Inadequiale Latch Engagemanl rn HFA Type Latch 
ing Rel^ Mfg by GE ” Svc fisl end 

ROSSI, CB Division of Operational Evenis Assessment <Posl 870411) 88/03/10 
Consolidated Edison Co af New York, Inc I20pp 44673 192 44673 319 

6003220326 Forwards partially withhold 060225 rasponso to 880126 Itr ro violations 
roled in Insp Repi 50 352/87 ZOFesponse Hr contained sdleguards into since dolel 
ed per if McKnighl 6B0303 request 

GALLAGHER.J W Philadelphra Electric Co 88/03/11 MARTIN.! T Regton I, Ofc ol 
me Director fp 4480 4 202-44804 208 

"0003220335 Partially withheld response to NRC 980126 Ur re violabons noted in Insp 
Repi 50 362/8? 20 (ref 10CFR2 790 & 73 21) Alfidavil reouestmg wilhhofdjiig encf 
GALLAGHER.J W phaladelphia EleefricCo D0702/25 MARTIN,! T Region 1. Ofc of 
the Director 4pp 44804 203 44804 200 

88O3O8OT40 NRC Info Nolico 80 0G8, ’‘Chcinicaf Reactions W/Redwasle Soficlificalion 
Agents " Svc list end 

ROSS1.CE DivJSJon of Operational Everts Assessment (Post 07041 1> 88/03/14 
Consolidaled Edison Co Ol New York, Inc 120pp 44772 253-44773 012 

6803140204 NRC Info Notice 08 009, ''Reduced Rcirability oT Steam Driven Auxiliary 
Feedwaler Pumps Caused by Inslability of Woodward PG*PL Type Governors " Svc 
list enc) 

ROSSI ,C E Division of Operational Events Assessment (Post 070411) 88/03/10 
Consolidated Edison. Co of New York. Inc 121pp 44B57 050 44057 178 

6803220385 Forwards Safely fnsp Repts 50-352/88 05 & 50-353/88 03 on 860200 
\ 2 No violal'ons noted 

0ELLAMY.R R Region 1, Ofc of the Director 88/03/18 GALLAGHER.J W Philadel 
pbia Etecmc Co 2j>p 44785 052-44785 061 

"0003228400 fnsp Repts 50 352/80 05 S 50 353/08 03 on 880206 12 No violations 
noted Major areas msp acted radiologrcaf environ monitoring program.incfudin9 mgt 
controls for implc mentation ol meteorological monitorino program 
BELL,J , KOTTAN.JJ, PASCIAK.WJ Region 1, Ofc ol Ihe Director 80/03/16 8pp 
44765 054 44785 061 


R. Periodic operalfng reports & related correspondence 

0803020161 "Occupational Exposure Tabulation 4,Jari-Oec 1087 ” W/B80226ftf 
LEITCH.GM. ALOEN.WM Philadelphia Electric Co 87/12/31 RUSSELL, WT 
Region 1 , Ole ol Iha OirecVor iBpp 44574322 44574 327, 

8803060014 Monthly operating rept for Jan 3988 W/0&O226 Itr 
GROPP.RW, ALOEN.WM Philadelphia Electric Co 66/01/31 Bop 44643 334 
44643 339 

0003020030 Forwards "Semiannual Effluent Release Rept 7 for Jul-Dec 1987" A 
"Tower 1 Joini Frequency Distributions of Wind Speed & Direction by Almospherrc 
Slabilily Class 1907 flop! 3 ” 

ALDEN.WM Philadelphia Efec trie Co 88/02/26 RUSSELL.WT Region l.Ofcollhe 
Director, Ip 44576 326 44577 106 

-0803020035 ‘'Semiannual Effluent ReJease Repi: 7. Jul-Dec 1087 ” 

CHRISTINZIANO, WELLS.LA. MCFADDEN.J Philadelphia EIgcIIIC Co 87/12/31 
29pp 44576 320 44576 356 

-0003020038 "Towor 1 Joint Frequency Distributfons of Wind Speed & Direction by At 
mospheric Stabifily Class 1987, Rept 3 " 

LEITCH.G M Philadelphia Eleclnc Co 87/12/31 112pp 44576357 44677 108 


0803 160040 Monthly operating rent for Feb 1980 W/6Q03 1 5 Hr 
GROPP.RW. ALDEN.WM Philadelphia Eleclnc Co 60/02/29 6pp 44792 099 
44792 104 

6803210456 Hoa dquarlers Daily Rept f or 8603 1 4 " 

* Radiation Protection Branch 88/03/14 63pp 44759 35144760 054 


S Reportable occurrences, LERs & related correspondence 

8803040224 LER 87 023 02 on 87061 i.ESF milialed as consoquencG of aclion taker 
due lo lailure of slatron batlery charger Caused by failure of integraled circui! control- 
ler card Controlfer card replaced W/0OO2Z9 Itr 

MENGERS.CA. LOGUE,R H Philadelphia Eleclnc Co m/02/29 5pp 44637 301 
44637 305 

0603070304 LER 80 002 00 on 8601 30, isolation of reactor one) secondary containment 
occurredCaused by worn exhaust fan B damper due to mechanical wear Insirumenl 
air tubing reptaced W/8Q0229 )tr 

MENGERS.CA. LOGUE.RH Philadelphia Efeclrrc Co 68/02/29 Gpp 44637 099* 
44637 105 

0803970314 LER 00 003 OOon 860201, monthly surveillance tost discovered lo bo ovgt* 
due & violating Tech Specs due lo scheduling error Caused by incorrect master list w/ 
invalid scheduled date No corrective action required W/880301 Hr 
MENGERS.CA. LOGUE.RH Philadelphia Eleclnc Co 00/03/01 5pp 44637 091- 
44637 098 

8803150315 PNO l'8a 027 on 880307.util announced election of JF P«3qLiello as pro si* 
dent & chief ope/almg oflicer & director of company & CA McNeill as executive vico 
presideni oflectiva on 000314 • 

LINVILLE.J Region 1. Ofc of Ihe Director 66/03/07 ip 44716 213 44716 213 

0003140304 LER 80 004 OOon 660200, reactor end secondary containment isolated on 
low differenlial pressure Caused by madequalo drawings Consl personnel efosed 
breech in sensing lubmg W/600300 Itr 

MENGERS.CA. LOGUE.RH Philadelphia Efoclric Co 68/03/06 7pp 44702 163- 
44702 109 

8003220044 LER 86 002 01 on 000130 isolation of reactor end secondary coniainmonl 
occurred Caused by exhaust fan A & B blade pitch settings raqiiirmEi 
adjustment Instrument air tubing to exhaust fan B damper replaced W/880314 Itr 
MENGERS.CA. iOGUE.RH Philadelphia Efoclric Co 68/03/14 6pp. 44603 051- 
44003 056 

8B0322043C LER 00 001 01 on 00OlO5.Tech Spec 3 3 2b requiromonl re min operabfo 
channels per trip sys requirement for one trip sys nol met Caused by technician error 
(cadino to incorrect thormocouple connection Technicians counseled W/G60316 Hr 
MENGEftSiC A . UOGUEiR H Philadelphia Efeclric Co 66/03/16 6pp 44785 067 
44705 072 


DOCKET 60 353 LIMERICK GENERATING STATION, UNIT 2 


A. AppHcatlon/constructlon stage documents & corrospondonco 

8802250195 Generic Llr 06 04 lo all nonpowor reactor ficenseos re distribution of gems 
irradiated in research roactors Svc list end 

MIRAGLIA,FJ Associate Dtreclor for Projecls (Post 67041 1) 86/02/23 Consolidated 
Edison Co ol Now York, Inc lipp 44553 345 44553 355 

0003010145 Forwards Amend 06 to OL appficaiion.consisling of Rov 51 to FSAR (filed 
In PDR Category K) FSAR revised by making various odilorial, typographical & cio/ity- 
ing ctianges & making changes lo accurately reflect design 
BRAOLEV.E J Philadofphta Efeclric Co 86/02/29 MURLEY.T E Office of Nuclear 
Roaclor Regulalion, Director (Post 870411) Ip 44568 307*44570 231 

"8803010152 Amend 08 lo application for OLs.consIslmg of Rev 51 lo FSAR 
GALLAGHER.J W Phifadefphla Electric Co 88/02/26 6pp 44568 300 44568 313 

8803140074 Forwards request for addi fnfo re floms 2 1 & 2 2 of Generic Llr 83 28 con 
cerning aqulpmenl classification & vendor interface on reactor trip sys 
components Open item re scheduling implomentations should be addressed m ro* 
sponso 

CLARK, RJ Profecl Directorate I 2 80/03/04. BAUER.EG, Philadelphia Eleclnc Co 
app 44667 352 44667 659 

0803210300 Forwards milestones chart established for devlopmenl of OL Tech 
Specs Util responsible for accuracy & consistency between proposed plant specific 
Tech Spec & FSAR & other supporling documents 

CLARK, RJ Project Oirecloraie 12 88/03/11 BAUER,F G, Philadefphia Efoclric Co 
5pp 44771 342-44771 346 

0803220364 Generic Hr 08 05 to all iicenseos of operating PWRs & holders of CPs for 
PWfls re boric acid corrosion of carbon steel reactor pressure boundary compononls 
m PWR plants Svc end 

MIRAGLIA.F Associate Director for Projecls (Post 070411) 00/03/17. Consolidated 
Edison Co of New York. Inc 43pp 44879 084-44079 126 


F, Security, medical, emergency & tire protection plans 

0803010386 Notification of Enforcement Conference Moeling 87 129 on 871022 w/ulil 
in King of Prussia.PA lo discuss potential emergency diesel inoperatailily duo to fire 
protection Interlocks ^ , 

UNVILLE.JC Region 1, Ofc of Ihe Director 87/10/14 Region 1, Ofc of Iho Director 
2pp 44552 060 44552 0S1 

8803Z20395 Forwards Safely Insp Repls 50 362/8B 05 & 50 353/88 03 on 800208- 
12No violatiorrs noled ^ . 

BELLAMY.RR Region 1, Ofc of Ihe Director 88/03/18 GALLAGHER.J W Philadel- 
phia Eleclnc Co 2pp 44785052-44785 061 
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■0003220408 Insp Ropts 50-352/88 05 & 50 353/8Q 03 on 080208 12 No violations 
noledMaio: areas inspected radiological environ monitoring program, including mgl 
conlrols lor implemeiMatior^ of metoorological monitoring program 
0EUJ Region 1, Ole of Ihe Direclor 88/03/16 8pp 44785 054 44785 061 


I, Financial information 

8003210492 Forwards 1907 annual rept for each owner & summary of owner projected 
internal cash (low statements showing 1907 Actual & 1988 Projected w/explanation of 
significant variations 

mTlteNBERGER,S Public Service Electric & Gas Co of Now Jersey 08/03/15 Doc 
ument Control Branch (Document Control Desk} 8pp 44GG5 040 44865 251 


K Utility Final Safety Analysis Report (FSAR) & amends 

0803010145 Forwards Rev 51 to FSAR (filed in POR Category K) 

0RADLEY.EJ Philadelphia Electric Co 88/02/29 MURLEY.T E Office of Nuclear 
Reader Regulation, Director (Post 070411) ip 44560 307 44570 231 

-8803010156 Rov 51 to PSAR lor Limorick Generalmg Slalion Units 1 & 2 
• Philadelphia Electric Co 80/02/29 63Bpp 44568 314 44570 231 


0 Inspection reports, IE Bulletins & correspondence 

8603010386 Notification of Enlorcernonl ConforoncG Meeting 87 129 on 871022 w/util 
in King of Prussia,PA to discuss potential emergency diesel inoperability duo lo lire 
protection interlocks 

LINVILLE.JC Region 1, Ofc of the Director 87/10/14 Region t. Ofc of the Dircclor 
2pp 44552 060 44552 061 

0802290001 Responds to NRC 860109 Hr re violBtions noted in Insp Rept 50 353/67- 
leCorroclivo actions addi QA monitoring dono.all records & procedures associated 
w/ motor seismic lug gussets being reviewed by QC 

KOWALSKI.S J Philadelphia Electric Co 88/02/19 Document Control Branch (Docu 
menl Control Desk} 3pp 44552 t56 44552 160 

880223003S NRC Info Noltco 88 006, 'Toreign Ob|ocls m Sleam Generators " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 8704 11) 88/02/29 
Consofidalod Edison Co of Now York, Inc 1 18pp 44564 253 44555 009 

0803220136 Ack receipt of 880205 response to violations noted in Insp Ropts 50-352/ 
07 27 & 50 353/87 1 1 

JOHNSTON,WV Region 1. Ofc of Iho Director 08/03/03 GALLAGHER.JW Phila- 
delphia Efedric Co Ip 44775 006 44775 DOO 

0803020036 NRC Info Notice 80 007. “tnadvnrlenl Transfer of Licensed Mall to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Solely (Post 870720) 
88/03/07 Consolidated Edison Co o1 Now York, Inc 12pp 44673 001-44673 012 

6003160130 Forwards Safety Insp Ropt 60 353/80 05 on 800125 0228 No violations 
noted Reactor pressure vessel hydroslalic tost found well controlled w/adequalo qual 
ity ovorsighl irnplemontation 

WENZINGER.EC Region 1 . Ofc of the Direclor 88/03/09 KEMPER, JS Philadelphia 
Electric Co 2pp 44703 129 44703 153 

-8603160137 Insp Ropt 50 353/88 05 on 880125 0228 No violations noted Major 
areas inspected work activilios.procodures & records re piping sys.bulk matl 
tests, MSIvs.HV AC inslalfalion, proiocl ovorsighl activities & qualiiy concerns program 
WILLIAMS JH, LINVILLE.JC Region 1. Ofc ol the Director 00/03/00 23pp 
44703 131 44703 153 

0003040062 NRC Bulletin 88 003, '“Inadequalo Latch Engagement in UFA Type Lalch 
mg Relay Mfg by GE " Sve list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of Now York, Inc I20pp 44673 192 44673 319 

B60308014B NRC Info Notice 88 008, "Chemical Reactions W/Radwaslo Solidification 
Agents " Sve list end 

ROSSl.CE Division ol Operational Events Assossmenl (Post 870411} 88/03/14, 
Consolidalod Edison Co of New York, Inc I20pp 44772 253 44773 012 

8803140284 NRC Info Notice 88 009, '‘Reduced Roliabilily of Steam Driven Auxllrary 
Feedwater Pumps Caused by Instability ol Woodward PG-PL Typo Governors " Sve 
list end 

ROSSl.CE Division of Operational Events Assossmonl (Post 870411) DO/03/1B 
Ccnsolidaletl Edison Co of New York. Inc I21pp 44857 050 44857 178 

0803220395 Forwards Safely Insp Repls 50 352/08 05 & 50 353/88-03 on 800208 
12 No violations noted 

BELLAMY.RR Region 1, Ofc of the Diroclor 08/03/18 GALLAGHER.JW Philadel 
phia Efectric Co 2pp 44785 052 44786 001 

' 8803220408 Insp Repls 50 352/88-05 & 50 353/60 03 on 880208-12 No violations 
noted Major areas inspected radiological environ monitoring program, including mgt 
conlrols for Implementation of meteorological monitoring program 
BELL.J. KOTTAN.JJ,, PASCIAK,WJ Region 1. Ofc of the Director 80/03/16 8pp 
44785 054-44785 061 

6003280057 Forwards Insp Ropt 50-353/88-06 on 880216-10 No violations noted 
DURR.JP Region 1, Ofc of the Director 88/03/21 KEMPER, JS Philadelphia Etec- 
Inc Co 2pp 44912 256 44912 261 

-0003280060 Insp Repl 50-353/88 06 on 860216 19 No violations noted Major areas 
Inspected work ohsarvations.work in progress & completed work activities & oocumen- 
latlon re installation of instruments & instrumenfalion sys meeting NRC requirements 
PAOLINO.RJ, ANDERSON.CJ Region 3, Ofc of the Diroclor 88/03/10 4pp 
44912 258 44912 261 

8803290191 Forwards Safety Insp Ropt 50 353/68 01 on 880111-15 & notice of 
violation Ulil determination that cables capable of withstanding temps below 10 F 
noted 

DUBR,JP Region 1. Ofc of the Director 88/03/21 KEMPER.JS Philadelphia Elec- 
tric Co 4pp 44904 016-44904 029 


■8803290207 Notice of violation from insp on 8001 1 1 f 5 Vtolalion noled adequate con 
Irols for handling cables below 10 degrees nol implemented in that personnel now 
aware of lorrp limitations as evidenced during interviews 
* Region 1. Ofc of the Direclor 88/03/21 Ip 44904 020 44904 020 

■8003290213 Insp Rept 50 353/08 01 on 8801 1 1-15 Violation noted Major areas 
inspected safety related electrical sys & components 

WOODABD.C H , ANDERSON.CJ Region 1, Ofc of the Director 88/03/02 9pp 
44904 021 44904 029 


S. Reportable occurrences, LERs 0 related correspondence 


8802250317 Final Deficiency Rept 213 re high acceleration values lor PSA- 10 
snubbers Initially reported on 870819 All snubber installalions ihai use size PSA- 10 
snubbers identified & snubbers mfg after June 1986 will be installed 
KOWALSKI.S J Philadelphia Electric Co 07/09/18 RUSSELL.WT Region 1, Ofc of 
Ihe Director 4pp 44552 255 44552 258 

8003010194 Final Deficiency Rept 221-2 re discrepancy between internaf conlrol wiring 
on three Westinghouse dc motor control clrs & vendor supplied wiring on schematic 
drawings fnitially reported on 871103 Wiring comparlments reworked 
KEMPER.JS Philadelphia Electric Co 80/02/23 RUSSELL.WT NRC - No Detailed 
Affiliation Given 2pp 44542 271 44542 272 

0803080205 Final Significant Deficiency Rept 221-2 re Weslinghouse dc motor conlrol 
clrs All deficient wiring in 200201,200202 & 20D2Q3 dc motor conlrol clr compart- 
ments reworked lo approved wiring drawings 

KEMPER.J S Philadelphia Efeclric Co 88/02/23 Docurnenl Control Branch (Docu 
ment Control Desk) 3pp 44637 045 44637 047 

8803150315 PNO I 88 027 on 880307, utit announced election of JF Paquette as prcsi 
dent & chief operating officer & direclor of company & CA McNeill as executive vice 
president offoctivo on 8803 1 4 

LINVILLE.J Region 1, Ofc of the Director 80/03/07 ip 44716 213 44716 213 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, modicaf, emergency & fire protection plans 


8803160309 Rev 15 lo "Hope Creek Event Classificalion Guide" 

* Public Service Eleclrtc & Gas Co of Now Jersey 88/02/19 200pp 44700 265 
44701 097 


8803020152 Revised emergency plan implementing procequres.mcludirg Rev 3 to EPIP 
102H. "Alori," Rov 3 lo EPIP 103H. "Site Area Emergency," Rev 4 lo EPIP 202H 
"Operations Support Clr Aclivalton & Operations" & revised table of contents 
* Public Service ElocUic & Gas Co of New Jersey BB/02/26 I39pp 44592 178 
44502 316 


B60302016B Revised Artificial Island emergency plan implemonlmg procedures.incfuding 
Rev t to EPIP 401, "Emergency Response Manager ♦ Response," Rev 2 to EPIP 
601, "Radiological Support Manager Response" & Rev 3 lo EPiP, "Radiological 
Dose " 

BURGIN,0 Public Service Efeclric & Gas Co of Now Jersey 88/02/26 I33pp 
44595 113 44S9S 245 


8003020169 Rev 2 lo Emergoncy Plan Implemenling Procedure Section 3, "Emorgency 
Organization " 

bUrGIN,D , ADAMS, C . JOHNSON.W S Public Service Electric & Gas Co of New 
Jersey 88/02/26 48pp 44590 244-44590 291 

8803020191 Revised Arliflclal Island emergency plan irriptementing procedures.mclud.ng 
Rov 2 to EPIP 801, "Company ^okesporson/Technical Advisor Response" & Rev 1 
lo EPIP 805, "Emergency News (Jlr Manager " 

BURGIN.D Public Service Eleclnc & Gas Co of New Jersey 88/02/26 15pp 
44504 106 44594 120. 

8803070183 Revised emergency plan Implementing procedures, including Rev 3 lo EPIP 
t02S, "Aferi," Rev 3 lo EPIP 103S,"Sile Area Emergency." Rev 3 lo EPiP 202S, "Op 
orations Support Clr (OSC) Activation & Operations’ & Rev 3 to EPIP 204S 
■ Public Service Electric & Gas Co of Now Jersey 6B/02/26 I42pp 44641 241- 
44642 022 

8003090101 Rev 5 to Emergency Plan Implemenling Procedure EPIP-1013, "Emergency 
Rosponse Personnel Telephone List " 

* Public Service Electric & Gas Go of New Jersey 08/02/26 26pp 44670 227 
44678 253 

8003090109 Rev 4 to Arbfical Island Emergency Plan Security Response EPIP 901, 
"Opening of Technical Support Clr " 

BURGIN.D Public Service Electric & Gas Co of New Jersey 88/02/26 I8pp 
44667 050 44667 067 

8003140110 Rev 15 lo "Evenl Classification Guide" & table of contents 

* Public Service Electric & Gas Co of New Jersey 88/02/26 200pp 44698 165- 
4469B 357 

8803290164 Forwards Safeguards Insp Repls 50 272/88 06,50 311/80 06 & 50 354/ 
88 04 on 880201-05 No violations noled 

BELLAMY.RR Region 1. Ofc of the Director 88/03/22 MCNEILL.CA Public Service 
Eleclnc & Gas Co of New Jersey 2pp 44904 129 44904 137 

-8803290176 Partially withheld Physical Security fnsp Repls 50 272/88 06,50 3il /&8 
08 & 60-354/68 04 on 880201 05 (rot 10CFR73 21) No violations noted Major areas 
Inspected procedures, securtty organization & mgl effectiveness 
BAILEY, RJ Region 1, Ofc of the Director 88/03/18 7pp 44904 131 44904 137 
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H, G«nc/dl correspondence 

S80322053Q Forwards rev lo svC Ijst of util correspondence lo incorpordle changes m 
oil] mgt organization CA McNeill has resigned to accspi posilion w/olher uliISfc Mil 
tenberger now has responsibilily for all util nuctear operaiions 
PR£SfON.aA Public Service Eleciric & Gas Co of New Jersey 80/03/14 Oocu 
merit Control Branch (Document Control Desk) 2pp 44803 359 <14003 360 


I Financial /nformaWon 

8$032l04g2 Forwards 1Q87 annual rcpt for each owner & summar> of owner projocled 
internal cash flow siatements showing i987 Actual & 19B0 Profecfcd w/expfanalion of 
signfican! variations 

MfLTEt'IBERGEH S Public Service Electric A Gas Co oP New Jersey 80/03/15 Doc- 
umenl Control Branch {Document Control Desk) 8pp <14865 040 44865 251 

- 8803210500 Philadelphia Efectric Co Annual Rept 1987 ' 

EVEHETT.JL Phifadclphra Eleciric Co 87/12/31 48pp 4-1984 042 44904 089 

- 8883210505 ' Delmarva 1987 Annual Rept ' 

CURTIS, N Dcimarva Power & Lighi Co 67/12/31 56pp 44865 094 4<1B65 i47 

• 8803210509 Pubhc Sve Enterprise Group Inc 1087 Annual Rept " 

FERLAND EJ Public Service Enterprise Group 87/12/31 40pp 44065 148 
14865 203 

•'8BD3210513 ‘Allantic Energy 1987 Annual Rept ' 

FEEHAN.JD Allantjc Cily Eloctnc Co 87/12/31 54pp 44865 204 44865 251 


J Insurance & indemnity (n formation 

8803170319 Forwards Endorsomenls 1 2 to NELlA Certificate NW 187 Endorsemcnls 
1'2 10 MAELU Cerlificate MW-202,Endorsements 1 3 to NELlA Certificate NW 78 & 
Endorsemenls 1 3 to MAELU Get till cafe MW-lfl 

0 CONNOR, DJ Marsh & McLennan, Inc 80/03/09 DINITZ,J Of lice of Nucloar Re 
actor Regulaiion Director (PosI 67041 1) 137pp 44726 001 44726 142 


P Operating license stage documents & correspondence 

8802290273 Notiticalior> of licensee Meeting 87-100 on 870729 w/util m Hancocks 
QridgCnNJ to discuss radiation proleciron program 

SWETIAND,P D Region 1. Ofc of the Director 87/07/23 Region I, Ofc Ot tlic Direc 
lor 2pp 4453D 127 44539 120 

8802250195 Generic Ltr 89 04 lo afi nonoower reactor licensees ro distribution of gems 
irradiated rn research reactors Sve list end 

MIRAGLIA F J Associate Director for Protects (Post 0701 1 1) 88/02/23 Consolrdated 
Edison Co of New York, Inc tipp 44553 345 44553 356 

8003070270 Provides into supporting 871214 request for amend to License NPF 57 GE 
nffidavils rcgueslmg that listed docojnenis end w/reguosl be withhold fref 
10CFR2 790) end 

MILTENBERGER S Public Sorvjce Electric & Gas Co of Now Jersey 88/03/03 Ooc 
umenl Conirol Branch (Document Control Desk) flpp 44643 022 44643 029 

QS031401B3 inlorms that NRC considering issuance ot amend to License NPF-57, in re 
sponso lo util 871214 Hr Amend would change Tech Specs re mrn critical power 
ratio, MAPLHGR & control rod block mBtrunfienlation Environ assessment end 
BUTLER,WR Proiecl Direclorato 1-2 08/03/07 MCNEfLL.CA Public Service Electric 
& Gas Co of New Jersey 2pp 44673 350 44673 356 

-8003141)281 Environ assessment & (inding of no significanl impact supporting pro 
posed amend to License NPF 57 ro increase in nun critical power ratio 
aUTlER.W R Project Directoralo I 2 88/03/07 5pp 44673 352-44673 356 

0803140259 Application (or amend lo License NPF-57, revising Liconso ComHiort 2C(3t, 
"Insorvico Testing of Pumps S Valves ' Fee pasJ 

MILTENBERGER, S Public Sorvree Efectric A Gas Co of New Jersey 88/03/07 Ooc 
ument Control Branch (Doctmenl Central Desk) 6pp 44705 134-44705 141 

-0883140299 Proposed changes lo License Condition 2C(3), ' Inservico Tosting of 
Purnps & Valves " 

' Public Service Electric & Gas Co o( New Jersey 80/03/07 2pp 44705 140 
447CS 141 

6003220244 Forwards Amend 15 lo License NPF-57 & safely ovaluahon Amerd par- 
mils operalion- during Cycls 2 w/now fuel assemblies loaded during first refueling 
outage ^ use of extended load line limit operations & increased core /low operations 
RIVENSARKG Project Directorate f 2 88/83/15 MCNEILL, C A PublicSorviccElec- 
Iric & Gas Co of New Jersey 3pp 44790 317 44790 351 

-.0803220249 Amend 15 to License NPF 57,permillrng operalion during Cycle 2 w/new 
fuel asscmblres loaded during first felueling outage & use of extenefed load lino finiit 
operaiions & increased core ffow operations 

BUTLER, WR Project Directorate ! 2 88/03/13 29pp 44790 320-44790 346 

-0803220252 Safety evalualion siwpprting Amend 15 to License NPF 57 
* Office of Nuclear Reactor Regulation, Director ^Posl 870411) 08/03/15 3 od 

44790 349-44790 351 i o o 

8803228364 Generic Ltr 88 05 to all freensees of operaling PWfIs & holders of CPs for 
PWRs ro boric acid corrosion of carbon steet reactor pressure boundary componenis 
in PWR plants Sve bst end 

MIRAGLIA, F Associate Direclor for Projecls (Post 870411) 88/03/17 Consolidated 
Edison Co of New York, )nc 43pp 44B79 084 44870 126 


C. Inspection reports, IE Bulletins & correspondence 

0883010361 Notification of Enforcement Conterenco Meeting 87-130 on 871019 w/ulij 
in King ol Prussia, PA lo discuss recurrenl licensee jdenhfied equipmenl inoperability 
due to instrument root valve closure 

SWETIAND.P Region 1, Olcot the Director 87/10/15 Region 1, Ofc of the Director 
2pp 44552 086 44552 007 


0803030306 Responds to NRG 880128 ltr re violations noted in Insp Rept 50 354/87 
29Correclive actions filtration, recirculalion & fifiration sys (FRVS) rocirculalion fan Fow 
transmilter returned lo sve & FRVS fan demonstrated operable 
MILTENBERGER.S PuDlic Service >E1ec1nc & Gas Co of New Jersey 00/02/26 Doc 
ument Control Branch (Document Conlrol Desk) 3pp 44555 030 44555 032 

80182230035 NRC Info Noiico 88 006. “Foreign Objocts in Stoam Gonerators " Sve fist 
ereJ 

ROSSI, CE Division of Opsralional Events Assessment (Post 870411) 88/02/29 
ConsoNdaled Edison Co of New York, Inc 1 10pp 44554 253 <14555 009 

8003070213 Provides addi mlo ro unresolved Hem identified in Insp Rept 50 354/88 03 
concerning safety rotated instrumentation foop accuracy under design basis accideni 
condilions 

Mlt.TENBERGER,S Public- Son/ice Electric & Gas Co of New Jersey 88/02/29 Doc- 
ument Conlrol Branch (DocumonI Conlrol Desk) 5pp 44596 167-44506 171 

8803020036 NRC info Notice 08 007 Inadverlent Transfer of Licensed Mall to Uncon- 
trolled Locations ” Sve list encf 

CUNNINGHAM, R E Oivtsion of Industrial & Modical Nuclear Safely (Post 870729) 
fiS/03/07 Consol idalcd Edison Co of New York fnc t2pp 44673 001 44673012 

8803160032 forwards Safely Insp Rept 50 354/88 01 on 080105 0200 & notice of 
violation Assessment of effocliveness of previous correcHvo actions & remcifial ac 
tions nocossary lo ensuro (hal future actions fully effoclivo rcquQSled 
WCNZINGER.EC Region I, Ofc of tho Director 88/03/0/ MILTENBERGER. S 
Public Service Electric a Gas Co of New Jersey 2pp 44696 266 44696 202 

-aawieooss Notice of violation from insp on 880105 0200 Vioialion noted liquid rad 
wasto discharge line lo cooling lower bfowdown fine docs not isolafo on circuit or in 
strumeni downscale failure & function nol tosied quarierly 
' Region 1, Ole of tho Director 88/03/07 Ip 44696 268 44696 268 

•8003160069 Insp Repl 50 354/88 01 on 880106 0200 Violation noted Major areas 
inspacled foflowup ol outstanding insp itoms, oporational safely 
verilccation.survoiliancQ tosling.mainl acKvtlios ESP sys waIkdown.LERs & design 
change packages 

SWETLAND.P Region 1, Ole of Iho Director 80/03/04 t4pp 44696 269 44696 282 

8603040062 NRC BuNotm 66 003, ' Inadequate Latch Engagement in HFA Typo Latch- 
ing Relay Mfg by GE Sve (isl end 

ROSSI.CE Division of Oporalional Events Assossmonl (Posl 870411) 68/03/10 
Co nsolidaled Edison Co of New York. Inc 12Gpp 44673 102-44673 319 

0803080148 NRC Info Nolico 88 008, “Chemical Roaclions W/Radwasto Sofidilicatior 
Agonts “ Sve Nsl end 

ROSSI.CE Divisio-n of Operational Events Assossmont (Post 070411) 88/03/ M 
Consolrdated Edison Co oi Now York, fnc 120pp <14772 263 44/73 012 

8B03I4O264 NRC Info Notice 88 009, "Roduced Roliability of Stoam Onvon Auxitiury 
Foedwaler Purnps Caused by Inslabifity of Woodward PG PL Typo Governors " Sve 
lisl end 

ROSSI.CE Division of Oporalronal Events Assossmonl (Posl 870411} 88/03/18 
Consofidatod Edison Co of New York, Inc I21pp 44057 050 44057 170 

8003200006 Ack focoipt of 871009 response lo 070709 NRC Bulletin 87 001, Thinning 
of Pipe Waifs at Nudear Power Plants Info provided will bo used lo delermino oxtcnl 
of industry partfcipalion & implemonlation of insp programs 
RIVENBARK.G Proiecl Diroclorale I 2 88/03/22 MCNEILL, C A Pubfic Service Elec 
trie & Gas Co of Now Jersey 3pp 44860 254 44860 256 

8803290164 Forwards Safeguards Insp Ropts 50 272/00 06.50 311/08 06 & 50 354/ 
88 04 on 800201 05 No violaliens noted 

BELLAMY, RR Region 1 , Ofc of the Director 86/03/22 MCNEfLL.CA Public Sorvico 
Eleciric & Gas Co of Now Jersey 2pp 44904 120 44904 137 

*-08O329O’176 Partially Wilhheld Physical Securily Insp Repls 50-272/88 06,60 311/00- 
06 A 50 354/86 04 on 080201 05 (ref 10CFn73 21) No viofalions nolod Major areas 
inspoclod procodures.security organization & mgl effedivono&s 
BAfLEV^RJ Region 1. Ofc of IhoOireclor 88/03/10 7pp 44904 131-44904 137 


R. Perlodfc operating reports & related correspondence 

8003040122 "Hope Crook Gonoraling Station Semiannual Radioactive Release 
Repl, Jul-Ooc (987 " W/0fl0225 Hr 

MILTENBERGER .S Publrc Sorvico Electric S Gas Co ol New Jersey 87/12/31 
34pp 44597 260-44597 292 

0803290247 “Personnel Exposure & Monitoring Repl for Exposure Yr 1987 “ VV/O0D323 
Sir 

MILTENBERGER, S Public Service Efectric & Gas Co of New Jersey 87/12/31 3pp 
44904 071 44904 073 

8803010284 Submits annual rept of challenges to mam steam Irne safely/refiof valves 
(SRVs) (or 1987 Reactor scram on 870224 caused unplanned challenges to SRVs H 
& PSFtV J stuck open & replaced during 871010 lesl of acoustic monilofing tost 
LABHUNA,S Public Service Efectric & Gas Co of New Jersey 08/02/16 Document 
Conlrol Branch (Document Control Desk) Ip 44531 067-44531 067 

8803070155 Forwards annual repls containing tabulations on annual basis of number of 
station, u Id & other personnel receiving exposures groalor than 100 mrom/yr & associ 
aled exposures accorrfing to job functions for unil.per Toch Spec 6 9 15 
MITTENBERGER.S Public Service Eleciric & Gas Co of New Jersey 88/02/26 Ooc 
ument Control Branch <Docum&r>1 Control Desk) 2pp 44600 002-44600 013 

-6803070162 “Std Formal for Reporting Number of Personnel & Man Mrom by Work & 
Job Function for 1987 ” W/undaled Hr 

* Public Service Eleciric & Gas Co of Now Jersey 87/12/31 f2pp 44600004 
44600 013 

8803170210 Monthly operaling repl for Feb 1988 W/080315 Jtr 
JENSEN, H, LABRUNA.S Public Service Eleciric & Gas Co of New Jersey 88/02/29 
lepp 44739 247-44739 262 
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8003210456 ''Hoadquarters Daily Repl for 800314 
‘ Radiation PfotQclion Branch 88/03/14 63pp 44759 351 44760 054 

8803220390 Forwards "Bailey 862 Solid State Logic Module Bimonthly Failure Ropl," 
did 880205 Repl covers both IE & non IE modulob & summanzos insetvico failures 
per month by class, assembly type & failure type 

mILTEN 0ERGER,S Public Service Electric & Gas Co of New Jersey BO/03/16 Ooc 
umenl Control Branch (Document Control Desk) 6pp 44709 176 44709 181 


S. Reportable occurrences, LERs & related correspondence 

8803010327 Special Repl 88 001 on 080 126, invalid failure to start emergoncy diesel 
generator A experienced Caused by installation of misconfigured pari received from 
vendor Missing jumper wire in contactor replaced 

COWLES. R . LABRUNA,S Public Service Electric & Gas Co of New Jersey 88/02/ 
25 Document Control Branch (Document Control Desk) 6pp 44551 044 44551 049 

BB03150315 PNO I 88 027 on 8Q0307.util announced election of JF Paquette as prosi 
dent & chief operating officer & director of company & CA McNeill as executive vice 
president effective on 000314 

LINVILLE.J Region 1, Ofc of the Direclor 00/03/07 Ip 44716 213 44716 213 

8803160219 LER 88 002 00 on 080226, pieces of wire lodged in reactor vessel Iced 
water sparger nozzles Caused by potential loose parts loflovor as const debris Wire 
pieces removed & examined & vessel annulus dock area inspected W/BB0311 Ur 
COWLES.R B , LABRUNA.S Public Service Electric & Gas Co ol Now Jersey 88/03/ 
11 5pp 44727 006 44727 010 

8803210156 LEr 88 002 00 on 86021 3, primary containment leak rale testing of recircu 
falion sample inboard isolation valve overdue Causod by personnel error Event will bo 
reviewed as stated when preparing first refuel outano W/080314 Itr 
ERVIN. A, LABRUNA.S Public Service Electric & Gas Co ol Now Jersey 00/01/14 
5pp 44771 217-44771 221 

8803250067 LER 08*003 00 on 680220, primary containment leak rale determined in 
excess of Tech Spec levels Caused by cracked stellite on AE-V003 disk a worn disk 
hinge pin Valves repaired a review of event planned W/a0032l Itr 
COWLES.R B , LABRUNA.S Public Service Electric a Gas Co ol New Jersey 86/03/ 
21 5pp 44890 001 44890 005 


DOCKET 50-385 HOPE CREEK NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 

6803090101 Rev 5 to Emergency Plan Implonnonling Procedure EPIP 1013, "Emergency 
Response Personnel Telephone List " 

• Public Service Electric a Gas Co of New Jersey 88/02/26 26pp 44678 226 
44676 253 


DOCKET 50-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A. Appllcation/constructlon stage documents a correspondence 

6802250195 Generic Llr 80 04 to all nonpower reactor licensees ro distribution of gems 
irradiated in research reactors Sve list end 

MIRAGLIA.FJ Associate Director for Projocts (Post 87041 1) 80/02/23 Consolidated 
Edison Co of Now York, Inc 1 1pp 44553 345 44553 355 

8809220964 Generic Llr 88 05 to all licensees ol operating PWRs a holdorb of CPs for 
PWRs ro boric acid corrosion of carbon stool reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director lor Projocts (Post 870411) 88/03/17 Consolidated 
Edison Co. of New York, Inc 43pp 44079 084 44879 126 


0, Inspection reports, IE Bulletins & correspondence 

8802230035 NRG Info Notice 80 006, "Foreign Objects In Steam Generators " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 80/02/29 
Consolidated Edison Co of New York, tnc ll8pp 44554 253 44555 009 

8803020036 NRC Info Notice 08 007, "inadvertent Transfer of Licensed Matl to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial a Medical Nuclear Safety (Post 870729) 
88/03/07 Consolidated Edison Co of New York. Inc 12pp 44673 001-44673 012 

8603040062 NRC Bulletin 86 003, "Inadequate Latch Engagement in HFA Typo Latch 
ing Relay Mfg by GE " Sve list end 

ROSSI.CjE Division of Oporalional Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc, 128pp 44673 192-44673 319 

8803080148 NRC Info Notice 88 000, "Cheniical Reactions W/Radwasle Solidification 
Agents " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 8/0411) 80/03/14 
Consolidated Edison Co. of Now York, Inc 120pp 44772 253 44773 012 

8B031402B4 NRC Info Notice 80 009, "Reduced Reliability of Sleam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PQ PL Typo Governors" Sve 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co of New York, Inc 121pp 44857 058 44857 170 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency & fire protection plana 

8603080173 Forwards (nsp Repls 50-206/88*05.50-361/88 05 & 50-362/88 05 on 
800126-29 No defidoncies or violations noted 

WENSLAWSKI,F.A Region 5, Ofc of the Director 80/02/18 BASKIN.K P Southern 
California Edison Co 2pp 44626 104-44626 111 


-8803000180 Irsp Repts 50 206/88-05.50*361/00-05 & 50 362/IJB-O'S on OftONh) 
29 No deficiencies or violations noted Major areas inspected nine open items KlonliHCKi 
during previous emergency preparedness insps Followup cliscussiOfis hold 
GOOD.G M Region 5, Ofc of the Director 80/02/10 Gpp 44626 106 4.1C2(i 1 1 1 

8803010202 Revised manual of emergency evenib procoflufos.indudinq Ftov 2 O l to Un 
usual Events Dl 5, ’ Loss of RCS Heal Removal Capiabilily," Fit,' brrunly (.ompro 
mise" & General Emergency F4 1, "Loss of Physical Control of Pfolctlod Aron 
* Southern California Edison Co 00/02/19 9pp 44542 275-44542 283 

8003080134 Revised emergency plan implementing procodurub, including Rev 5 to SOI 
VIII t, "Recognition & Classification ol Emorgcncios" & Rev 5 lo S023 VIII 1, ' fl('( nq 
niton & Classification of Emergencies " W/ 880226 llr 

WHARTON.MA Soulhern Californta Edison Co 08/02/26 PBBpj) 44(i2f)115 
44621 042 

0803300415 Forwards lollowup ropl ol Tech Spec firo-ratod assemblies (spec lfi< ally fiie 
doors) found inoperable during rouline surveillances in F<4} 1908 Rept provides iipdal 
ed info associated w/ongoing condition initially reported in 1903 
MORGAN, HE Soulhern California Edison Co 08/03/1 1 MARTIN.J D Rociion b, Ofr 
of the Director Gpp 44902 336 44902 330 

0003220046 Forwards safety evaluation accepting 040319 uprlalod lire fuizards arialysis 
repls for units subj to implementation of now licer^so corKliUons to KlQiilify pi tin rUfcjo 
open Items listed Appropriate Tech Specs should bo subrnillod 
HICKMAN, OE Project Directorate V 00/03/16 BASKIN.K f^ Soultiern Caliloriiia 
Edison Co COTTON.G D San Diego Gas & Eleclnc Co 4pp 44 //3 262 447/3 205 

* 8803220053 Safely evaluation approving liceribec updaloil lire hazard's arutlysis pro 
gram submitted w/840319 llr Proposed license conditions & SALP inpul onrl 
^Chemical Engineering Branch 80/03/16 30pp 4477J 26G 44773 296 


G. Adjudicatory correspondence 

8803140122 Responds lo Judge Wolfo 880219 regimsl lor stains ropl on rnedital sves 
issues that arc pending Advises that parties ontorod into discussions F^roposeiJ suttlo 
ment aqreomont drafted & circulated among parties Icr comment 
VOGLER.SJ Assistant General Counsel for Hoarings //I88 5790 {)f!/03/G‘> 
WOLFE.SJ, JOHNSON.EB, HAND.C H Atomic Safety and Licensing Board PciruH 
Ip 44668 230 44660 230 


P Operating license stage documents & corrospondonco 

0803090349 Forwards notice ol consideration of issuance ol anionris to Liccnsi’s NPI* 
10 S NPr-15 & proposed NSHC dolorminalion & opportunity for hearing on 8/1230 
request re possession of byproduct & SNMb producod by opuralion of Unit 1 
HICKMAN.b C Projocl Directorate V 88/02/22 BASKIN K P Southern C,aliforpia 
Edison Co COTTON.G D San Diego Gas & Eleotne Co Gpp 4465/ 235 4465/ 243 

-8803100097 Notice of considoralion of issuance of amends lo llconscfl NPF-lO 
NPF 15 & proposed NSHC dolerminaUon & opportunity for hoannq on 671230 regiiosi 
re possession of byproduct & SNMs producod by Und 1 
HICKMAN.OE Project Diroclorato V 08/02/08 6pp 44657 238 4405 7 243 

8002250195 Gonoric Ltf 08 04 lo all nonpower roaclor liconsGes ro distribution ol gems 
irrarliatod in research reactors Sve list end 

MinAGLIA,F J Associato Diroclor for Projects (Post 87041 1) 88/02/23 Consolidatod 
Edison Co of Now York, Inc t Ipp 44553 345 44553 355 

0803010370 Advises that application foe for ulit request lo havo NRC roviow corporate 
restructuring provided lo Document Control Desk by 080205 Itr, in rosj^onso lo NRC 
800206 Itr 

MEDPORD.MO Southern California Edison Co 88/02/23 Oocumont Control Branch 
{Documont Control Desk) ip 44531 089 44531 009 

O0O3O9D133 Forwards safely evaluation re natural circulation cooldown test f)Qfforfnud 
at Unit 2 on 030727 & at Unit 3 on 850916 15 Suggostb that ulii should ccnbidor 
dosirability of using roaclor head vonts as supplomnnlary mot hod of cooldown 
HICKMAN, D E Projocl Oirocloroto V 88/02/24 BASKIN.K P Southorn Calilornia 
Edison Co COTTON.G D San Diogo Gas & Electric Co 2pp 4465/ 199 44657 203 

-8803090138 Safety evaluation ro natural circulation cooldown toat Suggests thal II 
consQQ roviow technical evaluation ropt & consider need lo includo uw of reactor 
head vonts as supplomontary method of cooldown 

* Office of Nuclear Roaclor Regulation, Director (Post 870411) OB/02/24 3pp 
44657 201-44657 203 

8803090126 Requests add! info ro util 871231 proposed channo to Liconsos NPF- 10 & 
NPF'15 to allow storage of spent fuel Application for amond lo licenses must bo re 
ceived boforo NRC makes final determination on Isauo 

HICKMAN, DE Pro eel Directorate V 08/02/26 BASKIN.K P Southern California 
Edison Co COTTON.G D San Diego Gas & Electric Co 3pp 44657 196 44657 19G 

B0O3O7O115 Forwards addi info ro 070512 application for amends to Licenses NPT 10 
S NPF 15, consisting of Proposed Changos PCN 223 & PCN 225,por 871104 
request Revised attachments to PCN 223 & PCN 225 also end 
MEDFORD.MO Southorn California Edison Co 88/03/03 Documonf Control Branch 
(Document Control Desk) 30pp 44641 190 44641 219 

8803160452 Forwards change Notico 25 to Amend to lo OA Topical Ropt SCE-I- 
A, reflecting changes in organization & responsibilillos Changes will bo Incorporafod in 
next amend 

MEDFORD.MO Soulhern California Edison Co 88/03/09 Documonl Control Branch 
(Documont Control Desk) Ip 44703 094 44703 1 10 

- 8803160454 Changes Notico 25 to Amend 10 to QA Topical Ropt Program SCE-1-A 
BASKIN.K P Soulnern California Edison Go 88/03/09 j6pp 44703 095 44703 110 

8803170289 Fonvards descriptions of fuel handling sys, design basis fuel handling acd 
dents & spent fuel cask drop accidents ro receipts & storage of Unit 1 sponl fuel at 
Units 2 & 3 Approval of Amends 38 & 24 needed by 8803 16 
MEDFORD.MO Soulhern California Edison Co 88/03/11 Documenl Control Branch 
(Document Control Desk) 22pp 44749 179 44749 200 
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0803220223 Forwards rpwscd Fi5spon<;e to Gcnrric Lir 07-13 QutislJOn 4 rr plant opcr 
aliens while RCS partiotl/ lilted Associated irrplemun.linq proceJures will be in place 
pnor to operalion vv/RCS partially filled 

MEDFORD, M O Southern CaNfornia Edison Co B8/03/16 Docirment Control Branch 
fOoct/nent Control Desk) 2pp 44801 t<l0 44801 141 

B8D322Q364 Generic Ur 8Q 05 lo all licensees o1 operating PWRs & holders of CPs for 
PWRa re bone acid corrosion ol carbon steel reactor pressure boundary components 
m PWR plants Sve list end 

MinAGLIA.F Associate Dircclor for Pfe|ccls (Post 870-111) 88/03/17 Consolidaled 
Edisori Co oJ Now York Inc 13pp 4<1879 08 1 44879 126 

8503230233 Forwards ctarifications re fuel handling sys design basis fuel handling acci- 
dents & sporrt fool cask drop accidcnis Utif environ evaluation for receipt S storage ol 
Unit \ spent last at Un4s 2 & 3 also end 

MEDFORD, MO Southern Cafilornia Edison Co 88/03/18 Document Conlroi Branch 
(Documeni Conirof DesJ<) 13pp 44867 026 44867 031) 

' 8803230239 Notilicalion of registration as user of Corlificate of Compliance 9001 in 
response lo 8601 1 1 reqiiesl 

MACDONALD.CE Transporfalion Branch 88/03/08 Southern Cafifornra Edison Co 
Ip 44867 039 44Q67 OSD 

8803310217 Forwards response fo request (or add! info IQ 089222 application for 
amends to Licenses NFF 10 & NPF 15, consisting of Proposed Change 242 Devi 
aliens from cask certification clarified 

MEDFORD MO Southern California Edison Co 88/03/23 Document Conirof Branch 
(Documenl Control Desk) 2pp 44916 332-44916 333 


O Inspection reports, IE Guffelfns & correspondence 


8B03{)a017a Forwards Insp Repts 59 206/68 05,50 761/08 05 & 50 362/08 05 on 
680126 29 No dePicienciOs or violations noted 

WENSLAWSKI.FA Rogjon 5, 0(c of the Director 89/02/18 BASKIN.K P Southern 
Ca(iforri«i Edison Co 2pp 44626 104 44626 111 

■0803080186 Insp Repts 50 206/08*05,50 361/80 05 A 50 362/80 05 on 800126 
29 No deficiencies or violalions noted Maior areas inspected nine open items irfontifind 
during previous emergency preparGdnGs& insps Followup discussions held 
GOOD.GW. FISH.RF Region 5. Ofc of Ihe Diroclor 88/02/19 6pp 44626 106 
44626 111 

0003140192 Forwards Insp Repts 50-206/37 29,50 361/87-31 & 60 362/87 31 on 
871122 800120 & nolico of violalron 

ZIMMERMAN.RP Region 5 Ofc of the Director 80/02/26 BASKIN.K P Soulhern 
California Edison Co 2pp 44709 247 44709 271 

• 8003140200 Notice of violation from insp on B71 122 a80120- Violalion noted failure of 
14 safety valves to -satisfy operability requirements of Tech Specs 
ZIMMERMAN RP Region 5, Ofc ol Iho Orrector 08/02/26 2pp 4470D 249- 
44709 250 


■B803U0206 Insp Repis 50 206/87-29.59 361 /e7 31 & 50 362/87 31 on 871122 
800120 Vtolalioh noted Major areas inspoctet) operational safoty 
vorilication.evalualfon of plant trips S ever^!s,monlnly surveillance aclivitios & LERs 
review 

HUEY.F R , TAT'UM.JE. HON, A I Region 5, Ofc of Ihe Director 60/02/10 2 lop 
44709 251-44709 271 ' 


0SOZ23OO35 NRC Info Nolico 80-006, ^'Fo/oign Objdcls in Steam Generators " Sve lisl 
end 

ROSSI, CE Division ol OporalJonaP Events Assessment (Post 670411) 80/02/29 
Gonsoldatod Edison Co oi Now Yosk, tne \ Iflpp 44554 253 44555000 

8093220007 Forwards Tnsp Repis SO-ZOS/aa 04 ,50 361/08-04 & 50 362/88 04 on 
0801 19 22 S 0201 OS & notice of viofatmn 

WCNSLAWSKI.F A Region 5. Ofc of tfio Director 88/03/03 SCARANORA South 
ern CaMornia Edison Co 2pp 44799 246 44799 259 

■*0003220021 fnsp Ropis 59 206/88 04,50 361 /SB 04 & 50 362/88 04 on BS01 19 22 & 
0201-05 Major areas inspected Ircense© action on unresolved & open itenns,alleQalion 
followim liquid & gaseous waste & occupational exposure during extended outages 
RUSSELL, J E , YUHAS.G P Region 5. Ofc ol the Director 88/03/01 9pp 44799 250 
44799 259 


0803020036 NRC Info Notice 88 097, ‘ Inacfverleni Transfer of Mconbed Mati to Uncon 
Irolfed Locnlions " Sve list end 

CUNNINGHAM, R E Oivisron of Indus Inal A Medical Nuclear Safoty (Post 070729) 
08/03/07 CohsoUdaled Edison Co of New York. Inc I2pp 44673 001 44673 012 

8003290005 Forwards fnsp Repts 50-206/88 02,50 361/89 02 & 50 362/88-02 on 
000104 08 A 0201 05 No vpolafions noted 

ZIMMERMAN, RP Regron 5. Ofc of the Director 80/03/09 BASKIN.K P Soufliom 
California Edison Co 2pp 44903 247 44003 256 


■8B03290007 fnsp Repia 50 206/00 02,50 361/88 02 & 50 362/88 02 on 080 f04 00 A 
0201 06 No violations noted Major areas in spaded licensed & non licensed operator 
training programs, info notices & Part 2t root followup 

QUALLS.P M , O’BRIEN, J , JOHNSON, PH Region 6. Ofc of Iho Drrector 86/03/09 
app 44993 248 44903 256 


0803040062 NRC Bulletin 08 003, "fnadequale Latch Engagement in HFA Typo Latch 
Ing R eJ^ Mfg by GE " Sve list end 

ROSSI.CE Division of Oporational Events Assessment <Posl 8784111 08/03/10 
Consolidaled EdisonCo of New York, fnc 120pp 44673 192 44673 319 

0803060146 NRC Info Notice 68 008, ‘Chemical Reaclions W/Radwaslo Solidification 
Agents •’ Sve fist end 

ROSSP.CE Division of Opefalronal Events Assessment (Post 870411) 08/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44/72 253 44773 012 


8003220046 Forwards safety evaluation accepting 640319 updated fire hazards analysis 
repts tor units suoj lo implementation ol new license conditions to identify ptan Throe 
open Items listed Appropriate Tech Specs shourd be submitted 
HICKMAN.de Prefect Directorate V 88/03/16 BASKIN.K P Southern Cafifornia 
Edison Co COTTON.GD San Djego Gas A Efectnc Co 4pp 44773 262 44773 295 


-0003220053 Safety evalualion approving licensee updated Ure hazards analysis pro 
gram bubmitted w/840319 ftr Proposed Itconso conditions & SALP input enci 
' Chemical Engineering Branch 60/03/16 30pp 44773 266 44773 296 

8003140204 NRC Info Notice 86 009, ' Reduced Reliability of Steam Driven Aux'iliary 
Feedwater Pumps Caused by InslabiNty of Woodward PG PL Typo Governors Sve 
list end 

ROSSI C E Division of Operational Events Assessment {Post 670411) 08/03/18 
Consolidated Edison Co of New York. Inc 12lpp 44057 058 14057 178 

8003300276 Responds to NRC 860226 Hr re violations noted in Insp Repis 59 361/67- 
31 A 50 362/87-3} Corrective actions approval cycle for reporlabtlity disposihon 
shcels revised to include station manager 

BASKIN.K P Southern California Edison Co 08/03/25 Document Control Branch 
(Documer^t Control Desk) 4pp 44902 313 44902 316 


R Perfodlc operating reports & related correspondence 


B803010f53 ‘‘Rept of Leaking Radioactive Sources for 1987 " W/800222 Hr 
MORGAN, HE Southern Cafiforna Edison Co 07/12/31 2pp 44651192 44551 193 

8003070104 ' Semiannual Effluent RepLJul Dec 1987 “ W/fl80229 Itr 
MORGAN.HC Southern California Edison Co 87/ 12/1 1 il5pp 44626 341 

44627 096 

8003070266 Annual personnel monitoring repl for 1987 W/880229 Hr 
MORGAN.HE Southern Califo/na Edison Co 87/12/31 3pp 44596 060 44596052 

8003030211 Forwards arinuaf RCS specific activity ropt for 1987 Unit 2 activity exceed 
cd limits of Tech Spec 3 4 7 on four separate occasions during 1987 but Units 1 A 3 
did not oxcood Tccn Spec lirnit 

MORGAN HE Southern Calilornia Edison Co 08/02/29 Documoni Control Branch 
(Docurnenl Control Desk) 9pp 44565 276 44666 284 

8003230006 Monihly operating repis for Feb 1908 W/80031 1 Hr 
SIACOH,€R, MORQAN.HE Soulhorn California Edison Co 8B/02/29 Ilpo 
44643 360 44043 360 

8B03t00016 Headquarters daily ropi for 860303 
* Ofc of Special Protects 80/03/03 24pp 44661 029 44661 051 


S. Reportable occurrences, LERs A related correspondence 


0002260022 LER GO 003 00 on 080120, Tram A toxic gas isolation sys actuation rnnd 
vcrienlly occurred Caused by uso of cleaning solvent near monitor Housekooping per- 
sonnel inslructed on use of cleaning producis nonr monitors W/a80216 Hr 
MOflGAN.H E , MORGAN, HE Southern California Edison Co 80/02/16 Cpp 
44567 315 44567 320 

0803030106 ROfoNowup repl of Tech Spec fire rolalod assemblies (fire doors) found 
inopnrabre during routine surveillance in Jan 1988 Latching & closure mechanism fail 
urcs Identified Followup for Feb 1960 wiN be submitted during Mar 1906 
MOflGAN.H E Soulhorn California Edison Co 80/02/18 MARTIN, J B Region 5. Ofc 
of the Oireclor 4pp 44555 083 44555 066 

0003160279 LER 88 001-00 on 600207 A 00, spurious control room fsolalion sys actu 
alien occurred when radiation monitor RT 7824A1 momonlanly failed Caused by cor- 
rosion products on circuit card edge connectors Circuit card cleaned W/800308 Itr 
MOflGAN.H E Southern Cafifornia Edison Co 80/03/06 6pp 44717 001 44717 006 

8803280046 LER 80 005 00 on 680220,spurrou8 Tram A toxic gas isolation sys acUi 
ationp occurred duo to equipment lailuro Program established to replace analyzers oii 
annual lo biannual basis W/BB0318 Ur 

MORGAN, H E Soulhorn California Edison Co 08/03/18 6pp 44903 053 44903 056 

0803200146 LER 8Q 006 00 on 08O22O.conlrol room Isolalion sys Tram 8 acluations 
occurred Caused by prns from instrument rack to rnclialion monitor backing out of 
inodufo InsIrumonI rack lo module connector repaired W/6Q03t6 Ur 
MOflGAN.H E Soulhern California Edison Co 00/03/16 6pp 44903 043 44903 046 


V. Operator Examinations 


080316(7402 Requests that util furnish approved rof mall listed m Enel 1, “Ref Mall Re 
quirornenls for Reaclor/Sonior Reactor Operator Licensing Exams." by 800425 in 
order for NRC lo meet schedule for oxams on 800726 00 1 1 W/o staled ends 
PATE.R J Regron 5, Ofc of the Director 00/03/09 MCCARTHY, C Southern Cnlifor- 
nia Edison Co 3pp 44700 233 44700 236 


DOCKET 60-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F Security, medical, emergency & ffro protection plans 

0803000173 Forwards fnsp Ropts 50 206/00 05.50-361/80 05 A 50 362/08-05 on 
060126 29 No deficiencies or violations noted 

WENSLAWSKI.FA Region 5, Ofc of the Director 08/02/10 BASKIN.K P Soulhern 
Catiforma Edison Co, 2pp 44626 104-446261 11 

*'0803000186 fnsp Repts 60-206/08-05,50 361/88 05 A 50-362/00 05 on 880126- 
29 No deficiencies or vigfalions noted Major areas inspectcdmine open items identified 
durmq previous emergency preparedness Insps Followup discussions held 
GOOD.G M Region 5, Ofc of the Oireclor 88/02/10 6pp 44626 106-44626 1 1 1 

0003010202 Revised manual of emergency events procodures.mcluding Rev 2 01 to Ur\- 
usual Events D1-5, "Loss of RCS Heat Removal Capability," FM, "Security Compro 
miso" A General Ememoncy F4 1, "Loss of Physical Control of Protected Area 
• Soulhern Cafifornia KisonCo 68/02/19 9pp 44542 275-44542 203 
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8803080134 Revjsed emorqcncy plan imp^lGmenling procGdures, including Rev ^ lo S01- 
VIII 1, Recognilion & Classification of Emorgoncios" & Rev 5 to S023 VIII-1. “Rocog 
nition & Classification ol Emorgoncios " W/Q80226 Itr 

WHARTON, M A Soulhorn Calilorma Edison Co 88/02/26 200pp 44620 115 
44621 042 

8803300415 Forwards followup ropt of Tech Spec fire rated assemblies (specifically fire 
doors) found inoperable during roulioo surveillances in Feb 1988 Rept provides updal 
ed inlo associated w/ongoing condition initially repoited in 1903 
MORGAN, H E Southorn Cahlornia Edison Co 88/03/ tt MARTIN.JQ Region 5, Ofc 
of the Director 3pp 44902 336 44902 338 

8803220046 Forwards safety evaluation accepting 840319 updated fire hazards analysis 
repls (or units sub; to implementation of now license conditions lo identify plan Three 
open (terns listed Appropriate Tech Specs should bo submitted 
HtCKMAN.DE Project Directorato V 88/03/16 BASKIN, K P Soulhern California 
Edison Co COTTON,G D San Diego Gas & Electric Co 4pp 44773 262 44773 295 

‘•BB03220Q53 Safety evaluation approving licensee updated fire hazards analysis pro 
gram submilled w/840319 Ur Proposed license conditions & SALP input end 
^Chemiral Engineering Branch 88/03/16 30pp 44773 266 44773295 


(3 Adjudicatory correspondonco 

8803 140 122 Responds to Judge Wolfo 8002 19 reguosl for sinlos ropl on medical sves 
issues that are ponding Advises that parties entered into discussions Proposed selllo 
menl Mrcement drafted & circulated among parlies for comment 
VOGL^.BJ Assistant General Counsel for Hearings //1 88 5790 88/03/09 
WOLFE S J, JOHNSON, E B , HAND,C H Atomic Safety and Licensing Board Panel 
1p 446G8 238 44668 2J0 


P Operating license stage documents & correspondence 

8803080349 Forwards notice of considofalion of issuance of amends lo Licenses NPF 
10 & NPF 15 & proposed NSMC determination & opporlunily for hearing on 871230 
reciuesl ro possession of byproduct & SNMs produced by operation of Unit 1 
HICKMAN.OE Project DirGclorate V 88/02/22 0ASKIN.KP Soulhorn California 
Edison Co COHON.G D San Diogo Gas & Electric Co 3pp 44657 235 44657 243 

«8803 100097 NoUco of considoralion of issuance of amends lo Licenses NPF 10 & 
NPF 15 & proposed NSHC delorminalion & opporlunily tor hearing on 871230 roguosi 
re possession of byproduct & SNMs produced by Unit 1. 

HK:KMAN.D E Piojoct Directorate V 88/02/08 6pp 44657 230 44657 243 

8802250 19S Gonciic Ltr 88 04 to all nonpower reactor llconsoos ro distribution of gems 
irradiated in research reactors Sve list end 

MtRAGLIA.FJ Associate Director fOr Projects (Post 070411) 88/02/23 Consolidated 
Edison Co of New York, Inc lipp 44553 345 44553 355 

8803010370 Advises that ajyjlicalion foo lor uUl roquosl lo have NRC review corporate 
restructuring provided lo Document Control Desk by 000205 llr.m response to NRC 
800200 Ur 

MEDFORD, M O Southern California Edison Co 08/02/23 Oocumonl Control Branch 
(Document Control Desk) ip 44531 089 44531 009 

8803080133 Forwards safoty evaluation re natural circulation cooldown tost performed 
at Unit 2 on 030727 & a1 Unit 3 on 8509 lb-15 Suggests that ulil should consider 
dostrability of using roaclor head vents as supplementary molhorf of cooldown 
HICKMAN,DE Pro eel Directorate V 80/02/24 BASKIN.KP Southern Calilornta 
Edison Co COTfON.GD San Diego Gas & Electric Co 2pp 44657 109 44607 203 

..8803090138 Safety evaluatior^ re natural circulation cooldown test Suggests that tl- 
censee review technical ovaluallon ropl & consider need to include use of reactor 
head vents as supplementary method of cooldown 

* Office of Nuclear Reactor Rogulalion, Director (Post 870411) 88/02/24 3pp 
44657 201-44657 203 

8803090126 Requests addi Info re util 871231 proposed change to licenses NPF-10 & 
NPF- 15 to allow storage of spent fuel Application for amend to licenses must bo re 
ceived before NRC mattes final dolerminalfon on issue 

HICKMAN.OE Project Directorate V 88/02/26 BASKIN.KP Southern California 
Edison Co COTTON, G D San Diego Gas & Electric Co 3pp 44657 196 44657 108 

8603070115 Forwards addI info re 870512 application for amends lo Licenses NPF-10 
& NPF-1 5, consisting of Proposed Changes PCN 223 & PCN 225,p0r 871104 
request Revised aUachmenls to PCN-223 & PCN-225 afso encf 
MEDFORD, M O Soulhern California Edison Co 08/03/03 Document Control Branch 
(Document Control Desk) 30pp 44641 190 44641 219 

8803180452 Forwards change Notice 25 to Amend 10 lo OA Topical Ropt SCE-1- 
A.rellecting changes in organization & responsibilities Changes will be incorporated tn 
next amend 

MEOFORD.M O Southern California Edison Co 88/03/09 Oocumonl Control Branch 
(Document Control Desk) Ip 44703 094 44703 1 10 

-.8803160454 Changes Notice 25 to Amend 10 to QA Topical Repl Program SCE-1 -A 
0ASKIN,KP Soulhern California Edison Co 88/03/09 16pp 44703 095 44703 110 

8803170269 Forwards doscnptions of fuel handling sys.design basis fuel handling acci- 
dents & spent fuel cask drop accidents ro receipts & storage of Unit 1 Spent fuel at 
Units 2 & 3 Approval of Amends 38 & 24 needed by 880316 
MEOFORD.M O, Southern California Edison Co 88/03/11 Document Control Branch 
(Documenl Control Desk) 22pp 44749 179-44749 200, 

8603220223 Forwards revised response to Generic Ltr 87-12.Question 4 re plant oper- 
ations whilo RCS partially filled Associated implementing procedures will be in place 
prior to operation w/RCS partially filled 

MEOFORD.M O Southern California Edison Co 88/03/16 Document Control Branch 
(Document Control Desk) 2pp 44804 140 44804 141 

8803220364 Generic Ltr 88 05 to all licensees of operating PWRs & holders of CPs for 
PWRs ro bone acid corrosion of carbon steol reactor pressure boundary components 
m PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/17, Consolidated 
Edison Co of New York, Inc 43pp 44879 084-44879 126 


8803230238 Forwards clarifications re ftiol handling sys.dostgn basis fuel handliiitl ntxl 
dents & spent fuel cask drop accidents Util environ ovalualion for raciNpl s!oroi|o or 
Unit 1 spent fuel at Units 2 & 3 also end , , ,, 

MEDFORD MO Soulhern Cahlornia Edison Co 80/03/tG Document Control Llrnndi 

in,.,. AAnay r\'ia aam.'t r^'jn 


8803310217 Forwards response to request for arjdl info ro 800222 application for 
amends to Licenses NPF 10 & NPF 15, consisting of Proposed Cliango ?42nGVl 
ations from cask certification clarified ^ „ 

MEOFORD.M O Soulhorn California Edison Co 00/03/23 Document Control IJrnncfi 
(Document Control Desk) 2pp 44916 332 44916 333 


0 Inspection reports, IE Bulletins & correspondence 

8803080173 Forwards Insp Repls 50-206/88 05,50 361/89 05 & 50 362/88 05 on 
880126 29 No deficiencies or violations noted 

WENSLAWSKI.FA Region 5. Ofc of the Director 08/09/10 BASKIN,KP Soullturn 
California Edison Co 2pp 44626 104 44626 1 1 1 

-8803080186 tnsp Repts 50-206/00 05,50 361/88-05 & 50 302/08-05 on 000126 
29 No dolicioncies or violations noted Major areas inspected nino ojion item'? Iclonlifiotl 
during previous emergency preparedness tnsps Followup discussions hold 
GOOD.GM, FISH.RF Region 5, Ofc of the Director 80/02/10 6pp 4462C fOG- 
44626 1 1 1 

8803140192 Forwards (nsp Repts 50 206/87 29,50 361/07 31 & 50 362/07-31 on 
871122-860120 & notice of violation 

ZIMMERMAN.RP Region 5. Ofc of iho Director 80/09/26 BASKIN.KP Souttiorn 
California Edison Co 2pp 44 709 24 7 4 4 709 2 7f 

-0803140200 Notice of violation from insp on 071 122 000120 Violation notod fniluro of 
14 safeW valves to satisfy operability roquiremorita ol 1och Specs 
ZIMMERMAN.RP Region 5, Ofc of the DiroclOf 08/02/2G Ppp 44700 240 
44709 250 

-S003t49206 frrsp Repfs 5(? 20G/87-29.50 36f/Q7 3f 5 50 362/87-31 an 
6601 20 Violation noted Major areas bisnoded operahonal snfoly 
vonficaUon, ovalualion of plant trips & events.montnly survoilinnco ftctivillns & LERs 
review 

HUEY.FR. TATUM.JE. HON.A L Region 5, Ofc of Iho Director 60/02/ if) 2lpp 
44709 251 44709 271 

8602230035 NRC Info Nolico 00 006, “Foreign Objects in Steam Generators Sve list 
one! 

nOSSI.GE Division of Oporalional Events Assossmonl (Post 6/0411) 80/02/20 
Consolidated Edison Co of Now York, Inc 1 16pp 44554 253 44555 009 

8B03220007 Forwards Insp Ropls 50 200/06 04,50 361/68 04 a 50 302/66-04 on 
6601 19-22 & 0201 05 & notice of violation 

WENSLAWSKI.F A Rogion 5, Ofc of Iho Diroclor 88/03/03 SCARANO.n A Soulh 
orn California Edison Co 2pp 44709 246 44709 250 

-D00322Q016 Notice of violation from insp on 6001 10 22 a 0201-05, Violation nolo<l no 
specific procedure or checklist existed lo assure that comprehonswo sys ol plannnd & 
periodic audits corned out 

SCARANO.n A Region 5, Ofc of Iho Director 6B/03/01 Ip 447G0'240 44709 249 

-8803220021 Insp Repls 50 206/08 04.60 361/86-04 & 60-362/80 04 on 880110-22 ft 
0201 05 Major areas inspected llconseo action on unrosolvod & open ilerns, allegation 
followup.liquid S gaseous waslo & occupational oxposuro during oxtondod oulngo^ 
RUSSELL.J e . YUHAS.G P Region 5. Ole of Iho Director 80/03/01 Opp 44/00 260 
44799 259 

8803020036 NRG Info Notice 66 007, “Inadvoflonl Transfer of Licensed Mali lo Uncon 
trolled Locations “ Sve list end 

CUNNINGHAM, R E Division of Industrial & Mod leal Nuclear Saloly (Post 670720) 
66/03/07 Consolidated Edison Co of New York, Inc t2pp 44673 0(51 44673 012 

8803290005 Forwards Insp Rents 50-206/80 02,50 361/08 02 ft 50 362/60 02 on 
680104 06 a 020 J 05 No woJaJjons noterJ 

ZIMMERMAN.RP Region 5. Ole of the Director 86/03/09. BASKIN.KP Soulhorn 
California Edison Co 2pp 44903 247-44903 256 

-8803290007 tnsp Repls 50 206/88 02.50 361/00 02 & 5 0 362/80 02 on 880104-00 ft 
0201 05 No violations noted Major areas inspected licensed & nonllcensod oporalor 
Ifainmg programs.info notices ft Part 21 rept followup 

QUALtS.PM , O'BRIEN, J , JOHNSQN.P H Region 5. Ofc of Iho Diroclor 08/03/00 
8pp 44903 248 44903 256, 

BB03040062 NRC Bullohn 88 003. “Inadequate Latch Engagomonl in HFA Typo Latch- 
ing Rel^ Mfo by GE “ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411). 06/03/10 
Consolidated Edison Co of New York, Inc 128pp 44073 192 44673 310 

8003160293 Responds lo NRC 800210 Ur re violations noted in Insp Ropt 50 362/87- 
25 Corrective actions memo clarifying actions to bo lakon for components fistod In 
Tech Spec Table 3 3-5 for which no limiting condition for operation oxisls.issuod 
BASKIN, K P Soulhorn California Edison Co 08/03/ 1 1 Oocumonl Control Branch 
(Document Control Desk) 4pp 44729 302-44729 305 

8803080148 NRC Info Notice 88 008, “Chemical Reactions W/Radwaslo Solidllicalion 
Agents “ Sve fist encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/03/14 
Consolidated Edison Co of New York, Inc 120pp. 44772 253 44773 012 

8603220046 Forwards safely ovalualion accepting 840310 updated lira hazards onatysis 
repts tor units subj to implementation of new license conditions to Identify plan Throo 
open Items listed Appropriate Tech Specs should bo submitted 
HICKMAN.OE Project Directorato V 08/03/16 BASKIN, K,P. Southern California 
Edison Co 4pp 44773 262-44773 205 

-8803220053 Safely evaluation approving licensee updated firo hazards analysis pro- 
gram submitted w/840319 Ur Proposed license condilions ft SALP input end 
^ Chemical Engineering Branch 86/03/16 30pp 44773 266 44773 295 
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0803140294 NRC Inlo Nolrcc 80>OO9 "Roduced neliaDirilv of Steam Driven Auxiliary 
Feedwater Purrips Caused by Inslabilit/^ of Woodward PL Type Governors " Svc 
Ust oriel 

ROSSI, C E Division oF Operational Events Assessment fPosi 87041 1) 80/03/18 
Consolidated Edison Co of Mow York, Inc 12lpp 44857 05B 44857 178 

880330027G Robponds to NRC 880226 Hr re violations noted in Insp Repis 50 361/87- 
31i & SO 362/87 31 Corrective aciions approval cycle for reportability disposition 
sheets revised (o include station manager 

BAS KIN, K P Southern CaNfprma Edison Co 88/83/25 Document Control Branch 
(Document Control Desk) 4pp 44932313 44902316 


R PeriQdEc operating reports & related correspondence 

8Q030fO153 "Root of Leaking Radioactive Sources for 1987 ' W/880222 Hr 
MORGArJ,H£ Southern California Edison Co 07/12731 2pp 44551 192 44551 193 

88D3Q70104 Semiannual Efltucnt Repljul-Dec 1987 ’ W/e80229 Hr 

MORGAN HE Southern CaFifornia Edison Co 87/12/31 115pp 44626 341 

4 1627 005 

B80307026S Annual personnel monilonng repl lor 1987 W/ 800229 lli 
MORGAN H E Southern CalLtorma Edison Co 87/12/31 3pp 44596 050-44596 052 

8803030211 For^vards annual RCS specific activity rept for 1987 Unit 2 activity exceed- 
ed limits of Tech Spec 34 7 on four separate occasion** during 1987 but Units 1 A 3 
did not exceed Tech Spec limit ^ ^ ^ ^ 

MORGAN.H E Southern California Edison Co 09/02/29 Document Control Branch 
(Oocumenl Control Desk) 9pp 44565 276 44665 284 

8803070140 “Dre&el Generator Annual Repi 1987 " 

MORGAN, H E Souttiern Cafilornia Edison Co 88/02/29 Document Control Branch 
(Document Control Desk) 2pp 44628010 41628 011 

8803230006 Monthly opera ling repts for Feb 1988 W/800311 Itr 
SIACORER. MORGAN.H E SoulhGrn California Edison Co 08/02/29 lipp 
.1464 3 350-44843 360 


S Reporlabfo occurrences, LERs & related correspondence 

8B03030106 HO followup ropt of Tech Spec hro related assembJios (fire doors) lound 
inoperable during routine surveillance in Jan 1988 Latching A closure mechanisrn farl 
ures idenUhed Followup (or Feb 1980 will be submiticd during Mar 1908 
MORGAM,H £ Soul hern California Edison Co 80/02/10 MARTIN.J0 Region 5. OFc 
onhoOrretlor 4pp 44555003-44555085 

8803010038 PNG V 68 014 on 86021 9.ina()ver|enl safely injection actuation occurrod 
while testirg of aclualion logic mairix was in progress & w/unil al I00*?o power Unil 
siabiii 2 ed wlo complrcation & safety injection compononis restored 
JOHNSON P. TATUM j Region 5, Ole of Iho Director 8B/02/22 Ip 44531 031 
44531 031 

8803910193 LER 87 OOl 01 on 870l09,rovrcw of snubber documenlairon Idenltfied two 
snubbers on 3/4 inch component cooling water sys instrument fine no I ir eluded in 
snubber surveilFance program Procedure revisetJ W7880223 Jtr 
MORGAN.HE Southern CalJlorni a Edison Co 88/02/23 3pp 44542 260-44542 270 

8003150108 NPDES noncompliance notilrcationon 800117 26.BPS sump disePurgo high 
in total suspended solids Evaluation/ morl of procedures in progress lo provenl recur- 
rence 

MORGAN.H E Soulnern Caldornia Eaison Co 8B7D3/03 Oocumonl Conlrol Branch 
(Documenl Conlrol Desk) 2pp 4471 5 265 44715 266 

8803260125 LER 80-002 00 on 66021 8,spurioirs ESF acluhiton occurrod during surverl 
lance tesling ^ subsequsnl manual reactor trip Cause undelermined Matrix “B" hold 
push bullon swhcb replaced W/ftSOSl a lU 

MORGAN.H E Southern California Edison Co 68/03/18 7pp 44916 106 44916 102 


V. Operalof ExamJrtatfons 

6803160402 Requests that utif furnish approved ref mat! fisted in Enel 1. "Ref Mali Ro 
qurrements lor React or/Senior Reactor Operalcr Licensing Exarrs/’ by 660426 m 
order lor NflC to moef schedule for exams on 880726 0811 W/o slated ends 
PATE.R J flegron 5. Ole of the Drroctor 08/03/09 MCCARTHY.C Southern Cafifor- 
nia Edison Co 3pp 44700 233 44700235 


DOCKET 50*364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medfear, emergency ft fire protection plans 

8803190088 Rov 4 to EmergencY fmpfemenling Procedure 60-eiPf36, “Alert Radio 
Distribution & Main! “ W/08O21B Hr 

HARRIS.R Alabama Power Co 08/02/15 I4pp 44781 147-44781 160 

6803760211 Forwards FEMA analysis of prompt alert & notification sys for facility con 
dueled on 870922FEMA determined that sys does not satisfy foauiremenls of 
NUREG-0654/FEMA REP-1 & FEMA43 Utif should provide plar> lo correct Inadequa- 

COLLINS.DM Region 2, Ofc of the Director 88/02/19, MCDONALD,BP Alabama 
Power Co 5pp 44695 358 44695 362 

8803070342 Rev 4 lo Procedure GOEIP-136 'Alert Radio Dislribulron & Mflint '' W/ 
880222 Itr 

MCCRACKEN.K W Alabama Power Co 88/02/22 14pp 44604 167 44604 100 

98031B0282 Forwards Insp Repls 50-348/68-03 S 50 364/88 03 on 080112*0210 & 
notice of violairon 

VERRELLf.DM Region 2, Ofc of the Director 80/02/25 MCDONALO.RP Afabama 
PowerCo 2pp 44696 311-44696 321 

-8803160206 Notice of viofation from insp on 8801 120210 Vrolalrons noted required 
fire watches not initrafed & fire suppression sys Inoperable for 14 h 
VERRELLI.DM Region 2, Ofc of I ha Direclor 80^2/25 2pp 44696 313 44696 314 


-86031602 92 Insp Repts 50 348/88 03 8 50 364/08 03 or^ 880112 0210 Violations 
noted Major areas inspeclod review of surveillance observation, men ihly mainl ob&or- 
vation. opcralror>al safely verification & LERs 

0RADFORD.WH Region 2, Ofc of the Director 88/02/24 7pp 44696 315 
44696 321 

8003140027 Forwards Amends 75 & 67 lo Licenses NPF 2 & NPF Q. rospGctiveN & 
safely evaluation Amends change Tech Spec 6 9 19, “Adminislralive ConlroJs,'^ lo 
amend semiannual radioactive effluenl release rept roquirernenls 
REEV6S.EA Project Directorate 111 80/03/08 MCDONALD.RP Alabama Power 
Co 5pp 44689 126 44689 142 

-8803140028 Amends 75 & 67 lo Licenses NPF-2 & NPF-8.rospGCtivoly, changing Tech 
Spec 69 1 9 lo amend sommannual radioactive effluenl release repl rcquiremenls lo 
allow use of historical annual average meloorofogical data 
AOENSAM.EG Protect Directoralo 111 80/03/08 8pp 44689 131 44609 130 

- 8003140031 Safety evaluation supporting Amends 75 & 67 lo Licenses NPF 2 & NPF - 
B respecUvefy 

* Office of Nuclear Reactor Regulation, Director (Post 870411} 88/03/08 4pp 
44609 139-44609 142 

8803220272 Rev 9 to Emergency Plan Implemenling Procedure FNP 0 EIP27 "Activa- 
tion of Emergency Operations Facilily “ 

* Alabama Power Co 08/03/08 21pp 44843 021 44043 041 

0803240294 Forwards Rev 7 lo General Ofc Emergency Impicmenling Procedure GO 
EIP 114 (B documenl transmittal ack W/o ends 

HARRIS.R Alabama Power Co 88/03/11 Region 2, Ofc of Iho Director 1p 
44850 125 44850 125 

8803220264 Rev 7 to Errrergency Plan Implementing Procedure GO EIP 114, News 
Release Coordination S OisinbuKon W/B803I6 Itr 

MCGOWAN.JK, MCCRACKEN.KW Alabama Power Co 08/03/16 12pp 
4480t 277 44601 288 


p. Operating tfeense stage documents & correspondence 

0803210521 “Afabflma Power Co Joseph M Farley Nuclear Power Plant Unit 2 Cydo 6 
Startup Test Repl “ W/8flO307 Hr 

* Alabama Power Co 08/02/04 21pp 44002 325 44802 345 

0B02250195 Generic Ltr 08 04 lo all nonpower reactor licensees re distribution el gems 
irradiated pn research reactors Svc list end 

MIRAGLIA.F J Associate Director for Projects (Post 87041 1) 88/02/23 Consolidated 
Edison Co of New York. Inc 1 Ipp 44553 345 44553 355 

8003140027 Forwards Amends 75 & 67 lo licenses NPF-2 & NPF 8, rospoclivetv & 
safely evaluation Amends change Tech Spec 60 19, “Administrative Conlrols to 
amend somiannual radioactive oT/luonl release rept reqiiiremonls 
REEVES.EA Project Directoralo ll-l 80/03/08 MCDONALD.RP Alabama Power 
Co 5pp 446fl9 126 44689 142 

- 0803 140028 Amends 75 & 67 lo Licenses NPF-2 & NPF-0, respectively, changing Tech 
Spec 69 1 9 lo amend semlnannual radioactive effluent release repl roquiremorits lo 
allow use oi historrcal annua! average meteorological dala 
AOENSAW.EG Prelect Direcloraie 11-1 00/03/08 8pp 44609 131-44600 130 

-8803140031 Safety ovafualion supporting Amends 75 A 67 to Licenses NPF 2 ^ NPF- 
Sjespectivqly 

* Office of Nuclear Reactor Rcgufation, Direcfor (Post 070411) 08/03/08 4pp 
44689139 44689 142 

8003140282 Notification of 060318 meeting w/utlls In Rockville, MD to discuss formatior 
Of operaling company within Southern Co sys to handle operations ot plants 
REEVES.e A Project O'rectofata tl t CROCKER, L P , HOPKlN5,J 8 ProlecI Director- 
ate fl-3 88/03/09 ADENSAM.EG Project Directorate 11-1 JAa0OUR,K N Project Di- 
rectorate 11-3 5pp 44679 338 44679 342 

0803210216 Sunomary of 880392 meeting w/u1ifs In Rockvilfe.MD ro formation of sepa- 
rate operaling organization List of attendees & viowgraphs end 
REEVES.E A Project Directoralo IM HOPKINS.J B, (iROCKER.L P Project Director- 
ato n 3, BB/03/09 Project Directorate lt-1 )9pp 44772 234-44772 252 

8803160000 Forwards commerris on draft reg guide re qualificalion of safely rel a led 
lead storage batteries for nuclear powor plants 

MCDONALD, R P, Alabama Power Co 88/03/10 Document Control Branch (Docu 
mem Conlrol Desk) 2pp 44696 252-44696 263 

8003220364 Generic Ltr 88 05 to all licensees of operating PWRs & holders of CPs lor 
PWRs ro boric 3Cid corrosion of carbon steel reactor pressure bour>dary components 
in PWR plants Svc list one) 

MIRAGLIA,F Associate Director for Projecls (Post 87041 1) 88/03/17 Consolidaied 
Edison Co of New York, fnc 43pp 44079 004-44079 1 26 


D- inepeotton reporlSt IE Bulletins A correspondence 

0603170066 Forwards Insp Repls 50 340/87-35 & 50 364/87-35 on 871202 04 & notice 
ot violation 

JULIAN.C.A Regiorr 2, Ofc of the Director 00/02/19 MACDONALD.R P Alabama 
Power Co 2pp 44711 027 4471 1 043 

.'8003 170008 Notice of violation from insp on 87 1202-04. Viola lions noted valve testing 
not performed in accordance w/approved test procedure & Ifcensoe failed to provide 
insiruclions for fill & vent of portion of RHR Tram A piping 
JULIAN.CA Region 2. Ofc of the Director 80/02/19 2pp 44711 029-44711 030 

-8003170072 fnsp Repts 60 348/87-35 & 50-364/87 35 on 871202 04 One violation & 
no deviations notedMajor areas Inspected licensee actions fn response to 071127 
event Involving spill Inside containment from RHR sys 

STADLER.S, SHYMLOGK.M Region 2, Ofc of the Direclor 08/02/08 13pp 
44711 031-44711 043. 
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8803160187 Confirms 080212 telcon re cnforcemenl conference fo he held m Region II 
Ofc on B80315 to discuss environ qualification issues at plant Proposed meeting 
agenda one! 

GRACE.J N Region 2. Ofc of the Director 60/02/24 MCDONALD, R P Alabama 
Power Co 2pp 44703 356 44703 357 

0803160282 Forwards Insp Repts 50 348/08 03 & 50 364/08-03 On 8801 12 0210 & 
notice of violation 

VERRELLI.D M Region 2. Ofc of the Director 88/02/25 MCOONALO.R P Alabama 
Power Co 2pp 44696 31 1 44696 321 

-8603160286 Notice of violation from insp on 8801 12 0210 Violations noted required 
firs watches not initialed & fire suppression sys inoperable for 14 h 
VERREILI.OM Region 2, Ofc of tho Director 88/02/25 2pp 44696 313 44696 314 

-8B03160292 Insp Repts 50 348/88 03 & 50*364/88 03 on 880112*0210 Violations 
noted Major areas inspected review of surveillance observation, monlhly main! obser 
valion, operational safely verification S LERs 

BRADFORD, W H , MILLER, W H . DANCE.H G Region 2. Ofc of the Director 08/02/ 
24 7pp 44696 315 44696 321 

8803080266 Forwards "Interval 1, Period 2, Outage 3 Inservico Insp Repl of JM Farley 
Nuclear Plant Unil 2 " Rapt describes & summarizes inservice insp acKvilios per- 
formed during filth refueling outage 

MCDONALD, R P Alabama Power Co 80/02/26 Document Conlrol Branch (Docu 
ment Control Desk) Ip 44614 001-44615 112 

**6803080268 "Interval 1, Period 2, Outage 3 Inservice Insp Repl for JM Farley Nuclear 
Plant Unit 2 " 

' WesUnghousB Electric Carp 88/02/15 500pp 44614 002-44615 112 

6802230035 NRC Info Notice 88 006, "Foreign Objects in Steam Generators " Sve list 
end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Inc llOpp 44554 253 44555 009 

8803170173 Ack receipt of 080127 Itr informing NRC of slops taken to correcl violations 
noted in Insp Repts 50*348/87*29 & 50 364/87*29 Severity of Violation A 
downgraded, per denial AddI listed submittals required 

REYES, LA Region 2. Ofc of the Director 88/02/29 MCDONALD, RP Alabama 
Power Co 2pp 44710 207 44710 200 

8803150365 Forwards summary of 680217 onforcemonl conference ro insp Repls 50 
346/88 02 & 50 364/88 02 Issues discussed potential for okcossivo personnel expo 
sure as result of unauthorized entry into oxclusivo/high radiation areas 
GRACE, J N Region 2, Ofc of the Director 00/03/02 MCDONALD, R P Alabama 
Power Co 17pp 44689 021*44689 037 

8803020036 NRC Info Nolice 88 007, "Inadvoflont Transfer of Licensed Mall to Uncon 
trolled Locations," Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
88/03/07 Consolidated Edison Co of Now York, Inc 12pp 44673 001 44673 012 

8B03D40062 NRC Bulletin 08 003, "Inadequalo Latch Engagement in HFA Typo latch* 
>nQ fleJay Mfahy GE " Sve /fsl end 

ROSSI,CE Division of Operational Events Assossmenl (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc 120pp 44673 192 44673 319 

0603280159 Discusses Insp Repls 50 340/88 02 & 50 364/08 02 on 800104 06 & for- 
wards notice of violation 

GRACe.JN Region 2, Ofc of tho Director 88/03/10 MCDONAl D,R P Alabama 
Power Co 4pp 44901 042 44901 048 

-6603280161 Notico of violation from insp on 880104 06 Violation noted radiological ex 
elusion area not provided w/locked doors, bul was provided w/warning signs & flash* 
mg rod light, not adequate to nrovent unauthorized entry 
GRACE, JN Region 2, Ofc of the Director 88/03/10 3pp 44901 046 44901 048 

8803080146 NRC Info Noiico OQ 008, "Chemical Reactions W/Radwasto Solidification 
Agonls " Svc list end 

ROSSI, C E Division of Operalionai Events Assessment (Post 870411) 08/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253 44773 012 

0803220327 Responds to NRC Hr re violations noted In Insp Repts 50 348/87-35 & 50 
364/87 35 Corrective actions normal press urizer (ovel restored & A tram RHR sys in 
spocted to ensure that suspected pressure surge had not caused damage, 
MCDONALO.RP Alabama Power Co 68/03/16, Document Control Branch (Docu 
ment Control Desk) 3pp 44789 092*44789 004 

8803250066 Forwards Insp Repls 50 348/07 37 & 50 364/87 37 on 071216 18 Viola 
tions noted, but not cited 

COLLINS.D M Region 2, Ofc of the Director 00/03/16, MCDONALD.R P Alabama 
Power Co 2pp 44080 130 44060 139 

-8803250071 tnsp Repls 50-340/07-37 & 50 364/07*37 on 071216 lOUlit noted one 
violation re employee failure to sign in on radiation work permit Major areas 
inspected followup on allegations pertaining to radiation protection program 
COLLINS,TR , HOSEY.C M Region 2, Ofc of tho Director 08/03/01 Opp 44880 132- 
44800 139 

8803 140284 NRC Info Notice 00-009, "Reduced Rollabilily of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors " Svc 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/03/18 
Consolidated Edison Co of New York, Inc 12lpp 4405? 050 44857 178 

0803300300 Responds to NRC Hr re violations noted In Insp Repts 50 348/88 03 & 50- 
364/88-03 Corrective actions electrical sys breakers closed per sys operating proce- 
dure guidanco & override switch reset 

MCDONALD.R P Alabama Power Co 80/03/21 Document Conlrol Branch (Docu 
ment Conlrol Desk) 4pp 44902 357-44902 360 

8803300177 Responds to NRC Bulletin 88 002 re rapidly propagating falique cracks in 
steam generator tubeii Ulit initiated actions to review most recent steam generator 
InM data for evidence of denting Description of interim program end 
MCDONALD,R P Alabama Power Co 88/03/23 Document Control Branch (Docu 
men! Control Desk) 6pp 44901 286-44901 291 


R Periodic operating reports & related correspondence 

8803010379 "Semiannual Radiodclive Effluent Roloaso Repl Jul Doc IBB/ " W/f!80^;M 
MCDONALD.R P Alabama Power Co B7/12/J1 136pp 44 538 000 44518 144 

8803220270 Forwards monthly operating ropt tor Feb 1988 & revised repl dnln tor Jen 
19BB, corroding cumulative unit force oulago rate from 5 1“!5 to 5 
MCDONALO.RP Alabama Power Co 88/03/14 Documant Control Brnru ti ((iolii 
ment Conlrol Desk) ip 44778 174 44/78 100 

• 8003180057 Monlhl/ operalmg ropt for Feb 1988 
WOODARD, JD Alabama Power Co 80/02/29 4pp 44778 175 447/0 1/0 

-8803230173 Revised monthly operating repl for J«in 1088 
WOODARD.JD Alabama Power Co 80/01/31 Ppp 44778 1/9 44//ft 180 


S. Reportable occurrences, LERs A releted correspondence 

6803150053 Summary of Operating Reactors Events Meeting 88*10 on 880308 Ln.t of 
altondeos & sinnific-anl olerronis of events di'icussod and 

LANNING,W Events Assessment Branch 08/03/10 ROSSI.CE: Division of Oper 
alional Events Assessment (Post 87041 1) I9pp 44689 306 44GH0 124 

8603290250 LER 68 003 00 on 800223.(ire dampers tested inopQmhla tluo to fniliiio ti) 
close w/air flow m sys Caused by design dofictonciob Design changes inilialf'd W/ 
860321 Hr 

WOODARD,J D . MCDONALD, R P Alabama Power Co 08/01/21 2pp 44904 I3H- 
44904 139 


V. Operator Examinations 


8803170037 Notifies of permanent reassignmont of listed licensed oporntors front posi 
tions for which operator iiconso nooU had boon cortitied 

MCDONALD.R P Alabama Power Co 88/03/11 Docurrenl Control Uranrh (Doi u 
ment Conlrol Desk) 2pp 44731 140 44731 141 


DOCKET 50*366 EDWIN 1. HATCH NUCLEAR PLANT, UMIT 2 


F. Security, medical, emergency A fire protection plans 

6603160114 Forwards Insp Repls 50 321/88 02 & 50 166/80 02 on 29 No vip 

iafrons or devrafrons noted 

CLINE.WE Region 2, Ofc of iho Director 88/03/03 O'REILLY.JP CiOOK)ia Rowur 
Co 2pp 44703 115 44703 117 

”6003160117 Partially wilhhoid Physical Socurily (nsp RopK 50 321/8h02 & SO 'J(ih/ 
60 02 on 860125 20 (rel 10Crn2 79D(d) & 73 21) No noncornplmnce noled Miiior 
areas mspoctod security organizalion & program audit & rocords & rojMs 
TILLMAN.A Region 2, Ofc of tho Director 88/03/02 tp 44703 1 17*44703 11/ 


H General correspondence 

6003070218 Advises of listed changes to nuclear o[)ornlions organizalion JP OTtollty rn 
signed as senior vice president & will be replaced by GF flo-ad 
GUCWA.LT Georgia Power Co 88/03/02 Documenl Conlrol Branch (rjoruineni 
Conlrol Desk) 2pp 44596 165 44596 166 


P. Operating license stage documents A corroapotidence 

0803150236 Forwards Amend 64 to License NPF 5 A safely ovalualioii Amnnd r«vise& 
Table 3 8 2 6 1 to rofiocl inslflllalion of two addi ovorcurronl protrclivo dew c as 
RIVENBARK.GW BWR Pro)ccl Oirocloralo 2 86/10/22 DECKHAMJT Goarqln 
Power Co 2pp 44689 3?5 44609 335 

-6603150238 Amend 64 to License NPF 5,revislng Table 3 826 1 to rofloct inslnllnhort 
of two addi overciirronl proloclivo devices 

MULLER, D R BWR Projocl Directorate 2 06/10/22 5pp 44609 327 44600 331 

-6003150239 Saioiy evaluation supporting Amend 64 to Liconso NPF*5 
• Office of Nuclear Reactor Rogulalion, Director (851125 870411) 86/10/22 4pp 
44689 332 446B9 335 

6002250195 Generic Llr 08 04 lo all nonpower reactor [(conscos re tlisiribubon of gems 
irradiated in research reactors Sve ilsl end 

MIRAGLIA,FJ Associalo Director for Projects (Post 8704 11) 08/02/23 Consolidated 
Edison Co of Now York, Inc l ipp 44553 345 44553 355 

6003010362 Responds lo 860327 request to wiUihold GE repl, "Tech Spec Improve 
ment Analysis for Reaclor Protection Sys for Edwin I Hatch Nuclear P)ant,Uml 1," 
from public disclosure per 10CFR2 790 Request artopiablo 

CROCKER.L P Pfolccl Oirocloralo H 3 80/02/24 O’REILLY ,J P Georgia Power Co 
2pp 44539 296 44539 297 

8803030170 Responds lo util 871229 llr ro Interpret aiion of Tech Spec 60 11 concern- 
ing submittal or startup repls Agrees that repls not necessary when only small number 
of fuel bundles inserted in reload for test purposes 

CROCKER.L P Pfcjocl Diredoralo II 3 88/02/25 GUCWA.L T Georgia Power Co 
3pp 44566 071 44566 073 

8603020042 Informs that SPDS color monitors installed in control room soismically 
qualified per IEEE 323*1974 to meet requiremsnis of NUnEG-0737, Supp) 1 Color 
monitors will bo replaced w/commercial grade monitors lo Increase roiiabiiity 
GUCWA,LT Georgia Power Co 08/02/20 Document Control Branch (Docuniont 
Conlrol Desk) 2pp 44594,121 44594 122 
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8603140284 NRC ln^o Notjcf’ 80 000. ‘^Redijced Reliability of Steam Driven Auxiliary 
FeodivalOf PumAS Caused by Inaiabilily o( Woodward PG PL Type Governors " Svc 
t'st end , 

ftOSSLC E Division of Operational Events Assessmcnl (Post 870411) 80/03/18 
Consolidated Edison Co of New York, Inc 12lpp 44857 058 44857 178 

8803300276 Responds lo NRC 000228 Itr re violations noied m fnsp Repis 50 361/87 
31 & 50 362/87-31 Corrective actions approval cycle for reporlability disposition 
sheets revised to include station managor 

EASKIN K P Soulhern California Edison Co 88/03725 Documenl Control Branch 
(Documeni Control Desk) Ipp 44902 313-4*1902 316 


R Periodic operating reports & refafed correspondence 

8803010153 Repi of Leaking Radioaclive Sources for 1987 " W/080222 Hr 
MORGAN H E Soulhern California Edison Co 07/12/31 2pp 44551 192-*14551 193 

8803070104 “Semiannual Effluent ReplJui Dec 1967” W/080229 Itr 
fwlORGAN.HE Soulhern California Edison Co 07712/31 ll5pp 14626341. 
44627095 

8803070266 Annual personnei monitoring repl for 1987 W780O229 Hr 
MORGAN.H E Soulhern California Edison Co 87/12/31 3pp 44596 050 44596 052 

8003030211 Forwards annual RCS specific activity fcpt lor 1987 LPnil 2 activity exceed 
ed limits of Tech Spec 3 4 7 on four separate occasions during 1987 hul Umls 1 S 3 
did not exceed Tech Spec limit 

MORGAN HE Soulhern California Edison Co 88/02729 Document Control Branch 
(Documenl ConlrOP Desk) 9pp 44565 276-44565 28*1 

8803079140 ' Diesel Generator Annual Rept 1987 
MORGAN, HE Southern Carifornja Edison Co 88/02/29 Document Conirol Branch 
I Document Control Desk) 2pp 44628 010 41628 011 

8803230006 Monthly operating reptS for Feb f 980 W/fl803 1 1 PIr 
SIACORER, MORGAN,H E Southern Cafiforria Edison Co 88/02/29 llpp 
44843 350 44843 360 


S Reportable occurrences, LCRs & related correspondence 

88031)30106 no followup repl of Tech Spec fire-refated assemblies (fire doors) found 
inoperable during routine surveillance in Jan 1986 Latching 5 closure rnochanism fail 
u/es fdenlifietf FoHowop for Fct> 1938 wiN be submiltedi during Mar 1988 
MORGAN HE Soulhern Califorrra Edison Co 88/02/18 MARTIN J B Region 6, Ole 
of the Director 4pp 44556 033 44555 066 

6603010038 PNO V'&8-014 on 880219 inadvertent gafaty injoclron aoluntion occurred 
while testing of actualiort logic matrix was in progress & w/unil at 100°o power Unit 
stabilized vv/o complrcalron & safety injection components restored 
JOHNSON, P. TATUM, J Regton 5, Ofc of the Director 88/02/22 Ip 44531 031 
44531 031 

8003010193 LER 87-001*01 on 370l09.roviQw of snubber documenlalion idenliFiecf two 
snybbers on 3/4-inch comporeni cooling waior sys insfrumcnl frno nol included in 
snubber surveillance program Procedure revised W/0BO223 Itr 
MORGAN,HE Southern Californra Edison Co 38/02/23 3pp 44542 26B 44542 270 

8B03 150109 NPDES noncompliance rolijj canon on 8801 17-26, BPS sump discharge high 
in lolal suspended solids Evafuaion/mod of procedures rn progress lo prevenl recur 
rorcG 

MORGAN. H E Southern California Edison Co 88/03/03 Documenl Control Branch 
(Documenf Control Desk) 2pp 44715 265*44715 266 

8003280125 LER 88 002 00 on 0802 19, spurious 6SF actualton occurred during surveil 
fance lestmg & subsequent manual reactor trip Cause undolermined Matrix “B” hold 
push butlon switch replaced W/0603 IB Hr 

MORGAN.HE Soulhern California Edison Co 0B/O3/1G 7pp 44916 106-44916 102 


V. Operator Examinations 

8803160402 Ftoquesis lhal ub! furnish approved ref mail listed in Enel 1 “Rof Mall Re 
quiremenls for Reactor/Senjor Reactor Operator Licensing Exams.” by 800425 in 
ordar for NRC lo meet schedule for oxarns on 330726 031 1 W/o staled ends 
PATE.R J Region 5, Ofc of Ihe Director 88/03/09 MCCARTHYC Southern Califor 
nia Edison Co 3pp 44700 233 44700 236 


DOCKET 50*364 JOSEPH M FARUEY NUCLEAR PLANT, UNIT 2 


F, Security, medical, emergency fire protection plans 

6803100088 Rev 4 to Emergercy fmpfemenlirQ Proceefur® GOElP-136, "Alort Radio 
Distribution & MaJOl ” W/630218 Itr 

HARRIS, R Alabama Power Co 68/02/15 14pp 44781 147-44701 160 

8003160211 Forwards FEMA analysis of prompt alert & nolificatlon sys for facility con- 
ducted on 070922 FEMA determined that sys does not satisfy roguirennehts of 
NUREG 065 A/fEMA*REP- 1 S FEMA*43L)til shouTd provide plan to coffoct Inadequa- 
cies 

COLLINS, DM Regfon 2, Ofc of the Ojroclof 06/02/19 MCDONALD, RP Alabama 
Power Co 5pp 44695 358-44695362 

8803070342 Rev 4 lo Procedure 00-EfP*136 “Alert Radio Disiribulion & Malm” W/ 
880222 ttf. 

MCCRACKEN.KW Alabama Power Co 80/02/22 14pp 44604 167 44604 130 

8003160282 Forwards fnsp Repts 50-348/88*03 & 50 364/68-03 on 880112*0210 & 
nohee of violation 

VERRELLLD M Region 2, Ofc of Ihe Director 60/02/25 MCDONALaR,P Alabama 
Power Co 2pp 44696 311*44696 321, 

-6803160286 Notice of violalren from insp on 8B0112 02lOViola1rons noted required 
fire walchesnoi initialed S lire suppression sys inoperable for 14 b 
VERRELLf.DM Region 2, Ofc of the Director 83/02/25 2pp 44696 313-44696 314 


•*8603160292 Insp Repts 50 346/68 03 & 50 364/06 03 on 680112-0210 Viofalions 
noted Ma;of areas inspected review of surveillonco observation, monthly mairl obser 
vation operational safety verification & LERs 

BRADFORO,W H Region 2, Ofc of the Director 68/02/24 7pp 44696 315 
44696 321 

0803140027 Forwards Amends 75 & 67 to Licenses NPF-2 & NPF 8. respecliveJy A 
safety evaluation Amends change Tech Spec 6 9 19, “Administrative Controfs. to 
amend semiannual radioactive effluent release rapt requirements 
REEVES.EA Protect Direclofalo 11-1 60/03/08 MCDONALD, RP Alabama Power 
Co 5pp 44689 126-44689 142 

-0803140028 Amends 75 & 67 lo Licenses NPF-2 & NPF fl.respecdvoly, changing Tech 
Spec 69 1 9 to amend semmannual radioactive efffueni refeasc rept requiromerts to 
afJpw use of historical annual average meteorological data 
ADENSAMEG Prolect Direclorale 11-1 88/03/06 8pp 44689 131 44689 138 

* 8003140031 Safety evafualion supporting Amends 75 & 67 lo Licenses NPF 2 & NPF 
a.respectiveiy 

’ Office of Nuclear Reactor Regulalign. Director (Post 870411) 88/03/08 4pp 
44689 139-44639 142 

3803220272 Rev 9 to Emergency Plan Impfemontinq Procedure FNP 0 6IP-27, “Acliva 
lion of Ernergency Operations Facility *' 

Alabama Power Co 88/03/08 21pp 44843 021-44643 041 

8303240294 Forwards Rev 7 to General Ofc Emergency Implementing Procedure GO 
EfP-1 14 & documenl transmittal ack W/o encis 

HARRIS.R Alabama Power Co 88/03/11 Region 2, Ofc of the Direcior Ip 
44850 125 44650 125 

8003220264 Rev 7 lo Emergency Plan Impfemenling Procedure GO EIP 114, "News 
Release Coordination & Distribution ” W/080316 Itr 

MCGOWAN.JK. MCCRACKEN.KW Alabama Power Co 88/03/16 12pp 
44801 277.44801 206 


P Operating license stage documenla & correspondence 

8003210521 “Alabama Power Co Joseph M Farioy Nuclear Power Plant Unil 8 Cycle C 
Startup Test Rept ' W/080307 Hr 

* Alabama Power Co 88/02/04 21pp 44802 325 44802 345 

8002250195 Gononc Lfr 88 04 fo all nonpower reactor ficonseos re distribution of gems 
irradiated in fosoarch readers Svc list end 

MfRAGLIA.F J Associate Director for Projects (Post 07041 1) 68/02/23 Consolidated 
Edison Co of New York. Inc t Ipp 44553 345 44553 355 

0803140027 Forwards Amends 75 & 67 to Licenses NPF 2 & NPF 6, respeclivQly & 
safety evaluation Amends change Tech Spec 6 9 10, “Adminislrativo Conlfols to 
amend semiannual radioaclive efffuenl release rept roquiromonts 
REEVES.E A Prolecl Directorate II 1 88/03/08 MGDONALO.R P Alabama Power 
Co 5pp 44669 126 44 689 142 

-8003140028 Amends 75 & 67 to Licenses NPF-2 & NPF O.rospectlvcly chanQing Tech 
Spec 69 1 9 fo amend semlnannual radioactive ofliuont release repl roquiremonis tc 
allow USD of historical annual average meteorological data 
ADENSAM.EG Project DffecloraleJI*! 80/03/08 8pp 44689 131 44680 138 

-0803140031 Safely evafualion supporting Amends 75 & 67 to Licenses NPF.2 & NPF 
B.fespoctiVelry 

* Office of Nuclear Roaclor Rcgufation, Director (Post 870411) 88/03/08 4pp 
44689 130 44609 142 

0803 140282 NoHlicalton of 800318 meeting w/ulils In Rockville, MD to discuss formation 
of operating company within Soulhern Co sys to handle ojjorations of plants 
REEVES.E A Project Directorate I) 1 CROCKER.LP . HOPKINS, JB Project Direc-lor- 
ale If 3 88/03/09 ADENSAM.EG Project Directorale If 1 JABBOUR.K N Project Oi 
reciorale 11-3 6pp 44679 338 44679 342 

8003210215 Summary of 880302 mealing w/ulila In Rockvlllo,MD ro formation of sepa 
rate operating organization List o) aflendees & viewgraphs end 
fl6EVES,E A Project Diroctorale IJ-1 HOPKINS, J B , CROCKER,L P Project Director- 
ate 11 3 88/03/09 Pfojecl Direclorale 1) 1 19pp 44772 234 44772 252 

8803160006 Forwards comments on draft reg guide ro qualification of safety related 
lead storage ballerias for nuclear power plants 

MCDONALD.RP Alabama Power Co 80/03/10 Document Conirol Branch (Docu 
meet Conirol Desk), 2pp 44696 252«44696 253 

8003220384 Generic Ltr 89 05 lo all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon sleel reactor pressure boundary componenis 
in PWR plants Svc list end 

MIRAGLIA,F Associate Direcior for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44879 084 44879 126 


Q. Jnspectfon reporfSi IE Bulletins & correspondence 

0803170066 Fowards fnsp Repts 50-348/67*35 & 50-364/87*35 on 071202 04 & notice 
of violation 

JULIAN, C A Region 2, Ofc of the Direcior 80/02/19 MACDONALD, R P Alabama 
Power Co 2pp 4^471 1.027*44711 043 

-8803170060 Nonce of violation from Insp on 871202*04 Violalions noted valve testing 
not performed in accordance w/approved lest procedure & licensee failed lo provide 
instructions for till & vent of portion of RHR Tram A piping 
JULIAN, C A Region 2, Ofc of the Director 88/02/19 2pp 44711 029 4471 1 030 

-8803170072 Insp Repts 60-348/87*35 & 50*364/87*35 on 871202*04 One violalfon & 
no cfevialions noted,Malor areas inspected, licensee actions in response to 871127 
event involving spill inside conlainmeni from RHR sys 

SrADLER.S. SHYMLOCK.M Region 2. Ofc of the Director 88/02/08 13pp 
44711031 44711 043 
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8B0316Q167 Conltrms 6Q0212 tcicon re enforcement conference to bo hold in Region II 
Ofc on 860315 to discuss environ qualification issues al plant Proposed meeting 
agenda end 

GRACE.J H Region 2, Ofc of the Director 88/02/24 MCDONALD, R P Alabama 
Power Co 2pp 44703 356 44703 357 

8B03160282 Forwards Insp Repts 50 34Q/6B03 & 50 364/08 03 on 000112 0210 & 
notice of violation 

VERRELLI.DM Region 2, Ofc of the Director 80/02/25 MCDONALD, R P Alabama 
Power Go 2pp 44696 311*44696 321 

* 0803160266 Notice of violation from insp on 8B01 12*0210 Violations noted required 
fire watches not initiated & firo suppression sys inoperable for 14 h 
VERRELLI.DM Region 2, Ofc of tho Director 80/02/25 2 pp 44696 313 44696 314 

•*6603160292 Insp Repls 50 348/60 03 & 50 364/06 03 on 880112 0210 Violaiions 
noted Major areas inspecled review of J,urv 0 illanco observation, monthly mainl obser- 
vation, operational safety verification & LERs 

BRAOFORD.WH . MlLLER.W H , DANCE, H C Region 2, Ofc of the Director 88/02/ 
24 7pp 44696 315 44696 321 

8803080266 Forwards “Interval 1. Period 2 ,Oula 9 e 3 Inservico Insp Rept of JM Farley 
Nuclear Plant Unit 2 *' Rept describes & summarizes inservice insp activities per 
formed during filth refueling outage 

MCOONALD,R P Alabama Power Co 80/02/26 Oocumenl Control Branch (Oocu 
meat Control Desk) ip 44614 001 44615 1 12 

-8803080268 "Interval I, Period a.Outage 3 tnson/lce Insp Rept for JM Farley Nuclear 
Plant Unit 2 " 

* WestinghousB Eleclfic Corp 08/02/15 500pp 44614 002*44615 112 

880223003S NRC Info Notice 08 006, "Foreign Objects in Steam Generators " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/02/29 
Consolidated Edison Co of New York, Inc 1 lOpp 44554 253 44555 009 

8003170173 Ack receipt o1 860127 Ur informing NRC of stops taken to correct violations 
noted In Insp Repls 50 348/87*29 & 50 364/87-29 Seventy of Violation A 
downgraded, per denial AddI listed submittals required 

REY^S,L A Region 2 , Ofc of tho Director 08/02/29 MCDONALD,R P Alabama 
Power Co 2pp 44710 207 44710 200 

8803150365 Forwards summary of 880217 onforcemenl conference re Insp Repts 50 
348/88 02 & 50*364/88*02 Issues discussed polonlial for excessive personnel oxoo 
sure as result of unauthorized entry into oxcluslvo/high radiation areas 
GRACE,JN Region 2 , Ofc of fhe Director 08/03/02 MCOONAIO.R P Alabama 
Power Co 17pp 44689 021*44689 037 

8803020036 NRC Info Notice 80 007, "Inadvertent Transfer of Licensed Mall to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870720) 
86/03/07 Consolidated Edison Co of New York, )nc 12pp 44673 001 44673 012 

8803040062 NRC Quilotin 80 003, "Inadequate Latch Engagement in HFA Typo Latch 
ing Relay M(g by GE " Sve list end 

ROSSI, C 6 Division of Operational Events Assessment (Post 870411) 88/03/10 
Consolidntod Edison Co of New York, Inc 120pp 44673 192 44673 319 

8803280159 Discusses Insp Repls 50 348/88 02 & 50 364/80 02 on 880104 06 & for- 
wards notice of violation 

GRACEpJN Region 2, Ofc of tho Director 08/03/10 MCDONAID.RP Alabama 
Power Co 4pp 44901 042-44901 040 

-6603260161 Notice of violation from insp on 880104 06 Violation noted radiological ex- 
clusion area not provided w/tockod doors.bul was provided w/warnng signs & flash 
mg red t(ghl,not adequate to prevent unauthorized entry 
GRACE, JN Region 2, Ofc of the Director 88/03/10 3pp 44901 046>44901 048 

8803080148 NRC Info Notice 88 008, "Chemical Roadions W/Radwasto Solidification 
Agents " Sve list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 80/03/14 
Consolidated Edison Co or Now York, Inc 120pp 44772 253 44773 012 

8003220327 Responds to NRC Itr re violations noted In Insp Repls 60 348/87-35 & 50 
364/87-05 Cgrroctivo actions normal pressunzer tovot restored & A tram RHR sys in 
spected to ensure that suspected pressure surge had not caused damage 
MCOONALO.R P Alabama Power Co 88/03/16 Document Control Branch (Docu 
monl Control Desk) 3 pp 44/89 092*44789 094 

8803250066 Forwards Insp Repts 50-340/87*37 & 50 364/07 37 on 871216 18 Viola- 
tions noted.but not cited 

COLLINS.DM Region 2. Ofc of tho Director 88/03/16 MCDONALD,R P Alabama 
Power Co 2pp 44080 130*44800 139 

-8803250071 Insp Repls 50 340/07-37 & 50-364/07-37 ort 071216 lOUti! noted one 
violation re employee failure to sign in on radiation work permit Major areas 
Inspected followup on allegalions pertaining to radiation protection program 
COLLINS,! R . HOSEY,CM Region 2. Ofc of the Director BB/03/01 Spp 44880 132 
44880 189 

8803140284 NRC lr>fo Notice 88 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PO PL Type Governors " Sve 
list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 8B/03/18 
Consolidated Edison Co oi New York, Inc 121pp 44857*050 44B57’178 

8603300300 Responds lo NRC Hr re violaiions noted In Insp Repls 50*348/88 03 & 60- 
364/88 03 Corrective actions electrical sys breakers closed per svs operating proce 
dure outdance & override switch reset 

MCDONALD, R P Alabama Power Co 08/03/21 Document Control Branch (Docu 
menl Control Desk) 4pp 44902 357-44902 360 

8803300177 Responds lo NRC Bulletin 08 002 re rapidly propagating fatique cracks In 
steam generator tubes Util Initiated actions lo review most recent steam generator 
In^ data for evidence of denting Description of interim program end 
MCDONALD.R P Alabama Power Cq. 88/03/23 Document Control Branch (Docu 
ment Control Desk) 6 pp 44901 206 44901 291 


R Periodic operating reports & related correspondence 

6803010379 "Semiannual Radioactive Effluent Release Hopt JulDcc 10137 ’ W/OH0224 
MCOONALD.RP Alabama Power Co 87/12/31 136pp 44530009 44538 144 

8003220270 Forwards monthly oporaling ropl for Fob 1988 & rovisod rept daui for J.ui 
igBa.correclmg cumulative unil force outage rate from 5 I**© lo 5 
MCOONALD.RP Alabama Power Co 88/03/14 Documonl CooUol Branch (Docu- 
mom Control Desk) Ip 44778 174 4477B 180 

-8803160057 Monthly operating ropl lor Feb 1988 
WOODARD.JD Alabama Power Co 80/02/29 4pp 44778 175 447/8 1/8 

-8803230173 Revised monlhty operating ropl for Jan 1988 
WOODARD.JD Alabama Power Co 60/01/31 2tip 44 //O 1/9 447/0 180 


S. Reportable occurrences, LERs & related correspondence 


8803150053 Summary of Operating Reactors Events Meeting 88 10 on 880 108 l i«,l of 
attendees & significant elements of events discussed end 

LANNING.W Events Assessment Branch 08/03/10 ROSSI,Ct Oivisroii ol Opiir- 
alional Events Assessment (Post 87041 1) 19pp 44689 306 44609 124 

8803200260 LER 88 003 00 on 8B0223.firo dampers Icsled moporaltlo duo to (ailuro lo 
close w/air flow in sys Caused by design deficiencies Ooaiqn changes iniiiatoij W/ 
880321 Itr 

WOODARD.JD, MCOONALD.RP Alabam«l Power Co 80/03/21 ?pp 44904 138- 
44904 139 


V Operator Examinations 


8003170037 Notiltes of permanent roassignrnoni of lisled licensed operatorb from posi 
lions lor which operator licenso need had boon cortiliod 

MCOONALD.RP Alabama Power Co 08/03/11 Document Control Branch (Docu 
ment Control Desk) 2pp 44731 140 44731 141 


DOCKET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emorgoncy & fIro protection pinna 


8803160114 Forwards Insp Repls 50 32t/fl0 02 & 50 366/88 02 on 880125-29 No vm- 
lalions or clevrations noted 

CLINE, W E Region 2. Ofc ol Ihe Diroclor 80/03/03 O’nnil LY.J P Georg in Pov^er 
Co 2pp 44703 115 44703 117 

-8803160117 Partially wilhheld Physical Secunty Insp Ropls SO 381/88 02 & 50 BOO/ 
80 02 on 880125 29 (rot 10CFR2 790(d) & 73 21) No noncornplrofico nolod Major 
areas mspeclod securily orgnnizalion & program audil & records & ropli. 

TiLLMAN.A Region 2. 0(c of Ihe Director 00/03/02 Ip 44703 117 44703 1 17 


H. General correspondence 


8803070218 Advises of listed changes lo miclQrir oporalions ornanualiori JP O'Reilly re- 
sinned as senior vice prosidont & will be replaced by GF Head 
GUCWA.LT Georgia Power Co 08/03/02 Dociimenl Control Drnncli (Documnni 
Control Oosk) 2pp 44596 165 44596 166 


P. Operating license stage documents & correspondence 

0803 150236 Forwards Amond 64 to Licenso NPF 5 & safety evokmliori Amend rovisos 
Tablo 3 8 2 6 t to reflect tnslallation of two addi ovorcurrent protoctivo dovicos 
RIVENBARK.GW 0WR Project Direclorato 2 06/10/22 QECKHAM.J T Georgia 
Power Co 2pp 44609 325 44689 335 

-8803150238 Amond 64 to License NPF*5, revising Table 3 fi 2 6 1 to re fleet installalion 
of two addi overcurront proloctive clevicos 

MULLER.OR 8WR Projoct Directorate 2 86/10/22 5pp 44689 327 44680 331 

-8003 150239 Safely evaluation supporting Amond 64 to Liconso NPF 5 
* Office of Nuclear Reoclor Regulation. Diroclor (851125 870411) 86/10/22 4pp 
44689 332 44609 335 

8002250195 Generic Llr 80 04 to all nonpower reactor licensees ro distribution of goms 
{ffadtated m research waclofs Sve Ust end 

MIRAGLtA.Fj Associate Director for Projects (Post 870411) BB/02/23 Consolidated 
Edison Co of New York, Inc I Ipp, 44553 345 44553 355 

0003010362 Responds to 860327 request to withhold GE ropl, "Tech Spec Irnprovo 
ment Analysis for Reactor Protection Sys for Edwin I Hatch Nudoar Plant, Unit 1," 
from public disclosure per 10CFR2 790 Request accoplablo 
CROgKER.LP Project Directorate II 3 08/02/24 O’REILLY.J P Goorgia Power Co 
2pp 44539 296 44539 297 

0BO3D3O17O Responds to ulil 871229 Itr re Interpretation of Tech $pcc 60 11 concern 
Ing submittal of startup repls Agrees that repts not necessary whon only small number 
of fuel bundles inserted in reload for test purposes 

CROCKEB.L P Projecl Direclorato II 3 88/02/25, GUCWA,L T Georgia Power Co 
3pp 44566 071*44566 073 

OB03020042 Informs lhal SPDS color monilers installed in control room soismically 
qualified per IEEE 323 1974 lo meet requirements of NUREG 0737, Suppl 1 Color 
monitors will bo replaced w/commerclal grade monitors to increaso reliability 
GUCWA.lt Georgia Power Co 88/02/26, Documonl Control Branch (Document 
Conirol Desk) 2pp 44594 121 44594 122 



150 DOCKETED ITEMS 


6803150263 Requests cjicmption from ASME Code Secl'on HI requirements lOf portions 
of s.c ai' ppmg frorn mPoard pnrriar/ conia'nmeni isofaion barriers through oulbodra 
isofat on values Justificat on provided Fee pad . „ . 

GuevVA L T Georgia PoACr Co 86/03/04 Documeni Control Branch (Document 
Conuol Desk) 4pp 4471 7 04B 14717 051 


8B03160407 Discusses Environ Qualificatron Insp Ropis 50 321/86 35 & 50 366/86 35 
on 861^00 07 & lOTwafds nobcc ol violabon Polwbal Enlofccmem/VlniDSDlved item 
50 366/06 35 01 re Limitorquo still rogardocl as urresolvQd 
HERDT.A R Repion 2. Ofc of tho Diroclor 88/02/25 O'REILl Y,J P Georgia Power 
Co 2pp 44 700 236 44700 239 


8B03160313 Ad/jses* thal ol.l revised training ^ qualificairor) plan did Jan 1988 consist 
enl w/pio visions ol 10CFR50 54(p) & acceptable 

CLINE.VV E Region 2. Ofc of Ihe Direclor 88/03/07 HEAD.G F Georgia Power Co 
2rp 44705 025 44705 Q26 


*-8803160413 Notice of violation from insp on 061103 07 Violation noted Environ Oualifi 
cation File ODP 26 did not adequately docuinonl qualification of Rosemount 1153 b 
transmitters 1o DOR gurdelinos 

HERDT.A R Region 2. Ofc of tho Director 88/02/25 2pp 44 700 230 41700 239 


8803140151 Notiticalion ol 860315 meeting \v/uM in AHania GA to discuss status of Ih 
censing actions re listed plants 

CROCKER LP Project Directorate it J 80/03/09 JABBOURK N Projecl Direciorale 
II 3 4PP 44677 236 14677 239 


8802230035 NRC Info Notice 80 006, ‘Foreign Objects in Stonm Generators” Sve lisi 

nOSSI.CE Division ol Oneralional Events Assessment (Post 870411) QB/02/2g 
Consolidated Edison Co of Now York, Inc 1 1Gpp 44554 253 44555 009 


8803140282 Notification of 880316 meeting w/ulils tn Rockville MD to discuss formation 
of opcral'ng company within Souifiern Co sys to handle operations of plants 
REEVES E A Project Directorate I1 1 03/03/09 AOENSAM.EG Project Oireclorate 
II 1 5pp 44679 338 44679 342 

88032102 15 Summary of 680302 meeting w/ulils in Rockvilfe.MD re formalion of sepa 
rate operating organizabon list of attendees S viewgraphs end 
REEVES E A Project Directorate IM 60/03/09 Project Directorate 111 19pp 
44 772 234 14772 252 

8803230232 Forwards Stale of GA NPDES permit issued on 860129 
GUCWA.lt Georgia Power Co 68/03/11 Document Control Branch (Documeni 
Control DcsK) 27pp 44866 044 44866070 

8803160067 Forwards Amend 91 lo License NPF 5 & safely evaluation Amend modi 
ties Tech Specs lo permit hydrostatic & leak leslino w/noncriircal reactor core 
CROCKER.L P Projecl Directorate 11 3 86/03/12 HEAD.G F Georgia Power Co 9pp 
44733 336 44733 355 

- 8003100072 Amend 91 lo License NPF 5, modifying Tech Specs to permit hydrostatic 
& leak testing w/noncritical reactor core 

JABBOUR.KN Projecl Directorate II 3 88/03/12 lipp 44733 338 44733 348 


6803160300 Ack receipt of 080118 Itr informing NRC of slops t«ikon to corrocl violations 
noled in Insp Repts 50 321/87 30 & 50 36B/8/ 30 Agroos w/ulil concluwon lhat Ex 
ample 2 of Violahon A did not consliUilo anotficr oxampio of viofalion 
HERDT.A R Region 2. Ofc of tho Diroclor 00/02/20 HEAD.G F Georgia Power Co 
2pp 44689 081 44609 082 

8803160114 Forwards Insp Ropis 50 321/80 02 & 50 366/88 02 on 000125 29 No vio 
(ations or deviations noled 

CLINE, WE Region 2, Ofc of the Diroclor 00/03/03 O'REILLY.JP Goorqia Power 
Co 2pp 44703 115 44703 117 

*•8803160117 Partialiy withhold Pfiysicnl Security fnsp Ropis 60 321/00 02 A 50 366/ 
86 02 on 660125 29 (ref 10Crn2 790(d) & 73 21) No noncomplianco noted Major 
areas inspecied socurily organization A program audit A records & ropis 
TILLMAN.A, MCGUIRE, OR Region 2. Ofc of tho Director 08/03/02 ip 44703 U7 
44703 1 17 

8803170030 Advises of special insp initialivo in lalo stages of planning onlilled. ‘ Emcr 
gency Operaling Procedure (EOP) fnsp Program '■ Program pu/poso is lo verify icchni 
cal accuracy of EOPs Insps to be porformoci m Apr Jul 1 980 
REYES.LA Region 2. Ofc of the Director 08/03/04 HEAO.G F Georgia Power Co 
2pp 44711 183 44711 184 


”8803160076 Safely evaluation supporting Amend 91 lo license NPF-5 
■ Office of Nuclear Reactor Regulalion, Director (Post 670411) 88/03/12 4pp 
41733 349 14733 352 

”8803180082 Requests FR pub'icalron of notice of issuance of Amend 91 to License 
NPF 5 Amend modified Tech Specs lo permit hydroslatic & leak testing w/noncritical 
reactor core 

CROCKER.L P Pfo,ect Directorale tt 3 88/03/12 NRC * No Detailed Affiliairon Given 
2pp 44733 353 14733 355 

80O323O3B4 Requests lhal provisions of 10CFR50 55(a)(3) be applied to 860304 re- 
quest lor exemption from ASME Code Section III requirements for 12 sve air fines 
(vacuum breaker test lines) penetraling primary containment 
GuevVA L T Georgia Power Co 88/(>3/15 Document Control Branch (Documeni 
Control Desk) 2pp 44791 360 44794 361 

8803220476 Forwards updated listings of outstanding licensing requests for 
racifity Chronofog.cal tabulation of ulil submittal dale, outstanding licensing submillals 
prioritized list & licensing subnultafs requiring addl mfo end 
GUCWA.LT Georgia Power Co 86/03/16 Document Control Branch (Documeni 
Control Desk) 6pp 44789 136 44769 141 


8803020036 NRC Info Notico 06 007, "hindvoftont Tronsf or of I iconsed Mali to Uncon 
trolled Locations ’ Sve list onci 

CUNNINGHAM.R E Division of Industrial & Medical Nuefoar Safoly (Posl 8707291 
08/03/07 Consofidalod Edison Co of Now York, Inc I2pp 44673 001 44673 012 

8803040062 NRC Dullolin 60 003. "(nadoqualo Latch Engagomonl in HFA Type Latch 
ing Rol^ Mfq by GE “ Sve list oncI 

ROSSI, (JE Division of OporationnI Events Asbossmonl (Poel 870411) 68/03/ 10 
Consolidated Edison Co of Now York, fnc 120pp 44073 192*44673 319 

8803080146 NRC Info Nolico 08 000, “CliomlCfll Roaclions W/Ratiwnsto Solidification 
Agents “ Sve list end 

ROSSI, CE Division of Oporalional Evonls Assobsmenl (Post 8/0411) 00/03/14 
ConsoSvdatod Edison Co ol Now YoiK, Inc t20pp 447/2 203 44/73 012 

8803210330 Forwards fnsp Ropis 50 321/67 31 & 50 360/07 31 on 071 130 121| Po 
lenlial enforcement flndinns (PEFs) nolori Chanco (tint rioficioncfos not prosontly rep 
resentativG rocognizod List of PEFs unrfof Lonsidoralfon onci 
VARGA.SA Division of Reactor Projocls l/fl (Posl 070411) 00/03/16 HEAD.G S 
Georgia Power Co 4pp 44760 2/1 44760 288 


8803220014 Advises thal util 680304 & 15 requests for use of allernativo requiromenls 
for plant vacuum breather air supply lest lines per 10CFR50 55a(aU3) acceplahiq 
HOODDS Proved Directorate 113 88/03/17 HEAD.G F Georgia Power Co 4 dd 
44773 164 44773 167 ^ 

8803220364 Generic Llr 66 05 to all licensees of operating PVVfls & holders of CPs for 
PVVfls re bone acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

WIRAGUA.F Associale Director (or Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44879084 44B79 126 

8603240217 Summary of 680315 mealing w/util in Atlanta,GA re status of licensina ac 
of attendees & outlines ot topics discussed end 
JPeo? H9 44807^164^* Directorate fl3 88/03/21 Projecl Directorate 113 I6pp 


Q rnspectlon reports, IE Bulfelfns & correspondence 


outstanding concerns re scram discharge vol design & capa 

nc?.s1o^M.V87“ "’'p 

W?pp 4/69°36?«69r359“ GHACE.JN Beffon 2, Ofc of Ihp Oirec 


• 0803210374 Insp Ropis 50 321/07 31 & 50 300/07 31 on 871 130*1211 Potenlial on 
forcemenl findings noted Major areas IrihpocKid qunlity voriftcnlion organizalion ability 
lo prevent safety significant dolicloncios m funcllontif arons of oporalions 
HCjOKS.KR, SCOTT, we Office of Nucloflr Roaolor Rogulnllon, Diroclor (Post 
670411) HELLeR.JK Rogfon 3, Ofc of tho Diroolor 00/03/04 14pp 44760 275 
44760 206 

8803220005 Responds lo NRC 660225 fir ro violations notod in Insp Ropts 50 321/86 
35 A 50 366/80 35 on 861103 07 Corroclivo actions tosis conducted on slates lormi 
nol block/rosislonco temp detector circuits A stales tormina) biock/lransmillor 
GUCWA.LT Georgia Power Co 80/03/16 Document Control Branch (Documeni 
Control Desk) 12pp 44789 147*44789 150 

future action required ro 670900 rosponso lo NRC Bulletin 
87 001, "Thinning of Pipo Walls at Nuclear Power Plants " 

Directoralo II 3, 00/03/17 HEAD.G F Georgia Power Co 2pp 
44790 299 44790 300 ^ 


0803140284 NRC Info Nolice 68 009, "noducud Roliability of Steam Devon Auxiliary 
Feedwator Pumps Caused by Instability of Woodward PG PL Typo Governors " Sve 
lislencf 

ROSSI.CE Division of Oporationaf Events Assossmont (Post 870411) 06/03/16 
Consolidated Edison Co of New York, Inc I2lpp 44 857 050 44857 178 


8803010272 Forwards revised inservice plant insp A testiaa preqramtof review 

■■SS“AdS '^»3fanl.f989 Ed,l»A 

■ Georgia Power Co 68/01/04 336pp 44542 266 44543 261 

K' 0'REILLy.JP Geof9.aPdW 

-8803160379 Insp Ropis 50 321/88 06 S 60 366/88 06 on 880201 05 No violairnns 
ddvialions noled Major areas itispaclod Inservice insp/releS ravL ol 

"“M^/OSnA ‘^'“'01 88/02/23 9p 


R. Periodic operating reports & rolatod correspondence 


Repl.Plant Efffuonl Roloases.Jul Doc 1967" W/ 000226 Itr 
GUCWA.LT Georgia Power Co 8//12/31 20Qpp 44508 246 44509 093 


Operaling Ropl for 1907." W/660220 Ur 
GUCWA.LJ Georgia Power Co 87/12/31 63pp 44628 145 44628 197 


8803140193 Monthly operating 
BEARD.RM, GUCVVA.LT 
44709 356, 


ropis for Fob 1988 W/800309 llr 
Georgia Power Co 00/02/29. 13pp 44709344 


S Reportable occurrences, LERs A related correspondence 


by niissfng insulation on HPCf steam supply i 
88^02291?'^^^^ ^ required Tech Spec actions taken A temporary fans 


ins la I led. W/ 


BAKER, R D , GUCWA.L T Georgia Powor Co 86/02/29 17pp 44589 096 44569 1 12 
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8803220294 I l-H HfJ 00/ 00 ofi 000;’ IJ'.valvt's on <iLr sufjply linos clid riol pass local Irak 
raU’ icsniii) ,»ttnlnit(ul to <losnjn Oofit loiu los Ooskjo c & appropriate Torh 

Spei at lions loiliatoil fUiot < ,uisi* ontJor lovosliijation W/OHO'n 1 Iti 
HEIDI JD.UK.WAi I (i(>ofi|ia f’owor ( O MU/O'l/ll 1 /pp 44/0/04041/87002 

8803220352 Sfjctial Hnpl OH 004 on HllOl 1 j o at lor i ouldovvn ralo ox( lU'doil KH) I m I 
h.but ft‘f ovnri’d Wilhin Ti'di Spurs lirnils (-iiosnii Py failtui' ol starliip control 
Valvo 2N2I I It 1 U) t Dttipinloly ( losi' 

bU( WA,I I (inor(|ia Dower (o im/0!/t4 UpuMnent ( onirol [tf.mdi (iJouMnfnt 
f onlrolDnsKl Hpp 44/8/ I.V 44/8/ M/ 

0803290107 MM 88 (JOtMlO on H80.M0 Mitveill.KH o ri'(jijir<)nunls of Terh Specs nol 
rni'lCausinj Py pi’rsoiinul nriof Spei i>)l pnrfinse proc ntjtjrns doveloperJ 8i siirveillafu os 
perfonilerf or sr Oi'iiiik'fi W/H/fO f fW /tr 

Mi lOT.J n , MIK-WA,I I (lOoniNi Downf (-0 88/(}'i/18 PIpp 1400 ! J 10 4400 KI28 

80032902 12 S[»h lal flt'pl IIH fH) i cm 88(}:’«>,’ nin(]rf|(iru y lnjht innfMMalrk' for lr)ni]«'f iti<in 
^1 h {quisl’d tiy daniariod insl swilf h Mroknn lest swiU li roplni ed A nou ftioru y ||(|IU 
i/ii; unit reUiirind Id svt 

(ilJ(WA,l I (u*Drt|ia Dower (o H8/0 Opr unieiil I'rrnlrol itr.iru ti (OtnuniciU 

( rnitrol Desk) /p[j 44‘I04 ()<>/ 44804 f)l, I 


DOCKET 'jO 3G8 AHKANSAS NUCl I AM ONE, UNIT 2 


F Sin.urlly, nicdlciil, oinnroQiiry & Ilfo piotucllon plnn*j 

0803240339 Miuhslnhuli'd Hnv (I trr Datie / d( I ini'tr]iMH y Dlan liiipli)iiu'ntini| Dinr u<|ure 
1003 3'), ArlininisUtilinn nl DolasMuni loduli* 

■ Arkansas Dower H I ight (ai H4/0//0‘) ’pf> 44880 ?‘Vi 44880 .M4 

8803070167 Mevisi'd eninr(|erii y f>lan iiiiplenu*ii|ini| prot etlures.iru lerliru) Htw 21 lo 
100'i 10, 'I tnenjeiit y Ac lion lev<’1 f lassilii atioii" A Hey 0 lo lOOIOtl [ inenienty 
Mesponse/Nphfir nlions ' 

• Arkansas Dower A I iplit ( o l)//1l/()l 1/tpp 44842108 44042 2/'i 

8802290138 Hev I lo I ninn|oni y f’lan Inipleinenlinij Dror ishire 1003 84, Metiui’Sls for 
Aildl f’ersonoel " 

• Arkansas Dowi'r A I iplil ( o 88/01/14 4()p 448 10 023 4481') 028 

8802290141 Movised eiiiert|irnc y pl.in inmtorneiilinij prornduresjeu ludirui Hev 'I to 
DKH 14, *1 nieniont y Oporalmns I iKihly I Vtii Uiilion," Mov ? tn 1003 stS 'Adniinistra 
lion of f’olrissiein Iodide’ A flev II lo 1'IOU)4l, ' Dolies of Ifiienjeniy Hadsition 
loam ’ 

‘ Arkmisris Dowi'r A liijIiKai 88/01/14 1'ipp 'MVIOOO/ 14VI0 031 

860 10200/1 I orwiirds revised indoslnal set iirity plan paijos leriis tinr) H (ink 8/f)*Jlo 
( orniiienis Ikw v/illiheld (ref t0( f M.* /OO A / 1 31) 

nnWAHDDfl Arkans.is Dower A I it|M ( o 8(!/03/'M Dll Kti (’fM|e( l Dirnr torain IV 
Ip 44hf!3 lO'i 441.83 10'. 

8803200321 ller|iiiists tO day lor setrinilliru} .iddl tirspense to potential violet 

(ion iiPled 10 Insp Hef.ts M) 3i;i/8l> M A SO 3l)8/8(i 34 re mdeslriat si*r only |)lanp<‘' 
NMi/ ftnODOl t onmienls on loilial response 

HOWAHDMM Arkansas Dnwer A 1 14|hl ( o 88/03/34 HAI I AN,I } Iteijion 4 Ok ol 
tlKi Dilec let Ip 44'I04 148 44004 140 

880 0)80143 Hecnils (ne lor /t/10,’0 rni|in«M for emiiiiplioo Ircjiii App H per Nftf - 8801 IS 
reriuesi 

HOWAHD.Oft Afkaiisjis Dower A I it|hl Ort (!8/()3/28 DM 8 .SUM I it r*nstr M'e Man 
.Hii'iiUtnl ikaoi h Ip 4-l()34 040 44(134 040 

80030701/2 Mis ord ol delritron ol Mov <> If) Drotetiiiio 1004 0(>, 'Jtridiolotiu al Dliiine 
Mar kiiiii A [ )osr' lnloi|ritli ()0 " 

UOYD.D AtKrmsiis Dower A I iiihMar 88/0,1/01 3pp 44043 l)4(» 44043 04/ 

880308(1492 Ark tor eipl of 800301 Or inforinior) NIM. of irnploniraitatipn srlusiule let 
mod of perinuder sererily sys esiiio desit|n luisrs skjdy,tn res[)orise lo violalions noted 
in Insp Mepls '.0 M 1/8/ 31 A 00 108/8/ II I 0(1 It) 8/1331 Itr wilhtU'M 
{-All ADI 3 Hr*t|i ()0 4, ( 111 ol Itie Dneetor 88/()f/04 ( AMfMU II ,(i Arkritrsas f’ower 
A I i[]h| ( ,0 .'pp 440.’0 3{>/ -14fs'(> 3 1 1 


P Oporntiud llconao Qtngo ilocumonts A rorroQpondonco 

8803080026 f nrWiirds rns(ionsii to (lonortt I Ir III! 03 'ISAD 11“ Dfotjtncn siH]i)t’Sk'tl lo 
1)0 reorrlirintnd w/rrrsrilution of sevnro ar i idnnl issue's 

Hf)WAn(),l)M Arhaiisns Dower A lit|IU(-r) 88/03/33 MIflACillAf J Asset rate Di 
ret lor (or (>rt)|i'( Is (Dost 8/0411) 3|)p 44fiM) OiiS 440M) Ol.O 

8802260105 (lonerir I If 88 {)4 to iill nonpowf)f rrsii lor lirf'iisees n* tiislrilnjlton ol tit'ins 
irradialed in rnsoan li rr'iirtors Svr list enf I 

MIHACUlA.f 3 Assnriiito Dtrr'tdor fr)r Drojot is (Dost 8/041 1) 118/03/3 ) (-onsr)lnlated 
fdibotM-t) ol NfrVit York Int lipp 44 '>‘j3 340 448') I )’3> 

8803280321 nt'i|nosts 30 rkiy UAlnositrn for sehtniltint) <uldl response lo polenlial viola 
Hon noted tn Itrsf) Mepts '.0 'IKI/IMi “H A ')() '11)8/811 )4 ro indusinni serunty (ilnn pr'r 
NfUMi80301 (ornrnnnls on inilial rrisponst' 

UOWAHlMfll Arkansas Dowm A I i(|hl C,o 88/03/34 (,AllAN,l J Mcrjion 4 Ofc ol 
f))f' lor If) 44904 f D) 44'AM f fO 

8803040341 f orwarris nolir o of taivirori assessnit'iil A (imlitiri ol no sitinifir ant irn()acl re 
util 8/1038 ■ippliralion lor r han(|f)s to Tvi h Sprjcs for hone anrf oont nnlrntioti in rr'fu 
olirit) wair'f lank saltjfy inlet lion tanks A Irorir and makeup tanks 
DjDK,(T I f’roioi 1 Diret Uirnte IV l!H/{)3/38 DAMDUf 1 1 Ki Arkansas Dowi'r A LirjhI 
{-0 3p[i 44')83 338 44'i83 833 

-*8803040351 Noiitt' of environ assr'ssinrrid A fiiidirHI ol no si()nilicanl impact ro ultl 
871028 .ipplKalion lor r lianijo lo Tec l> hpecs for f)oron and concenlrnlion in rofucltruj 
wnUT liink, safety iriieclien lariks A hone and makeirp tanks 
CALVO, J A FYoJf't I Dirrs loralo IV 88/03/30 4pp 44 ‘if 12 330 44682 3'1 ) 

8B03000329 Darftal response lo FOIA rerjuosl tor dorumoois ro rcrjional oviiluoiion ol 
pinni Forwards App (1 rloriinumls Apt) A A B dor^umenls availatifo in F’DH 
GMiMSLf Y,D H Division of Mules A Rer'ords (Post 8/0413) 88/03/04 CONNOn.t. 
Doc Search Associates Opp 4483*1 003 44635 329 


•8003080345 Forwards Hoaion IV operating plan for FYfl'3 Homs whK-fi ffu|i should 
for us attenlion on hsiod AddI oporating plans onci 

f OSIER WH Region 4, Ofc of Iho Director flb/l 1/13 MAnriN,FI[J Mrnjlon 4, Ole 
of Iho Director DiBpp 14635 009 44836 146 

8803150336 Subrniis atidl info ro Toch Spec 3/4/1 1 chnngo ro(|uGst ronrofriinii oput 
atxlity ol main stoam lino code saloty valves 

HOWARD.DR Arkansas Power A light Co 88/0.1/07 CALVO.J A F’roji'Cl Dime lor 
ate IV 3pp 44689 062 44680 063 

8B03210IJ7 Responds to uli) 880301 reniiost lor NFIC approval lo usi> ASME floilor A 
Pressure Vessel ("odo Case N 234 lo exlond timo bolwoon calibr chocks mtiuirud 
during ullrabonic exarn of reactor vessel RpguosI qranled 

OALVQ,JA Dr0|cc-t Oireclornlo IV 08/03/ 10 OAMDBEIL.TG Arkrjnsas Powor A 
hghtf^O 6pp 44/37 181 44737 186 

8003240157 Forwards Amorid 82 lo I ironso NPF h A saloty evaluakon Anninrl np 
proves changes in boron conceniration in rnfueling fnnk,safrjly iriJcrUon lariks .Si (joric 
<K 1CI makeup lariK NoIk o oi issuance also end 

i:)ICK,GF Project Diroclorato IV 88/03/11 CAMDflELL.I G Arkansas Power A IJgfil 
f-f> 3pp 44865 256 41855 309 

-08032401/0 Amend 83 lo Liconso NPF 06,chnngiri(} Tech Spocn to provide safe’ly A 
o[)erationn) cnhancomonls specifically soiled to uso of oxtnrirlcd cyoto corrjs 
l/Al VO J A Pfoinrt Dirndoralo IV 06/03/ 1 1 32pp 44055 359 441)55 280 

• 8803240271 Safety evaluation supporting Amend 02 lo I iC(3nso NPf- 6 

* OHtcr' of Niulear Reacior Requlakon, Director (Posl 6704 1 1) 88/()'l/11 4r>p 
44855 281 448 'j5 284 

♦ 0003240278 Notice of ibsuanro ol Amend 0? lo I iconso NPF 6 AinuritJ changes Foch 
Spei s lt> (irovide safety A operational onhanconirrnla specifically suited lo uso ol ex 
Ir-nder) cyclo ceres 

[)l(;K,r, I Project nireclorato IV 88/0.1/ 11 5pp 44855 205 44855 280 

8809230090 Noliltralion of significanl liconbee myl mf'otiruj on 800322 m Recjton IV ofc 
10 discuss licensee adivilies w/ enginoonng mana(|Or 

{ MAMnrRLAINiD Region 4, Ofc of tlio Diroclor 0ll/0'l/1(j Renion 4, Ofc of Ifio Irl 
r.'clot ?pp 44849 179 4484D 100 

8803220364 Clenoric Ur 08 05 lo all licurrsees of oporating PWRs & holders of CPs lor 
I’Wfls ff' boric acid corrosion of carbon sleel rrtcn lor pressure boundary conipononls 
in DWn planIsSvc list end 

M(fWdlA,r Assonnto Director lor PfOjeds (Posl 6/041 1) 68/03/1/ ConsolidaU'd 
I dison Co of Now York, Inc 43pp 446/9 084 44B/9 126 


O Inapoctlon roportfl, IE Oullotins A correspondonco 

8803020264 Submits tuldl irdo ro l(: BulloMn 85 003 t-N*clrJcnl breakers lor Valves *>003 
1,5021 1,5043 2 A 5063 2 opened A ndrnmistralivoly controlled for both vnivo posi 
tions 

LNf)&,J I Arkansas Dowei A Luibl Co 6//lO/Oli GAGUARDO,J C Region 4, Ofc of 
Iho Direr lor 4pp 44548 2k() 44548 269 

8003280310 Provides rosulls of siinkod s()lil sainplob lor analysis of 
( hlorit It', lluotida,siillate, copper A iron by DNL in rcisponso lo Insp Ropl.s 50 313/67-33 
A 50 368/8/ 33 

MOWAfin.DR Arkansas Powor A Light Co 88/02/2? CALI AN. LJ neglon 4. Ofc of 
the [)|reilor 2p(> 44912 080 44912 01)1 

6003030123 Advises ol spuciat insp inilmlivo Ibat is in lalo slogas of planning Purnoso 
of insp IS lo verify at soloded silos Ihat omorgoricy opera ling proceduros tcdinicnily 
acruraUi Insps gro to bo porformed in Apr Juno 1968 limo Iramo 
(.Al I AN,L .) Rugton 4, Ofc of tho Diructor 66/02/24 CAMPBELL, G Arkansas Power 
A I Kjht Co ?pp 44606 351) 44608 360 

8002230035 NRC irilo Nolico 08 000, 'Toroign Objects in Slaam Gonorators " Sve frsl 

tiOCi 

nOSSI.f. E Division of Oporalional Events Assossmorit (Post 870411) 06/02/29 
t-onsolldatud Edison Co ol Now York. Iric 1 18pp 44554 253 44555 009 

0003080213 Forwards wnlKin ropl do&cnbing approach lo onch action Itoins from IL 
Dulloiin 65 003 A summary of data for oach motor opormed valvo compilod in ro 
sponso to bulioliri Repl complotoa rosponso lo IE Bullotin 65 003 
lloWARD.OR ArKaribas f’owor A Llgnt Go 06/02/29 MARTIN, R D Rogion 4, Ofc of 
llio Director 2pp 44622 303 44622 325 

0003080423 Forwards Insp Ropts 50 313/07-39 A 60 360/97 39 on 971201 080101 A 
nolico of deviation No violations noted 

CALI AN, LJ Region 4, Ofc ol Iho Diroclor 00/03/04 CAMPBELL, G Arkansas Powor 
A light Co 2pp 44626 294 44626 317 

• 8803000436 Noiico Of dovialion from Insp on 071201 0001 It) Deviation notod failuru lo 
issue suppis to LERs 

* Ri'ijion 4. Ofc oi Iho Diroclor 88/03/04 Ip 44626 296 44626 206 

-0003000402 Insp Ropls 50 313/07 39 A 50 366/87 39 on 871201 000119 No viola 
lionJi noted Dovialion nolod Major areas inspociod oporalional safoly 
vunlicalion, surveillance A lollowup on NRC bufilolins.lERs A previously idonliflod 
Homs 

JOMNSON.WD, HARBUCK.CC, HARRELL.PH Region 4, Ofc of Iho Diroclor 80/ 
03/01 2tpp 44626 297-44626 317 

6003000492 Ack roceipl of 060201 Hr informing NRC of ImplomontaiKjn schodulo for 
mod of penmclor security sys using tlosign basis study, in rosponso to violations nolod 
in Insp Repis 50 313/67-31 A 50 360/67 31 End lo 871221 ItrwilhholU 
CALLAN.L J Region 4, Ofc of Iho Director 08/03/04 CAMPBELL, G Arkansas Power 
A tight Co 2pp 44626 207-44626 211 

0003280331 Advises that rosulls of evaluation of socunly organization at facility lo 
ensure slalling adequate lo meet all roqulroments of conligoncy plans will bo forward- 
ed by 000322 

HOWARD.DR Arkansas Powor A Light Co 08/03/04 CALLAN.L J Region 4, Ofc of 
Iho Director Ip 44912 043 44912 043 
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8003020036 NRC Inlo fioT :c 86 007 Inadvertenl Transfer of Licensed Mall to Uncon 
tro 'It? d Lo: at'o ns S * c li^ l cnci 

^ ^ Dm son ol InJustnat & Medcal Nuclear Safely (Posl 870729) 
8'3roj'07 Conscldatcd Edson Co of Notv YorMne 12pp 44673 001 44673 012 

8803140063 f-orAards Insp Repts 50 313/88 01 & 50 368/68 01 on 800120 0221 & 
noiiLC ol violation 

CAMPaEUG A,kans« Powe, 
no.eCfa,l.,e ,= 

Reg on 4 Ofc ol me DifCCJor 08/03/07 Ip 44691 027 44694 027 

'J'®” 50 3’3'e8 01 S 50 368/80 01 on 080120 0221 Violalior 

'I®'" 

* pfs-iously identified ilems 

i?pT 4?69 : 028 44^69^038 Orrector 08/03/04 

by®af ''svl® Typo Latch 

Ccnfol.SaLEo:so"c”o 

^®AQ?n?s Sv^^isi Reactions W/Radwaste Solidificaiion 

H ^ Operat'onal Ei.enls Assessment (Post 870411) 80/03/14 

ConsDf, dated Edison Co ol fJew Yorl' Inc 120pp 44772 253 44773 012 

insp on 870810 20 a forwards notice of violation & proposed 
Po*c!0L,gh,CoX'47°'o2%'w^^^^^^^^ CAMP8ELL.G Aikanpas 

■ *S100mSv,oS?I;“ nptpS'c"™,,,on'’S?e7^“nS 'T' ‘’'’®®'lr '" »' 

R Periodic operating reporis & related correspondence 

•ws.«»rffarr,r«sffirsr. 

y&ori'l ^'"“'®' '’®'®®^® «®P' I®' Third 4 Fcurlh Quar 


Lighi Co ea/oi /31 7 pp 


.MN-p •Tfvwi/ijup iir • , wufMi \Mvat 

HOWARD OR Arkansas Po.a, 4 Ligh, Co 07/12/31 30pp 0.864 201 44864 230 

ZrVsO® " '888 W/a80216 Hr 

44542 210 44542 216 ” « ^'9h 

W'880315 II, 

44903 329 44903 334 ^ Arkansas Power & LrghI Co 68/02/29 6pp 

Headquariers Daily Rept for 080314 ” 

Radiation Protection Branch 08/03/14 63pp 44759 351 44760054 

S Reporlabfe occurrences. lERs & related correspondence 

^^Sad^a^ felU received gash on 

SSwY'-' Arkansas Powa, 4 ugh, Co 86/03/18 2pp 449,30,0 

docket 50-369 WILLIAM 0 MCQUIRE NUCLEAR STATION, UNIT 1 
F Security, medical, emergency 4 n,e protection plane 

cm INS mU®'"’® * ** * **’ 05 on 660201 05 No vio 

Co 2pp 44693 ssi 44694 006°' "’° 88/02/23 TUCKER, H B Duko Power 

44694 008 of the Director 86/02/23 8pp 44694 001- 

0803100028 Advises ihai 880121 Rev IP in h • 

2pp^^i^8l l^iresl ?,l “'-I®' 88/02/29 TUCKER,HB Duka Power Co 

° Repis 50 269/87 60,50 270/ 

TUCKERT/B Vuke°Powo"r°Co 81 ® 50 414/87-43 per J 
irolDesk) 3pp 44712 283 4 17,2 M5 *® °®“'™®®' C"nVol Branch (Documenl Con 


8603140160 Fo wards responses lo snfoguards requlatorv eflectivnnnrh^ ► 
vital area definition Comments fimitod to protection ^traionv 
withheld (ref 10CFR73 21) uaiegy A, Combination i fncl 

TUCKER, H B Duko Power Co 00/03/04 VARGA S A nl^/lcl/^n q 
I/ ll (Post 87041 1) 2pp 44706 263 44706 264 * ^ °‘''<sion of Roaclor Pmjecis 

0803220034 Fo wards special instructions page for securilv olanq Pnn« ohw 
? nr!Jcn*u Q ^^^^02 End Withhold (10CFR73 In NRC 

TUCKER.HB Duke Power Co 08/03/14 Docurnant Contrn IRmn^i 
irol Desk) 3pp 44004 169 44004 171 i^ontrol Branch (Document Con 

“S?” ,1°™°'°* ®“®"®'V Pl®nEncl wilhhold (rc, 

lrS"2pp%,"2“^°9'4'?9,“2Z''^^ S'®®®" (Oocumen, Con 

'"limit ''' '° ®°®'®®'8 & "31 ol "gums anew/ 

TUCKen,HB Ouko Power Co 08/03/31 75pp 44716 124 447,8205 


J. Insurance & Jncfomnlty Information 


88032^051 Submits info ro ulil insuranco vnluos m i 

erly Rule 10CFR50 54(w) ^ ^ prosonlod tn comphanco w/NRC Prop 

HOUSE, OR Duko Power Co 00/03/15 WOOD R nOir n m r, 

lion, Director (Post 07041 1) Ip 44004 145 44004 145 ^ 

P Operating license stage documents & correspondence 

0803230092 Forwiirds Revs 13,14 & 15 of offTjUo Hr^on i . 
plants W/o Revs 14 & 15 calculation manuals for 

5^SrOuSt^57,°^5'?705^^^ 4°4»'1?95?%°? °' 

Process Control Pronram '' W/0003ifi m 
SEMMLER.D Duke Power Co 00/02/16 21pp 44054740 4^^^^ 

’7m44 will KomplefodX” ond'onSao Uhln‘ mulo‘iInl!'o'^J°''°7'l?Q, ^ 
tucker H'S°'^l'k7p°'’‘' SL,'l“rorulo MG 22044 

IrolDesk) 2pp 4453l'S'4451™230^'^ ^Oh"ol Dranoh (Oociimont Con 

Irol Doski'^lp 4454o7,'6°4454a7h5^^^^ Docunionl Conlrol Drnrich (QocumonI Con 

J®®^8D^h/osenrch rm "®®®''®®8 ™ tllsiribution ol goms 

Ed,sohCo'omow°Yo?k“l„7°Tpp°4«^^^^^^^ Consol, dniod 

limo “'l®w«°Sgo hnio'oxtonsloMor^oToU^^^ changes oranling ono 

trol Desk) 30pp 44530 314 44530 343^^ Documonl Conirof Branch (DocumonI Con 

tour enloria lor ra'dloSii^l parliciilal'o srlmn/*'"*"* '?‘1''®81 '®/ oxcopllon to one of 
HOm°oTpl"'' 7®,^'’ "»3l®®wto o™o™%"® ®' NUhEQ 0737,11018 

446G?350 a46r360 '°'°^ TUCKER, H 0 Duko Power Co 3pp 

*°una^7(iwbtopfmram“sho^ adXno rRAp'' ''*’''“'7 '°8‘ ”'"9'®'® 

for decision provided ^ odtfed lo FSARs or applied lo plants Reasons 

44^761° 2 4467^155'^®^^^^^^^ 00/03/11 TUCKER.HB Duko Power Co 4pp 

head 'fii>3ctfon^syffXi°TocTi^Spw°l^^ 17,dololing refs lo upper 

ous ^ocs Foe paid ° oliminalo confusion ro applfcabiTlIy of exlrano 

trol Doskj 3pp 4477*l^(!9G^4^77^^fy5^^'^ Document Control Oranch (DocumenI Con 

JPpcf in order lo oSnalo confuBimfr? injeclion sys from Tech 

Duke Power Co 00/03/M7lpr4477??“ oMu, specs^ 

welds Qranledjn msponso to Mydrostalic tosl roqulromonl for repair 

perform DoUof Roquost 00 0 1 Roquiromenl Impractical to 

4477?S7.?4l7?34r^‘^'^‘'' 06/03/14 TUCKER.HB Duko Power Co 3pp 

in combination w/upgraded^vwdiTrflnnn^?^ riarrow range monitors 

44773.306 44773 31 1 ^ ^ Q8/03/17 TUCKER, H D Duko Power Co 2pp 

level Instrumonlatfon.in^ci^nlunchon^wf sloam generator (SG) 

44773 300 44773 311 ^ Roflulalion. Director (Post 870411) 80/03/17 4pp 
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3003220364 GonQric Llr OB 06 lo all liconbooa ol oporoling PWRs & holders of CPs for 
PWRs ro boric acid corrosion of carbon btool ronclor prossuro Uoundarv companGnts 
in PWn pfonfs Svo fist oncf 

MIRAGMA.F Associate Diroclor for Prolecls (F^osl B/04tl) 08/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44B79 0ft4 448/9 126 


BD03210385 Ack receipt of 870914 Itr re NRC Bulletin 87 001 concornmi] programs for 
monitoring Ibicknoss of pipe walls in high onorgv single phasn & two phnse <afhOM 
stool piping sys No furlher plant specific action required 

HOOD,DS Project Directorate 112 00/03/15 TUCKER.H (3 Duko Flower Co ^jip 
44/60 179 44760 182 


Q Inspection reports, IE Dullotiris & correspondonco 

3803170150 Ack rncoipi ol 88010/ submitlal of analytical rosiills of spiked liquid 
samples, per Insp Ropts 50 3Q9/0/-23 & 50 370/67 23 Comparison of resulls to 
known vaittos & accoplanco crUeria for conipansons end for inlo 
COLIINS.DM Ronfon 2. Ofc of Iho Uifoctor 08/02/19 TUCKER,! IB Duke Power 
Co 4pp 44710 202 44/10 206 

3803140072 Forwards Insp Ropts 50 309/68 06 A 50 370/68 05 on 600201 05 No vio 
lalioiib or deviations noKjd 

COLLINS.DM Region 2. Off ol tbo l3irector 08/02/23 TUCKER, HD Duke Power 
Co 2pp 44603 359 44604 006 

-8803140107 Insp Ropts 60 309/86 06 A 60 370/66 06 on 860201 06 No violations or 
deviations nottnl Major areas inspocted operational rondinoss of site nrnorgency pro 
parcfiness protjrnm 

GOODEN, A, UECKFR,1 R ftegton 2, Ofc of the Director 68/02/23 fipp 44G04 001 
44694 008 


0803140284 NRC Info Notice 88 009. “Roduced Roliabilily of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors " bvc 
list end 

ROSSI, CE Division of Operational Events Asscssmonl {Post 870411) 66/03/ UJ 
Consolidated Edison Co of New York, Inc 121pp 4465/ 050 44057 I 70 

8803250323 Ack receipt of 880220 Itr informing NRC of steps taken lo correct violaHons 
noted in Insp Repts 50 269/87 50. 50 270/87 50,50 287/87 50,50 369/07-45,50-370/ 
67-45, 50 419/67 43 A 50 414/67-43 Response acceplablo 

STOHR.JP Region 2, Ofc of the Director 88/03/16 TUCKER, 1 1 B Duke Power Co 
(p 44913 080 44913 080 

8803300305 Responds to NRC Itr ro violations noted in Insp Ropts GO 369/87-43 A 60 
370/07 43 Corroclivo actions drawing error corroded A all drawintjs 
reviewed, individuals responsible lor error counsel ad A importance of chocking oiiiphu 
sized 

TUCKER, H 0 Duke Power Co 08/03/21 Document Conlrol Branch (Dounnerd Cor> 
irol Desk) 4pp 44904 262-44904 266 


8003160110 Ack receipt of 660216 Mr Inforniitig NRC of slops taken to correct violations 
noted in Insj) Ropts 50 360/6/ 42 A 60 3/0/6/ 42 Regulations nddrossed In notice of 
violation sfinuld have Imon )0CFR6O 73{n)(1) A (d) A (n}f2)(l)(b) 

HEROr.AR Rogion 2, Ofr of Itu) Dirertor 66/02/26 TUCKER, H B Ouko Power Co 
ip 44694 360 44094 3G0 

0802230035 NRC Info Nolico «tl 996, ‘Toroiqn ObjcMs ir> Stotim Gonoralors " Sve list 
end 

ROSSI, GE Division of Operational Events Assossmont (Pool 6/0411) 08/02/29 
Consoltdrilod Edison Co of Now York. Inc 1 topj) 44664 253 44555 009 

0003000263 Forwards Rev 1 lo Supjrl 1 ol robponso to NRC Cornphanco BulloKn 87 
002, including results of charpy imjracl teals A now data ahoots providing corroclions A 
additions lo dorutneril as orlginnlly sutimittod 

TUCKFR.H B Duke Power Co 86/02/29 GRACE.J N Rogion 2, Ofc of Iho Director 
40p(> 44622 164 44622 223 

0003140334 Forwards rosjionse to violnllona noted in lns|> Ropts 60 269/07 50,50 270/ 
87-60.60 20 //6 7-50,60 309/6/ 45, 60 3/0/67 45.50 413/6/ 43 A 60 414/87 43 por J 
Nolbon 680129 roguost End wilhftoUJ per 10(;rR/3 21 

TUCKER, 1 1 li Duko Power Co 86/02/29 Dotumonl Conlrol Uranch (Document Con 
trolDnsk) 3pp 44712 ?H3 44712 285 

0003100391 Advlaes lhat end Pngo 3 of Insp Ropla 60 369/87 43 A 50 370/0/ 43 |n 
ndvertonlly oniitterf from 860219 Mr duo lo ndminlstralivo error 
DROWNltE.Vl Itoeion 2, Ofc of tho Director 8lj/03/02 TUCKFfLH D Ouko Power 
Co Ip 44/04 316 44/04 31/ 

• 0003170074 Pago 3 to Insj) Moplb 50 369/6/ 43 A 60 3/0/87 43 Pm jo Inndvoflently 
ornitted from original rept due lo ndinlnlslrnlivo tirror 
• Rogion 2. Ofc of the Diroclor fl6/03/02 Ip 44/04 31/ 44704 317 

0003210033 Informs ol util Inlontion lo Incorporate listed code casus of ASMC Rollor A 
Prohsure Vessel t^oifn Into Insorvire insf) programti at power nuclonr slalionsFoo 
paid 

TUCKEfl.H R Duko Power Co 66/03/02 Document Conlrol Branch tDocumont Con 
Irol Du&k) 2pp 44798 256 44/96 259 

0003070113 FN 8/ Q04Aon 6nD303,ordor Imposing civil penalty in amount of $100,000 
issued Action basotJ on ovenl In whlcft one of two omorgoncy diosol gonorators ron 
derod Inoijeratjlo for approx 90 5 h 

LUEIIMAN.J Ofr of Enforcomord (F’ost 670413) 88/03/03 Ip 44600 025 
44600 026 

0003070312 Eorwnnfs order Imposing ctvll rnonotnry punnily In amount of $100,000 Ef 
(eclivonoss of corroclivo actions will bo rovlowod during subsoquonl insp 
TAYLOR, JM Ofr of Iho Executive Diroclor for Oporntions 66/01/03 TUGKER.IIB 
Duko Power Co tp 446()4’263 44604 202 

-0003070320 Order Impofllng civil monolary ponnlty In amount of $100,000 within 30 
days of order date 

TAYLOR.J M Ofc Of tflo Fxociitivo Diroclor for Oporalions 08/03/03 Ouko Power 
Co 9pp 44C04 284 44604 292 

0003090005 Responds lo violations noted in Insp flopls 50 369/6/ 46 A 50 370/87- 
46 Corroclivo aclionn I IX cleaned A rolurnod lo sve 

TUCKER.M U Duko F^owor Co 66/03/03 Document Conlrol Qronch (Document Con 
Irol Desk) 3pp 4466/ 0G6 44607 070 

0003000411 Eorwards signed order imposing civil monolary ponalty.ibsued lo util on 
Q60J03.1O Ofc of FR for publication W/0 onci 

LIEQERMAN.J Ofc of Enforcomonl (Post 870413) 08/03/04 MEYER.DL NRC No 
Dolailod Affiliation Givon Ip 44625 0/0 44625 070 


R, Periodic operating reports A related correspondence 


0803020146 Forwards semiannual radiological cflluont release rept for Jul Qcc 196/ A 
Rovs 6 A 7 to sections of process conlrol program 

TUCKER, H 0 Duko Power Co 00/02/29 Document Control Branch (Dociimonl Con 
irol Desk) 63pp 44575 170 44575 203 

• 000302015Q Sommnnunl raclioaclivo offluonl rete«is« ropl for dul Doc 196/ 

'Duko Power Co 07 M 2/31 50pp 44575 234 44575 203 

0003160103 MonthN operating roplb for Fob 1988 W/ 6003 15 llr 
REAVIS.J A , TUCKER.M 0 Duko Power Co 88702/29 t3pp 4 4702 105-44702 117 


8 Repoftablo occurrences, LERs A related corrospondence 


0803070347 Special ropt on 880 123, Channels 3,4 A 8 of vibration A loose parts monitor 
had unusual nolso lovol Cause not determined duo lo mimber of posbiblo failuros & 
locolion of coinpononls within plants Monitor will bo lopairod durino 19B0 oulngo 
TUCKER.M 0 Duke Power Co 08/03/03 Documonl Conlrol Branch (Documonl Con 
trol Desk) 2pp 44637 080 44637 089 

8003140372 LFR 07 017 01 on 0706 IG.malf unction of turbine conirots triggered safety 
Injection roaclor trip Caused by design delicioncy Actuator for valvo ruplacecJ a lot 
down look rnpairod W/Qa0305 fir 

LEROY.S E , TUCKER.M 0 Duke Power Co 68/03/05 I2pp 44714 232-44714 243 


DOCKET 50.370 WILLIAM 0. MCGUIRE NUCLEAR STATION, UNIT 2 


F Security, medical, omorgcncy A tire protection plans 


6003140072 Forwards Insp Ropts 50 369/88 05 A 50 370/08 05 on B80201 05 No vio 
fallons or dovialiens noted 

COLLINS.DM Region 2. Ofc of the Diroclor BB/02/23 TUCKER.H B Duko Power 
Co 2pp 44693 359 44694 008 

-8803140107 Insp Replh 50 369/68 05 A 50 370/80 05 on 800201 05 No violations or 
deviations noted Major areas inspected operational readiness of silo emergency pro 
parednoss program 

GOOOEN.A Region 2, Ofc of tho Director 88/02/23 8pp 44694 00 1 44694 000 

0803100028 Advises lhat 080121 Rev 32 lo physical security plan consislonl w/provi 
stons of l9CFR50 54{p) A acceptable 

CLINE, WE Region 2, Ofc of Ine Director 80/02/20 TUCKER.H B Ouko Power Co 
2pp 44682 132 44602 133 

8803140334 Forwards response to violations noted tn Insp Repts 50 269/07-50,50-270/ 
07 50.50 287/8? 50,50 369/07 45, 50-370/87 45.50 413/87 43 A 50 414/07-43 per J 
Nelson 000129 request End withhold per 10CFR73 21 

TUCKER.M D Duko Power Co 08/02/29 Document Conlrol Branch (Documonl Con 
irol Desk) Opp 44712 203 44712 285 

88031401SO Forwards responses to safeguards regulatory offeclivonoss review.Part II ro 
vital area definition Commonls limited to protoction Slralegy A.Combination 1 Enel 
withhold (ref 10CrR73 2t) 

TUCKER.H B Duko Power Co 80/03/04 VARGA.SA Division of Ronclor Projects 
I/M (Post 870411) 2pp 44706 263 44705 264 


8803020036 NRC Info Nolico 86 007, 'Tnadvoitont Transfer of Licensed Mall lo Uncon- 
trolled Locations “ Sve list end 

CUNNINQHAM.R E Division of Industrial A Medical Nuclear Safely (Post 670729) 
88/03/07 Consolidalod Edisgn Co, ol Now York, Inc t2pp 44673 0(> 1-44673 012 


8803220034 Forwards special Instructions page for security plans Pago addresses NRC 
amends lo 10CFR73 55 offoctivo 861202 End withhold (1CCFR73 21) 

TUCKER.H B Duko Power Co 88/03/14 Document Conlrol Branch (Documont Con- 
Irol Desk) 3pp 44804 169 44804 171 


8803040062 NRC Bullotin 88 003, ‘Tnadequato Latch Engagomanl in HFA Typo Latch 
Ing Rg1(w Mfg by GE " Sve list end 

ROSSI, CE Division of Opornllonnt Events Assessment (Post 670411) 80/03/10 
Consolidalod Edison Co of Now York, Inc 126pp 44673 192 44673 319 


8803280263 Forwards proprietary Rev 33 lo security plan End witlihold (rof 
10CFR73,21) 

TUCKER.H 0 Duke Power Co 08/03/22 Document Conlrol Branch (Document Con- 
trol Desk) 2pp 44912 019 44912 020 


Nolico OB^OOQ, “Chomfcal Reactions W/Radwaste Solidification 

of Oporalional Events Assessment (Post 070411) 66/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 


8003000148 NRC Info 
Agents ■' Sve list ond 
ROSSI.CE Division 


8803150259 Rev 24 lo emergency plan Tabic of contents A fist of figures end W/ 
680310 Itr 

TUCKER.H B Duke Power Co 86/03/31 75pp 44716 124 44716 205 
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J fnsurance & indemnity in^Q^matfon 

8603220051 Subnuls rnfc; fc uJii insuranctJ values presented m compliance w/NflC Prop 
Rule lOOFR 10 5 4(w) „ „ , 

HOUSE DR Duke Po/'cr Co 88/03/16 WOOO.R Olfice of Nuclear Reacior Regula 
ton C it-cioi IPOSI 87U4U) 44604 146 44804 145 


P Operating license stage documents A correspondence 

6803230092 Towards Rers 13,14 & 15 of offsite dose calculation manuals for 
plants Vr/o Revs 14 & 15 . „ * 

7{JCKEfl H B Duke Po'NQt Co 87/01/06 OENTON.H R Office of Nuclear Reactor 
fUgul^ton Director (851125 870411) 2pp 44850 248 44850 291 

8803220078 Rc/ 2 fo Corporate Process Control Program " W/800316 fir 
SEMMLERD DukePortOrCo 88/02/16 2lpp 44804 146 44804 168 

8B030 10492 Informs that due to changes in mods.Nuclear Station Mod (NSMj MG 
I2''i44 ^,'11 be rompfeted by end of 1969 Unit 1 refueling outage & NSM MG 22044 
v.ilf te completed by end of 1989 Unit 2 refueling oulage 

TUCkER H 0 Duke Po.ver Co 88/02/17 Oocumeni Control Branch (Document Con 
Irgl Desk) 2pp 44531 238 14531 239 

8803020225 Ad/ises lhal response (0 Generic Lir 08 02 re latest NRC rev to ISAP II & 
ut I int-rest tn participating m program will be provided subsequent to 880301 meeting 
A /NRC 

TUCKER H B Duke Po.ver Co 88/02/22 Document Conirof Branch (Oocumeni Con 
tr.lDrskJ Ip 44540 316 44548 316 

8802250195 Generic Ltr B8 04 to all nonpov.er reacior licensees re distribution of gems 
irradiatrd in research reactors Sve list end 

MIRAGLI4 F J Associate Oireclor for Projects (Post 870411) 68/02/23 Consolidated 
Edison Co of New York Inc llpp 44553 345 44553 355 

8803010395 Forwards addi info re 870619 proposed Tech Spec changes granling one 
time allo.ved outage time extension for control room ventilation sys to facilitate sys 
mods to increase sys rekability Ventilation sys description & fan specs end 
TUCKER.H B Duke Po.ver Co 88/02/24 Document Control Branch (Oocumeni Con 
IroJ Desk) 30pp 44638 314 44538 343 

8803140437 Notifies lhal util 880202 proposed startup physics lest program found 
un2cccptable Program should not be added to FSARs or applied to plants Reasons 
tor decision provided 

kiOQODS Project Directorate 113 88/03/11 TUCKER.H B Duke Power Co 4pp 
41676 152 44676 155 

8803180218 Application for amends to Licenses NPF'9 & NPF 17, deleting refs to upper 
head injection sys from Tech Specs to eliminate confusion re applicabiljly of extrane 
ous specs Feu paid 

TUCKER H B Duke Power Co 88/03/14 Document Control Branch (Document Con 
irol Desk) 3pp 41771 098 44771 115 

8803180223 Proposed Tech Specs.deleting refs (o upper head injecfion sys from Tech 
Specs in order to eliminate contusion re applicability of extraneous specs 
• Duke PowerCo 08/03/14 I5pp 44771 101 44771 115 

8803220132 Forwards re 'ii>ed SER concluding that plant use of narrow range monitors 
in combination w/upgraded wide range instrumentation acceptable deviation from Reg 
Guide 1 97 cnlcna lot steam generator level moniloring 

HOOD.DS Project Directorate 113 88/03/17 TUCKER, H B Duke PowerCo 2pp 
44773 306 44773 311 

-'8803220170 Revised SER concluding that util narrow range steam generator (SG) 
level instfumenlation.in conjunction w7 upgraded wide range steam generator level In 
strumeniation, acceplabfe deviation from Reg Guide 1 97 criteria 
■ Office of Nuclear Reactor Regulation. Director (Post 870411) 88/03/17 Add 
44773 308 14773 311 


8802230035 NRC Info Notice 86 006. ‘Foreign Objccls in Steam Generators " Sve ksi 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of Now York, fnc llfipp 44554 263 44555 009 

8803080263 Forwards Rev f to SuppI 1 of responso to NRC Compliance Bufleun 87 
002, Including results of charpy impact tests & new data sheets providing corrections 8 
additions to document as onumalfy submitterl 

TUCKER.H B Duke Power Co 88/02/29 GRACE.J N Region 2, Ole of the Oiractor 
40pp 44622 184 44622 223 

8803140334 Forwards response to violations noted rn Insp Repts 50 269/87 50.50 27Q/ 
07-50,50 207/87 50,50 369/07 45. 50 370/67 45.50 413/87 43 & 50 414/07 43 per J 
Nelson 080129 request End withheld per 10CrR73 2i 

TUCKER.H B Duke Power Co 00/02/29 Document Control Orandi (DocumertCosv 
trolDesk) 3pp 44712 283 44712 205 

8003160391 Advises that end Page 3 of Insp Ropls 50 369/07 43 & 60 370/07 41 in 
advertently omitted from 860219 Hr duo to adminislralivo error 
BROWNLEE, V L Region 2, Ofc of the Director 80/03/02 TUCKER.H 8 Duke Power 
Co tp 44704 316 44704 317 

-8803170074 Page 3 to Insp Ropls 60 369/67-43 & 50 370/07 43 Pago inadveUerry 
omitted from original rent duo to adminiblraiivo orror 
* Region 2, Ofc of the Director 00/03/02 Ip 44704 317 44704 317 

8803210033 Informs of util intention to Incorpornfo listed code cases of ASMB Boiler & 
Pressure Vessel Code into insorvicc insp programs at power nuclear siafionsFoo 
paid 

TUCKER.H 0 Duke Power Co 00/03/02 Document Control Oranch (Document Con 
(rol Desk) 2pp 44796 256 44790 259 

8803090005 Responds to violations rtolod in fnsp Ropls 50 369/07 46 A 50 370/87 
46 Corrective actions HX cleaned & returned to sve 

‘■(JCKER.H 0 Duke Power Co 00/03/03 DocumonI Control Branch (Document Con 
Irol Desk) 3pp 44667 060 44667 070 

8803020036 NRC Info Noiico 06 007, ‘Inadvorloni Transfer of Lrconsod Matf to Uncon 
trolled Locations Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Niiclonr Safety (Post 070729) 
88/03/07 Consolidated Edibon Co of Now York, Inc f2pp 44073 OOt-44673 012 

8603040062 NRC Dulfolin 68 003, ‘Ifiadoqualo Latch Engagomoni In HFA Typo Latch 
mg Reliw Mfg by GE ’’ Sve list end 

ROSSI.fJE Division of Operational Cvonls Assossmonl (Posl 070411) 06/03/10 
Consolidated Edison Co of Nov# York, Inc f?8pp 44673 132 44673,319 

8803080146 NRC Info Notice 06 000, “Chornlcal Reactions W/Radwaste Solidification 
Aqents '' Sve list end 

ROSSI.CE Division of Operational Evont4 Assossmonl (Post B/0411) 68/03/14 
Consolidated Edison Co of Now York, fnc 120pp 44 //2 253-44773 012 

8803210385 Ack rocoipl of 070914 Hr ro NRC Butlolin 6/ 001 roncorning programs for 
monitoring thickness of pipe waNs in high onorgy slngfo phase & Iwo phase carbon 
steel piping No further plant specific action roquired 

HOOD, Do Proiect Dirccloralo 1(2 86/03/15 TUCKER, H B Duko Power Co 4pp 
44760 179 44760 182 


8803140284 NRC Info Notice 00 009, "Reduced noliabilily of Steam Driven Auxiliary 
Feedwater Pumps Caused by (nsiabfiily of Woodward PG-PL Typo Governors" Sve 
list end 

ROSSI.CE Division of Operational Events Assossrnonl (Post 070411) 86/03/10 
Consofidalod Edison Co of Now York. Inc 121pp 44057 058 44857 1 70 


8803220364 Generic Ltr 8B 05 to all licensees of operating PWRg & holders of CPs for 
PVifRs re boric acid corrosion of carbon steel reacior pressure boundary components 
in PV/fl plants Sve list enci 

MiRAGLiA.F Associate Director for Projects (Post 070411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 084 44879 126 


8003250323 Ack rocoipl of 880229 Hr Informing NRG of stops taken to correct violations, 
noted in fnsp Ropls 60 269/87-50, 50-270/07*50,50 287/67 50,60 3 69/87 45,50 370/ 
87-45, 50 413/07 43 & 50 414/07 43 Rosponso accopiablo 
STOHR.J P Region 2, Ofc of fho Oirodor 88/03/18 TUCKER.H Q Duko Power Co 
tp 44913 060-44013 080 


0 Inspection reports, IE Bulletins & correspondence 

8803170150 Ack recuipl of 880107 submrtla) ot analytical results of spiked llnuld 
samples per tnsp Repts 50 369/87 23 A 50 370/87 23 Comparfson of results to 
known values A acceptance criteria for comparisons end for Info 

C?^^pp^447^0 2oi 447lb1o5^^ 08/02/19 TUCKER.H B Duke Power 

“ No Vio 

“«693 35ra694 0o7''''*‘’''“'°' TUCKER.H B Duko Powo, 

- 8803140107 insp Repis 50 369/08 05 & 50 370/88 05 on 880201-05 No vMJtatwfts or 
paSness inspected operational readiness of site emergency pre* 

?469?008^ ‘ ^ECHER.T R Region 2, Ofc Of the Director 88/02/23 8pp 44694 001- 


8603300305 Responds to NRC Hr ro violations noted In Insp Ropls 50 360/07 43 & 50 
370/07 43 Corroclivo actions drawing error corroctod & all drawings 
rflvtow0d,individuafs responsible for error counseled A importanco of checking empha 
sized 

TUCKER.H B Duke Power Co 80/03/21 Document Control Branch (Document Con 
Irol Desk) 4pp 44904 262 44904 265 


R, Periodic operating reports A related correspondence 


8803020146 Forwards semiannual radiological offfuonl relonso ropl for dul-Doc 1907 A 
R^vs 6 A 7 1o seclions of process conirof program 

TUCKER.H B Duko Power Co 00/02/29 Documont Control Branch (Document Con 
Irol Desk) 63pp 44576 170 44575 283 


"0803020150 Semiannual radloaotive offluont roloaso repl for Jul Doc 1987 
Duko Power Co 07/12/31 50pp, 44575 234 44575 203 


NRC 680129 ltr re viofations noted in Insp Repl 50 370/07- 
35 Correc^va actions missing boffs mslalled, procedures for removable halted hatches 
luricFa h implemented to clarify block replacemeni 

^ 08/02/26 Ofc Of Enforcement (Post 070413) 3pp 

88031601 10 Ack receipl of 680215 ltr informing NRC of steps taken to correct violations 


violation should have been I0CFR50 73(a)fl) A 
HERDT.A R Region 2. Ofc of the Director 
tp 44694 360 44694 360 


UCkER.H B Duko Power Co 


SP? ropls for Fob 1 908 W/8003 1 5 ltr 

REAVIS.J.A . TUf^KER.H 0 Duko Power Co 80/02/20 13pp 44792 105 44792:117 

S. Reportable occurrences, LERs A refated correspondence 

0803210164 Specif repl on 8002 17,dis covered that Channal 5 of vibration A loose 
parts inoniior (VLPM) had fow noise fevoj Cause not doferminod LHii presently pursu 
TiV^o ^ ®|(*sting VLPM A appropriate schedufo for jnstaifation 
Jni 08/03/11 Document Control Branch (Document Con 

irol Des)t) 2pp 44778'296 44778 297 
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DOCKET 50-i73 LASALLE COUNTY STATION. UNIT 1 


F Securily, iDcdlcal, cmorgency & fire protection plans 

aS03020f38 Rev 0 to Emergency Plan Implementing Procedym LZP 1180 2, “Control ol 
Chemical Spills *' W/revisod index 

* Commonwealth Edison Co 88/02/01 6pp 44577 109*44577 114 

8803070319 Forwards Insp Ropts 50 373/08 03 & 50 374/00 03 on 800107 0209 No 
v>oiations nOied 

FOPNEY.WL Region 3. Otc of the Diredor 08/03/01 REED.C Commonweallh 
Fdison Co ?pp 44604 293 44604 305 

-8003070326 Insp Repl 50 373/08 03 50 374/80 03 on 880107 0209 No violations or 
devral'ons noted Ma/or areas inspected previous insp (indings.operGtional 
salely surveillance, mainUr 3 ining,LER & regional requests & security 
RfNG.M A Region 3, Otc of the Director 88/02/25 t Ipp 44604 295 44604 305 


.8803210334 Amonds 56 & 37 to Ucci.sVb NPK- 1 1 « NF'f 1.v.,lv. Ml 

Tech Specs to conlorm w/LER rulo, 10Cr FtbO n i .if i a.i 1 ■'i \ 

MULLER.PR Pfoiect Directorate III 2 tto/oa/to «pp 44 /CO l UJ 4 1/ii 

-8803210341 Safely ovnluotion supporlind Aiiiords bll & Uf Ici I luirvmn Nf > II ^ 

^Pfojectl^iroclSG ^ 2 00/03/16 2pp 44/60 154 44/<i<> 1 5b 

8B03230105 Forwards rospomo to Gonertc Ltr 06 02, “IHAP IT' Ihiflinl li'itmg o\ ISAP 

KGAN,TETommoSalto I ’’ 

Reaclor Regulation, Director (Post U/04 M> vipp 44H4<) 0 ) i 44840 0.)/ 

8003230243 Application for amends to Uicodsoh NPF 1 1 ^ NRf l«,nll(win<| lOijfliiunij 
operation of Unit 2 until schodiilod refuel ilfiln of Ocl 19«f) fl, tusliul A ojk-uiIioo td 
Unit I until Unit 2 survQillancos can bo jpe f formed T oji paid i. . .. 

ALLEN, CM Commonwealth Edison Co 86/03/16 Donimiml Control ftiiinili (U<m m 

m/inl r'nnt/nl noc:W\ Hnn /t48ti4 180 44664 1/1 


8803090149 Ack receipt of 880202 Rev 3 to emergency action levels (EAL) & supporl- 
\ng EAL pMosophy Conciudos Dec 1986 concerns addressed Proposed EAL 61 does 
not adequately roflocl guidance for earthquakes & typos noted in listed EALs 
SHAFER.WD Region 3. Otc of the Director 00/03/04 REED,C Commonweallh 
Edison Co ?pp 44664 351-44664 352 


J Insurance & Indemnity Information 

6803040109 Forwards Endorsements 1 to NELIA Corlificatos MW 106,MW-20, NW* 
150.NW95 & NW 100, Endorsements 2 to MAELU Corlilicates MW 98,MW-5.MW- 
/4,MW 28 a MW 37 & Endorsement 3 to MAELU Certificate MW-37 
OSTER,J Commonwoftlth Edison Co 80/02/29 DINIT2,I Offtco of Nuclear Reaclor 
Regulation, Director (Post 070411) 105pp 44573 165 44573 269 

8603220401 Provides onsito property damage insurance al listed facilities, per 
10CER50 54(w)(4) which requires licensees lo ropi present sources & love) of msu^- 
ancQ 

MORGAN, WE Commonwealth Edison Co. 08/03/15 Document Control Brancti 
(Document Control Desk) Ip 44709 101 44709 lOj 


P Operating license stage documents & correspondence 

800225Q195 Gononc Ltr 08 04 to all nonpower reactor Ifconsees re distribution of gems 
irradiated in research ronctors Sve list end 

MtRAGLfA.F J AssoCialo Dlroctor for Prolects (Post 870411) DD/02/23 Consolidated 
Edison Co ol New York, Inc 1 1pp 44553 345 44553 355 

8803070326 Torwards Rev 49 lo CE 1*A, “OA Program for Nucloar Gonotaling Pro 
grams;' consisting of listed revised panes Rov roflocts orgonizaHon & title changos ns 
wolf as changes rcbuUirig from mock ASME surveys 

MORGAN.W Cornrnonwoalth Edison Co 88/02/26 Document Control Branch (Docu 
ment Control Dosk) tp 44604 306*44604 325 

8003070324 Forwards Amend 54 lo Liconso NPF 1 1 & safety ovniunllon Amend revises 
Tech Specs by changing idonlification of comparlmonl m which normal & emorgoncy 
supply breakers for shutdown cooling isolation valvo locatod 
SHEMANSKI.P Proioct Directorate PI 2 00/03/01 DUTTERFIELO.L Commonwealth 
Edison Co 2pp 44610 050*44610 065 


-8803230244 Proposed Toch Spacs.nlfowing ronliiuiod opurniiorv ol tJnit 1* iinhl Mhml 
uled rofuol dale of Oct 1960 i roslnrl & oporalion of Uiiil 1 uoim (full 2 siuvnillniu nn 
can bo performed during Umi 2 outage Ifuil hi feds Unit I 
* Commonwealth Edison Co 00/03/16, 4pp 44004 IRU'44fK>4 1/1 

0803220364 Generic Ltr 00 05 to all liconsoos of opurnMng l*WRn A htiKltii’i ol CR'i fi*' 
PWRs ro boric acid corrosion of cnrhcin ntool runctnr prusnuro Ixiutulniy < orii|i(iiiiuii'i 
In PWR plants Sve libl oncl ^ . 

MfRAGLIA.E Associnto Director for Prolticts (Post H/Oilll) IP)/0T/ I / ( oii'Kifldnlml 
Edison Co of Now York, Inc 43pp 440/‘J.0fi4 44H/9 126 


Q Inspcctfoh reports. tE QuIlotIns & corroapondonco 

8803070233 Responds lo NRC 000120 Ur to violalion'i noted In Insp ffnjitn hO P/ l/n/ 
35 & 50 374/07 34 CorrcUivo actions f’rocoilijrn I OS-f tl (J 3 rnvl‘i<ul lo si'lHunlu slow 
A ertnek start ovofufioni into fwo stjpnrato proenduros 

0UTTCRFI6LD,L Commonwonllh Edison Co Ofl/02/P:' I WIS.A if Mi'tihiri <)f(-^>t 
Iho Director 4pp 44590 352*44599 355 

0803210250 Responds lo NRC Hr ro vtoInliofM note (I In ln*<p Ropin 50 T/R/n/ 34 A '>f> 
374/07 3 J on 0/1201 000(05 Cor roc live ndtemliMls <:il<icl iii innjii r)i|it iiiirforiniMl 
during first rofuol outago w/snllafactory roaulls 

BUTfERFIELD.L Commonweallh Edison Co Ofl/O^/PP DAVIS A M MirqltJn 11. Cjft; nf 
tho Diroclof 2pp 44700 216 44790 219 

8802230035 NRC Info Notice fiOOOn. 'Toruigii Cb|iH:t'i In htonnv GorHiuilnrn ” Svi Ihq 
onci 

ROSSI, CE Division of Operational llvonh Assrs'uiurnl (fbi'il ll/t)ll1) uiJ/()2/2lf 
Consolldatod Edison Co of Now York. 'Inc 1 Hlpp 44594 253 44!)h*j OOt) 

0603070319 Forwarda Insp nepts 50 3 /n/fJfl 03 A 'jO-U/d/fin 03 <ili UUOMi/ 0209 Nn 
vtolQllona noted 

FORNEY, WL Region 3, Ofc of Ifui Daticlor U8/C)')/()l fULlXl ( rOiiimnnwonllfi 
Edison Co 2pp 44604 203 44C04 3«5 

'8803070326 Insp Rnpt 50 373/00 01 SO 3/4/60 O') un flffOlO/ (1209 Ni? vlulritiniis or 
dovlations nolod Major areas InspecUKi provloiH Irinp fin<flrigii,np<irnt]cwhil 
bafoly.survoillanco, maint, training, LI' R & ronional riHiuosln A smmdy 
RfNG.M A Region J. Ofc ol tho Dlroctor 00/02/? 5 1 1pp 44(i()4 295 44604 '10 'i 


■BdQ30?033S Amend 54 fo Lfcense NPF- 11, revising Tecfi Spocs by changing Idonlilica 
lion of comparlmonl in whicfi normal & emorgoncy supply broakors for sTiuldowr^ cool 
mg isolation valvo located 

MULLER, DR PfO|ect Dirocloralo 1)1*2 08/03/01 4pp 44610 060 44610 003 


8803020036 NRC Info Notico 00 007, "fruulvoitonl Iraiisfcr of ficnnsod Motl tti Huron 
trolled Locations “ Sve list end 

CUNNINGlfAM.R E Division of ImJustrinl A MatlK.at Niidlnar 5iafii1y (fh)'i| U/()/,hl) 
00/03/07 Consolidalod Edison Co cl Nnw York. Inc 12j)p 446/:H)0t 44(1/3 fll? 


-8803070335 Safety ovalualion supporting Amend 54 Jo Ucenso 1 
' Office of Nucloar Reactor Fiogulation, Director (Post 070411) 88/03/01 2pp 
44610 064 44610 065 

6603080249 Forwards SuppI J to ’’Summary Rapt LaSallo County Station Units 1 & 2 
DCRDR ’■ 

ALLEN, C M Commonweallh Edison Co 88/03/01 Documont Control Branch (Docu 
ment Control Oosk) 2pp 44643 164-44643 328 

"8803060261 SuppI 1 to "Summary Ropt LaSalle Counly Stallon,Units 1 A 2 DCRDR ’* 
‘ Commonweallh Edison Co 07/12/31 164pp 44643 166 44643 320 

0003090131 Forwards corrected Tech Spec pages to Amends 53 & 35 lo Liconsos 
NPF* 11 & NPF 18, typing format change w/cariyovor to Page B 3/4 3 6 for eacli 
m\ ConectQd page 3M 3 73 (or Unit 2 one) 

SflEMANSKt.P Project Oirocioraio II 1-2 80/03/04 BUTTERFIELD, L Commonwealth 
Edison Co 2pp 44657 273-44657 277 

"8803090137 Correclod Tech Specs pages to Amends 53 & 35 lo Llconsos NPP-ll & 
NPF* f8.(y ping format change w/carryover to Page D 3/4 3 6 for oach unit 
* NRC No Detailed Affiliation Given 08/03/04 3pp 44657 275 44657 277 

0803140212 Environ assessment & finding of no significant impact supporting util pro- 
posed amend to License NPF-1 1 to revise Tech Specs to incorpomio rrew Cycle 3 
roioao fuel operating (imits & expend operating domains 
MULLER.O R Project Directorate HI-2 00/03/07 Opp 44676 119 44676 126 

0803140241 Environ assessment & finding of no significant impact on proposed amends 
to Licenses NPF-11 & NPF-io lo correct Inconsistencies between Tech Spoc roqu^re- 
ments ro suppression pool high level alarm 

MULLER, DR Project Directorate III 2 00/03/07 7pp 44674,339 44674 344 

8003160022 Forwards clarification of malf presented in 870305 proposed Toch Spec 
change to allow removal of ammonia detectors & 080106 submittal of Rev 5 lo “Hab 
itabtliiy of Facility ControJ Room FoJIowrng PosJuJafod Accidenl /r?vofif<ng ” 

ALLEN, C M Commonwealth Edison Co 08/03/09 Document Control Branch (Docu 
ment Control Desk) 1 tpp 44694 311-44694 321 

8803210324 Forwards Amends 56 & 37 to Licenses NPF-11 & NPF-IO, re^echvoJyA 
safely evafuation Amends revise Tech Specs to conform w/LER rulo,10CFR50 73, 
SHEMANSKI.P Project Directorate fH-2 80/03/16 BUTTERFIELD, L Commonwealth 
Edison Co 2pp 44760 144*44760 153 


8003040062 NRC Bulletin 08 003, "InacUniunto Intcli rngnimmont In Iff A typo fntifi 
inn Relay Mln by GC ’’ Sve list onrt 

RoSSf.CE Division of Onoratlonal FvorUn Assossfnnnl (Posl 8/04(1) flU/IKI/IO 
Consolidated Edison Co of Now York, loic 126j7f) 440/3 11)2 440/3 310 

8803080146 NRC Info Notice 00 000, “Chnnilcal Runollona W/Rndwanln SoltdilfnitKin 
Agonib ■’ Sve list end 

RuSSf.CE Division of Oporalionat Evnnls Asaa'i^innint JPo‘il 0/U411) f)H/():i/l4 
Consolidated Edison Co of New York. Inc 120pn 44//2 253 447/3 0tJ> 

0003140284 NRC Info Notice 00 009, ’’neduced Rnlintillily of Rtonm Driven Auxilliuv 
Feedwater Pumps Caused by InatabllUy of Woodward PO-fiL Type Oovornorfi ” Rvr 
list end 

nOSSI,CE Division of Onerallonnl Evonla Assobsihonl (Pom 0/94 fl) 00/01/18 
Consolidated Edison Co ol Now York, Inc 121pp 4405/058 4405/ f/o 

88033003^ Forwards response to NRC 000205 Uullolln 1)8 00) rnqufisliim hiildnm of 
OLs or CPs for Wostingiiouso eJesignotJ nueJoair powof wuclon w/uhirirn goiiiirnlurn 
having carbon stool support platGs,lmplomanl actions Lpocifuid In biilNUin 
MORGAN.W E Commonweallh Edison Co 60/03/24 DAVIS, A R Hmiloii 3. Ofc of 
IheOiroctor 6pp 44913212 44913 2)7 * 


R, Periodic operating reports & reinled corfoapondonco 


8803030111 “Eflluenl & Waste Disposal Samian nual Ropt, Juno Dor 100/ " W/<J 00210 

OJEOERfCH.rt J, Commonweaffh Cefison Cq 87/12/31 DAViS.AD Rfiofriri 3, Ofc (if 
the Director 12pp 44000 001-44006 012 ^ - j 


6803040061 Forwards occupailana) rodlalion exposure porflons of 
KOVACH, TJ Commonwealth Edison Co 60/02/20 DAVfSQ 
Director Ip, 44512.317 44612 338 


nianl opundlng rojUu 
Ron' an 3, Ofu q( wm ) 


OccupalionnI Torse nnol naUinllon Dosna ” Wf OOQPif) /fr 
0JHDEH/CH,GJ Commonweaffh edison Co 07/12/31 DAVIS, n RaruotUi tXc rU Uui 
Director 4pp 44612 330 44612 333 ^ . rn viw 


8803140080 Monthly operating ropts for Feb I90Q W/ono3t8 Hr 
4^^2 237 Comrnonwonlth Edison 


Co 68/(12/29 49f:fr 
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8603210456 He^dquariaB Dail/ lor ^803^4 ' 

* Ra'i al on ProtfeCtioo Branch 80/03/11 63pp 44759 351*44760 054 


S Reportable occurrences, LERs & related correspondence 


6003160022 Forwards clardicaiion of mall presenlpd in 070305 proposed Tech Soar 
change lo allow removal of ammonia deleclors & 0B0106 *^000111131 of Rev 5 lo 'Hab 
rtahihly of FaCdity Conirol Room Following Postulaiod Accidonl Involving ” 

ALLEN C M Commonwealth Edison Go 08/03/09 Documoni Control Branch (Doru 
menl Conirol Desk) 1 1pp 44694 3,1 1 44694 321 


8803140186 LER 87 039 01 on Q/1216,RCIC water leg pump seized Caused by ineflec 
tivo or insufficitini iubfica'ion to pump ihrusl bearing Pump replaced saiisiationljr 
cesled S d:clart2d optrable \,V/8B0303 Hr 

LYON DM OlCDERfCHGJ Commonwealth Edison Co 89/03/03 5pp 44709 301 
44709 305 


B80329Q273 LER 88 001 00 on 680222,RCIC discovered that high level instrumenl 
1621 NlOlA oul ol loteranceper Tech Specs Caused by stripped seipoinl locking 
mtchani'm scft'H Temporary sys change installed to use alterriale switch W/0BO321 

LYON DM DIEDERICHGJ Commonwealth EtJ«son Co 88/03/21 5pp 44921194 


0803210324 Forwards Amends 56 &'37 to Licenses NPF-1 1 & NPF-10. respectively & 
safety evaluation Amends revise Tech Specs to conform w/LER ruloJocrRso 73 
SHEMANSKI,P PfO|6Cl Direclorale III 2 60/03/16 BUTTERriELO.L Commonv/ealth 
Edison Co 2pp 44760 144 44760 153 


-8003210334 Amends 56 & 37 to Liconscs NPF 11 & NPF-ie.rcspGctivoly, revisinc 
Tech Specs to conform w/LER rule. 1 0CFR6O 73 

MULLER, DR Project Directorate III 2 86/03/16 8pp 44760 146 44760 153 


8003210341 Safety evaluation supporting Amends 56 & 37 lo Licenses NPF 11 & 
NPF 18, respectively 

* Project Ojrectoralo III 2 80/03/16 2pp 44760 154 44760 155 


V Operator Examinations 

8803250089 Forwards revs lo guidance lor Inal NRC reaualificaUOh exams re lessons 
learned from exarns at HB Robinson plant VV/o end 

WRIGHT GC Region 3, Ofc ol the Director 88/03/16 REE0,C Commonwealth 
EdiSOn Co 2pp 44001 095 44601 096 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


8803230105 Forwards response lo Generic Hr 88 02, "ISAP II " Partial lislmg of ISAP 
resource requircmonis also end 

MORGAN, WE Commonwealth Edison Co 80/03/16 MURLEY,TE Office of Nuclear 
Reader Regulation. Director (Post 870411) Opp 44849 095 44849 097 

8803230243 Applicalion for amends lo Licenses NPF 1 1 & NPF 1 8, allowing continued 
operation of Unit 2 until schedulod refuel dale of Ocl 1088 & restart & oporaiion of 
Unit 1 until Unit 2 surveillances can bo performed F 00 paid 
ALLEN.CM Commonwealth Edison Co 08/03/16 Oocumont Conirol Branch {Dotu 
menl Control Desk) Gpp 44064 160 448G4 171 


F Security, medical, emergency & fire protection plans 

8803020138 Rtiv 0 to Emergency Plan Implementing Procedure LZP 1380 2. "Control of 
Cnem cdl Spills W/revised index 

^ Commonwealth Edison Co 88/02/01 6pp 44577 109 44577 114 

8803070319 Forwards Insp Ropls 50 373/86 03 a 50 374/88 03 on 880107 0209 No 
violations noted 

FORNEY WL Region 3 Ofc of the Director 88/03/01 REEO.C Commonwealth 
Ed.sonCo 2pp 44604 293 14601305 

-0303070326 Insp Rept 50 373/88 03 50 374/68 03 on 080107 0209 No violations or 
deviahons noted Major areas inspected previous insp tindings.operabonal 
safety surveillance maini training LER & regional requests a security 
RING M A Region 3, 0(c of the Direcior 88/02/25 1 1pp 44604 295 44604 305 

8803090149 Ack receipt of B60202 Rev 3 to emergency action levels (EAL) a support- 
ing EAL philosophy Concludes Dec 1986 concerns addressed Proposed EAL 61 does 
not adequately reflect guidance for earthquakes & typos rioted m listed EALs 
SHAFER.WD Region 3 Ofc of the Director 68/03/04 REED.C Commonwealth 
Edisor>Co 2pp 41664 351 14664 352 


J, Insurance & Indemnity Information 

8003220401 Provides onsite property damage insurance at listed facilities, per 
l0CFR50 54(w)(4) Which require** licensees to rept present sources a level of insur 
ancQ 

MORGAN, WE Commonwealth Edison Co 86/03/15 Document Conirol Branch 
(Document Control Desk) ip 44769 101 44789 101 


-8003230244 Proposed Tech Spoc&.allowing conlinucd oporaiion of Unit 2 until sched 
uled refuel date of Oct 1988 a roslarl a oporalfon of Unil 1 unlil Unit 2 surveillances 
can be performed during Unit 2 outago Hint nffccls Unit 1 
* Commonwealth Edison Co 80/03/16 4pp 44864 160 44064 171 

8003220319 Confirms 680317 tolcon w/CG Groenrnan ro dual circulotron pump inp and 
related core performance anomalies LIsI of oulstancfinq actions lo bo performed enci 
DAVIS,AB Region 3, Ofc of the Oiroclor 60/03/17 REED.C Commonwealth Edison 
Co 2pp 44050 128-44850 129 

8803220384 Generic Ltr 00 05 lo all Irronsoos of oporaling PWRs a holders of CPs for 
PWRs re borfe acid corrosion of carbon stool roaclor prossiiro boundary components 
in PWR plants Sve list onci 

MIRAGLIA.F Associalo Director for Profocls. (Post 0704 1 1 ) 88/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44070 004-440/0 126 


0. Inspection reports, IE Guffetfns & corrospondence 


8803070233 Responds to NRC 000126 Hr ro vJoJallon& noted in Insp Ropls 50 373/07 
35 & 50 374/87-34 Corroclivo actions Procotfuro LOS Rl Q3 rovisod to srparalo sloiv 
& quick start evolutions fnlo two soparolo proceduroi 

aUTTEflFIELD.L Commonwealth Edison Co 00/02/22 DA VIS, A D Region 3, Ofc ol 
the Director 4pp 44599 352 44599 355 

8803210250 Responds to NRC Hr ro vlolaliona notod in Inap Ropls 50 373/07 34 & 50 
374/07-33 on 071201-000105 Corroclivo actions tests died in insp ropl performed 
during first refuel oulago w/salisfaciory rosufls 

BUTTERFIELD.l Commonwealth Edison Co 00/02/22 DA VIS, A B Region 3, Ofc of 
theOireclof 2pp 44790'210 44798 219 


P Operating license stage documents & correspondence 


0802250195 Generic Ltr 88 04 lo all nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve list end 


MIRAGLIA F j Associate Director lor Protects (Post 870411) 88/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 


0803010167 Requests temporary relief from Tech Specs to allow performance of refuel 
interval surveillance Relief will be for duration of secondary containment leak test lo 
pjevcnl reed lo shutdown unit prior lo performing lest 

ALLEN, C M Commonwealth Edison Co 88/02/25 DAVIS,A B Reoion 3, Ofc of the 
Director 8pp 44567 288 44567 295 a - 


8003070325 Forwards Rev 49 to CE 1 A. 'QA Program for Nuclear Generating Pro- 
grams, " consisting of listed revised pag^ss Rev reflects organization & tide chanaes as 
well as changes resulting from mock ASME surveys 

MORGAN, W Commonweailh Edison Co BB/02/28 Document Control Branch fDocu- 
menl Conirol Desk) 1 p 44604 306 44604 325 ' 

Porwards Suppi 1 to ' Summary Repl LaSalfo County Station Units 1 & 2 

DUHDn 

ALLEN, C M Commonwealth Edison Co 88/03/01 Document Control Branch rOncu 
meinl Control Desk) 2pp 44643 164 44643 328 ^ ^ 

• 8803080261 Suppi 1 to “^mmary Rept LaSalfo County Slation,Units 1 & 2 OCROR " 
Commonwealth Edison Co 87M2/31 164pp 44643 166-44643 328 

“"So?®?,”! T*"? Spoc pages ro Amends 53 i 35 lo Licenses 

EdIoTc'o "s'pp 8UTTEflFI£LO.L Commonwoellh 

S3 & 35 to licenses NPF 1 1 & 
'^/carryover to Page B 3/4 3 6 for each unit ^ ^ 

NRC No Detailed Affiliation Given 88/03/04 3pp 44657 275 44657 277 


8802230035 NRC Info Noiico 88 006, "Foroinn Objects in Steam Gonoralors " Sve list 
end 

ROSSI.CE Division ol Operotronal Evonls Assossmoni (Post 870411) 80/02/29 
Consolidaled Edison Co of New York, Inc 1 18pp 44 554 253 44555 009 

8003070319 Forwards Insp Ropls 60 373/80 03 & 50 374/08 03 on 000107 0209 No 
violalrons noted 

FORNEY, WL Ropion 3, Ofc of iho Oiroclor 08/03/01 REED.C Commonwealth 
Edison Co 2pp 44604 293 44604 305 


-8603070326 fnsp Ropl 50 373/08 03 50 374/00 03 on 800107 0209 No violations or 
deviations noted Major areas inspoclod previous insp findings, oporatiortal 
safely, survetllanco. malnt.lrainlng.LER & regional roquesls & aocurlly 
RING.M A Region 3, Ofc of Iho Oiroclor 00/02/25 1 1pp 44604 '296 44604 305 


8603020036 NRC Info Notice 88 007, '‘Inadvortont Transfer of Licensed Mall to Uncon 
trolled Locations " Sve list end 

^ Division of fnduslnal & Modical Nucloar Safely (Post 870729) 
88/03/07. Consolidated Edison Co of New York, Inc 12pp 44673 001 44673 012 


8803040082 NRC Bulletin 88 003, ’’Inadoqunlo Latch Engagomenl In HFA Typo Latch 
ing Rel^ Mfg bv GE " Sve list one) 

ROSSI.CE Division of Oporallonal Events Assossmonl (Post 870411) 08/03/10 
Consolidated Edison Co of New York. Inc 128pp 44673 102 44673 319 


0803000148 NRC Info Notice 08 006, "Chemical Reactions W/Radwaste Solidification 
Agents " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 86/03/14 
Consolidaled Edison Co of Now York. Inc I20pp 44772 253-44773 012 

6803140284 NRC Info Nolico 88 009, "Reduced Reliability of Sloam Driven Auxiliary 
heedwater Pumps Caused by Instability ol Woodward PG PL Type Governors " Sve 
list end, 

Operational Events Assessment (Post B70411) 80/03/18 
consolidated Edison Co of New York, Inc 12tpp 44857 058 44857 170 


“t'ucenlls^RpMlTNPF je it Si®.!™ ''a,'""™''' on proposed amends 
raorlfsTseppmsIion poKh Spec .eq«»o 

MULLER, DR ProjGcl Directorate fif 2 88/03/07 7pp 44674 339 44674 344, 


oqusouuuua forwards response to NRC 880205 Bulloiir^ 80-001 requesting holders ol 
UL8 Of for Westlnghouse designed nucloar power reactors w/stoam generators 
support pfales.implomont actions specified in bulletin 
MOHGAN.WE Commonweatlh Edison Co 08/03/24 DAVIS, A B Region 3. Ofc of 

the Director 6pp 449 1 3 21 2 449 1 3 2 1 7 
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R Periodic operating reports & related correspondence 

8803030111 "Effluent & Waste Disposal Semiannual Rept.June Dec 1987" Wye802io 
Itr 

DIEDERICH,GJ Commonweallh Edison Co 87/12/31 OAVIS.A0 Region 3. Ofc ol 
the Director t2pp 4480Q 001 <14000 012 

6603040061 Forwards occupational radiation exposure portions of plant operating repis 
KOVACH. T J Commonwealth Edison Co 88/02/29 DAVIS.S Region 3, Ofc of the 
Director Ip 44612 317 446t2 338 

**6803060386 "1987 Rept of Occupational Personnel Radiation Doses" W/ 880218 tir 
DIEDERICH.G J Commonwealth Edison Co 07/12/31 DAVIS, B Region 3, Ofc ol the 
Director 4pp 44612 330 44612 333 

88031400BO Monthly operating ropts for Fob 1908 W/880310 Itr 
SAMOLINSKI.SJ, DIEDERICH.GJ Commonwealth Edison Co 80/02/29 40pp 
44702 198 44702 237 

8803100016 Headquarters daily rept lor 860303 
’ Ofc of Special Projects 08/03/03 24pp 44661 029 44661 051 


S. Reportable occurrenceSi LERs & related correspondence 

8803170227 PNO III 88 010 on 800309, reactor scrammed Caused by technician 
error Licensee elected to place unit in cold shutdown for various mainl activilies State 
of IL & NRC notified 

R1NG,M, FORNEY.W Region 3. Ofc of the Dtreclor 08/03/10 Ip 44739 245 
44739 245 

8803220388 PNO l|l80 010Aon 800309, technician error resulted m both recirculation 
pumps tripping followed by isolation of steam supply to foodwator heaters reactor 
tripped when power spike reached 1 18*;o solpoinl on high APRM No fuel damage oc- 
curred 

RING.M , FORNEY.W Region 3, Ofc of Iho Difoclcr 88/03/17 tp 44044 211 
44044 211 


V Operator Examinations 

8803250089 Forwards revs to guidance (or trial NRC rcgualificalion exams re lessons 
learned from exams at HB Robinson plant W/o end 

WRIGHT .G C Region 3, Ofc of Iho Diroctor 00/03/10 REEO.C Commonwealth 
Edison Co 2pp 44801 095 44001 096 


DOCKET 50*382 WATERFORD GENERATING STATION. UNIT 3 


8803010417 Informs that author selected as acting nuclear safety & regulation affairs 
manager.replacmg KW Cook Rev to NRC correspondence distribution hst.roffectmg 
chanqe, requested 

BURSKI.R F Louisiana Power & Light Co 88/02/19 Document Control Branch (Doc 
ument Control Desk) Ip 44531 113 44531 113 

8802250195 Generic Llr 88 04 to all nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve list end 

MIRAGLIA.FJ Assocrale Director for Projecis (Post 87041 1) 88/02/23 Consolidated 
Edison Co of Now York, Inc 1 1pp 44553 945 44553 355 

8803010356 Forwards Amend 30 to License NPF 38 & safety evaluation Amend 
changes App A Tech Specs by revising msp interval for tow pressure turbine heavy 
disc rotors from 40 to 60 months 

WIGGINGTON.DL Projed Directorate IV 80/02/23 DEWEASE,JG Louisiana Power 
& Light Co 3pp 44541 04?.44541 056 

*6803010364 Amend 30 to License NPF 36, revising Tech Specs to incorporate revised 
60 month msp interval for low pressure turbine heavy disc rotors 
CALVO.JA Pfoiecl Directorate IV 88/02/23 7pp 44541050 44541054 

• 8803010365 Safely evaluation supporting Amend 30 to License NPF 38 
* Project Directorate IV 08/02/23 2pp 44541 055 44541 056 

8803040162 F orwards "Semiannual Radioactive Elfluent fleleaso Rept for Jul Dec 
1987 " Rev 6 to Sun/cillance Procedure HP 1 230, "OMsile Dose Caicutation Manual" 
also end 

BURSKI.R F Louisiana Power & Light Co 88/02/26 Document Control Branch (Doc 
ument Control Desk) tp 44567 341 44568 142 

‘*8803040168 Rev 6 to Surveillance Procedure HP 1 230, "Offsilo Doss Calculalion 
Manual " 

■ Louisiana Power & Light Co 07/07/07 1 t7pp 44566 026 14568 142 

8803070153 Requests partial exemption from lOCFRSO App J requirement to terminate 
Typo A containment leakage test in ovont ol excessive leakage paths Alternaic test 
method poses no decrease in margin of safety assured by present tost 
BURSKI.R F Louisiana Power & Light Co 08/03/03 Document Control Branch (Doc- 
ument Control Desk) 2pp 44629 135-44629 136 

8803080329 Partial response to FOIA request for documents re regional evaluation of 
plant Forwards App D documents App A & B documenis available in PDR 
GRIMSLEY.DH Division of Rules & Records (Post 870413) 88/03/04 CONNOR, L 
Doc Search Associates 6pp 44635 002 44635 329 

••8803080345 Forwards Ronion IV operating plan for FY05 Items which mgl should 
locus attention on listed Audi operating plans encl 

FOSTER.WH Region 4. Ofc of Iho Director 65/11/13 MARTIN, RD Region 4, Ofc 
of the Director 138pp 44635 009 44635 146 


F, Security, medical, emergency & fire protection plans 


8803090270 Forwards revised Figure 5*1 A of ulil emergency plan, per lolcon between FJ 
Ennlcbrachl & Ca Hacknoy Figure rolssuod w/dcslgnalion "draft copy" removed 
BURSKI.R F Louisiana Power & Light Co 08/01/26 Dociimont Control Branch (Ooc 
ument Control Desk) Ip 44665 209 4466G'210 


••8803110154 Cmorgency Plan Pago A-5-1A,Figuro 6 1A, "Nuclear Operations Dept Or 
ganization " 

^ Louisiana Power & Light Co 88/01/26 ip 44665 210 44665 210 


8803030116 Advises of special Initiativo in laic stages of planning enlillod, "Emergency 
Operating Procedure (EOP) Insp Program ’’ Purpose of Insp to verify EOPs lochmcally 
accurate & actions can bo moaningfully accomplished 

CALLAN.LJ Region 4, Ofc of me Dtreclor 80/02/24 OEWEASE.JG Louisiana 
Power & Light Co 2pp. 44600 351*44608 352 


8803030199 Advises that util 6801 26 submittal of omorgency plan chanqos accoptqble 
CALLAN.LJ Region 4. Ofc of tho Director 08/02/24 DEWCASf.JG Louisiana 
Power & Light Co 2pp 44610 271-44610 272 


8803110167 Forwards Amontj 31 to License NPF-30 & safely evaluation Amend 
changes Tech Specs by changing method of firo dotoclion in containment annulus 
WIGGINTON.D L Project Directorato IV 80/03/04 DEWEASE.J G Louisiana Power 
& Light Co 3pp 44673 158*44673 106 


■8803110168 Amend 31 to Liconso NPF-38, changing Tech Specs by changing method 
of fire detoction tn conlamrnonl annulus 

CALVO.J A Project Directoraio IV OB/03/04 9pp 44673 161*44673 169 


0803170082 Forwards "Final nadiolonical Emorgency Proparodnoss Exercise Rept Wa- 
terford 3 Steam Electric Station ’ on 871014 No dolicloncios identified during 
exercise One area requires corrective action from previous exorcise in Oct 19BG 
KRIMM.RW Federal Emergency Management Agency 08/03/08 STOHR.JP Divi 
Sion of Radiation Protection & Emergency Preparedness (Post 870411) Ip 
44730 347 44739 035 


-8803 170088 "Final Radiological Emergency Preparedness exercise Rept for Waterford 
3 Steam Electric Station" on 871014 

* Federal Emergency Management Ageiicy 80/01 /22 4Gpp 4473B 348 44739 035 

BB03230376 Forwards proposed Rev 10 to physical security plan & response to cues 
tion re licensee annual review of physical security & contin^ncy plans & procedures 
to evaluate potential impact on plant Encl withhold (ref 10CFR73 21) 

BURSKI.R F Louisiana Power & Light Co 88/03/21 Document Control Branch (Doc- 
ument Control Desk) 2pp 44B66 105 44866 186 


P. Operating license stage documents & correspondence 


8003110167 Forwards Amend 31 to License NPF-3Q & safety evaluation Amend 
changes Tech Specs by changing method of fire detection in containment annulus 
WIGGINTON.D L Project Directorato IV 80/03/04 DEWEASE J G Louisiana Power 
& Light Co 3pp 44673 158 44673 186 

-08031 1016B Amend 31 to License NPF 38.changing Tech Specs by changing method 
of fire detection in containment annulus 

CALVO.JA Project Directorate IV 08/03/04 9pp 44673 161 44673 169 

-8603110169 Safety evaluation simperting Amend 31 to License NPF 38 
* Of lice of Nuclear Reactor Regulation. Director (Post 870411) 68/03/04 3pp 
44673 170 44673 166 


8803100089 Advises that util 871026 response to NRC request for Info on US Fool & 
Dio spent fuol pool racks at plant acceptablo 

WIGGINTON.D L Project Directorate fv 88/03/07 DEWEASE, JG Louisiana Power 
& Light Co 2pp 44760 269 44760 270 

8803160326 Discusses action plan to address two areas of concern noted during NRC 
Ooc 1987 vendor mterfaco/procurement program audit Work w/emercency diesel 
genoralors completed in Jan 1988 & Phase il document review completod on 800301 
BURSKI.R F Louisiana Power & Light Co 88/03/10 Document Control Branch (Doc- 
ument Control Desk) 2pp 44730 293 44730 294 


8803220181 Forwards EPA 880223 Itr deleting Outfall 003 from NPDES Permit 
LA0007374 Outfall discontinued in Feb 1987 & mods to completely remove outfall 
from SVC completed m June 1987 

BURSKI.R F Louisiana Power & Light Co 88/03/16 Documont Control Branch (Doc 
ument Conirol Desk) 2pp 44808 090 44808 091 

8B03220364 Generic Ltr 88 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list encl , ^ . 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44679 004 44879 126 


B803290023 Forwards Amend 32 to Ucensa NPF 38 & safely evaluation Amend revises 
lime limits tor monitoring linear heat rale & departure from nucleate boiling ratio using 
core protection calculators when core limit supervisory sys inoperable 
WIGGINTON.D L Project Oiroclorala IV 8B/03/21 DEWEASE, JG Louisiana Power 
& Light Co 4pp 44896 177-44896 192 


-8803290027 Amend 32 to License NPF-3B, revising lime limits (or moniloring linear 
heal rale & departure from nucleate boiling ratio using core protection calculators 
when coro operating limit supervisory Sys Inoperable 
CALVO.JA Project Directorate IV 88/03/21 9pp 44896 181 44896 189 


•8803290038 Safely evaluation supporting Amend 32 to License NPF-3B 
* Project Directorato IV 88/03/21 3pp 44696 190 44896 192 


8809090234 Discusses status of post-accident sampling sys (PASS) Solenoid valves 
selected for design showing failure to seat properly, causing disruption of RCS degasi- 
ficalion portion of PASS Vatvos will bo maintained in interim 
BURSKI.R, F, Louisiana Power & Light Co 08/01/26 Document Conirol Branch (Doc- 
urnent Control Desk), 2pp 44667 086 44667 087 


8803290053 Forwards Amend 33 to License NPF-38 & safely evaluation Amend 
changes Tech Specs by revising limiting conditions for operation on shutdown margin 
w/CEAs Withdrawn & w/CEAs Inserted . 

WIGGINTONDL Project Directorate IV 88/03/21 DEWEASE. JG Louisiana Power 
& Light Co 4pp 44896 103 44896 208 
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■''68032900&Q Amond 33 lo Ltcons* NPF-3S, changing Tech Specs by revising limiting 
condilions for opera lion on shutdown margin w/CEAs withdrawn & w/CEAs inserted 
CALVO.JA Project Directorate IV 0&/O3/21 9pp 4»ia96 197 44896 205 

-8803290061 Safely evaluation suppoitirg Amend 33 to License WPF 38 

Office of Nucloar Reactor Regulation Director (PosI 870411) 88/03/21 3pp 
44695 206 44896 20B 


O. InapecffQn reports, IE Bulletins & correspondence 

8B030301 16 Advisos of special iniliativa in late stages of planning entitfed. "Emergency 
Operating Procorfi/re (EOP) (nsp Program ” Purpose of insp to verify EOPs technically 
accuralo & actions can be meaninglLifjy accomplished 

CALLANiL J Region 4, Ole of the Director 88/02/24 DEWEASEJ G Louisiana 
Powers Light Co 2pp 44608 351-44608 352 

8802230035 NRG Info Notice 88 006, ‘'Foreign Objects in Si earn Generators " Sve /rsl 
end 

ROSSI, C C Division of Operational Evenls Assessment {Post 870411) 68/02/29 
Consofidatod Edison Co of New York, Inc IIOpp 44554 2 53 44555 009 

0803040954 Forwards Insp Rept 50 382/87 31 on 871216 880131 & notice of violation 
CALL AN, LJ Region 4. Ofc of the Director 86/02/29 DEWEASE.dG Louisiana 
Power & Light Co 3pp 44571 245 44571 269 

'-0803040050 Nolico of violation from insp on B7121 6 880131 Violations noted motor 
tcrrmnnl splices on component cooling water dry cooling lower Fan 48 not construct- 
ed in accordance w/ Detail 1 on Shed 39 of Drawing LOU- 1564 8-288 
‘ Region 4, Ofc of tllc Director 08/02/29 2pp 44571 240 44571 249 

-8803040060 Insp Rept 50 332/87 31 on 071216 880131 Viofalions noted Major areas 
Inspecled onsile followup of events, monthly mainl & sufvetIJanco 
pnservation.oporalioncnl salety verificatjon & followup of previously identified items 
SMITH.WF, STAKER.TR, HARRELL, PH Region 4. Ofc of Ihe Director 88/02/22 
11pp 44571 250-44571 280 

8803040256 Confirms lhal date of completion for corrective actions identified in Insp 
Ropl 50 362/67 22 revised from 880301 lo 080401 Revised date needed due lo ex 
tensive personnel ctfo-rt required in Jan for extra station activities 
BURSKI,R F Louisiana Power & Light Co 88/03/01 Oocumanl Control Branch (Doc 
umenl Control Desk) Ip 44574 031 44574 081 

8803028036 NRC Info Notice 80 007, "fnadverient Transfer of Licensed Mall lo Uncon 
trolled Locations " Sve list enof 

CLINNINGMAW.R E Division ot Indusirial & Medical Nuclear Safety (Post 670729) 
00/03/0/ Consolidated Edison Co of New York, Inc 12pp 44673 00144673 012 

0003040882 NRC QuHetm 88 003, ‘ Inadequale Lalch Engagement lri HFA Tvpe Latch 
ing ReltW Mfg by GE " Sve list end 

ROSSI, CE tlivisfon of Opo/alional Events Assessment (Post 870411) 83/03/10 
Consolidfllod Edison Co of Now York, Inc 12app 44673 192-44673 310 

0603000140 NRC Info Nolfco 68 000, "Chemical Reactions W/Radwasle Solidification 
Afients ” Sve lisl onci 

ROSSI, C E Division ol OpDfiibonnl’ Evenls Assessment (Post 870411) 86/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 

0003140204 NRC Info Notice 80 009, '"Reduced Rolrabilily of Steaim Driven Auxiliary 
Feedwflior Pumps Caused by Instability of Woodward PG-PL Type Governors" Sve 
\is1 end 

ROSSI, C E Division of Operational Evonis Assessment tPost 870411) 08/03/10 
Consoliclaiod Edison Co of Now York, Inc 121pp 44B57 059 44857 178 


R. Periodic operating reports & related corredpondonce 

BQ02 180106 Monthly operating rept for Jan 19aQW/Q80212 Hr 
MILLER, G , BURSKLRF Louisiana Power & Light Co 88/01/31 7pp 44560249 
44580 255 

0603040162 Forwards "Somiannual Radioactive Effluent Release Rept tor JufOoc 
t987 Rov 6 to Surveillance Procedure HP-1 230. '"Offsite Dose Cafcolation Manual" 
also end 

BURSKI.R F Louisiana Power & Ugh I Co 86/02/26 Document Control Branch (Doc- 
umcni Conirof Dosk) ip 44567 341-44566 142 

-8CO3028032 "Semiannual RadioaclivD EfIfuenI Release Rep1,Jul Dec 1987 *' 
BURSKI.RF Louisiana Power & Light Co 87/12/31 45pp 44567 342-44568 023 

-8803040160 Rev 6 lo Surveillance Procedure HP-1 -230, "Offsite Dose Calculation 
Manual " 

* Louisiana Powers Light Co 87/07/07 117pp 44568 026-44568 142 

8003020023 Forwards “Summary of Personnel Moiutoring Ending 871231" & "Work & 
Job Fik«\cVon Exposure Tabulation Rept (o'" 1987 " 

BURSKI.R F Louisiana Powers Light Co 88/02/29 Docirmenl Control Branch (Doc- 
umenl Control Dosk) 1p 44575 116 44575120 

-8003020024 ‘‘Summary of Personnel Monitoring Ending 871231 " 

■ LouiSrana Power & Light Co 87/12/31 Ip 44575 119 44575119 

-8003020027 "Work & Job Function Exposure Tabulol Ion Repl for 1987 " 

• Louisiana Power & Lrgtit Co 87/12/31 tp 44675 120 44575 120 

0003100037 Monthly operating rept for Feb 1988 IV/88O309 Ifr 
MILLER.G, BURSKI.RF Louisiana Power & Light Co 80/02729 7pp 44726 346 
44726 352 


S. Reportable occur rrenc as, LERs & related correspondence 


8003010127 LER 08 002 00 on 880 126 .reactor manually tripped when roaclor coolant 
pump upper thrust bearing overhealod Caused by dogged lube oil strainer Small mash 
alralner roplaccd w/largor mesli strainer W/880225 Hr 

ROGERS.E e . CARNS.N S Louisiana Power & Light Co 88/02/25 6pp 44535.284- 


4 4535 289 


0803010299 LER 07-026 Ol on 071 123, chemical & vol control failed lo meet Tech Spec 
requiremont On flaO)26.conlrol element drive mechanism cooling valve limit switch 
unprotected Caused by personnel error Cables repaired W/a80225 Itr 
BAKER.DE, CARNS,NS Louisiana Power & Light Co 88/02/25 lOpp 44531 068- 
44531 077 

0803210292 FNO IV 88 020 on 880308, bag containing used anii C ciolhinq found to 
coniair> hot particle m shoulder area of garment Mobile particle was approx 725 uCi 
of Cobalt/ Manganese compound Four personnel examined w/no skin Irregularities 
MURRAY.B . V^NDELL.L A Region 4, Ofc of the Director 88/03/1 1 2pp 44799 132- 
44799 133 

8803280064 Special Hepl SR B8 003 00 from 650801 000308, several omorgenicy djeseP 
generators failed (o start Caused by malfunctioning trip mechanisms Diesels will not 
be taken out of sve until plant scheduled to bo out of-svc for maint 
CARNS.N S Louisiana Power & Light Co 88/03/10 Document Control Branch (Docu 
menl Control Desk) lOpp 44903 066 44903 075 

8803280042 LER 68 003 00on 6802 19, spurious ESF control room vontjlahon occurred 
due to equipment malfunctions Corrective action not slated W/800321 Itr 
VINCf.DW, CARNS.NS Louisiana Power & Light Co 60/03/21 7pp 44012 012- 
44912 016 


DOCKET 50-387 SUSOUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8802290034 Nolilicdtion of Licensee Meoling 06 005 on 660129 in Region I to discuss 
licensee overview of health physics preparation for Mar 1960 outage 
BLOUGH,AR Region I, Ofc of Ihe Director 00/01/1 1 Region 1, Ofc of the Director 
2pp 44544 008 44544 009 

8803090078 Rev 10 to Emergency Pfan Implemenling Procor/uro EP4P 007, "Personnel 
Assembly & Accountability & Site Evacuation " W/680223 Mr 
TABOR.WF, KEISER.H W Pennsylvania Power S Light Co 06/02/19 20pp 
44666007 44666 034 

0803010027 Forwards Insp Repis 50 307/06 02 A 50 300/68-02 on 660104 07 No vio 
tatvorvs noted 

MARTIN.TT Region 1, Ofc of Ihe Director 68/02/23 KEISER.H W Ponnsyfyania 
Power S Light Co 2pp 44531 016 44531 022 

•8803010636 Insp Repis 50 307/88 02 & 50 300/66 02 on 000104 07 No vitrtationa 
noted Major areas inspecled security oroanizniion & program audi1,lighting.assossmonl 
aids, access conirol, alarm stations & followup to unrosolvod items 
SAfLEY.RJ, KEIMIG.RR Region 1. Ofc of tho Diroclor 08/02/10 3pp 4453) 020- 
44531 022 

8803080232 Revs to emergency plan implementing procoduros, including Change t-66 
0125 lo Rev 9 to EP-IP045, "PASS 14 7-WL Gas Sampio" & Change 1-86 0126 to 
Rev 7 to EP‘IP 046. "PASS ladine/Parlfculato Sample " 

• Pennsylvania Power & Light Co 88/02/25 Opp 44622 287 44622 295 

8003160013 Rev 4 to Emergency Plan Implomenling Procodure CP IP 031, "Public Info 
Emergency Procedures " W/800304 fir 

KEISER.H W Pennsylvania Power & Light Co 60/03/04 42pp 44717 067 44717 108 

8803210021 Forwards Safely Insp Repis 50 387/08 04 A 50-306/60 03 on 660104- 
0213 A notlco of violation 

WIGGJNS,JT, Region 1, Ofc of the Director 60/03/14 KEISER.H W Pennsylvania 
Power & Light Co 2pp 44796 231 44796 245 

-8803210024 Insp Ropts 50 387/80*04 & 50 366/60 03 on 660104 0213 ViolaNons 
noted Major areas inspected plant operations, physical security, plant 

evenls, surveillance, mafnl & licensee posting of radiation areas 
BLOUGH.AR Region 1. Ofc Of Iho Director 08/03/11 t2pp 44796 234 44796245 

8803210376 Forwards Safety Insp Repis 50 367/60 06 & 50 366/60 05 on 860216 
16 No violations noted 

BELLAMY.RR Region 1, Ofc of the Director 08/03/14 KEISER.H W Pennsylvania 
Power & Light Co 2pp 44774 296 44774 306 

-8803210308 fnsp Rcpts 50 367/88 06 & 50-360/60-05 on 660216 16 NO violations 
nolod Major aroas Inspoclecf licensee annual partial participation emergency exerdso 
performed on 000216 

GOROON.cz, LAZARUS.WJ Region 1. Ofc of the Director, 68/03/09 7pp 
44774 300 44774 306 

0803220279 Change 1 08-0193 (o Rev 2 to Procedure EP-IP-000. "Search/ Rescue/ 
First Aid" & Change 1-06 0195 lo Rev 2 to Procedure EP IP-016, "In-Plani Team 
Mat" 

0OYLE,D J Pennsylvania Power & Lfghl Co 66/03/15 29pp 44603 101*44603 129 

8003290083 Revised emergency plan Implementing proceduros.including Rev 6 to EP- 
IP043, "Post Accident Sampling Sys Small Vol liquid Sample" & Rev 10 to EP IP- 
045, "Post Accident Sampling Sys 14 7-ML Gas Sampio " W/060322 Hr 
TABOR.W, KEISER.H W. Pennsylvania Power & Light Co 06/03/22 46pp 
44911 000*44911053 


J, Insurance & Indemnity Information 

8803220291 Advises that Ksted Info represents present level of onsite property damage 
insurance for facility 

KEISER.H W, Pennsylvania Power & Light Co 68/03/17 WOOD.fl S NRC - No De 
tailed Affiliation Given Ip 44769 091-44769 091 


P, Operating ficense stage documents & correspondence 

860301 0350 Rev 1 lo Notihcation of Licensee Meeting 67-045 on 670630 w/utd In King 
of Prussfa.PA lo discuss status of activities 6 future plans 

WIGGINS, J, Region 1, Ofc of ihe Director. 87/05/14 Region 1, Ofc of Ihe Director 
2pp 4455 1;29 1 -44651 292 
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6602250195 Generic Llr 8B 04 to all nonpower reactor licensees re distribution o1 gems 
irradiated in research reactors Svc list end 

MIRAGLIA.F J Associate Director for Proiects (Post 870411} 88/02/23 Consolidated 
Edison Co of New York .Inc lipp 44553 345 44553 355 

6803040176 Final response to FOIA requosl Forwards App M documents Documents 
also available in PDR App N documents withhold (ref FOIA Exemption 5) 
GRIMSLEY.DH Division of Rules & Records (Post 870413) 88/03/02 BOLEY.K 
Public Citizen's Critical Mass Energy Projccl 4pp 44583 015 44563 020 

' 6603040244 Fotv/artis prehminary post-accreditation audit reviews at Susquehanna on 
651021 23, at Dresden on 051116 21 & at Oconee on 851216 16 & ropi on INPO 
851210 follow-up visit at Susquehanna 

OENTON.hr Office of Nuclear Reactor Rogulalron, Director (651125 870411) 86/ 
01 /2B PATE.Z Institute of Nuclear Power Operations 48pp 44563 032 44583 079 

8603060322 Submits NPRDS compononl identifiers for reactor protection sys compo 
cents in GE NEDC 30651 P. per NRC 88021 1 request 

KEISER.HW Pennsylvania Power & Light Co 08/03/04 BRADY.B Trends a Pat- 
terns Analysis Branch 7pp 44656 220 44656 226 

6803150372 Advibes that Div 2 aollles 1T212 A through M a 2T212*A through M can 
be recharged within 3 days instead of 30 days afler small break LOCA Requests that 
proposed change to FSAR Question 21 1 67 a listed sections be approved 
KEISER.HW Pennsylvania Power a Lighl Co 66/03/10 SUTLER, wR Project Direc- 
loraie 1-2 2pp 44668 356 44688 357 

8003220261 Fonwards notice ol consideration of issuance of amends fo Licenses NPF 
14 a NPF 22 a opportunity for hearing on 860208 request to revise Tech Specs to 
change load profiles for 12b volt dr batteries 

BUTLER, WR Project Directorate I 2 86/03/15 KEISER.HW Pennsylvania Power a 
Light Co 3pp 44773 344 44773 351 

-6603220276 Notice of consideration of issuance of amends to Licenses NPF 14 a 
NPF 22 a opportunity for hearing Amends change Tech Spec Section 4 62 1 d 2 b to 
increase a decrease load profiles for battorios 

8UTLER.WR Projocl Directorate I 2 88/03/15 5pp 44773 347 44773 351 

B603210373 Trip ropl of silo visits to Nino Milo Point 1 a Susquohana 1 a 2 on 680210 
a 11,respQClivcly,1o review venting operating emergency procedures jointly w/associ- 
ated PaiOs a plant waikdowns for possible implementatfon problems 
BUTLER, W.R Project Diroctorato I 2 REGAN, W H Human Factors Assessment 
Branch 88/03/16 VARGA.SA Division of Roaclor Projects - I/ll (Post 6704 It) 
ROE,J W Division of Llconsoo Performance a Qualify Evaluation (Post 87041 1) 28pp 
44755 232 44765 207 

6603220364 Generic Lfr 86 05 to all llconsoos of operating PWRs a holders of CPs for 
PWRs re bone acid corrosion of carbon steel rooctor pressure boundary compononls 
in PWR plants Svc list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 80/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44870 084-44B79'l26 

8603290361 Advises (hat 670209 proposed changes to Tech Specs to support alterna- 
tive posl-accldonl monitoring not approved, duo to lack of rosponso 
THADANl.M C Project Direclorato I 2 86/03/23 KEISER.H W Pennsylvania Power a 
Light Co 3pp 44897 001 44097 025 

0803290099 Forwards environ assossment a finding of no sinnificant Impact re 071015 
a 30 requests for amend to revise Toch Specs concornlng required tolerance for 
diesel generator loading timers for RMR pumps 

BUTLER, WR Project Directorate I 2 06/03/24 KEISER.HW Pennsylvania Power a 
Light Co 3pp 44096 225 44896 231 

-6803290102 Environ assesamont a finding of no significant impact re util 871015 a 30 
requests for amends to Liconsos NPF- 14 a NPF-22, revising Tech Specs concerning 
required tolerance lor diosol generator loading timers for RHR pumps 
BUTLER.W Project Directorate 1*2 68/03/24 4pp 44096 220 44696 231 

8B0331011Q Advises tfiat control room indtcalion for fifth diesel gonorafor will not bo 
installed, per 660029 commitmonl Alternate method of Indicalion behoved to meet 
intent of original commiimont will be utilized 

KEISER.HW Pennsylvania Power a Light Co 86/03/24 BUTLER.W R Project DJroc 
toralol2 2pp 44915 354 44015055 


Q Inspection reports, IE Bulletins a correspondence 

6603010027 Forwards Insp Repts 50 387/08 02 a 50 380/00 02 on 880104-07 No vjo 
lations noted 

MARTIN.TT Region 1, Ofc of the Director 88/02/23 KEISER.HW Pennsylvania 
Power a Light Co 2pp 44531 010-44531 022 

-8803010036 Insp Repts 50 387/86 02 a 50 388/68 02 on 660104 07 No violations 
noted Major areas inspected security organization a program audit.lighling, assessment 
aids, access control, alarm sfafions a followup to unrosolvod items 
BAILEY.R J. KEIMIG.RR Region 1. Ofc of the Director 08/02/19 3pp 44531 020- 
44531 022 

6003100054 Forwards Safely Insp Repts 50 387/88 01 a 50 388/88 01 on 800104- 
06 No violations noted 

JOHNSTON.WV Region 1. Ofc of the Director 86/02/26 KEISER.HW Pennsylva- 
nia Power a Lighl Co 2pp 44667 090 44667 101 

“8803100057 Insp Ropls 50 367/68-01 a 50 388/88-01 on 080104 08 No violations or 
deviations noted Major areas inspected malnl program, Including review of Implementa- 
tion of OA audits 

FINKEUA . BLUMSERG.N Region 1, Ofc of the Direclor 86/02/19 lOpp 44667 092- 
44667 101 

8602230035 NRC Info Nolice 68 006, “Foreign Objects In Sleam Generators ” Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Inc 1 )8pp 44554 253 44555 009 

0803150359 Forwards Mat Meeting Insp Repts 50 387/87 19 a 50-380/87-19 
MARTIN.TT Region 1. Ofc of the Director 88/03/04 KEISER.HW Pennsylvania 
Powora Light Co 3pp 44716 059 44716 065 


- 8803150367 Mgl Meeting Insp Repts 50 387/67 19 a 50 308/67 19 on 880129 Topics 
discussed insp hndings, licensee beliefs as !o causes of weaknesses idenlified & li 
censee corrective aclions 

NIMITZ.RL, SHANBAKY.MM Region 1 Ofc of the Direclor 00/02/24 3pp 
44716 062 44716 065 

0803020036 NRC Info Notice 80 007, Inadvertent Transfer ol Licensed Mall to Uncon 
irolled Locations " Svc list end 

CUNNINGHAM, R E Division of Industrial a Medical Nuclear Safety (Post 870729) 
86/03/07 Consolidated Edison Co of New York, Inc 12p|> 44673 001 44673 012 

0803040062 NRC BuHolin 88 003, “Inadequate Latch Engagement in HFA Typo Latch- 
ing Rel^ MIg by GE “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/03/tO 
Consolidated Edison Co of Now York Inc 126pp 11673 192 44673 319 

0803000148 NRC Info Notice 88 008, Chemical Reactions W/Radwaste Solidification 
Agents " Svc list end 

ROSSI.CE Division ol Operalional Evonls Assessment (Post 870411) 88/03/14 
Consolidaled Edison Co of New York, Inc I20i)p 44772 253 44773 012 

8803210021 Forwards Safely Insp Repts 50 307/68 04 a 50 38B/BB 03 on 8B0104 
0213 a nolice of violation 

WIGGINS.JT Region 1. Ofc ol the Director 88/03/14 KEISER.HW Pennsylvania 
Powor a Light Co 2pp 44796 231 44796 245 

“6603210023 Notice of violation from insp on 080104 0213 Violation noted on 
BG01 12.areas w/doso rates of up to 400 m/h, which conslilute high ratfialion areas not 
posted as required 

* Region 1. Ofc of the Direclor 88/03/14 Ip 44796 233 44796 233 

•6603210024 Insp Repts 50 387/86 04 & 50 388/80 03 on 6B0104 0213 Violations 
noted Major areas inspected plant operations, physical security, plant 
ovents.surveillance.mamt a licensee posting ol radiation areas 
BLOUGH.AR Region 1, Ofc of the Director 80/03/11 12pp 44796 234 44796 245 

0803210376 Forwards Safely Insp Repts 50 387/80 06 & 50 388/88 05 on 8B0216- 
18 No violations noted 

BELLAMY.R R Region 1, Ofc of the Director 88/03/14 KEISERHW Pennsylvania 
Power a Light Co 2pp 44774 298 44774 306 

-0603210366 Insp Repts 60 36//66 06 a 50 360/88 05 on B0O216 16 No violahons 
noted Major areas inspected licensee annual partial parlicipaiion emergency exercise 
porlormorl on 8802 1 6 

GORDON.CZ, LAZARUS.WJ Region I. Ofc of the Direclor 88/03/09 7pp 
44774 300 44774 306 

8G03210373 Trip rept of site visits to Nine Mile Point 1 a Susquohana 1 a 2 on 880210 
a 1 1 .respectively, to review venting operaling emorgoncy procedures jointly w/associ 
atod PaiOs a plant waikdowns for possible iniplemnnlalion problems 
BUTLER.W R Prolecl Oirocloralo 1-2 86/03/16 VARGA.SA Division of Reactor 
Projects I/ll (Post 87041 1) 20pp 44755 232 14755 287 

8003140264 NRC Info Nolice 66 009, ‘Reduced Reliability ol Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability ol Woodward PG PL Type Governors" Svc 
list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 80/03/16 
Consolidated Edison Co of New York, Inc 12lpp 44057 050 44657 1 78 

6603290235 Forwards Mgl Meeting Repls 50 187/08-08 a 50 360/86 06 on 
660302 NRC review of matter will be completed after addi submittal described in end 
ropl submitted 

KANE.WF Region 1, Ofc of the Direclor 68/03/18 KEISER.HW Pennsylvania 
Power a Light Co 2pp 44090 350 44899 009 

-8803290239 Mgt Meeting Repts 50-387/68 00 a 50 308/88 00 on 880302 Major 
areas discussed util to oiscuss indltenlivoness of liconsed operator Licensee slides 
prosenled during meelmg end 

BLOUGH.AR Region I, Ofc of the Director 88/03/16 18pp 44698 352-44899 009 


n, Periodic operating reports & related correspondence 

6603030179 "RMS Annual Reg Guide I 16 Rept for GY87 “ W/8a0229 llr 
KEISER.HW Pennsylvania Power a Lighl Co 87/12/31 BROOKS.B G Office of Nu- 
clear Regulatory Research, Direclor (Post 660720) 2pp 44602 163 44602 164 

8603210467 “Personnel Whofo Body Exposures for CY87 “ W/600315 Itr 
KEISER.HW Pennsylvania Power a Light Co 87/12/31 2pp 44004 221 44604 222 

6803040257 "Semiannual Efliuonl a Waste Disposal Ropl.Jul Dec 1987 " W/ 880229 

WIDNER.TE, SHANK.KE, DOTY.R L Pennsylvania Power a Light Co 60/02/29 
RUSSELL, WT Region 1, Ofc of Ihe Direclor 132pp 44575 264 44576 055 

8603150119 Monthly operating repls for Feb 1986 W/88031 1 Itr 
HIRT.JA. KEISER.HW Pennsylvania Power a Light Co 88/02/29 
MCDONALD.W G Olfice of Adminisiralion a Resources Management, Direclor (Post 
670413) 9pp 44715 233 44715 241 


S Reportable occurrences, LERs & related correspondence 

6603020196 LER 87-003-01 on 070 127, diesel generator A trip alarm received in control 
room Caused by failure of input capacitor on alarm flasher card Failed components re 
placed Diesel generator A returned to svc W/880229 Itr 

RYDER.TS, BYRAM.RG Pennsylvania Power & Lighl Co 88/02/29 3pp 
44590 154-44590 156 

8003080485 LER 60 004 00 on 880203/eaclor bldg ventilation boundary door discov 
ered blocked open Caused by personnel error Training provided for applicable work 
group Group will Issue planning directive to prevent blockages W/800304 Hr 
WEHRY.RH, BYRAM, R.G Pennsylvania Powor & Light Co 88/03/04 5pp 
44626 212 44626 216 
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8803150056 PNO I Ofi 025 on 0BO3O4juibjnG conirol valves cfosed & automatic scram 
occurred Caused by oneraior bumping agamsi span praloclion auxiliary relay Licensee 
relamrog unit in sh(j[dlo\%n condition lo perform mainl work for 5 7 days 
BLOUGH.R Region 1. Ofc of the Director 68/03/07 tp 447 10039 <147 tO 039 

88-031 S0 153 FoJfowup to final deficiency rept re const cfeficrencies concerning corrosion 
allowance for emergency sve wafer piping Initially reporled on a31102lltil plans lo 
analyze anolher pipjng sompfo during Unit l seventh retueling 
KEISER^H w Pennsylvania Power S Light Co 80/03/10 RUSSELL, WT Region 1, 
Otc of the Director 2pp 44726 OOt-14728 002 


-8003040244 Forwards preliminary post accreditation audit reviews at Susquehanna on 
651021 23, at Dresden on 851I1Q21 & at Oconee on 851216 18 & ropl on INPO 
851210 follow up visit at Susquehanna 

DENTON,H R Office oF Nuclear Reactor Regulation, Diroclor (851125 8 70411) 86/ 
01/28 PAtEZ Institute of Nuclear Power Operations 4tipg 44503 032 44583 079 

8803080322 Submits NPRDS component idenlifiors for reactor proiectror> sys compo 
nents in GE NEDC 30851 P, per NRC B8021 1 request 

KEiSER,HW Pennsylvania Power & Light Co 00/03/04 BRADY, B Trends & Pat- 
terns Analysis Branch 7pp 44666 220*44656 226 


DOCKET 50-380 SUSQUEHANNA STEAM ELECTfifC STATION, UNIT 2 


F Set;urily, medical, emergency & lire prolecllon plans 


8802290034 Nolilication of Licensee Meeting SO 005 on 830129 in Region I to discuss 
licensee overview ol hoidih physics preparation for War 1908 oulage 
BLOUGH.AR Region 1, Otc ol the Dp/octor 80/01/1 1 Region 1. Ofc of the Director 
2pp 44544 006 44544 009 

8803090078 Rev 10 to Emergency Plan ImpFcmenling P/acedure EP-IP007, “Personnel 
Assembly & Accountability a Silo EvacuaiLon' W/B80223 Hr 
TABOR.WF, KEtSER.HW Per>fisylvania Power & Light Co 88/02/19 28pp 
44666 007 44 66 6 034 


8893010027 Forwards fnsp Repts 50 367 /B8 02 & 50 368/86-02 on 8B0104 07 No viO 
lat^ons noted 

MARTIN, TT Regeon 1, Ofc of Ihe Direclor 80/02/23 KEISER.HVV Pennsylvania 
Power & LighI Co 2pp 44631 018 44531 022 

- 8B03010036 fnsp Repts 50 387/86 02 & 50*300/08 02 on 880104 07 No violations 
rioted Major areas inspoclod security organization & program audit,lighting assessment 
aids access control, alarm slations 6 followup to unresolved items 
BAILEY, n J Region 1. Ole ol Hid Director 00/02/19 3pp 44531 020*44531 022 

8803080232 Revs to omergency plan impfomenling proceefurres, including Charga 1 88 
0125 to Rev 9 lo £P*lP-045. ' PASS t4 7-ML Gas Sample" & Change 1 86-0126 to 
Rgv 7 to EP*(P 046 ‘PASS lodine/Pnrticulato SampJD " 

* PonnsylvariM Power 5 LighI Co 00/02/25 9pp 4462 2 287-44622 295 

0803156013 Rev 4 to Emergency Plan inipPemenlmg Procedure EP IP 031, ^'Public Info 
Emergency Procedures " W/000304 Hr 

KEISER.HW Pennsylvania Power & Lrgm Co 80/03/04 42pp 44717 067-44717108 

8683210021 Forwards Safety fnsp Repts 50 007/06-04 & 50 386/06 03 on 680104* 
0213 & notice ol violaUan 

WIGGINS, JT Region 1, Ole of Ibo Direclor 80/03/14 KEISER.HW Pennsylvania 
Power & Lrghl Co 2pp 44796 231 44796 245 

-8003210024 Insp Repts 50 387/00 04 & 50-3QO/0G 03 on 060104 0213 Violations 
noted Major areas inspected plar>l operations, phyalcfll security, plant 
ovGiifs,strveilfance,rnainl & Nconsoe posting ol ratfralion are-os 
QLOUGH,A R Regton 1, Ofc of Ihe Direclor 00/03/11 12pp 44796 234 44796 245 

0803210376 Forwards Saloly fnsp Repts 50 387/00 06 & 50 308/06 06 on 080216 
10 No vioFrtIrons noted 

BELLAMY,nR Region 1, Ofc of llio Diroclor 00/03/14 KEISER,H W Ponnsylyama 
Power a Light Co 2pp 44774 2D8-44i774 396 

-e&032103ad fn<;p Repis 5D-3D7/B6 06 S 59 368/80 05 on 000216 18 No wolations 
noted Major areas inspected lie on see annual parirai parlicppahcrn omergancy exercise 
perlormod on 000216 

GORDON.CZ Region 1. Ofc of tho Daector 06/03/09 7pp 44774 300 44774 306 


0803220279 Change 1-0B 0193 to Rev 2 to Proceduro EP IP-006, "Search/ Rescue/ 
First Aid“ & Change 1 88 0195 lo Rev 2 to Procoduro EPIP016, "In Plant Team 

b8yLE,DJ PGhnsyfvanin Power & Ljght Co 08/03/15 29pp 44803 101-44003 129 


6803290083 Revised ome/gertcy plan implerriGnlmg procodL res, Including Rev 6 lo EP 
IP 043, ‘'Post Acetdord Sampling Sys Smalt Volltqwid Sample'’ & Rev 10 lo EP4P- 
046, ‘ Tost Accrdenl Sarnpliro Sy;, 14 7 ML Gas Sample " W/8B0322 Itr 
TABOR, W . KEISER.H W Ponnsytvaqia Power & Light Co 68/03/22 46pp 
44911 000*44911 053 


J Insirrnrice & Indemnity Informaffon 

8603220291 Advises dial listed rnfo reprosonls present level of ensile property cTamape 
inswianc-o tor lacrlUy 

KEISER,HW Pennsylvania Power & Light Co 88/03/17 WOOD,RS NRC No De 
tailed Affiliation Given Ip 44769 091-44789 091 


p. Operating flccnse stage documents A cerrespondence 

8003010350 Rev 1 to Notilication of Licensee Moeling 07-045 on 070630 w/ulil in King 
of Prussia, PA to discuss stales of activilres & fulero plar>s 

WIGGINS, J Region 1, Ofc of the Direclor 87/06/14 Region 1, Ofc ol the Direclor 
2pp 44551 291 44551 292 

8602250195 Gerieric LtrOS 04 to all nonpovrer reactor liconsees ro drstribolron of gems 
irradiated in rosearchi reactors Sve list end 

MIRAGLIA.F J Associate Director for P/ojecIs {Post 87041 1) 08/02/23 Consolidated 
Edjson Co of New York, Inc llpp 44553 345 44553:355. 

0003099104 Notifies that snubber sample plon has changed since fast tost period prior 
lo second refuebng & msp ouiage on 080305, per Tech Spec 4 7 4e PSA 35 & PSA- 
100 snubbers segregated based on review of funclional lesiing history 
KEf5ER,HW Pennsylvania Power & Lrght Co 00/03/01 RUSSELL, WT Region 1, 
Ofc of Iho Direclor 3pp 4H640 268 44640 268 

0803040176 Final response lo FOIA request Forwards App M cfocumenls Documents 
also available in PDR App N documents withheld frof FOIA Exemption 5> 
GRIMSLEY.DH Division of Rules & Records (Posl 8704 1 3) 08/03/02 BOLEY.K 
Public Cilizen's Cniical Mass Energy Prefect 4pp 44583 015-44583 020 


0803140239 Forwards notice of considoratior) of issuance of amend to Ltcenso NFF- 
22, per 871223 application for amend Amend would revise Tech Spec Table 3 63 1 re 
conlarnmeni isolation valves 

THADANI.M G Proiecl Directorate f 2 B0/O3/O7 KEISER H W Pennsylvania Power & 
Lrghl Co 3pp 44678 178 44678 186 

-0803140245 Notice of consideralion of rssuanco of amend to Lreonse NPF*22 & op 
porlunity for hearing on 871223 request to revise Tech Spec Tablo 3 6 3 I by ropJac 
rng existing containmenl isolation valves w/new isolation valves 
BUTLEfl,WA Project Drrectorate 1-2 08/03/07 5pp 44678 101 44078 185 

8803150372 Advises that Div 2 Sollies 1T212A through M & 2T212-A through M can 
be recharged within 3 days inslead of 30 days after small break LOG A Requests thal 
propased change lo TSAR Oueslron 21 1 67 & listed sections bo approved 
KEISER.HW Pennsylvania Power 8 LighI Co 88/03/10 RUTLER,WR Project Direc* 
torale 1 2 2pp 4468B 356 44688 357 

8803170053 Requests rev to implemenlalion of proposed Amend 57 lo License NPF*22 
re RHR water hammer mod Due to problems w/ procurement schedule.roquosts lhal 
Valves HV/-25129 A & B be issued soparolely rn supporl of Nov 1989 scheduled 
outage 

KBSER,HW Pennsylvania Power & bghi Co 88/03/11 BUTLEn,W R PTO)ec1Djrtc 
torate I 2 2pp 44749 222 44749 223 

8803220261 Forwards noirco of consideration of fssuance of amends lo Licenses NPF* 
14 & NPF 22 & opportunily for hearing on 880208 request to revise Tech Specs lo 
Change load protilos tor 125 voU dc ballories 

BUTLER,W R Projeci Direciorato 1-2 88/03/16 KEISER.HW Pennsylvania Power ^ 
Liflhl Co 3pp 44773 344 44773 351 

* 0803220276 Nolice of consideration of issuance of amends lo Licenses NPF 14 & 
NPF 22 & opportunity for hearing Amends change Toefr Spec Section 4 6 2 I d 2 b lo 
Increase & decrease load profiles for batterios 

BUTLER, WR Project Diroctoralo I 2 88/03/15 5pp 44773 347 44/73 351 

0803210373 Trm rept of site visits to Nino Mile Point 1 & Susquehana 1 & 2 on 880210 
& n.respectivoly.to rovrew venting operating omorgoncy procoefuros joinlly w/associ* 
ated P&IOs & plant wafkdowm* for possible implomonlation problems 
BUTLER,WR Proiocl Orroclorale 1-2 REGAN.WH Human Factors Assossmonl 
Branch 60/03/16 VARGA.SA Division of Roaclor Profocis f/ll (Post 870411) 
ROE,J W Division of UcensGo Porformanco & Quality Evnlualion {Post 870411) 28pp 
44755 232 44765 287 

00O322O3Q4 Ganofic Ltr 08 05 to all ireonsoos of oporaling PWRs & holders of CPs for 
PWRs ro bone acid corrosion of carbon steel roaclor prossuro boundary componGnIs 
in PWR plants Sve Nst one! 

MIRAGLIA.F Assoemte Director for Projoeb (Posl 070411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44079 084 44879 126 

0803290361 Advrsos that 870209 proposed changes to Tech Specs to support altorna 
tiva post-accrdGnt monitoring not approved, due lo lack of rosponso 
THADANI.MC Project Direcioralo j 2 00/03/23 KEISER.HW Ponnsylvania Power S 
UgmCo 3pp 44897 001 44897 Q25 

8003290099 Forwards environ assessment & finding of no significant impact ro 071015 
& 30 requosis for amend to revise Tech Specs concerning required tolerance for 
diesel generator loading timers for RHR pumps 

BUTLER.Wfl Profocl Directorate I 2 88/03/24 KEISER.HW Pennsylvania Power & 
Light Co 3pp 44896 225-44896231 

-8803290102 Envirorr assessment & finding of no significant Impact ro util 071015 A 39 
requests for amonds lo Licenses NPF-14 & NPr-22, revising Tech Specs concerning 
required toferanco for diosc! generator loading timers for RHR pumps 
BLITLEft.W Projocl Diroctorale I 2 88/03/24 4pp 44896 220 44896 23 f 

8803310118 Advisos that control room indication for fifth diosel generator will not bo 
installed per 860829 commitment Allernalo molhod of Indication believed lo meet 
intent of original commitment will be utilized 

KEISCn.HW Pennsylvania Power & Light Co 80/03/24 BUTLER.W R Projeci Di roc 
torate 1-2 2pp 4 46 1 5 354-44 9 1 6 355 


0, Inspection roporls, IE Bullellns & correspondence 

0803010027 Forwards fnsp Repis 50 307/88 02 & 50 380/88 02 on 080104 07 No vio 
latlons noted 

MARTIN.TT Region 1. Ofc ol ino Diroclor 88/02/23 KEISER.HW Pennsylvania 
Power A Light Co 2pp 44531 010 44531 022 

*8003010036 Insp Repis 50 307/80 02 & 50 300/08 02 on 880104 07 No violations 
noted Mofor areas inspected security organizalion & program audit, lighling, assossmonl 
Olds, access controf. alarm stations A followup to unresolved items 
BAILEY.RJ, KEIMfG.RR Region 1, Ofc of the Director 86/02/19 3pp 44531 020* 
44531 022 

8003100054 Forwards Safely Insp Repts 50 387/86 01 & 50 388/88 01 on 8G0104* 
06 No violations noted 

JOHNSTON.W V Region 1 , Ofc of Iho Director 80/02/26 KEISER.H W Ponnsylva 
nia Power & LFghl Co 2pp 44667 090 44667 101 

-8803100057 Insp Ropls 60-387/88 01 & 50-38D/88 01 on 080104 08 No violations or 
deviations noted Major areas Inspected maml program.includmg review of implemenia 
lion of OA audits, 

FINKEL,A, BLUMBERQ.N Region I. Ofc of the Director 88/02/19 lOpp 44607092 
44667 101 
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8002230035 NFC Info Notice 80-006, “Foreign Objects in Sleam Generators" Svc list 
end 

FI OSS I, C E Division of Operational Evontb Assessment {Post 070411) 88/02/29 
Consolidated! Edison Co of Now York, Inc IIOpp 44554 253 44555 009 

8803090104 NotifiGS lhat snubbor sample plan has changed since last test period prior 
to second refuGling & insp -oulago on OBOSOSipor Tocri Spec 4 7 4e PSA 35 & PSA 
100 snubbers segregated based on review of foncHonal losting history 
KEISER.HW Pennsylvania Power & Ligni Co 88/03/01 RUSSELLWT Region i 
Ofc 0l the Director 3pp 44640 266 44640 268 

8003150359 Forwards Wgl Meeting Insp Ropts 50 3a7/a7'19 & 50 386/87 19 
MARTIN.TT Region 1. Ofc o1 Iho Director 88/03/04 KEISER.HW Pennsvlvania 
Power & Lighi Co 3pp 44716 059 44716 065 

-8803150367 Mgl Moolino Insp Repls 50 387/07 19 & 50 388/87-19 on 860129 Topics 
discussed insp lindinps.iiconsoe hollefs as to causes o1 weaknesses identified & h- 
censoo correcltvo actions 

NIMITZ.RL, SHANDAKY.MM Region 1, Ole ol the Director 88/02/24 3pp 
44710 062 44716 065 

8803020036 NRC Info Notice QO-007, "Inadverlonl Transfer ol Licensed Wall to Uncon- 
trolled Locations ’’ Svc list end 

CUNNINGHAM, R E Davision of Industrial & Medical Nuclear Safety (Post B70729) 
00/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001 44673 012 

8003040062 NRC Qullolin QQ-OOO, "Inadoquato Latch Engagemanl in HFA Typo Laich- 
inn Relay Mig by GE “ Svc fist end 

ROSSI, CE Division of Operational Evenfs Assessment (Post 070411) 88/03/10 
Consolidated Edison Co of Now York, fnc 120pp 44673 192 44673 319 

8803080148 NRC Info Notice 08-008, “Chemlcnl Roaclions W/Radwaslo Solidification 
Agonls" Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post B70411>) 8B/03/14 
Consolidafod Edison Co of New York. Inc I20pp 44772 253 44773 012 

8003210021 Forwards Safely Insp Ropfs 50 367/OB 04 & 50-300/60 03 on 860104- 
0213 & nolico of viofalion 

WIGGINS, JT Roglon 1, Ofc of the Director 60/03/14 KEISER,HW Pennsylvania 
Power ALIghl Co 2pp 44796 231-41706,245 

-0803210023 Nekeo of violation from Insp on 880104 0213 Violation noted on 
B001 12, areas w/dose rates ol up to 400 m/h,v^hicK consHlulo high radiation areas nol 
posted as required 

• Region 1. Ole of tho Diroclor 00/03/14 Ip 44796 233 14796 233 

-8003210024 Insp Ropts 50 367/00 04 & 50 360/80 03 on 0001010213 Violations 
noted Major areas inspoclod plant oporalions, physical socurify, plant 
events, survQillancQ,malnt & llconsoo posting of radiation areas 
BL0UGH,An Roglon 1, Oin of Iho Diroclor 00/03/11 12pp 4470G 234-44796 245 

8803210376 Forwards Safely Insp Ropls 50 307/88 06 & 50 308/60 05 on 080216 
10 No violations noted 

BELLAMY, RR Roglon 1, Ofc ol the Diroclor 60/03/14 KEISER,HW Pennsylvania 
Powor & Light Co 2pp 44774 296 44771 306 

• 80O321O3OB Insp Ropls 50 307/68 00 & 50-360/88 05 on 800216 10 No violations 
nolod Major areas Inspoclod llconsoo nninual partial partic-ipalion emergency exercise 
porfoimod on 6B0216 

GORDON.cz, LAZARUS.WJ Region 1, Ofc of tho Director 08/03/09 7pp 
44774 300-14771 306 

8803210373 Trip ropl of site visits to Ntno Mile Point 1 & Susquohana 1 A 2 on 860210 
& 11,respoclivoly,lo review vonllng operating omorgoncy procedures jointty w/ associ- 
ated P&IDs & plant waikdowns for possible Implomonlotloa problems 
butler, W R Project Directorate 12 68/03/16 VARGA.SA Division of Roacior 
Projects ♦ I/ll (Post 070411) 26pp 41755 232-44755 287 

0003140204 NRC Info Notice 80-009, "RoducecI neliabllity of Steam Driven Auxiliary 
Foedwalor Pumps Caused by InslabiUty of Woodward PG-PL Type Governors'' Svc 
list onci 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 80/03/ 18 
Consolidated Edison Co of Now York. Inc 121pp 44657 058-14657 176. 

8803280235 Forwards Mgf Mooting Ropls 50*307/60 06 & 60 386/80 08 on 
600302 NRC fovtow of mailer will be completed after nddl submittal described in end 
ropl submitted 

KANC.WF Region 1. Ofc of the Direclor 88/03/16 KEISER.HW Pennsylvania 
Powor & Light Co 2pp 44098 350 44099 009 

-0803290239 Mgl MeQtmq Ropls 50-307/08 00 & 56-306/88 00 on 8B0302 Major 
areas discussed util to Jiscuss inaltontivencss of licensed operator Licensee slides 
presented during mooting end 

BLOUGH.AR Region 1, Ofc of tho Director. 88/03/16 10pp 44098 352-44699,009 


R. Periodic operalfng reports & related correspondence 

0803030179 “RMS Annual Ron Guido 1 IB Ropl tor CYO? “ W/a00229 Itr 
KEISER.HW Pennsylvania Powor & Light Co 87/12/31 BROOKS.0 G Office ol Nu- 
clear Regulatory Rosoarch, Director (Post 860720) 2pp 44602 163 44602 164 

8003210407 “Personnel Whole Body Exposures for CY07 " W/OO-OSIS ttr 
KEISER.HW Pennsylvania Power a Light Co 87/12/31 2pp 44604,221-44804 222 

8BQ3040257 “Semiannual Effluonl & Waste Dtsposal Rep1.Jul-D6C 1087'* W/ 080229 
Ilf 

WIDNER.T E , SHANK, K E , DOTY.R L Pennsylvania Power & Light Co B8/02/29 
RUSSELL, WT Region 1, Ofc ol lha Diroclor 132pp 44576 204 44576 055 


S. Reportable occurrences, LERs & related correspondence 

8003000088 LER 67 012 01 on 871028, spurious ESF aclualion occurred Caused by 
personnel error Operators will receive training on importance of adhering to auxiliary 
boiler sys operating procedure W/6 80303 ttr 

SHERANK6.RG. BYRAM, RG Pennsylvania Power A Light Co 80/03/03 3pp 
44637 065 44637 067 

8803150153 Followup ta final deficiency ropt re const deficiencies concoming corrosion 
allowance for emergoricv svc water piping Initially reported on 631lOSUlil plans to 
analyze another piping sample during Unit 1 sevenlh rolueling 

KEISER.HW Pennsylvania Power S. Light Co 08/03/10 RUSSELL, WT Region 1, 
Ofc of the Director 2pp 44728 001 44726 002 

8803240393 Discusses 680315 Operating Reaclors Events Moeling 60-11 List of 
attendees, events discussed & tabulation of long term followup assignments detailed in 
ends 

LANNING.W Events Assessment Branch 88/03/15 ROSSl,CE Djvision ol Oper- 
ational Events Assessment (Post 870411) 17pp 44890 264-44030 300 

0803280195 Pad 21 rept re Temp-Mat fibrous insulation blankets covered w/aluminum 
laminated alpha marilox styte fiberglass cloth Initially reported on 860314 All alumi- 
num laminated alpha marilex style fiberglass cloth will be removed 
KEISER.HW Pennsylvania Power & Light Co 8B/03/21 RUSSELL, WT Region t. 
Ofc of the DircclOf 4pp 44903 049 4 4903 052 

8003290216 PNO I 89 034 on 880323,ciutlet flow control valve for common lu-ol pool 
cooling filter/demmeralizer failed open causing excessive flow & high dilforcnliai 
pressure Reactor currently defueled Commonwealth of PA informed 
YOUNG, F . aLOUGH.R Region 1. Ofc of the Direclor 86/03/24 2pp 44904 055 
44904 056 


DOCKET 50-389 ST LUCIE PLANT, UNIT 2 


F, Securlly, medical, emergency 6 fire protection plana 

0802240045 Forwards canal barrier status ropl & summary of testing results for Dec S 
Jan Ends withheld (ref !0CFR73 21 & 2 790(a)(3)) 

WOODY, CO Ftorida Power & Light Co 86/02/17 Documenl Control Branch fOocu 
ment Control Desk) Ip 44749 206 44749 206 

8603100033 Advises that 600127 Rev 11-07 to physical security plan consistent w/pro 
visions of 10CFn50 54(p) &. acceptable Page submitted w/rov also addressed Rev 
11-1 re compensatory measures al intake canal Rev not roceived in region 
CLINE.WE Region 2, Ofc of Ihe Direclor 8B/02/29 WOQDY,CP Florida Power & 
Light Co 3pp 44675 185 44675 107 

0003080442 Revised Emergency Plan Implementing Proceduro 1 101, “Offsiie Emergen 
cy Organization Dulies of Enne/gency Conirol Olficer “ W/090301 Hr 
CONWAY .WF Florida Power A Light Co 66/03/01 21pp 44626 262 44626 282 

8803100064 Forwards Rev 13 to physical security plan Rev incorporales doscnpiion of 
intake canal barrier Rev withheld (ref 10CFR73 21 S 2 790) 

CONWAY ,W F Florida Power & Light Co 63/03/07 Oocum&nl Conirol Branch (Docu 
meni Control Desk) 2pp 44601 262 44601 263 

0803230240 Rov 10 to radiological emergency plan W/ 6003 18 Hr 
CONWAY .WF Florida Power & Light Co 66/03/09 221pp 44795 106 44795 310 

6003260002 Fonvards draft Rev 8 to IE Insp Procedure 02412, “Emergercy Response 
FacilltJes Appraisal " Proceduro will be used to verify lhal emergency response facili 
ties meet requiremonls of 10CFR50 47<b),App E & por SuppI 1 lo NUREG 0737 
COLLINS, DM Roflion 2, Ofc of tho Director 88/03/16 WOODY.CO Florida Powor 
& Light Co 3app 44962 142 44962 181 

0BO325O290 Forwards Insp Repls 50-335/66 03 a 50-389/68 03 on 000207 0305 No 
violations ordevialions noted 

WILSON.B A Region 2, Ofc of the Djreclor 60/03/18 CONWAY.W F Fionda Power 
a Light Co 2pp 44903 026 44903 038 

-8003250299 Insp Repls 50 335/88 03 & 50-309/68 03 on 800207-0306 No violations 
or deviations noted Major areas inspected Tech Specs compliance, opera tor 
perforinance.overall plant operations, QA practices & station & corporate mgt prac- 
tices 

S1SB.H E Region 2. Ofc of tho Director 88/03/16 1 1pp 44003 028 44903 03B 


J. Insurance & Indemnity Information 

8803220067 Forwards Endorsement 71 to NELIA Policy NF-227, Endorsement 58 lo 
MAELU Policy MF 86, Endorsement 68 lo NEUA Policy NF-185 & Endorsomeni 76 to 
MAELU Policy MF-55 

CARTER, RJ Marsh & McLennan, Inc 60/03/17 DINtTZJ Ofirca ol Nuclear Reactor 
Regulation, Director (Post 870411) 5pp 44774 330-44774 334 


P, Operating license stage documents & correspondence 

80022 &Q195 Generic Ltr 08-04 to all nonpov/er reactor licensees re distribution of gems 
Irradiated In research reactors Svc list end 

MIRAGLIA.FJ Associeie Director (or Projects (Post 87041 1) 86/02/23 Consolidated 
Edison Co of New York, I no 1 1pp 44553 345 44553 355 

0803040163 Requests lhat author he sent NRC correspondence re plants al listed ad 
dress 

CONWAY.W F Florida Power & Light Co B0/O2/2S Documenl Control Branch (Docu 
manl Conirol Desk) Ip 44633 133-44633 133 



8603070002 Forwards response to Generic Hr 87 12,llem 5, "Loss of RHR While RCS 
Partially Filled" & omitted from original submittal on 8709 10 

CON WAY ,W F. Ftorida Power & Light Co 88/02/29 Documenl Control Branch (Docu- 
monl Control Desk) 5pp 44627 313-44627 317 
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^8^3:300199 Withdraws 660115 request for relief from offsite organizalion Tech Specs 
to implement changes in organization of nutlear energy depi because ulif decided to 
mamlain. Tech Spec organization & subrr^il Pjcense amends 

CONWAY, W F Florida Power & Lighl Co 08/03/07 GRACE.J N Region 2. Ofc of tho 
Director 2pp 44904 296'44904 297 

6803250107 Forwards request for addi info le ulil 680203 request for exemption from 
10CFn20,App A for worker respiralory protection apparatus Response requested 
vnthin 45 days of Hr dale 

TOURIGNY.EG Frojecl Directorate fi 2 88/03/16 CONWAY,WF Florida Power & 
Light Co &PP 44859 208 44859 215 

6803220364 Generic Ltr 88 05 lo afJ licensees of operating PWRs S holders of CPs for 
PWRs ro bone acid corrosion of carbori steel reactor pressure boundary components 
en PWR plants Sve list enci 

MJRAGLIA.F Associate Djrector for Proiecis (Post 870411} 68/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44079 004 44879 126 

8863308443 Forwards Amend 28 to License NPF t6 & safety evaluation Amend 
changes auxiliary feedwater actuation values lor stoam gonerator steam line differen 
tial pressure & feedwater header differential pressure 

TOURIGNY.EG Project Directorate ft 2 8B/03/22 WOODY, CO Florida Power & 
Light Co 2pp 44914 103-44914 202 

**8803300447 Amand 28 lo License NPF-16, changing Tech Specs re auxiliary feedwater 
actuation values for steam generator steam line differential pressure & feedwater 
header differential pressure 

BERKOW.H N Project Directorate II 2 68/03/22 13pp 44914 165 44914 197 

*-8803360449 Safety evaluation supporting Amend 2fi to License NPF 16 
‘ Project Directorate 11-2 66/03/22 5pp 44914 190 44914 202 


0> fnapectfon reports, JE Bulletins & correspondence 


8003220166 Responds to NRC Bulletin 88 001 re delects in Weslinghouso circuit 
breakers Plant does not use subj circuit breakers in any Class IE applications 
CONWAY,W F Florida Power & Light Co 88/03/16 Document Control Branch |Docu 
ment Control Desk) 2pp 44804 137 44Q04 138 

8803250002 Forwards draft Rov B to IE Insp Procedure 82412, ‘Emergonicy Rospanso 
Facilities Appraisal ” Procedure will be used to verify that emergency rospensa lacili- 
lies meet requirements of tOCFR50 47fb),App E & per Suppl 1 to NUREG 0737 
COLLINS, DM Region 2. Ofc of tho Director 00/03/16 WOODY, CO Florida Power 

5 Light Co 38pp 44962 142 44962 181 

8003140284 NRC Info Notice 80 009, ’'Rodirccd Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors ’ Sve 
list end 

ROSSI, CE Division of Operafional Events Assessment (Post 870411) 00/03/18 
Consolidated Edison Co of New York, Inc 12lpp 44057 058 44857 178 

0803250298 Forwards Insp Repts 50 335/88 03 & 50 389/08 03 on 800207 0305 No 
violations or deviations noted 

WILSON 8 A Region 2, Ofc of the Director 08/03/10 CONWAY.W F Florida Powei 

6 Light Co 2pp 44903 026 44903 038 

-8003250299 insp Repts 50 335/80 03 & 50 389/08 03 on 000207 0305 No viulations 
or deviations noted Major areas inspected Tech Specs compliance, operator 
performanco,ovo'all plant operalions^QA practices & station & corporate mql prac 
lices 

BIBB.HE, CRLCMJAK.RV Region 2, Ofc of Iho Director 00/03/18 lipp 
44903 028*44903 038 

8003250297 Responds lo NRC 880225 ltr re violations noted in Insp Ropts 50 335/86 
08 & 50 389/86 07 All environ qualification files have boon reviowod, revised & cor- 
verted into doc pacs & placed under control of drawing program 
CONWAY.W F Florida Power & Light Cb 88/03/21 Documonl Conlro! Branch (Docu 
ment Control Desk) 5pp 44913070 44913 074 


8603170090 Ack receipt of B80111 submitlsl of analytical results ol spiked liquid 
samples, per Insp Repis 50-335/87-24 & 50 389/67-23 Comparison of results lo 
known values fi acceptance criteria lor compansons end for info 
COLLINS, DM Region 2. Ofc of tho Director 88/02/19 WOODV.CO Florida Power 
A Lighl Co 4pp 44710 355 44710 358 

80O3Q1O1O3 Forwards commenis re details ol SALP Repis 50 335/67*28 & 50-389/87* 
27 Impfemenfalion of integrated Irving schodulo at facility would not provide addI bene 
111 to util or NRC ai current lime 

CONWAY.W F Florida Power & Light Co 68/02/25 Document Control Branch (Docu 
ment Control Desk) 2pp 44552 070-44552 071 

6603160264 Discusses Environ Oualilicalion ln!>p Repis 50 335/86 00 & 60 389/86 07 
on Q60331 04D4 fi forwards nolrco of violation Insp identified seven deficiencies clas- 
sified as poLcniial enforcement/unresoived Items 

HERD! A R Rogion 2, Ofc of the Direclor 80/02/25 WOODY, CO Florida Power fi 
LrghlCo 2pp 44697 044-44697 047 

-6803160271 Notice of violation from msp on 860331 0404 Viofalion noted environ 
ualjfication files did not adequately demonstrate qualificalion of various equipment & 
ata in file were inaudilablo in ihdt info was not documented 
HERDT.A R Region 2, Ofc of the Director 88/02/25 2pp 44697 046 44697 047 

0802230035 NRC Info Notice 80 006. foreign ObjeeCs in Sieam Generalors ” Sve lisl 
end 

ROSSI, CE Division of Operational Evenls Assessmenl (Post 670411) 88/02/29 
Corsofidated Edison Co of New York, Inc llOpp 44554 253 44555 009 

8803170058 Forwards Insp Repis 50 335/88 01 & 60*389/08 01 on 880103 0206 No 
violations or deviations noted 

WiLSON.B A Region 2, Ole of the Direclor 88/93/02 WOODY, CO Florida Power & 
Light Co 2pp 4471! 044-44711 051 

-0803176050 Insp Repts 50 335/6Q 01 fi 50 389/88 01 on 000103 0206 No viofalions 
or deviations noted Major areas inspected Tech Spec complianco, operator 
performanco.OA practices, overaSI plant operations fi station & corporate met prac- 
tices 

E . CRLENJAK.R V Region 2, Ofc of Iho Director 66/02/20 6pp 44711 046- 
44711051 

8693170021 Advises of special msp initiative in late stages of planning entitled, ’’Emor 
gency Operating Procedure (EOP) tnsp Program” Program purpose is to verify lechni 
ca1 accuracy of EOPs tnsps lo bo pertormoo In Apr-dul 1960 
REYES, LA Regrofi 2. Ofc of the Director 68/03/04 WOODV.CO Florida Power & 
Light Co 2pp 44711 171 44711 172 

6663020036 NRC Info Notice 68 007. "■inadvertent Transfer of Licensed Mall to Uncon 
irofled Locations ■' Sve list end 

CUNNiNGHAM.R E Division of fndusfnal fi Medical Nuclear Safety (Post 070729) 
80/03/07 Consolidsled Edison Co of New York, Inc I2pp 44673 001-44673 012 

0803110149 Responds to violations noted in lr>sp Repts 50335/87 31 fi, 50-309/87 
30 Correclrve aclian Inverter 1MD restored to normal epe/ation.nonlicensed operator 
counseled & procedure fo control of infrequent operalions under development 
CONWAY.W F Ftorrda Power & Light Co 88/03/07 Document Control Branch (Docu 
mont Control Desk) 2pp 44681 071 44601 072 


8003300134 Advises that no plant specific aclion w/respocl lo NRC Qullelin 87 001, 
"Thinning of Pipe Walls at Nuclear Power Plants” required Info provided used lo de- 
termine extent of industry participation of erosion/corrosion msp programs 
TOURIGNY.E G Project Directorate l(-2 OG/03/22 CONWAY.W F Florida Power fi 
Light Co 4pp 44907 265 44907 2G0 


R Perfodfe operating reports & related correspondence 

8003040124 “Combined Somrannual Radioactive Effluent Roloaso Ropt for jiilDec 
1907" W/fl 80229 ltr 

CONWAY.W F Florida Power & Light Co 87/12/31 30pp 44612 344 44613 012 

8003240347 "Recordod Annual Whole Body Exposure for CY86 " W/000316 Ur 
CONWAY.W F Florida Power & Light Co 87/12/31 2pp 44864 313-44864 314 

80022201 14 Forwards monlhfy operating repis for Jan 1980 fi corrected operating data 
repts tor Apr Dec 190? 

WOODV.CO Florida Power fi Light Co 88/02/16 Documonl Conlrol Branch (Docu 
mont Conirol Desk) Ip 44623 216 44623 255 

-Q802220117 Monthly operating repts for Jan 1988 
GRANT.N W Florida Power & Light Co 80/01/31 17pp 44523 217-44523 233 

-0002220122 Correclod operating data ropts for Apr 1987 
GRANT NW Honda Powor & Light Co 87/04/30 2pp 44623 234 44523 235 

-6802220125 Corrected operating data fopls for May 1087 
GRANT.N W Honda Power & Light Co 87/05/31 2pp 44523 230 44523 237 

-8802220127 Corrected operating data repis for Juno 1987 
GRANT.N W Honda Power & Light Co 87/06/30 2pp 44523 238 44523 239 

-8802220129 Corrected operating data repts for Jui 1967 
GRANT.N W Honda Power & Light Co 87/07/31 2pp 44523 24044523 241 

-0002220133 Corrected operating data repts for Aug 1907 
GRANT.N W Honda Power & Light Co 87/08/31 2pp 44523 242 44523 243 

-8002220139 Corrected data operating repis for Sept 1987 
GRANT.N W Honda Powor & Light Co 87/09/30 2pp 44523 244 44523 245 

-8002220143 Corrected operating data ropts for Oct 1907 
GRANT.N W Honda Power & Light Co 87/10/31 2pp 44523 246 44523 247 

-8002220145 Correcled operating data repis for Nov 1987 
GRANT.N W Honda Power & Light Co 87/1 1/30 2pp 44523 240 44523 249 

-8802220147 Correclod operating data repts for Doc 1987 
GRANT.N W Honda Power & Light Co 87/12/31 2pp 44523 250 44523 251 

8003250313 Forwards monthly operating repts for Feb 1900 fi revised operating data 
repts for Jan 1980 

CONWAY.W F Florida Power & Light Co 08/03/15 Document Conlrol Branch (Docu- 
ment Conlrol Desk) Ip 44844 065 44044 086 


8003040062 NRC Bulletin 88 003, ^Inadequate Latch Engagement in HFA Tvpe Latch 
inp Relay Mfg by GE ” Sve list end 

ROSSI CE Division of Operational Evenls Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York, fne 120pp 44673 192-44673 319 

60033000-23 Ack receipt of 680219 ltr informing NRC of steps taken to correct violations 
noted in fnsp Repts 50 335/S7 25 fi 50-389^^7-25 

WfLSON.B A Region 2, Ofc of the Director 88/03/11 WOODV.CO Florida Power & 
Light Co Ip 44901 077 44901 077 


-0CO321O463 Monthly operating repts for Feb 1988 
GRANT.N W Florida Power & Light Co 88/02/29 17pp 44844 066 44844 082 

-0803260326 Revised monthly operating repts for Jan 1980 
GRANT.N W Florida Power & Lighl Co 68/01/31 4pp 44844 083-44844 086 


S. Reportable occurrences, LERs fi related correspondence 


0803080140 NRC Info Notice 68 008, “Chemical Reaclfons W/Radwasto Solidificalion 
Agents Sve fist encf 

ROSSI, CE envision of Operabonat Events Assessment (Post 870411} 88/03/14, 
Consolidated Edison Co or New York, fnc 120pp 44772 253 4 4773 012 


8803090335 LER 88 001 00 on 880201 , sal ety iniocllon tank 2B2 declared out oT sve S 
refiel valve on fill & drain line to safely Injeclion tank 2A2 Idled & failed to 
roseat Caused ^ failure of vaives.Work repair orders Issued W/080301 ltr 
POWELL,JM, CONWAY.W F Florida Power & Light Co 88/03/01 5pp 44665 108 
44665 19a a 



docketed items 163 


$SQ3260-i52 LfR 86 002 00 on 880210 rodctor containmont bldg polar crar^o power 
^aggod open posihon Caused by personnel error Reaclof con 

44903 2^6 44903 ^ ^ ^ 08/03/19 4pp 


‘8605090477 forwards NRC rcgulalory posillon ro insp of Hnfcly wvuki'i (finuJtjk pnirn ipi 
response lo 860403 reqjosl Insp of nowly complotod woldti shnuhi tin n»mii) IxiUno 

STELL?),V Ofc of tho Exoculivo Diioolor for Oporaliofis fl(J/0»>/0'> llAyJS.flM 
Office of InvGSligaHons 9pp 44609 210 44009 Pifl 


generator btowdown bldg exhaust noble qas 
* r^pnitor fajled Caused by failed central processing unit processor 
pl^e ^ ^ ® particulate, todino & noble gas monitor installed until new monitor irt 

CONWAY.W F Florida Power & Lighl Co 86/03/25 Document Conlrol Branch (Docu 
ment Control Desk) 2pp 44903 294-44903 295 


DOCKET 60-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


-8003070193 Forwards transcript of NRfI ObfliO/ publK (luiiMirn) w/fVA rn vvoltltiHi 
issues 

LONG.W QWn Projocl Dtrcctoralo 2 Q6/0iyc« MAW,UII rn()lnn<jf»iig Urrifn'ti 
(BWR) Ip 44609 030 44609 030 

-6803070196 Transcript of NRR 660107 mooting in (3alhori;fti,MO ro TVA Wirklinu 
issues Pp 1-138 

• Office of Nuclear Reactor Rogulotlon. Director (fl5)l?r>-D/{)4 M) <1(1/01/0/ /(4)|i 
44609 031 44609 206 


A Appllcatlon/conslructfon stage documents & correspondence 

BB02250195 Generic Hr 06-04 lo all nonpower foactor liconsoos re di^lrihution of ooms 
irradiated in research reactors Sve list end 

MIRAGUA.FJ Associate Director for Projects (Pest 870411) 88/02/23 Consotidated 
Edison Co of New York. Inc 11pp 44553 345 44553 055 

8803030015 Partial response lo FQIA request for documenls ro Sonuoyah pressure 
^ ^PP tJocuments App f documents also available in PdR 

GRIMSLEY.D Division of Rules & Records (Post 6704 13) 06/02/26 CONNOR L 
Doc-Search Assoclmos 2pp 445D3 002 44583 162 

- 8404050524 Nolificaiion of 840409 meeting w/ulil & Black & Veatch in Bethosda.MD 
to discuss findings & conclusions ro indeoendonl design review 

Licensing Branch 4 84/03/23 ADENSAM.EG Licensing Branch 4 tp 
44583 328-44583 328 

*•0409200496 Summary of 040907 meeting w/ulil & Woslinghouso ro Tech Specs Util 
requested to respond lo Questions 2b,3a.3b 4a.4b. 
4c.4d,6a.6b.8a,9, f f ,13.1 7a.1 7b, f8, 25.27 & 28 ol NRC 040822 Hr 

Licensing Branch 4 04/09/12 Licensing Branch 4 Ip 44583 330- 

445B4 070 

"8409210295 Surnmary of 040905 meeting w/ulil & INEL ro environ equipment qualili 
calion program List of attendees & list of specific concerns resulting from review 
end Applicant commuted fo respond by 04 f 00 1 

44^3^172^"^ Licensing Branch 4 84/09/12 Licensing Branch 4 lOpp 44503 163 

"0503130141 Nolificalion of 850308 mooting w/ulil In Bothosda MO lo discuss ulil re- 
sponsos on hydrogen & mam steam lino bronk Issues 

^ 05/03/07 ADENSAM.EG Licensing Branch 4 tp 

"8503130017 NoliflcaHonol 050307 meeting w/util in Belhosda.MD to discuss NRC po 
Tcoid parameter in auxiliary control room 

2pp^ 44583 324%83 324^^^^ 05/03/06 ADENSAM.E G hconsinq Branch 4 


•0803070209 Forwards TVA employoo concern dorurnonia to I HCW llnii Ulriff will 
review concerns when TVA submits (inal ovniuailon nipt for cnloiiory ndtirnn'ting nin 
cerns 

SINGH, BK PWR Project Diroctorato 4 80/05/23 YOUNGfUOnD.n .J l>WFH»friJiif't 
Directorate 4 24pp 44609 219 44600 242 

-0803070215 Nolificalion of 860619 moollag w/iitil In Roylon h ofc to (fls(riJ'»*i fVA In 
limidalion & harassment of TVA employoo a 

Region 2, Ofc of tho Director 06/00/10 flegion 2, Gfc of Ifio Ihrcu lor 3jjp 
44609 243 44603 247 


8803160220 Agrees w/NRC dotcrminalion ro ASME Eiollnr A ProBsnro Vonsul (iCXlu 
Cases N 341 & N-35C review foe, per 08021 8 Hr lo SA White f i-e will lirr rumkllud 
G RIDLEY, R Tonnoasoo Valley Aulhonly (18/ 03 /Of) Dnriirnonl Conlrril Urant li (IXn u 
meat Conlrol Desk) Ip 44606 049 44696 046 

Forwards response to Gonoric Ltr 8fl02 ro (SAP lllnlorest In pnriK Ipatinil 
In I5AP II expressed ' ’ 

GRIDI^Y.R Tonnossee Valley Authority 00/03/t5 Docurnonl Conlrol llrcmch (Oocii 
ment Control Oosk) 4pp 44009 340 44009 35 1 


ireorsoos of oporntlno PWRs A holdcfy ol tVa (or 
” ® corrosion of carbon stool reactor prnssum bouiulary < oinponnntd 

in PWn plants Sve list end 

MI^RAG U A, r Associate Director for Pro|«cl8 (Post 070411) 80/03/1/ Coiuiolirlalud 
Edison Co of Now York. Inc 43pp 44670 004 44079 120 

8003^0414 Final response lo FOIA r«quf3^l for docurnenls Forwards (tor urnriiUit finUnl 
i available fn PDR Doiiiinonl in App I' cninpfdl^jjy withheld 

(roi hUiA Exenipllon 5) 

GRIMSLEY.D Division of Rules & Records ((>03t 0/0413} tm/OH/?*) WANN.I liiiina 
Prinling Co 4pp 44920 202 44920 270 ' 


**0601160591 Summarizes NRC aclivdios mvolvinn fVA from 651223 66610') l( nrjj 
oquipmonl <|unlif!cntlon Insf) schodultui to vorninonin on 
rriitnnijer for Brnwoii f urry 

Nuclear Ronclor (looulntion. Director («5nP5 f)/04f N tm/ 
fcxoc<aiv'o DiMiciOf for Opomtiona Ppn .1492(^12114 

44920 285 


T* of 050220 rneolrng w/uiil re power sys concerns 

44583^27^ ^ Licensing Branch 4 85/03/08 Licensing Branch 4 4pp 44503 325 

Prolocl manager of meetings NRR hold 
onsite from Jan 1904 to proseni.per 850310 request I Isl ol meeiings w/rvA 
Mooting snmmartos also provided 

Offico of Nucloaf Reaclor Rogutalion. Director (pro 851125) 05/03/20 
COMBS, F Office of Congressional Affairs (pro 870413) ip 44583 130-44583 130 

"0803030100 Forwards list of mootings w/TVA on listed plants.por request List provides 
meolinn suH & meeting summary dato • k i » u 

85/03/20 M!RAQLIA,F Division of 
Licensing (800420 051124) 2pp 44503.154-44503 155 

"8803030204 Sumrnary of 040329 meating w/TVA & NRC ro TVA proposed changes lo 
nucloar safely review board List of altondoos & agenda end ^ 

5p^p^44M3 156 44503^6^®“'^^°'^ 1 Operating Roaclora Branch 4 


Forwards weekly schodulo of TVA aciivllion for wkn of <)(i(>1i:i A 
20^Schodulo will bo updated & issuod imch Frulay lo rnfloci adiviilnii fur furtlromlng 

THOMPSON.H L NRC ♦ No Dolollod Affillatwi Given <10/01/10 m.Nf ON ff R OHlui 
of Nuclear Reactor Rogulfllion, Diroclor (651 125 0/04 1 1) Opp 44920 ?7 1 44'j;h) pTii 

-06020300^12 Subralls weekly sumnidry of NRC eclivltuss Involving tdll lor <100 11 3 l / ln 
eluding bvorsigiu Group weekly lolcon to iliscuaa blitlus of ongalnn pLlIvliUun A niui 
° 0 QClncal rfoalgn cnlculftHon program 

N'JGloar Roaclor Rogulftliun. IJiroctor (051125 6/f)41 J) 66/ 
44920 29!^^^^'^ ^xoculivq OJror'lor for Opomhons 4pp 44«?0?01 

‘‘ nirfpK^ Inloractions w/TVA for wka of 050166 A |3 

DIRCKS.WJ Ofc of tho Executivo Dirac or Ini Oporalluns 06/01/03 f^AllADlNn 

Commissionors 3pp 44920 267-44920 269 /M>;NU 

schedule of NRC Inloracllons w/TVA for wks of fl(jot 13 A 81) 

f>AnA"niNO?.om 


"8Q0303022S Nolificalton of 840829 meeting w/ulil in Belhosda.MD to discuss App R 
ibtorvontng combustibles A sprinkler sys at Units 1 & 2 
KENYON J J Operating Reactors Branch 4 84/00/22 ADENSAM.E G Oporallng Re- 
actors Branch 4 Ip 44503 161-44583 161 ^ 


”8003030232 Notijication of 840905 meoting w/ulil in Bothosda, MD lo discuss resolu 
Umls^l rosutting frorn review of environ qualification of equipment rept at 

KENYON, T J Operating Reactors Branch 4 04/09/05 ADENSAM.EG OperaHng Re 
actors Branch 4 Ip 44503 162 44503 162 ^ 

"6B03030302 Notification of 050228 mooting w/TVA in Belhosda.MD to discuss resolu- 
tion of concerns raised by power sys branch 

KENYON.T J Operating Reactors Branch 4 05/02/2/ ADENSAM.E G Oporaling Re 
actors Branch 4 Ip 44583 322*44503 322 ^ 


8803080073 Followups author 671117 commitment to provide brief rept on effects c 
mods to flow split tor box on settioable solids of four sewage Iroaimenl plants Mod 
^ ® better distribution of flow among four treatment plants 

SleWART.PL Tennessee 


response to FOIA request for documenls.includmg HR Denton 
860103 ltr lo HG Pams ro TVA position on App 0 requirements End App 0 docu 
menls also available In PDR App P documents totally withheld (rof FOIA Exemptions 5 
a t) 


GRIMSLEY.D H Division of Rules A Records (Post 070413) 88/03/02 WANNL 
Times Printing Co 5pp 44609 024 44609 206 


\ Dotwlbii AffilialioH Givoo 06/01 /24 DENTON H R Offico 

of Nuclear Reactor Rogutalion. Dlroctor (85 1 125 070411) 4pp 44020 275 '44020 2/ fl 

?! interactions w/TVA for wka of 060120 A 27 


nmiVft A ;7 o.h.rf I ”SrC'' Ol TVA nclivilips Involving NHC lor wks nl 

pmod ^ »oli''^llo» lor loilhcornliiB 2 vri! 

THOMPSON, H.L NRC ♦ No Delallod AfNIkatlon Givon 06/01 /21 DFNTnw 11 n 
O l Nuclear Reaclor Regulation. Orootor (05t 135 070;i? R "'pp'a^oTzflo'llVila?^ 


"Il'siZMeeOIM™'*’'''® l''volvirg rVA Iron, 

Sonera 86701/10 PAILADINO Com 


■■To^^’3.7/ ™ ®“8imary of acllvitlos involving TVA or, afioioo 

Gfc of the Execiilivo Diroclor lor OoeretlonH RR/nt/o? oai t ArMKi/-v ^ 
misslonors Ip 44020 208 44920 2fle ^ perauons UH/ot/27 PALLADINO (^om- 
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’8803310192 Submits vveeM/ summaf^ o( NRC activities involving TVA from 660106 

DENTON, HR Office of nuclear Reactor Regulaiion, Director {851125 070411) 86/ 
<1U24 STELLO.V Otc a( Executive Direclor for Operalions 4pp 44920 287 
44920 290 


F Security, medical, emergency & fire protection plans 

6803160228 Forwards Insp Repis 50 390/87 17 & 50 391 /ft7 1 7 on 870920 11 22 No 
violations or deviaiions noted Unresolved item ro documentation for Class IE equip 
rrienl will be pursued during future insps 

eARR.KP Ofc of Special Proj/cls 0&/()2/2<1 WHITE, S A Tennessee Valley Author 
ity 2pp 44703 241 44703 257 

-8803160278 Insp Repis 50 390/87*17 & 50 391/87 17 on 880920 1 122 Unresolved 
Item noted Ma|or areas inspected tire prevention & proteciion,preoporalior»al test pro 
qram rmplementatton lesimg of pipe supporl S restraint sys & status of issues 
WALTON.G A HUMPHRE/PO . POWELL T B Region 2 Dfc of the Director 88/02/ 
24 14pp 44703 243 44703 257 

8803030015 Partial response to FOIA request lor documents re Sequoyah pressure 
transmitter Forwards App F docuiTients App F documents also available in PDR 
GRlMSLEy,D Division of Rules & Records (Post 870413) 88/02/26 CONNOR, L 
Doc Search Associates 2pp 44583 082-445B3 162 

-S4 11210334 Notification of 811 1M meeting w/util in Belhe5da,WD to discuss* util 
041015 fire proteclion appeal 

KENYON TJ Licensing Bra r>ch 4 84/11/09 ADENSAMEO Licensing Branch 4 Ip 
44503 329 44583 329 

• 8803030235 Nolificahon at 840913 meeting w/ut<l in Batbosda.MD to discuss criteria 
lo be used in modifying fire protect'on sys ai Lfnits 1 S 2 

KENYON.TJ Operating Reactors Blanch 4 64/09/12 ADENSAM.E Operating fleac 
tors Branch 4 Ip 44583 173 44503 177 

-8803039252 Notification of 850305 meeting w/util in Silver Spring, MD lo discuss com 
penBalorv measures for plants physical secuniy plans Agenda & viewgraphs end 
KENYON T d Operating Reactors Branch 4 05/03/05 ADENSAME G Operating Ro 
actors Branch 4 47pp 44593 176 44503223 

-0803030294 Surrmary of 040829 meeting w/TVA to discuss concerns raised as rosull 
of 840716 20 bre protection audit at Units 1 & 2 

KENYON.T J Operating Reactors Branch 4 84/10/03 Operaling Reactors Branch A 
31pp 44S83 231-44583 321 


N General correspondenco 

8803310152 Comment supporting Rev 1 Suppi i of NUREG 0654 /FEW A HEP* I re radi 
ological emergency response plans 

GRIDLEY.R Tennessee Valfey Aulhorily 86/03/21 Documenl Control Branch (Oocu 
meni Control Desk) 2pp 44967 321-44967 322 


0802230035 NRC Into Notice 88 006, “Foreign Obiects in Steam Genercitors ' Sve list 
end 

ROSSI, C E Divispon of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co of New York, Inc 1 16pp 44554 253 44555 009 

8803040066 Forwards response to’viofalion & deviation noted during NPDES Permit 
TN0020168I compliance evaluation insp rept Info re routing of condenser cooling 
water sys & various other waste discharges end 

BROOKS, RH Tennessee Valley Authority 80/02/29 STEWAnT,P L Tennessee, 
Slate of 5pp 44643 159 44643 163 , 

6803020036 NRC Info Notice 88 007, “Inadvertent Transfer of Liconsed Wall to Uncoh 
trolled Locations" Sve list end 

CUNNINGHAM, H E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/03/07 Consoljciatod Edison Co of New York, Inc 12pp 44673 00144673012 

8803040062 NRC Bulletin 80 003, “Inadequate Latch Engagement in HFA Type Lalch* 
ing Rel^ Mfu by GE Sve list end 

ROSSI, (JE Division of Operational Events Assessment (Post 870411) 80/03/10 
Consolidated Edison Co of New York, Inc I28pp 44673 192 44673 319 

8003180165 Forwards synopses of Ofc of Investigation repts re alletjod harassment & 
intimidation of authorized nuclear (nspeclors by Hartford Steam Boiler & Insurance 
Co Enforcement conference will be scheduled to discuss findinqs 
EBNETER.SD Ole of Special Pro|ocls 88/03/10 WftlTE,SA Tennessee VafiGy Au 
Ihonty 5pp 41737 126 44737 130 

08O3O6O14& NRC fnfo Notice 88 008, Clienucal Reactions W/Radwa^te Soliififrcation 
Agents " Sve hst end 

ROSSI, CE Djvision of Operational Events Assessment (Po&t 870411) 88/03/14 
Consolidaled Edison Co of New York, Inc 120|)p 447/2 253 44773 012 

0003230011 Forwards response lo NRC Compliance Bulletin 87 002, 'Fastener Testing 
to Determine Conformance W/Appficabfe Mall Specs “ Commitments made hy TVA in 
response also identiftod 

GRIDLEY.R Tennessee Valley AiPho/ily 80/03/16 Document Conlrol Branch (Docu 
meni Control Desk) 99pp 44048 330 44849 070 

0803140204 NRC Info Notice 88 009, “Reduced ReliabilJly ol Steam Driven Auxiliary 
Feodwalor Pumps Caused by Instability of Woodward PG-PC Type Governors " Sve 
list end 

ROSSLCE Division of Operational Events Assossmoiil (Post 870411) 80/03/18 
ConsoNdated Edison Co of Now York, fnc t2lpp 44857 050 44057 178 


S. Reportable occurrences, LERs & related correspondence 


0803220045 Notifies of possible oxistanco of dofccllvo GE Type PK-2 test blocks sup 
lied by company on four emergency diosol gonornlor relay panels provrdrd lo pfant 
y Delaval Delaval has rolified TVA about situation 
LANE.A ASCO/DELTA {formerly Delta Controls & RTE Dolld Gorp) 80/02/23 
Regior> 4, Ofc of the Diroctof 2pp 44705 065 44785 066 


O fnspeclfon reports, IE Bullellns & correspondence 

8803160179 Forwards Insp Repts 50 390/87 13 & 50 391/87 13 on 670706 0814 & 
notice of violation 

BARR.K P Ofc of Special Projecis 80/02/24 WHITE, S A Tennessee Valley Author 
)ty 2pp 44703 200 44703 217 

“8803160189 Notico of violation from msp on 870706 0814 Violation nolod adequate 
analysis &. evaluation of deficiency & co/rectivo actions to permit NRC ovatualion & 
closure not perfornried for listed 10 of 18 reportable doficioncies 
BARR,KP Ofc ol SpscraT Projects 88/02/24 2pp 44703 202-44703 203 

“8803160195 insp Repis 50 390/07 13 & 50 391/07*13 on 870706-0814 Violalion 
noted Major areas inspected status of proviously identified outstanding const deficien 
cies 

WALTON.G A . PAOLINO.R J, CHAUDHARY.S Rogron 2. Ofc of the Direcldr 06/02/ 
17 14pp 44703 204 44703 217 

8603160228 Forwards Insp Repts 50 390/87 17 & 50 391/07 17 on a7092e-n22.No 
violations or deviations noted Unresolved item re documenlation for CJass IE equip 
meni will be pursjod during tutiire insps 

BARR.K P (jfc of Special Pro|Qcts 80/02/21 WHITE, S A Tennosseo Valfdv Author 
ily 2pp 44703 241 44703 257 

“8003160278 Insp Repts 50 390/8? 17 8 50 391/87-17 on 680928-1 122 Unresolved 
Item noted Major areas inspected fire prevention & prolecticn,prGoporational tost pro 
gram implemenlauon, testing of pipe support & restraint sys & status of issues 
WALTON.G A , HUMPHREY ,P G , PO^LL.T B Region 2, Ole of the Director 80/02/ 
24 14PP 44 703 243 44703 257 

0803010479 Updates response to viclalions noted In Insp Repts 50 390/86-20 & 50 
391/06 20 Corrective action Administrative Insiructlon Al62 scheduled to bo Issued 
on Of before 880416 to thdude nomment datmibon 

GRIDLEY.R Tenrei»see Valley Authority 80/02/26 Document Control Branch (Docu- 
ment Coni rot Desk) 4pp 44592 115 44592 118 


8003010436 Second interim doficioncy repl ro potential for roducerf anchorage capac- 
ities If G 32 roquircmenl not implemented InHially reported on 060508 Fur Ihcr ovnlua- 
Ifon will bo performed Next rept wilt bo submiltod by 690525 
GRIDLEY.R Tennessee Valley Authority 00/02/26 Documenl Control Branch (Docu 
meni Control Desk) 3pp 44592 122 44592 124 

8003010405 Second mlerim deficiency ropt re uso as is & repair dispositions for Const 
Nonconformance Ropis WBRD 50 390/07 05 & WQRD-50 391/87 05 Final ropt will 
bo submiUod on or about 860916 

GRIDLEY.R Tennessee Valfey Aulhorily 80/02/29 Documenl Conirol Branch (Docu 
meni Control Desk) 6pp 44674 194 44574 198 

0003230269 Final Deficiency Rept ro improper fabncolion.insp & documenlation of wall 
mounted instrument panels Initlafly reported on B70219 Engmooring Roquiremonl ER 
WBN EEB 001, Rev 2 issued to clarify & consolldalo roquiromont documonls 
GRIDLEY.R Tennessee Valley Aulhorily 00/03/16 Document Cor^lrol Branch (Docu 
mem Control Desk) 4pp 44867 136-44867 130 

6803230286 Final doticiency ropt ro ice condenser floor dram piping inadequaloly 
qualified Initially reported on 8701 16 Piping & valves lo ASME Section Hl.Clasi 3 will 
bo upgraded or roplacod 

GRIDLEY.R Tonnessoo Valley Aulhorily 06/03/16 Documont Control Branch (Docu 
ment Conirol Desk) 6pp 44064 257-44064 261 

0803280186 Second Interim deficiency ropt ro sleovo sealing program 
deficiencies Initially reported on 870527 Draft Design Criteria WB DC PI 021, “Contain 
manl Penetration Assemblies’' being expanded Final ropt wiff be submiUud by 89082 1 
GRIDLEY.R Tennessee Valley Authority 88/03/21 Document Conirol Branch (Docu- 
ment Conlrof Desk) 4pp 44903 147-44903 ISO 

8803200109 Final deficiency repl ro failure of Category C devices adversely affecting 
Calogory A devices Initially reported on 870402 Doffclonl Category C devices wilt he 
upgraded or Isolation devices Inslallod 

GRIDLEY.R Tennessee Valley Authority 88/03/21 Document Control Branch (Docu- 
ment Control Desk) 4pp 44890 340 44898 343, 


6803030015 Partial response lo FOIA request for documents ro Sequoyah pressure 
Iransmiller Forwards App F documents App F documenis also avaifabie in PDA 
GRIMSLEY.O Division of Rules & Records (Post 870413) 88/02/26 CONNOR L 
Doc-Search Associates 2pp 44503.082-44583 162 


<-8003030292 Submits notes on 851017 meeting w/H Myers re welding problems expe- 
rienced a1 planl & NRC response to problems Chronology of TVA weld issues rievel- 
eped by H Myers end 

LYONS, J NRC - No Oolailed Alfiliation Given 05/10/17 EISENHUT.D NRC No De 
tailed Affiliation Given 23pp 44583 268 44583 290 


0803150373 Ack receipt of 680216 Hr informing NBC of steps lahen lo correct vrolalions 
noted lo Insp Repts 50 390/87 14 & 50-391/87.14 

Spoo\a\ Proieds BARR.K P Region 2. Ofc of Ihe Director 80/02/ 
26 WHiTE.SA Tennessee Valley Aulhorily 2pp 44689 060-44609 061 


6003200192 Part 21 & second interim deficiency repl ro possible failure of relays to 
open in diosol generator conirol panels mfg by Morrison Knudson Co fnitialiy reported 
on 870424 Relay or motor assembly will be roplacod Next rept wifl bo on 890814 
GRIDLEY.R Tennessee Vatley Aulhorily 80/03/21 Documenl Control Branch (Docu 
ment Control Desk) 4pp 44898 344-44098 347 


T, Hearing Iranserlpts on non-antitrusl matters 

8803070177 Partial response to FOIA roquosl for documents Including HR Donlon 
060103 Hr to HG Parris ro TVA posilion on App B renuiromonls End App 0 docu- 
monls also available In PDR App P documents totally withheld (rof FOIA Exemptions 5 

GrImSLEY.DH Division of Rules & Records (Post 870413) 00/03/02 WANN.L 
Times Prinlrng Co 5pp 44609 024 44600 206 
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V, Opoffilor CxnmlnntloMH 

0003030012 I orwnrd'i sufiimiif/ i>l ini*ntitu| ipi AlIntit.i.dA lo (f,iru,lcr nf W.ilts 

[Jar f}|n‘r.ilc)r'» Ui S«MHiiiynli,Mfil(Js ol oin'rotor hcdir.n*, M Walt [t,if & '.talus ol runuah 
lic.itiun prnciraiTl al llrowii'. f <'fry I \\\ <il allnnjis's N. surniiiapy <;l i'.‘.uifs i.rul 
DAFJIIKI’ on ol {fiu ml I’f •)](’( K WHIll.SA T()nfin',‘,uii Valh'y Author 

tty (ip|) O'lM '»'(*) t)*!'. 

G0O32bOD!j4 (fvlorms llial waivi'f o( nlitplitlily rniiiiifunipnt'. liii trfnDialur tj;<arTis 
(jrantiMl,p(>r'tllf'tl miliniiltnl ul UHC, lomi M3h "I’crsonru’l O.ihlit alion'. ShiiHTuml h 
U'nsfH)” A rri'.urantu llml (uId i]iv<in lo lafn [irovidi'd in HI CintJIcy HfiOpl/ 

Hr 

UAHUiKI' 0I(, of iipudfil I’fOjtrt Is WHIII ,SA Itniru'v.cu Valiev Author 

ily ?[\\\ 44[!dl O'Jt 4411111 tP).’ 


DOCKLT 50 301 WATTii UAH NtJOll AH 1*1 ANT, UNIT ? 


A Appllcallon/conntrijctioh hIiioii tlti< iiittnidH & rorrijupoitdonca 

0002250105 t iiinurn I tr dij 1)1 |o all norniowirt lisu lor In tmsee . ro (listriliiili(a\ ol ()nms 
IrradiaU'd in mnean h rrmt tors ‘.vi list uni I 

MlfJAtillA.f ^ Assnt Intu Hinrt tot lop I 'murt p. (I'nst fl/OH l) ( finsolidiili'd 

rdisohtn (if Nnw YrirV lin 14S'>1 HS l.v>S'l d'.S 

0003030015 I’lirttal ntsiiorvin to lOIA liripie.l tor diHbiPnnils ri' Se(|ut)ycih [>tiTsstJr(i 
traivitiillldr I opvvnrd'i App I Pint ninuiils App I Pot unii'iils at'ai tivailt^lilo iii Plnl 
aillMSIfY,l> OiviSKiiP (d Kiilns H thsnrds {Post (l/rMH> ( ON MOM I 

Oou Siiat( h Assrii laliis i'pp <MMl * on,* 'IT'id i ih,* 

• 0503130141 Ncplifpt alKin ul riMHim iii»'(ilipi(| w/pilil iii Hetlin'iPia.MH tn (Iraiiss (ilil rii 

spunso'i (in hydincpiii A iimin sht.irn lini* hnuik 

Kl NYON,i iJ h{ nns1ii(| Hrarit h \ ll'i/O l/u/ ADI N'.AM.I ti 1 1< i‘Pimii(| Eirniir h 4 Ip 
4-1501 IP:J d-lMJ'J .i:*'J 

••0503130Q17 N<iti1i( idlopi nl d'lO'tO/ pat'iiliiKi w/tjlil ill Ihitlinsda MI) to (ji'i( us-. HIlC) po 
sitiofi (P) In'ilnllalinn <d 1( nipi iparoniidpu iii ipinpliaiy * nnlrnl rixiPii 
KINYON, I J Iptpn'.lrid Mrjitnh 4 (l^/O !/i)(i ADINSAM.t ti liteiiMfn) llraruh *1 
i'pfi 44*iH I T;*-! -IdMlT ;J.M 

•0503160210 Hunitimry nl li')l).’;dl nii'nliiu] v//nhl ni power sy-. (ixitP'rns 
KINYON, I d Iki'iiMiPtl Mnipn li «t ll’>/()!/(iU liietviPiiti lltiidth -1 'l|)p 4-IMU ;JP') 
44511! 'IP/ 

‘ 000303011-1 hirwiird'i list pti-pati d try [ilaril ptnjn l rnaiiitiar nf prip-ntiriip. NHIl [kiIpI 
w/IVA (illMtPP Ifnni diiPi lUfl'1 ha pre'nriipnr liMPilll n't|PK"»tl i-d of tPiP^i-liiitp. w/IVA 
on nthiir N'ltdPl nitPia at-ai Pint I Mriiiipiti 'aipiitnaiip-. al'io fipppuitird 
{)l NiONdlH Olhi n (d Nppp Ittiir Mit.ti Ini nii(|Pi!a|itiii I lin-t t{»r (put flM t:*S) 115/0 DPI) 
(,()MIJS,I Ollirn (if ( nniirnsMitrml Affair-, (prn h/P-H')) tp 4tMH 1 Id d.vd!) 1 Id 

••6003030100 I (iiwfird'i list nl iinKtliiu}*. w/lVA dii li'.h-d planpipcr tP'fiuttsI h-.l pinvidi". 
in(-(t|irm siihj A fiiiuiliMt] iiPmiiiiiiry diiht 

NOVAK.I Otvi-.lnii nl litnnMiii} (iiooi.'d iiMDMl M'i/()i//n MlilA<illA,l Division *d 
iKonslrm |/10()4;'fl d'ilKM) dp(» MMI i 154 41M!« I'd: 

'•000303020*1 hiiiniimry of d-UHpn iixti'tinii v//lVA H Did itt IVA ptopn-a d i|inn{]n'> lo 
niK'liitlP 'ildnly pivinw hoard ( i-d nl atli>ritii'(i>, A aipnida i-iit I 
K[NY()M,1 J Opitralintj Mnai lur. Itraiip li I n-1/()1/M ( ipi-ratiiio MiiaMor-. Hnuh h -1 
()|>p 44*illd ISO 44!)d:J KiO 

• 0003030220 Nnhlii-alinn nl Him w/iiHl in Dnthi-'.dn Ml > tn di-.iiiss App H 

r(j(|iitr(jiiinnln,p('r liitiiivniiinij < mntiu-.lihlit-. A -.pnnkhit sy-. nl Unit'. 1 A 

K(NYf>N,l .1 Opiirritinil Hnnt Ini*. Ufiiiu li 1 iM/dlW.’*' AMI N'»AM i (> Optuntintj f Ic 
artohi iJmri( h 4 ip d-l'id:! liii -l-l^d’l Uil 

••0003030232 NntilK'atlon nf ll4t)')[Pi rnattHiin w/iiHl In Ihdlni-ida MM lo fli'.<us‘i r<i'.(il(i 
lien ol n|K)o lloni-i n'MilHilti finrn n-vniw nl iinvirnn ppmlifK altpsh of o(|nifiiiicid ropt hi 
UniK I A ;* 

Kf NYDNJ .1 Dpardliiitj f (i-aHni*. Urafip h 1 U4/t)')/()'i ADI NS AM [ D OtKirnliiu) Mo 
ri( lorn iJraiK h 4 Ip -iH'.d'i l(n' -MMH Ih.' 

"OQ03030302 Dotifn hlicm of IIM),»PI1 mi'uliiiPi w/IVA in IhtPiii-.da MU lo t|a.(ii'.s rosolii 
Hon of ninrorn*. rni*.nrl try piiwnr t.y*. brnru h 

KENYON, 1 .1 Op-orhltlH) liPtat loi-nJrani h 4 d')/(), */,•*/ ADI NSAM I ti Opitralitm fin 
actors Hfnnc'h 4 iji 44(ili:n;*;' M'.d'l !:v 

BQ03000073 I ollowirps nnlfuai li/HI/ < nniniitiiuinl to providn hriof rupt on nllncts (^f 
mods la How spldhir hnx oh '.idlfimljH' '.nlithi of loiir i.riwatin lo'otmniit planpjMods 
rrifuHi on 11/1 i;>d lo oHow tiollnf di'.lribuHnri nf flow ainonii (our Irnjiltnotd plants 
nnOOKS.ItH H-rmossno valldy Apjltuiiity lill/O^/pd snWAfU,l'l Umnnssi^n. 
sum- of (>pp 44fii:j:!% -i-^ni j m.i 

0003070177 I'lirliid rd'.ponsa In fOIA rcrjudsl fnr dot nmtinls inc litdiiiif UU Dordon 
RCOlOd Ilf to fjti Piiirci fo IVA ptimlinn nn App ll fcnuircrnpifits E rK I App () tlo('U 
monfi also nvmlahfo in (*I)H Afip V iHn ufiu-nl-, inlaliy wihifinfd (ntl I f)IA E xoniptloris '» 
A 71 

GfJlMSltY.DH Division nl Mnfos A Mirnui*, ll'ost d/d4l'i) 110/03/1)2 WANN.l 
Tirnos fVinlmtj f,o 5p|) 44fd)PH)*M 44(i()') .'Of. 

-0005090477 I orwnrd-. NIK, rnipilalniy pnsilinn fn ipi*.p ol s.iinty wnfris lliroufjh p.iinl iri 
rospohbti to (Uifldin rn()iHJi.l Irisp ol duwly <i>rapldlod widd-. shotild hr* marfo hoforn 
pmlinu 

S7EdlO,V Of(, of fho LxrKldivn l)jrd( Ini lor nihiralmns !Hi/05/05 HAYI S,n Ei 
OlfjCdOl Irwofdajatioii'i dpfi 44h(Kr 210 4 will 2M! 

’•0003070200 forward'. TVA ottipltiyni' (ijd(i*id dorumpiils ro E HGW tiniiSlaff will 
mviow roricflfns whan 4VA wilnml*. (in.d nvalualion rei>l (of (iiKtiiory addrossmo con- 
CQfm 

SINCaff.UK PWH PfO|i*(l Oirmloralo 4 d()/l]5/2d Y<)UN(iE)l 000,11 J PWR PfoKi 
Dim( lorntfi 4 24pf> 44fi()<) 210 44f)f)'J 21^ 

'•8603070216 Noldiralion ol JJhOotd iiinntintj w/nld m Hotjion II ofc lo discuss IVA In 
timidoiion 6^ harassment ol IVA ninjiloyotis 

* Roi)ion 2, Ole (i1 Iho nirnrlor flb/Oh/td Hogton ? OIj ol Iho Ptmclor 3pp 
44600 243 44(jOD 24/ 


00031 GO 2 20 Ayre-os^ w/NRC (l(>|orniina1i(Jii rn ASMk lloilor A IVossuro Voss-nl rurlo 
Casns N 341 & N 35B rnviow lun.pof 11110213 Hr lo SA Whdn f -6(3 will bo rrjniiUopI 
OninLrV.n rommsseo Valloy Authority llO/O'l/Oli UoCKniont Control nriiiK h (Uo( u 
modi Control D(!Sk) Ip 44G9G Odfl'ddbOG 040 

0003210012 I orwards rosponso to Ganoric I Ir B6 02 rn ISAP U Intornst in parhc'ip-ifitui 
ir( IfiAP II oxprossed 

GMltTlXY R rnniiosscG VnIfoy AtJthontv 1JIJ/0;1/1G Uocijau'iil C<m^lfol jlranrh (Doru 
rnmd Control Desk) 4pp) 441100 34« 44000 361 

6BQ32203G4 Gunr^ric t tr Hfi 05 to all licudsuo-s of opr^ratinij PWFls A lialdms «f Cd's lor 
F’WHs ro horn acnj rorrosiori of ( arbon iloi | reactor pfossiirn bauriflary ( amp(jncKit-i 
Id PWR plaiUsSvc list onrl 

MIHAGtlAT Associate Director lor Pfop'cls {Post H/<)4 1 I) flH/03/1/ (am'.alitinhfd 
bdiSon Co of Now York, Inr 43pp 440/0 011.1-4-16/0 I2G 

00033'0-04i4 rmnl losponsr’ lo TOIA R-qu-tisI for docuniurits I otwards docuiiu-iits lisind 
III App G DociimGnls also (tvailtTlde In PIDR Documonl ii\ App P romplnlely withhold 
(rf‘l I OIA I xurrmtiori 5) 

CiHlMSLLY,r) Dtvibmn ol Riifos A R(’Cords (Past 0/0413) ««/0:J/?6 WANN.I- hinns 
PmniruiCo 4pp 44920 202 44920 2/0 

•B601IS0591 Su(nmfif(Z(3S NRC aclivitios involvino IVA froin !16122'MKiO|0,t II pro 
parf'cl lot Soquoytih oqiitpriujtd giialdidatioii insf> schctkifcd ttj < (imibieiw n on 
flEiO lOh M Grolnnhiii-i will assume dulios as proi(3tl manatpjr lor Drowns rerry 
DCNKTN.HR OMico ol Nucloar Roaclor ftetjiilalion. nireclof (1161 125 fi/04 11) ilti/ 
Ol/OU hlEJlO.V Ofr ol Ihn fixoculive Dir-c^ctor Iwi C>pnralions 2pp 44920 2114 
44920 266 

-8001170510 I oiWiird-. w(3okly sch(»du1o ol TVA arhvilii‘s for wK-i of GhOlDl A 
20 SchfKlulo will ha updated A Issued each f'nday lo r(jllec'l acliviHc's Inr lailhcoinimi 
2 wk period 

1 1 lOMPSON.1 1 1 NRC No nc3lnllc?cl Aff(lialior> Giv(‘f^ flt/0 1/10 fJCN TON.I I R Ollier) 
ol Nudoar Reactor RepiilEdion, DiK'ctor (061 125 67(341 1) Bpp 44920 2/1 44920 2/3 

-8602030012 fiuhinits weoKly sufiiinar-y ol NHil (Ulivihos Irrvolvinci uhl for iJhOI 1 3- 1/, In 
iluditKi Ov Of sight Group wc'akly lolcon to distaiss slnlus of ongoinr) artivitins fi silo 
visit lo SfKpjoyah to assess oloclnrtd rlosiipi calculnlion proijram 
Di NfONiHR Oflico of Nucloar Reactor Ropulation, Director {891125 0/0411) Hh/ 
01/24 SrniO.V Ofr ol the EHxecutwo Diroctor for Gpcirntious 4pp 44920 201 
44920 294 

* 8003310103 Forwards sohedufo of NRG inlrnaclions w/TVA for wks of IIGOlOh A 13 
DIfKdvS.WJ Ofe ol thfi bxecnlivo Direclor for Oprjralioni. IIG/OI/O) l*AI I ADINCT 
('ornmisslonnrs 3pp 44920 ?(j7-44920 269 

-0003310100 f orwards scliodulu ol NRTi iPilnrarTiopib w/TVA for y/ks ol HtiOl 13 A 2f) 
sri II G,V Ole of ilio r xucuhvo Djroctor for Opanitiofis d(»/Ofl/ ll) PAl I AUINIT (,tjfn 
mi s siniu'rs 1 p 4 49 2 (» 27 0 4 4 920 2 /O 

- 0603310135 Forwards schaduUi ol NRC inlrcroftiofi w/TVA for wks of 6(i012/ A 02l)v) 
STE 1 1 0.V Ofr nl Iluj Dxocutivi) Oirriclor for Oporaliuns HG/01/2/ PAl I ADINO Gam 
nii'^sinnors Ip 44020 2/4 44920 2/4 

* 0003310143 f‘orw<tt(ls wrinkly sthodultj lor TVA arliyilins aivolvIfKj NRC lor wks of 
69012/ & f)20'l iicheilulo will hn updalod A issuod onch wk lo relfer 1 ncliwilKH far Uf) 

( nniiMti 2 wk puiiod 

mnMI'SONjU NRC - No Dotailod Aflilmtioii Giv(3n 66/01/24 DCNTON.H R OfHco 
(3f Niicloar floarlnr fl(S|ijlalron, flimrlor (Fi')tl2G 6/041 1) 4pp 44020275 44920 2/0 

*0003310100 roiwanfs bcheduin of NRC Interaotions w/IVA for wks of (K)012() & ?/ 
STl I LO,V Ole of lh(j l-xarLitivu iJiroctor for Oporntiomi 60/01/2/ PAt I ADINO Corn 
mls'.innfjrs Ip 44920 279 44920 2/0 

* 8003310172 F'orwnrdb weekly schotJulo ol TVA aclivihus Ifiyolvinp NRC for wks of 
61)0 120 A 27 f>chr}dul(i will bo updated waokly to roflacl activilioa for forthccrnung 2 vyk 
fK’nod 

rilOMPSON.ML NR(} No Dolallod AfliHatKjn Givon 66/01/21 DENTON.H R OfHco 
of Nii[ Itmr llPRCtof Rngulalion, Dirootor (651 12Q 67041 1} 3pp 44920 POO 44020 202 

-0003310177 Forwards mofno ro aunirnary ol NR(> artivilios involvino TVA Irorn 
651223 nnoioG 

ST(:Ll (),V Ofe Of Iho Excculivo Oiroctor lor Opemlions 0G/()1/K) PAkLAEDINO Gam- 
in issionorb lf> 44920 263 44020 203 

-800-33 10107 rarward'. rnemoa ro NRC summary nf actiwliQD kivolving TVA on 0CO106 
10 & n 17 

Sr(£LlO,V Ofe ol tho Exoculivo Diioclor for Operalions QO/OI/27 PALI. ADINO Com 
nnssiorars Ip 44020 26G-44020 266 

-0003310192 Submits weakly ^summary ol NRC act ivi lies invntvinp fVA from 660 too* 

10 

DI:n 10N,HR Ofitce of NiJclonr Hoaclor Regufmion, Diroctor (0D1125 B70411) 86/ 
01/24 STELLO.V Ofe cf IFlo Exoculivo Diractor for Operations 4pp 44020 207* 
44920 290 


Socurityt modical, omorgoncy & fire protecllon pinna 

0803160228 Forwards frisp Ropts 50 3U0/67-17 A 50-391/67 17 on 870926 1122 No 
vinlntions or dr>viaiions noted Unrasolvad ilom ro documonlation for Class IE egulp 
inoni will bo pursued durin-g- future insps 

llARRiKP Ofe of Special fhojocls 00/02/24 WHITE, S A Teanossoo Valloy Aiilhor 
Ily ?pt> 44703 241-44703 257, 

-8803160270 lnbp Rcpls 50 390/87 1/ & 50 301/f37-17 on 660920*1122 UnrOSOlvod 
(tom noted Major areas Inspected firo provonlion & prQtoclien.prooporalional lost pro 
gram implomonlaltoa, testing of pipo support & rostralnl sys S status of issues 
WALTOkOA, ELROD, S A Region 2. Ofe of Uio Diractor 00/02/24 14pp 
44 703 243-44703 257 

6083030016 Partial response to FOFA request for documents ro Sequoyah prossvre 
Iransmiller Forwards App F documents App r documenls also ovallfiblo m PDR 
GRIMSLFY,0 Division of Rufes & Records (Posi 070413) 86702/26 CONNOR.L 
Doc-Soarch Associnlos 2pp 44583 082 44583 162 



166 DOCKETED ITEMS 


■8411210334 NotjlfcaliDn Of m&Qljng vv/ulil jn Bethesda WO to discuss util 

GAtOtS tire fWQtecttcin tijipeal 

KENYON, T J Licencing Branch 4 84/1 1/09 ADENSAM.E G Liconsinn Branch 4 Ip 
44593 329 445S3 329 

^8803030235 Noiificafion of 840913 meGt^rg w/util m Bethesda MD to discuss cnlona 
to be used in modifying tire prol&ction sys al Units 1 & 2 

KENYON, T J Operating Read ors Branch 4 64/09/12 ADENSAM.E Operating Reac 
tors Branch 4 ip 44503 173-44583 177 

“8803030252 Notification ol 850305 meeling w/ulil m Silver Sprmg.MD lo discuss com 
nonsalory measures for plants physical security plans Agenda & viewgraphs end 
Kenyon, T j oparalmg Reactors Branch 4 85/03/05 ADENSAM.E G Operating Re 
actors Branch 4 47pp 44583 178 44583 223 

■8803030294 Summary of 840829 meoting vv/TVA to discuss concerns raised as result 
ol 840716 20 fire protection audit at Units 1 & 2 

KENYON, T J Operaling Heaclors Branch 4 64/10/03 Operaling Reactors Branch 4 
31pp 44583 291-44503 321 


H General correspondence 

8803310152 ComrrvGnl supporting Rev I.SuppI 1 of NUREG 0654/FEMA REP-I re radi 
olonical emergency response plans 

GRTDLEY.R Tennessee Valley Authority 68/03/21 Oocumenl Control Branch (Oocu 
meni Control Desk) 2pp 44367 321-44967 322 


0 inspection reports, IE Bulletins A correspondence 

8803160179 Forwards Insp Ropls 50 390/87 13 & 50 391/87-13 on 870706 0814 & 
notice of vralation 

BARR.H P Ofc of Special Projects 88/02/24 WHITE, S A Tennessee Valloy Aulhor 
ily 2pp 44 703 200 44703 217 

-8003160189 Notice of violation from insp on 870706 0814 Violation nolcd adequate 
analysis & ovelualion of deficiency 8i corrective actions to permit NRG evaluation & 
closure not performed for listed 10 of 18 reportable deficiencies 
BARR.K P Ole of Specral Projects 08/02/24 2pp 44703 202 44703 203 

-8803160195 Insp Repls 50 390/87-13 & 50391/87 13 on 870706 0814 Violation 
noted Wajor areas inspected status pi previously identified outstanding const dclicien 
cies 

WALfON.G A , PAOLINO^n J , CHAUDHAHY.S Region 2, Ole of the Director 08/02/ 
17 14pp 44703 204 44703 217 

8903160228 Forwards Insp Ropls 50 390/07 17 8 50 391/87-17 on 670920-1 122 No 
violations or doviafions noted Unrosolved item re documentation lor Class 1E equip 
men! will Oa pursued during future msps 

BARR.K P Ofc of Special Protects 88/02/24 WHITE, S A Tennessee Valiev Author- 
ity 2pp 44703 241 44703 257 

-8B0316027B Insp Ropts 50 390/0? l7 & 50 391/87-17 on 860928 1122 Unresolved 
Item noted Maior areas inspected lire prevention & proloction.preoperalional lost pro 
gram implomontalJon, testing ol pipo support & roslraml sys & status of issues 
WALTON, G A , HUMPHRE'AP G . POW^LT B Region 2. Ofc ol the Director 88/02/ 
24 14pp 44703 243 44703 257 

6803010479 Updates response lo violations noted in Insp Repts 50 390/86-20 & 50 
391/66 20 Corrective actio r> Administrative instruction AI-6 2 scheduled to bo issued 
on or beforo 880415 to includo nonmtent dalmilion 

QHIDLEY,n Tennessoo Volley Authority 8&/02/2(> Document Control Branch (Docu 
iment Conlrol Desk) 4pp 44592,115 44692118 

8003030016 Partial response to FOIA request for documents ro Sequoyah pressure 
transmiller f orwards App F documents App F documents also availablo in PDR 
GRfWSLEY.D Division of Rules & Records <Post B70413) 89/02/26 CONNOR, L 
Doc Search Assoclalos 2pp 44583 062-44683 162 

*'8803030292 Submits notes on 951017 meeting w/H Myars ro welding problems expo 
fiencecl at plant & NRC rosponse to problams Chronology of TVA wold issues dovei 
oped by H Myers orcl 

LYONS.J NRC No Detailed Affiliatron Given 85/10/17 EISENHUT,D NRC No Da 
laileU Affiliation Given 23pp 44663 268-44583 290 

8003160373 Ack receipt of 860216 ftr informing NRG of steps taken to correct violations 
noted fn Insp Rents 50 390/67-14 & 60-391/87-14 

BARR.K P Ofc of Special Prefects BARR,K P Region 2, Ofc ol Ihe Director 89/02/ 
26 WHITE,SA Tennessee Valley Authority 2pp 44669 060-44689 OSl 

8802239035 NRC Info Notice 99 006, “Foreign Objects in Steam Generators “ Sve list 
end 

ROSSI, CE Division of Operational Events Assessment <Posl 870411) 86/02/29 
Consolidated Edison Co or Nevr York, fnc Hflpp 44554 253 44555009, 

B8030 49066 Forwards response to violation & deviation noted during NPDES Permit 
TN0020168I compliance evaluation insp rept Info re routing of condenser cooling 
water sys & various other waste discharges enct 

BROOKS, RH Tennessee Valley Authority 88/02/29 STEWART.PL Tennessee. 
Slate of 5pp 44643 159-44643 163 

8803020036 NRC Info Notice OB-00?, “Inadverlenl Transfer of Licensed Mall to Uncon- 
trolled Locations ’’ Sve fist end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870720), 
88/03/07 Consolidated Edison Co ol New York. Inc 12pp 44673001-44673 012 

0803040062 NRG Bulletin 80-003, ‘Tnadequate Latch Engagement in HFA Type Latch- 
ing Rel^ Mfg by GE " Sve list end 

ROSSf.CE Division ol Operational Events Assoasmenl (Post 870411) 98/93/10 
Consolidated Edison Co of New York, fnc. 128pp 44673 1S2-44673 3I9 

8603180165 Forwards synopses of Ofc of Investigation repts ro alleged harassment & 
inllmidalion of authorized nuclear inspectors by Hartford Steam Boifor & Insurance 
Co Enforce menl conference will be scheduled lo discuss findings 
EBNETER.SO Ofc ol Special Projects 08/03/10 WHITE, S A Tennessee Valley Ati- 
IhOfily 5pp 44737 126 44737 130 


8003080148 NRC (filo Notice 88 000, 'Chemical Roaclions W/Radwasto Solidificaiion 
Agents ' Sve list encl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/03/14 
Consolidated Edison Co of New York, Inc I20pp 44772 253 44773 012 

8863230011 Forwards response to NRC Compliance Bulletin 87 002 Fastener Testing 
lo Determine Conformance W/Applicable Mat! Specs ' Commiiments made by TVA in 
rosponso also identified 

GRiOLEY.B Tennessee Valley Authority 88/03/16 Document Control Branch fOocu- 
ment Control Desk) 99pp 44040 330 44849 070 

0803140284 NRC Info Notice 00 009, Roducod Roliability ol Sloam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors Sve 
list end 

ROSSI,CE Division ol Oporalional Events Assessment (Post 070411) 68/03/18 
Consolidated Edison Co of New York. Inc (2lpp 44857 058 44057 178 


S Reportable occurrences, LERs & related correspondence 

8003220045 Notifies of possible oxislanco of rlofectivo GE Type PK-2 lost blocks sup- 
plied by company on four emergency diesol gonorator rolay panels provided lo planl. 
by DePaval Dolaval has notified TVA about situation 

LANE. A ASGO/OCLTA (formerfy Delta Controls & RFE-Della Corp) 80/02/23 
Region 4. Ofc of the Director 2pp 44785 065 44705 066 

8003010436 Second interim doftcicnev rept ro potential for reduced anchorage capac 
ilics if G 32 requircmonl not implemented IniUally reporied on 860508 Further evalua 
tion will bo perlormod Next rept will bo subnullod by 890525 
GRIDLEY.R Tennessoo Valley Authority 88/02/26 Document Control Branch (Docu 
menl Control Desk) 3pp 44592 122 44592 124 

6803010465 Second mlorim deficiency ropl ro uso as is & repair dispositions for Const 
Nonconformance Repts WORD 50 390/07 05 & WBRD 60 391/87 05 Fmal rept will 
bo submitted on or about 800916 

GRIDLEY.R Tennessoo Valley Authority 00/02/20 Document Control Branch (Docu 
menl Control Desk) 5pp 44574 194 44574 198 

0803230259 Final Dcticloncy Rept re improper fabricalion.msp & documentation ol wall 
mounted instrument panels Initially reported on 870219 Enginoorinq Requirement CR 
WBN EEB QOt, Rev 2 issued lo clarify & consolidate rcquiroment documents 
GRIDLEY.R Tonnessao Valley Authority 00/03/ 16 Documonl Control Branch (Docu 
mont Control Oeski 4pD 44GG7 136 44867 139 

8803230206 Final Ooficioncy rept ro luo condenser floor dram piping inadequately 
qualified Initially reported on 0701 16 Piping & valvoa lo ASME Section III, Class 3 will 
bo upgradod or replaced 

GRIDLEY.R Tennossco Valley Authority 08/03/10 Documonl Control Branch (Oocu 
menl Control Desk} 5pp 44064 257-44064 261 

0603280186 Second interim doticiency ropl ro sloovo sealing program 
doticiencios Initially reporied on 070527 Draft Dosiqn Cnlefia WB DC Pi021, 'Corlain* 
menl Penetration Assomblios” boJng expanded Finat ropl vrill bo submitted by 690021 
GRIDLEY.R Tennessee Valley Authority 00/03/21 Docurnont Control Branch (Docu- 
ment ComrolOosk) App 44903 147-44903 150 

0803280189 Final deficiency repi ro failure of Category C devices adversely affecting 
Category A devices* Initially reported on 070402 Ooficlent Category C devices wdl bo 
upgraded or isolation devices installed 

GRIDLEY.R Tennessee Valley Authority 00/03/21 Documonl Control Branch (Docu 
menl Control Desk) App 44098340 44 G 0 B 343 

8003280192 Fart 21 & second interim deficiency ropt ro passible failure ol relays to 
open in diesel generator control panols rnfq by Morrison Knudson Co fnitially reported 
on 070424 Rolay or motor assembly will bo replaced Next ropt will bo on 090014 
GRIDLEY.R Tennossoo Valloy Authority 08/03/21 Document Control Branch (Docu 
morn Control Oosk) App 440^.344 44098 34? 


V, Operator Examinations 

0003030012 Forwards summary of 000204 meeting in Atlanla.GA ro Iransfor of Watts 
Bar operators to Sequoyah, status ol operator licensos at Watt Bar & status ol roquali 
Ifcalion program at Browns Ferry List of allendoos & summary of issues end 
BARR,KP Ofc of Special Projects 80/02/24 WHITE.SA Tonnossoo Valley Author 
ity 6pp 44555 040 44555 046 

0BO325OOS4 Informs that waiver of oirgibilily roqulromonts for operator exams 
granted, ponding submittal of NRC Form 390. ''Porsonnol Oalificallons Slalemont Li 
consGo" & assurance that info given equivalonl to Info provided In RL Gridloy 000217 

BARR.K P Ofc of Special Projecis 00/03/16 WHITE.SA TonnnssQo Valley Aulhor- 
ity 2pp 44001 091 44001 092 


DOCKET 50-395 VIRGIL C, SUMMER NUCLEAR STATION, UNIT 1 


F, Security, metffcaf, emergency & lire protection plana 

8803160201 Ack receipt of 0801 n rosponso to NRC 071 127 plan review Hr ro Rev 20 
lo radfaUon emergency plan Proposed changes will continue to meet federal guidance 
ro emorgoncy action levels & acceptable protection action rocommendalion scheme 
COLLINS, DM Region 2, Ofc of the Director 00/02/23 KOON.A R South Carolina 
Elaclnc & Gas Co 2pp 44703 358 44703 359 

8003220122 Change A lo Rov 0 lo Emorgency Plan Procoduro EPP 021, Activation of 
Early Warning Siren Sys (EWSS) " W/ 08031 1 Hr 

NAUMAN.DA South Carolina Efectric & Gas Co 80/03/11 4pp 44774,350 
44774 361 

8603220213 Advises that refueling water storage lank area mod completfon rescficd 
ulod for 690630 due to recent security scheduling considerations 
NAUMAN.Da South Carolina Electric & Gas Co 08/03/14 Document CJonVol 
Branch (Document Control Desk) Ip 44002 221-44802 221 
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8803280096 TorwarcJs Insp Repl 50 395/88 05 on 880201 29 No violations 0 ^ dovi 
alions noted 

VERRELLI.DM Rogion 2 Ofc ol the Director 80/03/15 NAUMAN.DA South Carol i 
na Electric & Gas Co 2pp 4^^903 20 1 44903 208 

>6303280099 Insp Rept 50>395/OQ 05 on 080201 29 No violations or deviations 
noted Maior areas inspected monihly surveillance observations monthly maml 
observation. operational safety voriticalion.ESr sys waikdown & physical security 
PREVATTE.R L. HOPKINS.PC. DANCE.H C Region 2, Ofc of the Director 00/03/ 
14 6pp 44903 203 44903 208 


I Financial Information 

8803210161 Forwards 1907 animal financial repts for South Carolina Electric & Gas & 
South Carolina Public Sve Authority Summary of nuclear insurance as of Jan 1908 
also end 

NAUM AN, D A South Carolina Electric & Gas Co 88/03/15 WOOD.R S Office of Nu 
clear Reactor Regulation, Oireclor (Post 87041 1} 3pp 44851 310 44G52 055 

-8003210169 "1907 Annual Ropt " 

WARREN, J A SCANAGorp 87/12/31 51pp 44851313 44852 001 

-8003210183 ‘New Directions, Santee Cooper 1907 Annual Ropt" 

HOLDER.DA, MESCHER.WC South Carolina Public Service Authority (Santoo 
Cooper) 8//12/31 56pp 44052 002 44852 055 


8803060148 NRC Info Notice 88 008, ‘ Chemical Heaclions W/Radwasle Soltdifrcallon 
Agents '* Sve list end 

ROSSI CE Division of Operational Events Assessment (Post 870411) 88/03/14 
Consolidated Edison Co of New York, fnc 120pp 44772 253 44773 012 

8803280096 Forwards Insp Rept 50 395/08 05 on 800201 29 No violations or devi- 
ations noted 

VERRELLI.D M Region 2, Ofc of the Director 88/03/15 NAUMAN.D A South Caroli- 
na Electric & Gas Co 2pp 44903 201 44903 200 

-B803280099 Insp Rept 50 395/88 05 on 800201 29 No violalions or deviations 
noted Major areas inspected monihly survoilfance observations, monthly maml 
obscrvalion.operatronol safely verification, ESF sys waikdown & physical security 
PREVATTE.R L , HOPKINS.PC, DANCE.H C Region 2, Ofc of the Director 80/03/ 
14 6pp 44903 203 44903 208 

8803140284 NRC Info Notice 00 000, “Reduced Reliability of Steam Driven Auxiliary 
Foedwaler Pumps Caused by Instability of Woodward PG PL Typo Governors " Sve 
list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/03/18 
Consolidated Edison Co of New York, Inc 12lpp 44857 058 44857 178 


R Periodic operating reports & related correspondence 


J Insurance & Indemnity Information 

8803310013 Forwards listed endorsemorMs to listed policies Including Endorsemonl 102 
to MAELU Policy MF-2(j.Endorsemenl 123 to NELIA Policy NF-76, Endorsement 71 to 
MAELU Policy MF 56 & Endorsement 89 to NELIA Policy NF 109 
0 CONNOR, DJ Marsh & McLennan. Inc 80/03/22 DINITZ.I OUtcc ol Nuclear Ro 
actor Regulation, Director (Post 87041 1) 53pp 44910 099 44910 151 


P. Operating license stage documents & corrospondonco 

8802290170 Advises lhat 871223 Amend 6 lo guard training & qualification plan consist 
cnl w/provisions of 10CFR50 54(p) S acceptable 

CLINE, W E Region 2, Ofc of tlio Director 80/02/08 NAUMAN.DA South Carolina 
Electric & Gas Co 3pp 44539 139-44530 141 

8802250195 Generic Ltr 08 04 to all nonpowor reactor Itconsoes ro distribution of gems 
irradialed in rosoarch roaclors Sve list ond 

MIRAGLIA.FJ Associalo Director for Projects (Post 0704 1 1) 08/02/23 Consolidated 
Edison Co of New York, Inc 1 tpp 44553 345 44553 355 

8003040200 Summary of 880217 mcotinn w/util in RocKvillu.MD ro status of current & 
future licensing actions for facility Allcndocs list, agenda & handouts onci 
flAYES.JJ Projocl Dirocloralo 11 l 08/02/29 Project Diroctoralo It 1 32pp 

44504 090 44504 129 

8803040337 Summary of 871202 & 03 rncolings w/util ro status of current & future N 
censing actions for plant List of altondoos.viowgraphs & related info end 
HAYES, JJ ProlGCl Directorate II 1 88/02/29 Project Directorate II I 25pp 

44501 311 44501 335 

8803110158 Forwards roquosl for add) info ro ulil 870818 rosponso to NRC roquost for 
info concerning containment structural Inlogrily surveillance roquiremonl Tocti Sper 
changes 

HAYES.JJ Pfolocl Direclorale II 1 80/03/04 NAUMAN.DA South Carolina Electric 
& Gas Co 4pp 44671 151-44671 154 

8803150033 Application lor amend to Licenso NPF- 12, revising Figures 39 1 & 39 2 ol 
Tech Spec lo establish min roqulred fuel assembly exposure as function of Initial on 
richment to permit fuel assemblies slorage In Regions II & III Fee paid 
NAUMAN.DA South Carolina Eleclric & Gas (Jo 08/03/08 HAYES.JJ Oocutnenl 
Control Branch (Document Control Desk) 2pp 44720 170 44726 200 

• 8803150034 Proposed Tech Specs, modifying Figures 39 1 & 2 in Section 3 0 12, 
"Spent Fuel Assembly Slorage,'’ Section 6 3 1, "Fuel Assomblios" & Soclion 5 6. 
"Fuel Slorago," lo reflect now slorago limitations for Vanlngo 5 fuel 
* South Carolina Eloclric & Gas Co 86/03/08 89pp 44726 172 44726 260 

8803180246 Nolifios that no furlher planl-spocilic action required by util in response lo 
NRC Bullotm 67-001 , "Thinning of Pipo VVnlls at Nucloar Power Plants " 

HAYES.JJ Project Directorate I M 80/03/14 NAUMAN.DA South Carolina Electric 
& Gas Co 2pp 44733 3G0 44733 361 

8803220364 Generic Llr 08 05 lo all licensees of oporating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel roaclor pressure boundary components 
m PWR plants Sve list end 

MIRAGLIA.F Associate Director (or Projects (Post 070411) 08/03/17 Consolidated 
Edison Co of Now York. Inc 43pp 44079 084-44879 126 

6803240325 Responds to 680304 request lor addl info ro proposed Tech Spec amend 
concerning containmonl slructuraf mtegrily 

NAUMAN.DA South Carolina Electric & Gas Co 08/03/17 HAYES.JJ Document 
Conirol Branch (Document Control Desk) 34 pp 44849 236-44649 269 


Q. Inspection reports, IE Bulletins & correspondence 

6802230035 NRC Info Notice 88 006, "Foroign Objects in Steam Generators " Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 66/02/29 
Consolidated Edison Co of New York, Inc 118pp 44554 253 44555 009 

8003020036 NRC Info Notice 80 007, "tnadvortonl Transfer of Licensed Mall to Uncon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial & Medlcat Nucloar Safety (PosI 870729) 
06/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 0()1 44673 012 

8803040062 NRC Bullelm 08 003, "Inadequate Latch Engagement in HFA Typo Latch- 
ing Relay MIg by GE " Sve list end 

ROSSI, (JE Division of Operalional Events Assossment (Post 870411) 88/03/10 
Consolidated Edison Co of Now York, Inc 120pp 44673 102 44673 319 


8803040324 "1987 Annual Operating Rept, Virgil C Summer Nuclear Stalion” W/ 
000229 [lr 

NAUMAN.DA South Carolina Electric & Gas Co 87/12/31 GRACE, J N Region 2. 
Ole of the Director I2pp 44629 156 44629 167 

0003030227 Forwards “Semiannual Effluent & Waste Disposal Rept.Jul Dec 1987 ’’ Pro 
pnolnry Attachment I lo rept & affidavit end 

NAUMAN.DA South Carolina Electric & Gas Co 88/02/29 GRACE, J N NRC - No 
Detailed Affiliation Given 2pp 41565 1 15 44565 200 

-8003030195 "Somiannual Effluent & Waste Disposal Rept.Jul Doc 1987 " 
GOWDY.GM, RILEY.TD, BLUE.LA South Carolina Electric & Gas Co 87/12/31 
80pp 44565 117 44565 196 

-0003030206 Forwards affidavit re “Semiannual Effluent & Waste Disposal Ropt (or 
1987 " Affidavit covers proprielary procedures submilled as pari of repl & portion of 
rent dircclly ref proprietary mails 

HOUSE, WB Chom Systems. Inc 80/02/22 GRACE.J N Region 2, Ofc of the Direc 
tor 4|jp 44565 107 44565 200 

6603 180186 Monihly oppraling repl for Feb 1960 W/80031 1 Ur 
HALTIWANQER.J , NAUMAN.DA South Carolina Electric & Gas Co 06/02/29 
DARRY.LW Document Control Branch (Document Control Desk) 5pp 44771 147- 
44771 151 


S. Roporlablo occurrences, LERs & related correspondence 


8803070227 LEH 88 001 00 on 660204.three perimolor cameras lost due lo circuit 
breaker trip Caused by oledricians crimping electrical tead while replacing distribution 
panel cover Socurily procedures imptomenled W/6B0302 Hr 
HIGGINS.W R , NAUMAN.D A South Carolina Electric & Gas Co 60/03/01 6pp 
44612 082 44612 067 

8803220472 LER 00 002 00 on 8802 16, roaclor trip occurred during surveillance testing 
w/nucloar mstrumenlalion sys power range channel N-42 inoperable Design of meter 
lost board susceplablo to mechanical loosening W/60031 1 ltr 
HIGGINS.W R, NAUMAN.DA South Carolina Efedric & Gas Co 88/03/11 5pp 
44809 040-44809 044 


V. Operator Examinations 

8803150290 Forwards applications (or operator & senior operator licenses for listed per- 
sonnel 

NAUMAN.DA South Carolina Electric & Gas Co 88/02/10 GRACE.J N Region 2, 
Ofc of the Director Ip 44717 033 44717 033 


DOCKET 50-396 UNIV OF VIRGINIA CAVALIER REACTOR 


R, Periodic operating reporls & related correspondence 

8003240315 "Reaclor Facility Annual Rept 1987 " W/fl80316 Ur 
FARRAR.jp Virginia, Univ of. Charlottesville. VA 07/12/31 ADAMS. A Standardiza- 
tion & Non Power Roaclor Project Direclorale 40pp 44890 027-44690 066 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & ffre protection plans 


8803210212 Summary of 8801 19 meeting w/ulil In Bothasda.MO re ulil responses to 28 
fire protection questions raised in NRC 871111 Hr Attendee list end 
SAMWORTH R Project Directorate V 80/03/09 STEVENS, 0 Inslrumentalion & Con 
trol Systems Branch THOMAS.G , KUBICKI.D Division of Engineering & Systems 
Technofogy (Post 87041 1) 3pp 44737 321-44737 323 


6603220258 Revised emergency plan implemenling procedures, including Rev 5 to EPIP 
13 1 2, "Pfanl Emergency Director Dulles" & Rev 0 to EPIP 13 5 3, "Evacualion of 
Exclusion Area &/or Wearby Facilities *' 

BAKER.JW Washington Public Power Supply System 88/03/14 260pp 44846 020- 


44046 319 
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H General cofrespondence 

8B03220159 Informs lhal Bishop.CooK Purcell & Reynolds law olcs have changed ad 


SO?EN&!JgC msMon Public Supply 

dear Reactor Regulation D reclor (Post 870411) Ip 44806095 4480B 095 


J Insurance & Indemnity Informallon 

88032204S6 Fepts listed property & irabiMy issurance coverage for plant, per 

G C^\vaShjngton Public Power Supply System 86/03/16 Document 
Conlfol Branch (Documeni Control Desk) Ip 44789 131 44789 131 

6603250031 Forwards Endorsements 30 & 21 to NELIA Policy NF 270 & MAELl) Policy 

CARTErI^j' M arsh & McLennan, inc 08/03/16 DINITZJ Olfice ol Nuclear Rcaclot 
Regulation Director (Post 87041 1) 3pp 44891 tOO 44891 102 


P Operatfrig license stage documents & correspondence 

0803010207 Clarities util 880218 request for one time tempera^ aniend 
3 9 7 re crane travel for spent fuel storage pool Fastening will be done above covers 
w/c overs m place abutting each other using pad eyes & cabling 
SORENSEN.GC Washington Public Power Supply System 68/02/22 Documeni 
Cor^lfol Branch (Document Control Desk) Ip 44532 005 44532 005 

8802250195 Generic Ltr 88 04 to all nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve list encl 

MlRAGLfA,F J As«iociale Director for Projects (Post 870411) 86/02/23 Consolidated 
Edison Co ol New York Inc llpp 44533 345 44553355 


8803020012 Apolicalion lor amend to License fJPF 21, revising limiting condition tor op 
erat'on tot Tech Spec 3/4 9 7, ' Crane Travel Spent Fuel Storage Pool ’ 
SORENSEN.GC Washmglon Public Power Supply System 86/02/23 Document 
Conirof Branch (Document Control Desk) ip 44589094 44689 095 


*8603620013 Proposed Tech Spec 3/4 9 7 ‘Crane Travel Spent Fuel Storage Pool ’ 
* Washington Public Power Supply System 86/02/23 ip 44589 095 445B9 095 

880307034 1 Confirms 880301 mgt meeting w/utif representatives at Region IV office, per 
880225 lelcon Agenda items to be discussed & list of attendees end W/o end 
KIRSCH,DF Region 5 Ofc of the Director 88/02/29 OXSEN,A L Washington Public 
Power Supply System 2pp 44604 165 44604 166 


8803090110 Forwards notice of consideration of issuance of amend to License NPF 21 
on 871215 request re reduction tn feedwater heating to extend fuel cycle 
SAMVVORfHRB Project Directorate V 88/02/29 SORENSEN, GC Washington 
Public Power Supply System 4pp 44657 168 44557 195 


•8803090122 Notice of consideration of issuance of amend to License NPF 21 & op 
poriumiy tor hearing re feedwater temp reduction & subsequent thermal coasldown lo 
65^ B power for purpose of extending normal fuel cyde 
SAMWORTH,RB Project Directorate V 86/02/29 4pp 44657 192 44657 195 


8603090269 Forwards notice of consideration of issuance of amend to License NPF-21 
re 871201 request fo modify snubber fur’ctional testing sampling plans as detailed in 
Tech Spec 4 7 4 e 

SAMWORTH.RB Project Directorate V 88/02/29 SORENSHN.GC Washington 
Public Power Supply System 3pp 44655 1 12 44655 118 


•6603070361 Notice of considerafiort of issuance of amend to License NPF*2t & op* 
portunity lor hearing Amend modifies snubber functjonal testing sampling plans as de 
tailed in Tech Specs 4 7 4 e 

SAMWORTH.R B Project Directorate V 88/02/29 4pp 44655 1 15 44655 118 


8803090146 Informs of termination of action on three ulil license amend applications, per 
ulil 871006,02 A 0615 requests 

KNIGHTON.GW Project Direclorate V 88/03/02 S0RENSBN.6C Washington 
Public Power Supply System 2pp 44657 307 44657 306 


8803160216 Reiterates commitments made in 880301 meeting m Walnut Creek, CA & 
provides results of util reactor bldg response analysis A operabifily verification pro 
gram per GW Kmghton requeal 

OXSEN.AL Washington Public Power Supply System 88/03/05 MARTIN, JB 
Region 5. Ofc of the DMedot 2pp 44729 308 44729309 


8803160216 Reiterates commitments made in 8B03O1 meeting in Walnut Creek,CA & 
provides results ol ylil reactor bldg response analysts & operability verification pro 
gram per GW Knighton request 

OXSEN.AL Washington Public Power Supply System 68/03/05 MARTIN,JB 
Region 5. Ofc of Ihe Director 2pp 44769 191-44789 252 

• 8803220419 ' Root Cause Analysis for the Secondary Containment Roof Rupture 
Event on 860214 ” 

WUESTFELO.M fl , COWAN,KO, POWERS.CM Washington Public Power Supply 
System 88/02/14 59pp 44789 193 44789 252 


8803150282 Applicalion for amend to License NPF 21, revising Tech Specs to allow use 
ol Advanced Nuclear Fuels Corp.lnc reload fuel m Cycle 4 of plant Cycle 4 retoad 
summary rent retoad analysis A plant transient analysis enci Fee paid 
SORENSEN.G C Washington Public Power Supply Sysfem 88/03/07 Document 
Conirof Branch (Document (Control Desk) 4pp 44682 166 44662 292 


-0803150264 Proposed Tech Specs fe use of Advanced Nuefoar Fuels Corp, Jnc reload 
fuel in Cycle 4 of plant 

’ Washmgtort Public Power Supply System 88/03/07 flpp 44662170 44682,177 


*•8603159296 “Cycle 4 Retoad Summary Repl*’ 

WOLKENHAUEaW. TALBEHT.RJ, HUMPHREYS, MC Washinoton Public Power 
Supply System WPPSS EANF 119 86/02/29 22pp 44682 176 44602 204 

^ ^ Transient Analysis " 

KRAJIC6K,JE, HIBBARO.MJ, RAWLINGS, JC Advanced Nuclear Fuels Corp (for- 
merly Exxon Nuclear Co , Inc) ANF 80 01 89/01/31 52pp 44992205 44682 256 


. 8003150320 ’ Washington Nuclear Plant 2 C^cIg 4 Reload Analysis 
KRAJICEK J E HI08ARD.M J . RAWLING^J C Advanced Nuclear Fuels Corp (for 
merlySn Nuclear Co. Inc) ANF-BB D2 bD/01/31 37pp 44682 257 44602 292 

flfiO32t0t46 Forwards notice of consi'deralion of issuance of amend to License NPF 21 
A oDDortunilv for hearing on 880105 request re amend lo Tech Spec to reflect thal 
control of Valve RHR V 0 transferred lo altornalo remote shutdown panel 
SAMWORTH flB Project Dirociorate V 88/03/07 SORENSEIIg C Washmglon 
Public Power Supply System 2pp 44771 353 44771 358 

••8603100136 Notice of consideration of issuance of amend lo License NPF 21 & op 
portunity for hearing Amend would allow operation of plant w/control of Valve RHR V 
ft transterred to alternate romoto shutdown panel during normal operation 
SAMWORTH.R B Project Directorate V QQ/03/07 4pp 44771 355 44771 356 


8603220219 Clarifies 880105 application for amend lo License NPF 21 re Tech Spec 
Table 3 3 2 1, “Isolation Actuation Instrumentation " 

SORENSON,GC Washington Public Power Supply System 86/03/15 Document 
Control Branch (Document Control Desk) Ip 44808 062 44800 063 


-8603220226 Proposed Tech Spec Table 3 3 2-1 “Isolation Actuation Instfumcntalion” 
oWering (urfher administralive clarificalion ^ ^ 

* Washington Public Power Supply System 00/03/16 Ip 4 4808 063 44800 063 


6603220364 Generic Ur 88 05 lo all liconsoos of operaUnq PWRs A holders of CPs for 
PWRs ro boric add corrosion of carbon stool reactor pressure boundary components 
v\ PWR plants Sve list end 

MIRAGLIA,F Associalo Director for Projects (Post 070411) 08/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44079 004 44070 126 


8803250310 Applicalton for amend to Uconso NPF 21, revising Tech Specs to reflect rev 
of dc sys battery calculations Foe paid 

SORENSEN, G<j Washington Public Power Supply Syaloni 00/03/10 Document 
Control Branch (Document Conirot Desk) 3pp 44913 001-44913006 


••8003250315 Proposed Toch Specs revising dc power sys to roflocl rov of dc sys bat 
lery caiculaltons , ^ ^ 

* Washington Riblic Power Supply Syslom 00/03/18 3pp 44913 0fl4'449t3 066 

8B03300190 Requests that footnote A asterisk added lo Pago 0 3/4 7*2a of 871201 
amend lo Tech Spec 3/4 74 ro snubbers bo romoved Irom consideralron.pflr NRG 
880317 request , , 

SORENSEN.G C Washington Public Powor Supply Syslom, 00/03/10 Documeni 
Control Branch (Document Control Desk) Ip 4490f 336 44001 336 

8803310176 Forwards safoly evaluation accepting uUI submittals on plant post accident 
monitoring inslrumentalion.por Reg Gvrido 1 07 Rosponso lo Gonofic Ltr 02 33 com 
plele A conformance to Reg Guido 1 97 closed 

KNIGHTON, GW Project Diroctorale V 06/03/23 SORENSEN.G C Washington 
Public Power Supply System 2pp 44020 205 44920 313 

-0803310169 SER accepting util submittals on ftlanl post aocidont monilonng 
mslrumenlation per Generic Ltr 02 33 fnslrumonlallon moots guldollnos of Reg Guido 
1 97 

* NRC ♦ No Detailed Affilialfon Given 68/03/23 2pp 44020 297*44920 298 

-8708270082 “Conformance lo Reg Guido 1 97,WPPSa,Nuclonr Projeci 2 " 

UDY,AC EGAG Idaho, Inc (subs of EGAG. Inc) UDY.AC Idaho National Engineer 
mg Laboratoty FIN A-6493 6QGGA‘6963 07/00/ 18 NRC No Dolailod Affiliation 
Given 15pp 44920 290 44920 313 


Q, Inspection reports, IE Butlotfns A correspondonco 

8802230035 NRC Info Nolico 08 006. “Foreign Objocts in Steam Generators “ Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/02/29 
Consolidated Edison Co ol Now York, Inc, 1 lOpp 44554 253 44555 000 

0603080042 Ack rocelpt of 080129 Hr informing NRC of slops tnkon lo correct violalions 
noted In Insp Rept 50 397/07*19 Commenis on items roqulring nddi clarificalion end 
ZIMMERMAN.R Region 5, Ofc of Ihe Dirodor 00/03/02, SORENSEN.G C Washing 
ton Public Power Supply Systom 2pp 44622 160 44622.161 

8803020036 NRC tnfo Notice 88 007, “Inadvortont Transfer of Liconsod Mall to Uncon 
trolled Locations “ Sve list onci 

CUNNINGHAM,R,E Division of Industrial A Medical Nucloar Safoly (Post 670729) 
00/03/07. Consolidated Edison Co of Now York, Inc 12pp 44673 0(3 1 44673 012 

8003290080 Forwards Mgt Meeting Rept 50 307/00 03 on 000204 Concerns expressed 
ro length of lime taken lo implement poal trip A root causo assessment programs & 
staff entrance into ptanl 

MARTIN.JB Region 6, Ofc of the Diroclor 88/03/00 MA2UR.DW Washington 
Public Power Supply System 2pp 44910 062 44910 081 

-8603290063 Mgt Meeting Repl 50 397/80 03 on B00204 Major areas 
discussed actions in response to safoly sys functional Aug 1 987 insp 
SORENSEN.R C . BOSTED.C.J., JOHNSON, P H Region 5, Ofc of the Director 88/ 
03/08 lapp 44910 064 44910 081 

8803040082 NR(3 Bulletin 00*003, "Inadequate Latch Ennagomont in HFA Type Latch 
mg Rel^ Mfg by QE “ Sve fist end 

ROSSI.C/E Division of Operational Events Assessment (Post 070411) 80/03/10 
Consolidated Edison Co of New York, fnc 128pp 44673 192-44673 3 19 

8803000140 NRC fnfo Notice 08 008, "Chomicaf Reactions W/RacJwasle Solidification 
Agents " Sve (ist end 

ROSSLCE Division of Operational Events AssossmonI (Post 870411) 08/03/14 
Consolfdaled Edison Co of New York, fnc 120pp 44772 253 44773 012 

8803310252 Advises that 870914 rosponso to NRC Bullelm 87 001 being used fo deter 
mine exlenl ol Industry participation A fmplemontation ol orosion/corrosfon Insp pro- 
grams A lo obtain pipe wall thinning 

SAMWORTH.R B. Project Directorate V 88/03/17 SORENSEN.GC Washington 
Public Power Supply System 2pp 44917 347-44917 349 
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8803140284 NRG Info Notice 88 009, "Reduced Reliability of Steam Dnven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward Pu PL Type Governors" Sve 
list end 

ROSSI iCE Division of Operational Events Assessment {Post 070411) 80/03/10 
Consolidated Edison Co of New York, Inc 12lpp 44857 058 44B57 178 


R Periodic operating reports & related correspondence 

8803090226 'WNP'2 Annual Operating Repi 1987 ’’ W/080225 Hr 
POWERS.CM Washington Public Power Supply System 07/12/31 MARTIN, JD 
Region 5, Ofc of Iho Director 60pp 44666 227 44666 286 

8803030270 Monthly operating rept for Jan 1908 W/undated forwarding Itr 
HUTCHISON,L B , POWERS.CM Washington Public Power Supply System 08/01/ 
31 4pp 44613 268 44613 271 


S. Reportable occurrences, LERs & related correspondence 

G8030B0374 LER 07 031*01 on 071 1 10, condition prohibited by plant Tech Specs not 
identilied when performing weekly Tech Spec surveillance lor plant batteries Caused 
by personnel error Counseled individuals involved W/000225 Itr 
DAVISON.WS. POWERS.CM Washington Public Power Supply Syslem 07/12/10 
5pp 44626 169 44626 173 

B803070044 Summary of 000223 Operating Rcaclors Events Mooting 08 008 List of 
attendees, labulalion o1 long term followup assignmonts lo bo completed & summary 
of reactor scrams onci 

LANNING.W Evonls Assossmonl Branch 80/02/20 ROSSI, CE Division of Oper 
alional Events Assessment {Post 070411) 20pp 44609 001-44609 020 

8803140153 LER 00 004 00 on 000204.stondby liquid control pump IB inoperable for 
longer than 7 day period allowed by Tech Specs Cnusod by procedural 
inadequacy Tech Specs reviewed lo identify any similar remaining siHmlionsW/ 
800304 Itr 

DAVISON ,W S , POWERS, C M Washington Public Power Supply Syslem 88/03/04 
5pp 44709 324 44709 328 

8803140157 LER 80 003 00 on 880204, reactor scram due to mam steam lino isolation 
occurred Caused by personnel error RCIC sys manually Initrnlod lo rosloro & mainlain 
water level Procedure revised & lochnicians counsolecl W/OB0307 Itr 
WASHINGTON, S L , POWERS, C M Washington Public Power Supply System 08/03/ 
07 lOpp 44727 016-44727 025 

8803160338 LER 08 005 00 on 0D0208, control room emergency fiHralion sys, Tram 
B, bypass flow was yrealor than 0 05°o ollowod by Tech Specs Cause unknown Flow 
reslrictor installed to rostoro proper balanced condition to sys W/OQ030D Hr 
ARBUCKLE,J D , POWERS, C M Washington Public Power Supply System 00/03/09 
€pp 44716 207-44716 212 

8803230003 LER 00 006 00 on 0002 13, low reactor pressure vessel level reactor proloc 
live sys acluation occurrori Caubod by procedural inadequacy Reactor feedwater 
speed conlrol sys S operating procedures modified W/8fl03 14 Hr 
DAVISON,WS, POWERS,CM Washington Public Power Supply System 80/03/14 
lOpp 44009 161 44809 170 

8003240066 LER 00 007 00 on 080214.rupturo of reactor bldg roof occurrod duo to 
HVAG ovorprossunzation transiont Caused by porsonnot error Equipment operator 
Ifainrng program & Invosligativo process bomg riovolopcd W/000316 lU 
ARBUCKLE.J D , POWERS.C M Washington Public Power Supply System 00/03/16 
lipp 44045 014-44845 024 


DOCKET 60-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


P. Securlly, medical, emorgoncy & fire protection plans 

8803230014 Rev 12 lo Plant Program PLP 201, ‘“Emorgoncy Plan ’* One oversize figure 
end W/00031 5 Ur 

HARNESS.JL, WATSON, R A Carolina Powor & Light Co 86/02/22 19pp 
44049 090 44049 116 

0003010133 Forwards objectives for 1900 omorgoncy preparedness oxerciso scheduled 
for 00051 7, per RC Lewis 041011 request Exorcise intended lo fulfill 10CFR50,App E 
requirements 

LOFLIN.L I Carolina Powor & Light Co 80/02/23 Oocumonl Conlrol Branch {Docu 
menl Control Desk) 3pp 44535 306 44535 300 

8003160216 Discusses NRC participation in facility omorgoncy exorcise scheduled for 
000517 Both base & silo loam will bo involved, por NUREG O045,Suppl 1 
NELSON.J Region 2, Ofc of the Diroctor 00/02/23 UTLEY.E E Carolina Powor & 
Light Co 2pp 44703 354 44703 355 

8003040261 Responds to NRC 800204 Ur ro violations noted in Insp Ropt 50 400/08- 
01 Corrective aclions Procedure FPP-013 revised to require oslablishmonl of continu 
ous fire watch when proactlon & multicycle sprinkler sys inoperable 
WATSON, R A Carolina Power & Light Co 08/02/29 Document Conlrol Branch {Doc 
umont Control Desk) 5pp 44620 349 44629 353 

8603160159 Revised omorgoncy plan procedures, including Rev 3 lo PEP 206, "Environ 
Supervisor" & Rev 3 to PEP-371, "Emorgoncy Bosponso in Radiological Areas" W/ 
880306 Itr 

HARNESS.JL. WATSON. R A Carolina Power & Light Co 80/03/00 26pp 

44695 209 44C95 234, 

8603260007 Forv/ards dralt Rov B to IE Insp Procodure 82412, "Emorgoncy Response 
Facilities Appraisal " Procedure will be used to verify that omereoncy response facili- 
ties meet requirements of t0CFR50 47(b), App E S Suppl 1 lo NUREG 0737, 
COLLINS.DM Region 2. Ofc of Iho Director 00/03/15 UTLEY.E E Carolina Powor & 
Light Co 39pp 44881 030 44801 060 

0803300221 Revised plant emergency procedures, including Rov 4 to PEP-212, "Oper- 
ational Support Ctr Loader" & Rev 2 to PEP-104, "Proleclive Action Recommenda 
lion •“ W/880323 Itr 

HAnNESS,JL. WATSON.RA Carolina Power & Light Co 08/03/23 t9pp 

44902 113 44902 131 


J Insurance & Indemnity Information 

8003030300 Forwards Endorsements 19 & 20 lo NELIA Policy NF-20fl , , aj 

BARtfAM.CO Carolina Power & Light Co 08/02/23 NASIt.n NRC No Dotaiietf Af 
filiation Given 5pp 4^565 309 44565 313 

Q803030304 Forwards Endorsement 3 lo NELIA Corlificealo N 1 12 & Entforsernonl 3 In 
MAELU Cerlilicale M 112 

BARHAM.CD Carolina Power 8 Light Co 88/02/23 NASH.O NRG - No DelaiKid Af 
filiation Given 3pp 44565 314 •14565 316 

8803040218 Forwards Endorsomonts 1 1 & 12 lo MAELU Policy WF-12(> 

BARHAM.CD Carolina Power & Light Co 08/02/23 NASH,D NRC - No Detailed Af 
tiliation Given 5pp 44574 068 44674 072 


P Operating license stage documents & correspondence 

B00225019S Generic Llr 80 04 to all nonpowor reactor licoiisoes. re dinlnlHition of gems 
irradiated in research reactors Sve list end 

MIRAGLIA.FJ Associate Director for Proiocls {Post 070411) fJO/02/23 Consolidainrf 
Edison Co ot New York, Inc lipp 44553 345 44553 355 

0803010005 Forwards util 880127 Hr lo State of NC.roquostincj authnn/atien to insinll 
dechlorination sys for cooling lower blowdown 

LOFLINiL I Carolina Power & I ighi Co 00/02/23 f>ocumonl Control Branch (Uoru- 
mont Conlrol Desk) 12pp 44530 236 44530 247 

0803020184 Responds lo Generic Ltr 80 02, "ISAP 11 " UKI in favor of conlinwirif) oxplo 
ration of possibilities of program as outlined in generic llr, but skeptical of roquirnmonl 
lor license amend as only method ot participation 

LOFLIN.L! Carolina Power & Ltghl Co 08/02/29 Documenl Control tlranch (Docu- 
ment Conlrol Desk) 4pp 44595 246 44595 249 

0003220364 Generic Llr 88 05 to all licensees of operntinq PWRs H holders of (.Ps for 
PWRs re boric acid corrosion of carbon sloe! reactor pressure boundary tempo nenK 
In PWR plants Sve fisi end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/1/ Consolidated 
Edisor\Co of Now York, Inc 43pp 44879 084 44879 126 


0 Inspection reports, IE Bulletins & corresponcienco- 

0003160129 Forwards insp Ropt 50 400/88 02 on 8/1227 880122 No violations or cfevi 
ations noted 

VERRELLl.DM Region 2, Ofc of the Diroctor 80/02/22 UTLEY EE Cnrolinn Power 
& Light Co 2pp 44703 120 44703 (20 

-0803160134 Insp Ropt 50 400/88 02 on 871227 800122 No violalions r^r dovintinns 
noted Major areas inspected eporalional safety vorification.monlhly surveillancii ohsf'r 
valion & monthly malnl observation 

MAXWELL.G F , rREORICKSON.P Region 2, Ofc of Ihe Oiroclor (38/02/2? /pp 
44703 122 44703 128 

8803160244 Forwards listed documonts.in response to B8020<1 request ro 8803O/-lt 
planned insp of plani environ qualificatron program 

WATSON, R A Carolina Powor & Light Co 88/02/22 VCRRELLI.D M Region 2. Ofc 
of the Director 3pp 44600 005 44700 088 

-BB03160255 Rov 14 to Coporoto QA Dept Procedure GOAD 80 1, "Procodure for Oor 
poralG QA Audits " 

* Carolina Power & Light Co 88/01/29 4Bpp 44699 008 44699 055 

-8803160250 Rov 1 to Operations OA/QC Procedure OQA201, "Stirveilfanco Pro 
gram " 

^ Carofma Powor & Light Co 87/09/24 I2pp 44699 0S6 44699 067 

• 0803160262 Rov 1 to Adminislf alive Procedure AP610, “'Procobsing Vendor 
Recommendations, Vendor Manual Revs & Equipment Tochnicat Info " 

WILLIS.J L Carolina Powor & Light Co 86/12/18 4pp 44699 060 44699 0/1 

-8803160267 Rev 4 lo Administrative Procedure APCOO, "Plari.1 Change Request Inili 
alien " 

WILLIS.J L Carolina Powor & Ltghl Co 87/09/01 23pp 44699 072 44G90 095 

-8803160276 Rov 1 to Technical Support Mgt Manual TMM 402, "Equipment Qualifico- 
Iron Coordinator Responsibilities " Rolatod info end 

* Carolina Power & Light Co 88/02/10 30pp 44699 096 44699 125 

”8803160293 Rev 1 to Plant Program Procedure PLP- 1 00, "Environ Oiialdicalion Pro- 
gram (10CFR50 49) " 

HARNESS.J L Carolina Power & Light Co 88/02/26 28pp 44699 126 446Q9 154 

”8003160297 Rov 0 to NED Design Guide DG-VIII 34. "Preparation & Conlrol of 
Shearon Mams Environ Qualification Master List ” 

* Carolina Powor & Light Co 88/02/10 9pp 44699 155-44699 163 

”6009160301 Rov 0 lo Mod Procodure MOD 103, "Engineering Evaluations 
WfLLIS,JL Carolina Power & Light Co 87/00/24 18pp 44699 164 44699 183 

”8003160329 Bov 5 to Administrative Procedure AP014, "Cnlona for Qualified Safety 
Reviewers" 

WILLIS.J L Carolina Power & Light Co 87/06/23 12pp 44699 184 44699 195 

”0003160331 Rov 0 to Administrative Procedure AP BIO, "Justification for ConlinucU 
Operation " 

WILLIS.J L Carolina Power & Light Co 87/04/24 7pp 44699 196 44699 202 

”0003160336 Rov 0 to NED Design Guido DG-VIfl 19, "Shearon Harris Equipment QunI 
Htcatlon Documonlalion Review 

* Carolina Powor & Light Co 88/02/1 1 55pp 44699 203 44699 258 

”6603160339 Rov 1 lo Admlnislralivo Procedure AP-600. "Review of Incoming NRC/ 
INPO Correspondence " 

WILLIS.J L Carolina Power & Light Co 86/10/27 5pp 44699 259 44699 263 
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-aSOSieOG-IO Rev 1 le Aciru nisi rati vo Procedure AP03I, Operalronal Experience 
Feedback ’ 

WILLIS, JL Carolina PoiVe/ & LighI Co QbJQ^/2Q 8pp 44699 26*1 44699 271 

- 8603160343 Rev 1 lo Admunisliativo Pfocedure /VP 026. Corrective Action Program" 
WILLIS, JL Carokna Power 5 UgW Co 86/10/2*1 flpp 44699 272 44699 279 

- 8603160346 Rev 0 to Waint Wgl Manual MMM 025, Maint Environ Qualilicalron Pro 
gram ” 

HINMART,C$ Carolina Power & Light Co 80/01/13 14pp 44699 260 44699 293 

-8803160351 Rev 4 to Technical Support Mgl Manual TMM 104 ’ Delerminationi of 
Technical 8 OA Requirements for Procererreni Document " 

• Carolina Power & Light Co 86/02/IB 26pp 44699 294^44699 319 

8803160357 Rev 1 lo TccMnical Supper! Mot Manual TMM- 110. 'floceivinq 
Packaging, Storage 8 Maint Requirements lor Spare Parls,Mall & Components 
Equipment qualilicahon master list 8 other related ciocumenis end 

* Carolina Power & Light Co 87/02/12 130pp 44699 320 44700 086 

8603160347 Fonwards Insp Rept 50 400/87 41 on 871116-1.211 & notice ol VJOlalion 
HERDT.AR Region 2, Ole ol Ihe D, rector 88/02/25 UTLEY.EE Caroljr>a Power 8 
Lighl Co 2pp 44700 133 4470D l57 

-8803160350 Notice of violation from msp on 871 1 16 121 1 Violation noted design input 
(or change in temp value used in evaluating iKermal stresses in containment bldg riser 
siruclure changed w/o approval or documentation 

HEROT.A R Region 2. Ofc of the Dircclor 80/02/26 Ip 44700 135-44700 135 

-8803160361 Insp Ropi 50 400/B7 41 on B71 116-121 1 Violation noledMaiof areas 
inspected followup on previous insp findings & concerns re design achvilres 
LENAHAN,JJ, CARRION.R P , 8LAKE,J Region 2, Ole of the Oiroclor 08/02/22 
22pp 44700 136-44700 157 

8803010490 Forwards supplomenlal response to violations noted m Insp Rept 50 400/ 
87 31 ,por 880120 request Coireciivo a c Irons Procedure AP 615 revised to provide im 
proved guidance lor cvenis involving degradation of safety function 
WATSON, R A Carolina Power S Lighi Co 86/02/26 Document Conlrol Branch (Doc 
umenl Control Desk) 3pp 44531 236 4453! 237 

8803020031 Responds lo NRC 8801 29 Hr re viofnlions noled in fnsp Rept 50 400/67- 
40 Corrective actions uliJ performed review of LERs lo identify similar repclihvo events 
which could indicate further examples of inadequate corrective action 
WATSON,R A Carolina Power 8 Light Co 09/02/26 OocumonI Control Branch (Doc 
umont Control Desk) 4pp 44544 1 16 44644 119 

0802230035 NRC Info Notice 06 006, "Foreign Objects in Steam Generators” Sve Fist 
end 

ROSSI,CE Division of Operational EvenIs Assessment (Post 670411} 86/02/29 
Consofidafed Edison Co of New York, Inc 1 18pp 44554 253*44555 009 

8803040261 Responds le NRC 880204 Itr re violations noled in fnsp Rept 50 400/BB 
01 Corrective aclions Procedure FPP 013 revised to require establishment of c online 
ous hre watch when preaciion & multicycle sprinkler sys inoperable 
WATSON, H A Caroltna Power 8 Light Co 88/02/29 Document Control Branch (Doc 
ument Control Desk) 5pp 44629 349-44629 353 

8803160136 Ack rcceipl of Itf informing NRC of slops taken lo correct violations noted 
in Insp Ropl 50-400/87*36 RospoDsos 1o Nolico of Violation A 1 & A 2 ra Plant 
Change Request 1391 under review 

JULIAN.CA Region 2, Ofc of Iho Director Q8/03/03 UTLEY.EE Carolina Power & 
Light Co Ip 44695 191-44695 191 

8803160446 Ack receipt of 060215 Ifr informing NRC of steps laken to correct violations 
noled in Insp Rept 50 400/87 34 

VERRELLI.DM Region 2, Ofc of Ifie Dtreclor 80/03/03 UTLEY.EE Carolina Power 
& Lcght Co Ip 44705 119 44705 119 

8803020036 NRC Info Nolico 88 007. ‘ inadveitenl Transfer of Lrconsed Mall lo Uncon 
trolled Locations " Sve list end 

CUNNJNGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
BO/03/07 Consolidated Edisori Co of New York, Inc I2pp 44673001-44673 012 

0803040062 NRC Bullelin 88-003. 'Inadequate Latch Engagement In HFA Typo Latch 
Ing Rel^ Mfg by GE ” Sve lisl end 

ROSSI.CE Division of Oporaiional Events Assossmenl (Post 670411} 80/03/10 
Consolidated Edison Co or Now York, Inc I28pp 44673 192-44673 319 

8003200154 Forwards Irksp Repl 60 400/00 03 on 800122 0220 No violations or devi- 
ations notod 

VERRELLI.DM, Rogron 2. Ofc of ihe Director B8/O3/t0 UTLEY.EE Carolina Power 
& Light Co 2pp 44901 032-44901 041 

--8003200156 Insp Repl 50-400/08 03 on 000122 0220.No viofalrons or davialions 
noted Maior areas inspected licensee action on previous onforcement 
matters, operational safely verification & monthly maint observation 
MAXWELL.G F , FREDRICKSON.P Region 2. Ofc of the Director 80/03/10 Qpp 
44901 034-44901 041 

8803280147 Forwards omitted Page 18 to fnsp Rept 50 400/87 41 
HERDT.AR Region 2. Ofc of Ihe Direclor 00/03/11 UTLEY.E E Carolina Power & 
Light Co Ip 44903 209 44903 210 

-8803200150 Page 10 to Insp Ropl 60-400/07 41 
* Region 2, Ofc of the Director 88/03/11 ip 44903 210 44903 210 

8803080140 NRC Info Notice 88 000. "Chemical Reactions W/Radwaslo Sotidrficalicn 
Agenis " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411} 88/03/14 
Consolidated Edison Co or New York, Inc 120pp 44772 253 44773 012 

8003280185 Ack receipl of 000224 ^ 26 ftrs informing NBC of steps taken lo correct 
violation noled in fnsp Repts 60 400/87-37 & 50-400/87-40 Implementation of correc- 
tive acicons wiii be reviewed during future msps 

VERRELLI.DM Region 2, Ole of Ihe Direclor 00/03/14 UTLEY.EE Carolma Power 
a Light Co Ip 44900 1 i3 44900 113 


0803250007 Forwards drall Rev B to IE Insp Procedure 82412, "Emergency Response 
Facilities Appraisal Procedure will be used to verify lhal emergency response faDfr 
ties meet requirements of 10CFR50 47(b), App E & SuppI 1 to NUREQ 0737 
COLLINS.D M Region 2, Ofc of the Director 08/03/15 UTLEY.E E Carolina Power & 
Light Co 39pp 44881 030 4*1581 060 

8003140204 NRC Info Notice 86 009, ‘Reduced Reliability of Slaam Dtivon Auxiliary 
Feedwater Pumps Caused by Inslabilily of Woodward PG PL Type Governors' SvC 
list end 

ROSSf.CE Division of Operational Events Assessment (Post 070411) 80/03/10 
Consolidated Edison Co of New York. Inc 121pp 44057 050 44057 178 

8803240319 Informs that ulif info ro NRC Bulletin 87 001, "Thinning of Pipe Walls at 
Nuclear Power Plaois,’* usod lo determine cxtenl of industry participation & implemen- 
tation of erosion/corrosion insp programs 

flUCKLEY.BC Proiecl Directorate ll-l 80/03/10 UTLEY.EE Carolina Power & Light 
Co 2pp 44852 110 44852 111 

0803310212 Responds lo NRC 860225 Ur re violalions noted in Insp Ropl 60-400/87 
41 Corrective aclions further calculations done Three personnel involved w/sub| cal 
culatlons no longer involved in design activities 

WATSON. R A Caroltna Power & Light Co 80/03/ 24 Document Control Branch I Doc 
ument Control Desk) 3pp 44916 329 44916 331 


R. Periodic operating roporls & related correspondence 


8003040086 "Semiannual Radioactive Effluonl Relcaso Ropl.Jul Doc 1907 ” W/8fl0224 
Hr 

PALARO,AD, SiPP.JR, TEARNESS.GC Carolina Power & Lighi Co 07/12/31 
4app 44611 032-44611 074 • 

8B03140107 Monthly operating repl for Fob 1986 W/880300 Hr 
HALE.MW. WATSON.RA Carolina Power & Light Co 80/02/29 5pp 44709 319 
44709 323 


S. Roporlable occurrences, LERs & related correspondence 

0803010040 LER 87-059 01 on 87101 l.incoming lino breaker tripped, inilraling 1ASA 
safely bus blackout Caused by vibration in relay cabinols for breaker Swilchyard 
breaker 52 3 reclosed & offsite power restored lo 1A SA bus W/0B0223 Hr 
SCHWABENBAUER. WATSON.R A Carolina Power & Light Co 00/02/23 -ipp 
44531 032-44531 035 

8803010169 LER 86 004 OOon 08O125,resuHanl level indication rovealod lhal acl^al 
lank level was less ihan that required by Tech Spec 3 6 2 2 Caused by air trapped in 
sensing linos of level Iransmillers Sensing fine vented W/0802P4 Ur 
JOHNSON.JR. WATSON.RA Carolina Powor & Light Co 08/02/24 4pp 
44535 355-44535 358 

8803020204 LER 66 005 OOon 800201, discovered that two valves for turbine bldg vent 
stack 3A wide range gas monitor were mispositroned Caused liy procodural 
deficiency Valve lineup for monitor skid corrected W/800220 Ur 
SCHWADENQAUER, WATSON.RA Carolina Power & Light Co 08/02/29 4pp 
44575 114 44575 117 

8003110004 LER 88 008 00 on 660200, omorgoncy sve water sys declared 
Inoperable Caused by isolalion valve failures Valves repaired & rclostedOn 
8602l2.nfler concern raised, manual valve closed, ponding pormanonl design 
change W/600306 Itr 

HOWE, A, WATSON.RA Carolina Power & Lighl Co 80/03/08 6pp 44 6 74 008 
44674 013 

0803220462 LER 88 008 00 on 88021 7.omorg0ncy sve water pump started then 
tripped Caused by problem w/overcurrenf relay Overcurront relay replaced & emer 
gency safeguards sequencer sys lest procedure revised W/6Q0310 Hr 
JOHNSON.JR. WATSON.RA Carolina Powor & LIcht Co 88/03/10 5pp 
44780142 44709 U6 


DOCKET 50-407 UNIV OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8803250043 Forwards Special Team Insp Repls 50-072/08 01 & 50 407/80 01 on 
8602 16- 10 Violations noted 

YANDELL.LA Region 4, Ofc of the Direclor 00/03/22 BROPHY.JJ Utah. Univ of. 
Salt Lake City, UT 3pp 44680 093 44880 1 18 

-8803250050 Special Insp Repls 50 072/08 01 & 50 407/08 01 on 080216-19 Viola 
lions noted Major areas inspected; re actor operalion, emorgency planning.physical se- 
curity & radiological controls associated w/reaclor & physical security & docommls- 
sloning 

CHANEY.HD. MURRAY.B Region 4. Ofc of the Director 88/03/21, 23pp 
44080096 44880110 


Q. Inspection reports, IE Bulletins & correspondence 


B803250043 Forwards Special Team Insp Repls 50 072/80 01 S 50 407/80 01 on 
800216-19 Violalions noted 

YANOELL.L A Region 4, Ofc of the Director 88/03/22 BROPHY.J J Utah, Univ. of. 
Salt Lake City, UT 3pp 44080 093 44880-1 18 

-8003250050 Special Insp Repls 50-072/88 01 & 50 407/88 01 on 800216-19 Viola- 
tions noled Major areas inspected read or operalion, emorgency planning, physical se 
curity & radiological controls associated w/rcactor & physical socurity & decommis- 
sioning 

CHANEY.HD, EVANS.R.. POWERS.DA, Region 4, Ofc of the Director 88/03/21 
23pp 44880 096-44880 1 10 
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0003250065 NQl(<Jcalitjn ol nisjiiilu.niU iKonsuo nimaing od m Hogion tV ofc ro 

onfofcomoj^l Lanraronc.ti A^iochJii 

YAf'JDCLLl A f1r<jinD <1. OIl of Ifio fU'jnoii 4, Ofc ol Itio Diroctof 

3[}p 44001 {m 0/1 


docket 60-401] LA CFIOSSC OOILIMQ WATER HEACTOR 


r Security, inodicnl, omorfloncy A llro protocllon plnns 

0003200209 f orwurrfH f4iv‘i to niiwrpiilcul fliir urUy.minrd forro Irnining & (iimMicflIion & 
safonunril'MdiiUnmiiu y pUiii'i ••iihmlltnii i3Pi «/on?4 I luJ'i wiltdiuJd (rof 1001112 790) 
TAYiOR.JW nalfvldtu] Puwdf CoopdfiiOvd OtKtjmoat Control Prancn 

(Uo<umimtr(m1nil t)«j<,l<) ;>p|) 44910 03!) 44'H(>040 


0 Adjudlcnlory corroBjiofuloncu 

0003210121 NR(^ Muff In MJppnil ol motion lo Idnoiiuilo procoRdlno * Motion 

should ho urnntotl A iliKinl iihmihf nniiil olil poiimsuion to witlidrow npntrcnllon (or 
OLCcrtilK filo of f»v(> mu ) 

WOCOIK AD.C f* A'i‘0'il(im (ifuii'foil (,()un*iot lor llmiringu //loa 0(179 0B/U3/10 
Atomic SalcJly nniJ I irnruang liminl Parinl 4pp 44/ J3 i;in 44/:):i 14 1 


P, Operating llcanno atago ilocuinontQ & corronpondanco 

0OO3O1QQ10 f 0!W<uih rnvMOifl pagun Ki t)/0<}J() npiilii nlion (or tiinunil lo 1 1coo'sn DPR 
40 

TAYLOfUW DnirvlnrH) I'owr'r Cot»(iijri9ivi> ah/<)2/JV Oocununil Conlro) Uranch 
{Docuniimt (a;ntron)ir.1<) 'l|>p 44!>:«) i:m 44Vm,lt>1) 

"0003010234 MrvImmI S|)(i{''i pngo'i lor 1I/()9;K) iipplirniKin (nr timond lo Mcunao 
OPft 4') 

• nniryinnd Powiirt:n()|ji«rntivu tli)/02/;V l!>|ip 44'i.lC) :i41 44VIU 

0003020000 Application (ot nrnmid Id provi'iionni (uoom) I]I'H 4Sj()vlnin9 I ACRIATR 
TulIi Spoi,4(YoniM4i(1 IJAI iROH 1(Kh Siiik'mmkI hit rnviow I ir<i piiicl 
TAYlOlt,JW nnifyliinil Pf;wuf c:iMr|iiir«Hvo f!f)/t)2/:v Coruinunt Control Hrnnch 
(Oocuniunl (lunlfnl l)ii*!l<) Ppp 44'>4/ '13, » 44!i4fU)Hi’ 

"0003020100 Croponud loih a)jo( oanvi'iliig I A<.HVVH 1 (<■'() Spiua 

• nairyinml IWit Cooiiiirnlivo MB/0.vp;» n/pp 44M/ 'i:i4 44'j4ng(i2 

8D022S019G Liuiiimi I tr (111 04 lo nil ntJiipowm rmu tor Ik ro ilintMliulion ol goins 

irrndlahxi in rnsionfcl) roni.loin Svi. Iii>t unci 

MKlACIlA.f „l, Avnh kilo Ojriuliir \of I'roin.Vi tl'o-H (1/0411) lill/92/2.1 Connolidniod 
[ dison (’o {i( Now York, Iru 1 1pp 44')Mf ')4*i 44!j'p‘f TO') 

0DO3OQO11O (Impio'ita olil liolp In nllowing NMt^ tliruogli (oolrnc lor WoiditHJhoiisa Mnn 
(ord Co torulkn 1 r<']nviird jiilixin jjliiiit llWR tImoiornviMOiiing nclivitiou (or NRC dnin 
collocliori hurvoy 

rPK.KSCNJMt i>ln(ii(nr(li/«Hi)o A Nrml'owor llmntnr Prouni Cinjclornlo Ofl/OI/O'l 
TAYlO(l,.iW Oniryinnil Pownr (iimpmntivir 4p|i 44l»'*(I,'t(»9 44()M) ;iMJ 

0003210404 floiiijiMit'i f M fiiililK iilion <i( rtolno (j( iSMiiini'n o( Amond 'lU lo Ltcnnso 
DPn 4') Anuimi rovison Tm h Spin 'i Id iIoIuPi rmiulnimonl'i (or lypo A Jntuurntod 1(3ak 
ralo Uujllnn ol rDiitoliiinuiit. Iiltlg nl pornmnuntly ninil (fo\wn Incihly 
lUJdlNSlI IN,L i‘i S1(in((linli//t!li)n A Non 1'owm Mmulor Projoci CJHUlornU) 90/03/ 
15 NltC Nr> nolmlud AKilinlitiii (iivuii [tpp 44 /(iO 103 44 /ot) l(h 

0003220300 I orwnrd'i Anioiid '>9 lo IKnivni DFdH'j.tndhly nvnluOhQn A nnviron 
n<iso!)smon1 Ainorul rnvition loth fipot.s Id rDlIm l oxmnpllcn from lOCERM) 1)4(o) & 
lOCf (150, App ,J riniiilrnnuinln (o porfnrnr I yjnt A ( oiilnirnrionl Iddg hnlogratud tuak rnto 
l08h 

CnUTCIinLl O.O Oivninn ol Horn tor PtouM h m.lV.V fi Sfiodnl (^fojflLh (Post 
0/0411) 00/03/ 1') r AVI 011,3 W Oairylnnd I'nwm Coopnrnlivu Opp 44/9101)1 
44701 1)15 

• 0003220370 Arrinml •]<) lo 1 (rumn OPlH'cMiwiiung Ruh fJpot,*) lo roPocl oxompHon 
(rom 10Crf150 54(0) A lOtd RSD.Apji J riirjuirniniml'i to p-nrlonn Typo A conlnlnmonl 
hidu Intonrolnd Uink rain Kinlnpor t0(d I1'»u U>(n)|il) 

nunLNST(3N,l S SlarnkiKli/otlon A Non Powrsr Hoac.lor ProjiJCl Diroclornlo 90/03/ 
15 Opp 44701 004 44 /'It DO') 

-0003220370 SnlDly ovaknihon minpailinu Anioiul 59 lo I hairisn t)l*M-45 

OKico o( Ndrifkir llonciin Muniiintion, Ilfmclor (Pool 070411) 00/03/15 4pp 
44701 010 44/91 OK) 

"0003220301 Nollrn o( < on'»idi*rn1inti o( i^niinino o( uxuinphon Irutn rcquirnmonls of 
lOCf*(150 54(o) A lOCf (KjO.App J lo Mcormn OPFl 45 Exomplion will (Folelo roquiro 
^yph A tuMing «1 (onlmnnitml hkfi) 

RUflENSTf IN, I S SHifidnitli/ftilDfi A Non Powof Rouclor Prolocl CiroctoralG 00/03/ 
0/, ?pp 44701 014 44/1)1 Olh 

0BO322O304 Gunonc IP (10 05 lo nil lK,()f)‘,cnn nl opiiraling PWRs & holdors of C(*8 (or 
PWfls ro boric acid corroidon ol t nrlinn »it*H)1 rnaclor protsiira boundary compononls 
in PWn plcinh Svr lisl pncF 

MinAGLIA.r A'isociftlii OirnctOf for Fkojocli. fPonl «/()4M) (IG/03/17 Consohdalad 
Edison Co of Ntiw York, (no 43p|) 449/9 OIM 44(1/0 120 

0003240060 Advison that rfuingos lo OA plnn> (.onsisUinl w/provisf0t»B of lOCf R50,App 
B & accopiohto Nolidcalion nKiijire;d for chaiuyon (or othnr opoialivo QA commilmonls 
ouisido OA proof jm dcocrlpiion 

WniGIIT.GC Tlonlon 3, Dfc of thu Uirnctor (10/03/?! TAYLOF1.JW OalryPand 
Rower Coopornlivo 2pp 44050 294 44550 ?9fj 


Q, (napocllon roporlB, FE Bulloifna A corroBpondenco 

0003030006 P-orw.ifds Sofoly (nsp Jlont 50 400/00 01 on 5/120Q 000206 No vJolalioas 
noted 

GULOEMOND.W G Flofjion 3. Ole ol Iho Oiroctor 00/02/24 TAYLOR, J,W Dolryland 
Power Coopornlivo ?pp 44602 165 44002 1/3 


-0003630093 Insp Ropl 50 409/08 01 on 87 120C 000200 No vioPnllorn nolml Ma|nr 
areas In spaded operational safoly vonficalion, licorisoo actions on previous msp 
(in din ns, monthly nialnl obsorvation.monlhly survcilfanco op-omlion A OA pronrnni 
niDGVVAY,K. JACKIiW.IN HogiOf> 3. Ofc of tlio Drrector 515/02/23 7pp 44602 107- 
44602 173 

0803100202 Rosportds lo NRC Ballot in 58 001, "Dolocis In Wostinahouso Circuit Break 
ers ” No Wostinghouso OS aortos circuii broakors installod at Inciljty 
TAYLOR, JW Dairyinnd Powor Coopornlivo BO/0‘2/25 DAVIS, A IJ Rogion 3, Ofc of 
the Director 2pp 44652 135 446D2 109 

8802230035 NRC Irdo Nohea 8B 006. “Toreign Objocls m Steam nonornlora Sve llsl 
one! 

ROSSI, CE Division of Operalienal Evonls Assosainont (Pofal B704II) 00/02/20 
Consolidatod Edison Co of Now York, Inc 1 lOpp 44564 253 44555 009 

8803020036 NRC Info Notlco 88 007. "Inndvortonl Transfer of lIcoaBed Mali lo Unron 
Irollcd Localioas " Sve lisl end 

GUNNINGMAM.R L Division of Industrial & Moilioal Nuctonr Stifely ((*oa1 870720) 
86/03/07 Con Bolidftlcd Edison Co ol Now York. Inc I2pp 4467J00I 44873 012, 

8803040062 NRC Dulfolini 06 003, "Inadequato Lnlch Enganemonl la MIA Typo Lalch- 
ing Flolny Wig by GE " Sve lisl on cl 

nOSSI.CE Division of Operallonal Events Assessmont (Post 8704 M) tifl/03/10 
ConsolJdalod Edison Co of Now York, Irrc 12Bpp 44G73 192 44G73 310 

8603000140 NRC Info NoUce 08 008, *'Cliomtcol Floaclrons W/Fladwnslo SolldiffLiPJon 
Anon Is " Sve list oncl 

nOSSI,CC Oivrsion of Oporaliorml Evonls Assossmonl (Post 070411) (Jfi/03/f4 
Conselldaiod Edison Co of Now York. Inc 120pp 44/72 253-44773 01? 

8803140284 NRC Info Notico 80 GOO, "Roducod Rohability of Steam Driven Auxiliary 
foodwater flumps CausocI by Instability of Woodward PG PI Typo Govnrnors '' Sve 
liBl oncl 

nOSSI.CE Oivrsion n( Oporatlorwl Evenls Assossmenl (Pool 8/04 H) 88/03/10 
Gonsolidnlod Edison Co of Now York, Inc 1 ?lpp 4 4 657 059-4 4flb/ I /O 


R, Periodic operating roparto & rolntod corrospondanco 

0803046130 "Rodloaclivo El fluent RopI & FI adio logical Environ Wanilorinn Ronl for I n 
CfOBSo BWn for 198/ W/ono??4 Hr 

TAYLOIT.JW Oairylflrd Powm Cooperative 67/ 12/31 DAVIS AH Ronion 3. Ofc of 
tlioDiroctor Olpp 4461 3 064 44613 170 


S, Roporlablo occurroncos, LERb & rointod corrosponifonco 

0802200311 LER 0G002 06oii 806 129, temporary absoncu of duty nhifi auporvlsor from 
shill Scheduled sfiilt su|)oiv^sor roalizod absonco & assumed duly hlmsoil Cause 
uf^stalod F’fopor shill lurnover cenduclod W/8a0219 Hr 

GHRISTIANs.R C , TAYLOF1.JW Dairyland Rowor Gooporalivo 88/02/18 3pp 
44530 039 44636 040 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F, Security, medical, omcrgoncy & fire protoclloa pinna 

8803030231 Forwards Insp Ropts 50-220/07-25 & 50 410/67 45 on 871211 800202 A 
notico of violation Insufhdonl bases provided to retract 070504 notico of violation ro 
Iriad equate roporling of substantial snfol'y ha7arcl 

KANE.wr, Region I. Ofc of the Diroclor 80/02/26 MANGAN.CV Niagara Mohawk 
Powor Corp 2pp 44556 153 4455G IBI 

••0B0303024C Insp Ropts 50-220/97 25 & 50 410/07-45 on 071211 800202 ViolalfOns 
noted Major areas Inspocledslahon nctivHlos including Unit 1 powor oporahons S Unit 

2 power ascension 109llng.pl anl lours, surveilloiiCQ.mQint & pliysical socurity 
Jc5HNSON,Jn flogion 1. Ofc of Iho Dlreclor 68/02/10 26pp 4455G 15G 44550 101 

8803070252 F-orwaids choiige to aecunly Iraming & qualificallon plan Enel wilhliolcf (ref 
lOCrn? 790). 

OERATTA.JP Nragara Mohawk Power Corp BB/03/01 MUR LEY, TE. OffPea of Nu- 
clear Roaclor Regulation, Oiroclor (Post 070411) Ip 44895 194 44865 194 

8803300006 Forwards technical ovafualion repl (TER) re fire proloclion OA protfram.par 
071013 hr NRG concurs w/TGR & hnds Rev 1 to (ire proloclion OA program accopla 
bio 

MAUGMEY.ME Pro|ocl Dirocloralo I K CO/03/25 MANGAN.C.V Niagara Mohawk 
Power (i^orp 4pp 44000 216 44 608' 223 

-8003300012 “Nino Milo Point Units 1 & 2,Firo ProtocHon QA Program/* technical oval 
ualion ropi 

* Sclonco Applications Inlornalronal Corp (lormorly Scienco Applrcalions, Ino ), NRC 

03 07 029, 09/02/10 NRC - No Deloilod Alfdlallon Given 4pp 44900 2?0 44900 223 


J. fnsurAnce & Indomnlly Informatfon 

8803170319 Forwards Endorse men Is 1-2 to NELIA Corlilrcato NW-107, Endor soman ts 
I 2 lo MAELU Cortificalo MW 2O'2,Endorse3ni0nts 1-3 to NELIA Cerlilicalo NW-70 & 
Efidoraomonts I 3 loMACLU Certificate MW- 10 

O'CONNOn.O J Marsh & McLennan, Inc, 00/03/00 DINITZ,! Office of Nuctoar Ro 
actor Reg Illation. Director (Post 8704 1 1) I37pp 44726 001-44726 142 


P. Operating license stage documenls & correspondence 

B0O229D241 Nolificalion ol SIgniltcanI Mooting 07 061 on 070513 w/util in 5criba,NY lo 
discuss slarlup preparalbons & status, asconsion program plans 
JOHNSON, J Region 1, Ofc of the Direglor, 87/05/06 Region 1. Ofc ol the Diroclor. 
2pp 44539 095 44539 096 
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8802250376 Notificalion ol Licensee? Mestimg 87 - 11 2 on 870921 w/ulil in Scnba.NY lo 
discuss paw«r ascension teslmg perform a nco & licensee self assessmeni program 
JOHNSON, JR Region 1, Ole or the Director 87/09/14 Region 1. Ofc of Iho Direc 
lor 2pp 4/1552 242^4552 243 

0803080120 FOIA requQSl lor all documonis re NRG invesligalion ol WG Dick allege 
lions aboul S&W & LILCO re performing NRC instructions lo bring facility up lo fuel 
load stds 

PALAST.G A Union Associates 86/01/18 GRIMSLEY.D H Division of Rules & 
Records {Post S7041J) 3pp 44631 1t3 .14831 115 

8002290326 Responds lo NRC request lor commitirenl lo assure replacernenl of equip 
ment located in three iones in conirol bfdg aflecteci by design normal max temps 
MANGANIC V Niagara Mohawk Power Corp 68/02/19 Document Control Branch 
(Docunonl Control Desk) 1p 44552 188 44552 18B 

8802250195 Generic Ltr 88 04 lo all nonpower reader licensees re disIribuUon of gems 
irradiated m research reactors Sve Jisl end 

MIRAGLIA.F J Associate Direcior for P/oiecIs {Post 87041 1) 88/02/23 Consolidated 
Edison Co of Now York, fnc lipp 44553 345 44553 355 

00030101 19 forwards responses lo remaining open items ro inservico testing program 
in response to B801 15 I Ir Responses include commamQnls lo posiiions documented in 
871203 04 meetings summary Rev to inservicc testing program expocled by 880325 
MANGAN.CV Niagara Mohawk Pov/er Corp 88/02/23 Document Conirol Branch 
(Do cumen I Control Desk) I56pp 44532 086 44532 241 

8503020254 Hoadquarlors daily rept lor 860225 
• Ofc of Special Projects 8B/02/25 19pp 44566 030 44 566 019 

8003070210 Forwards FSAR pages from Chapter I4,represenling changes to initial 
startup tosl program Table summarizing safety evalualton ol each change also 
end Changes lo pages ol existing FSAR. up dated through Amend 2 8. made 
MANGAN.CV Niagara Mohawk Power Corp 08/02/26 Document Control Branch 
(Documoni Conlrorbusk) lOpp 4459*9 283 44599 299 

08O3OBO176 Final response to FOIA request for all documonis re NRC invfistigalion ol 
WG Dick allagations aboul S&W & LILCO Forwards App A S 0 
documenls Documonis avaifabfo in PDR App C documenls partially wilnheld (ref FOIA 
Cxemplion 6) 

GRIMSLEY.DM Division ol RuIqs & Records (Post 970413) 88/03/03 PALAST.G 
Union Associates 5pp 44634 116 44634 276 

• 68Q30B0280 Parlially dcfoled ltr ro concerns expressed relating lo Nine Point Unit 2 
consl projoct & lo NRC Roadenoss Assessmeni Team insp conriuclod at 
Shorcham NRC concurs to moel v//feceipcnl on 850305 to discuss items 
STAROSTECKI.R Region 1, Ofc of the D-reclor 85/03/01 DICK.WG Affiliation Nol 
Assignor! 2pp 44634 125 44634 126 

• 8003080304 P.irlially deleted lir forwarding concerns ro Nirto Milo Point Unit 2 
nrojGcl Prrncipal basis for concerns in connection w/ matlors relates lo 
background, assignments & experience tfuring 4 yrs at Shoreham 

DICK.WG Alfilialion Nol Assigned 85/01/26 Region 1. Ofc oJ the Djr-octor 2pp 
44634 250-44634 259 

»8 603080308 Parlially dele led Ur convoying info discussed w/ Lazarus ro safety & quaF 
ity concerns contained m author 850126 Ur 

DJCK.WQ Aflilialion Not Assigned 85/02/14 Region 1, Ole of the Director lipp 
44634 260 44634 270 

-8603080344 Partially deleted Hr advising ol foviow of 850305 transcripl of 
in lorviow Followup in one area which relates specifically to quality of safety related 
eriuipmenl at lacility being perfoimed 

SiAROSTECKhR Region 1, Ofc of Iho Director 85/04/10 DICK.WG Afhknllon Nol 
Assigned Ip 44634271 44634 271 

••8603000352 Partially deleted Hr lequesling 850305 deposition w/all errors alluded to In 
860926 Hr re unsalifactory responses to atlogalions concerning aclivities at 
facilities Addl action may be warranted 

KANE.WF Region 1, Ole of the Diroclor 86/10/22 DICK.WG Afliliation Not As 
signed 1 p 44634 276-44634 276 

0003060030 Discusses implementation of insorvico (csting program Intends to imple 
mem program ole men la in compliance w/ASWE Code Xl requirements & will hold in 
abeyance elomonls for which relief requested 

MANGANIC V Niagara Mohawk Power Corp 89/03/04 Documeni Control Branch 
(Document Conirol Desk) Ip 44656 037 44656 037 

0303140230 Summary of 880120 mooling w/uiil & Weslinghouso ro Wostinghouso 
fuel Slides presented during meoiing & list of atlendeos end 
MAUGHEY.M F Project Directorate 1 1 68/03/08 Proiect Directorate M 40pp 
44670 139 44678 177 

8003170038 Informs (hat six human engineering rfiscropancies required lo bo comploiod 
by commercial operalron complela as of 680229, par util 660414 & 0609 commil- 
moinls 

MANGAN.CV Niagara Mohawk Power Corp 88/03/11 Document Conirol Branch 
(Document Conirof Desk) Ip 44731 142-44731 142 

8603170042 I informs that mods discussed in 070506 Hr complolled & carbon dioxide fire 
suppression sys ereopa rationally tested & placed In oporaLronat status as of 660301 
MANGAN.CV Niagara Mohawk Power Corp 88/03/11 Oocumenl Control Branch 
(Document Control Desk) Ip 44747 255-44747 255 

8603170303 Responds to 880302 request for generic concerns status Info re GE oleciri 
cat component safely classifrcaHon as applied to fdciMy Affoclod sys will be ad- 
dressed separately. Including neulron moniionng sys & NSsS 
MANGAN.CV Niagara Mohawk Power Corp 88/03/14 Document Control Branch 
(Document Control Desk) 3pp 4474B 053 44748 056 

8803220364 Generic Ltr 88 05 to alJ licensees of operating PWRs & holders of CPs for 
PWRs ro boric acid corrosion of carbon steel reactor pressure boundary components 
In PWR plants Sve list end 

MIRAGLIA.F Associate Director (or Protects (Post 870411) 68/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879084 44679 126 

880330*0101 Ack recerpi of a61230,Rev 3 to NMPCOATRl, "OA Topical flepl" 
Changes acceptable 

JOHNSTON.WV Region I, Ofc of the Director 88/03/23 MANGAN.CV. Niagara 
Mohawk Power Corp 2pp 44901 169 44901 170 


0003300163 Forwards safety evaluation accepting util 860502 & 670403 Itrs on facifily 
compliance w/ATWS rule 10CFR50e2 ro alternate rod injection & reactor proteclion 
trip sys 

HAUGHEY.MF Project Directorate M 88/03/24 MANGAN.CV Niagara Mohawk 
Power Corp 3pp 44908 339 44908 352 

-0803300171 Safety evalualion accepting util compliance w/ATWS rule 10CFR50 62 re 
allernale rod injection & reactor protection trip sys 

* NRC - No Detailed AffiPialton Given 88/03/24 lipp 44908 342-44908 352 


Q Inapecilon reports, IE Bulletins & correspondence 

8002290237 Notiltcalion of SALP Mgt Mooting 87 075 on 870612 w/ulil in Scnba.NY to 
discuss SALP 

JOHNSON.JR Region 1, Ofc ol the Direcior 87/05/29 Region 1, Ofc of the Direc- 
tor 2pp 44539 003 44539 004 

8802290207 Rev I lo notification of Enlorcomenl Conference Mooting 87 140 on 
880107 w/ulil m King of Prussia.PA to discuss inodequalo disposition Ing of inservice 
insr> findinqs & licensee identified Tech Spec violations 

JOHNSON.JR Region 1, Ofc of Ihe Director 87/12/22 Region 1, Ofc of Iho Direc- 
tor 2pp 44539 056 44539 057 

8803030231 Forwards Insp Repls 50 220/87-25 & 50 410/87-45 on 871211- 000202 & 
notice of violation Insuflidenl bases provided lo retract 870504 notice ol vmlalion ro 
inadequale reporting of substantial safety hazard 

KANE.WF Region 1 , Ofc of the Direcior 08/02/26 MANGAN.CV Niagara Mohawk 
Power Corp 2pp 44556 153 44556 181 

-8003030237 Notice of violation from insp on 871211 880202 Violation noted trip scl 
points for pnmary conlainmonl Isolalion sys instruments found to have boon originally 
set below Inp solpoinl specified m Tech Spec Table 3 3 2-2 
* Region I. Ofc of the Director 88/02/26 Ip 44656 155 44556 155 

-8003030248 Insp RopIs 50 220/87-25 & 50 410/87*45 on 871211-080202 Violations 
nolod Major areas inspected station activities Including Unit 1 power oporalions & Unil 
2 power ascension testing, plant tours, surveillance, maint & physical socunly 
JOHNSON, J n Region 1. Ofc of the Director 08/02/19 26pp 44556 156 44556 (81 

0802230035 NRC Info Nolico 88 006. “Foreign Objecls in Steam Generators'' Sve (is! 
end 

ROSSI ,CE Division of Oporalional Events Asbossmonl (Post 870411) Q 8/02/20 
Consolidated Edison Co of Now York, Inc 1 lOpp 44554 253 44555 009 

0803170237 Ack receipt ol 861216 Ur informing NRC of slops taken lo correci violations 
noted In Insp Repi 50 410/86 37 

JOHNSTOf^WV Region I, Ofc ol Iho Director, 80/02/20 MANGAN.CV Niagafa 
Mohawk Power Corp Ip 44857 179 44067 103 

0003060176 final responso lo FOIA roquosl for all documonis re NRC myesligatian of 
WG Dick allogalions aboul S&W & LILCO Forwards App A & 0 

•documents Documenls available In PDR App C documonis partially withheld (ref FOIA 
Exemplfon 6) 

GRIMSLEY.OH Division of Rules & Records (Post 070415) 80/03/03 PALAST.G 
Union Associates 5pp 44634 1 16 44634 276 

••8003000348 Partially doleled Hr appraising concerns exprossod ro LILCO qualily ac- 
countability program, NRC followup of Individual insp findings & overall conclusions of 
readiness learn Pertinent considerations offered listed 

STAROSTECKI.R Region 1, Ofc of the Director 85/07/09 DICK.WG AfHrialion Not 
Assigned 4pp 44634 272-44634 275 

8003020038 NRC Info Noiico 88 007, “Inadvertont Transfer of licensed Mali to Uncoh 
trolled Localions ’’ Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 87072D) 
88/03/07 Consol Idalocf Edison Co of Now York. Inc 12pp 44673 001-44673 012 

0603150001 Forwards Insp Ropi 50 410/88 01 on 080121-24 AddI corrochvo actioris 
listed In Section 6 2 of rept requested to bo addressed, per NRC 800121 confirmatory 
action Hr 

KANE.WF Region 1. Ofc of the Director 88/03/08 MANGAN.CV Niagara Mohawk 
Power Carp 2pp 44716 214 44716 240 

-0803150003 Insp RopI 50-410/88 01 on 080121-24 No violations noted Major areas 
inspected causes.safoty implicalions & adequacy of operator actions (or QQ0120 reac- 
tor scram due lo loss of feedwater & reactor vessel overfill 

MEYER.G, WENZINGER.E Region 1, Ofc ol Iho Director 08/03/04 22pp 
44716 216 44716 237 

-0803 150008 Requests prompt Insp of unil re causes, safely implications & associaled 
operator actions during reactor vessel ovorliil foJfowIng reactor scram on 6801200t> 
ieclivos & scope of insp listed 

RUSSELL, Wf Region 1, Ofc of Iho Director 88/01/22 KANE.WF Region 1, Ofc of 
the Director. 3pp 44716’230 44716 240 

0893040062 NRC Bullolin 06-003, “Inadequate Latch Engagement In HFA Type Latch 
Ing Relay Mfg by GE “ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 06/03/10 
Consolidated Edison Co of New York, fnc 128pp 44673 192-44673 319 

6803000148 NRC fnfo Notice 88 008, "Chemical Reacllons W/Radwaste Solidification 
Agents" Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 86/03/14 
Cor^solidaied Edison Co of Now York, Inc 120pp 44772 253 44773 012 

0803220152 Discusses Insp Repls 50-220/87-21 & 50-410/87-39 on 871005 30 & for- 
wards nolico of violallon & proposed imposition of civil penally in amount of $100,000 
RUSSELL, WT Region 1, Ofc of the Direcior 88/03/14 MANGAN.CV Niagara 
Mohawk Power Corp, 5pp 44803 020 44803 028 

0003220232 Forwards Exam Repl 50-4 10/ 87-4 SOL of exam administered during wks of 
071214 & 060125 

GAILO.R M Region 1, Ofc of the Director 88/03/15 MANGAN.C.V Niagara Mohawk 
Power Corp 2pp 44788 1 50 44789 038 
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-0803220237 Exam Repl 50-4^0/87-4301 on 671216 & 860126 28 Exam results all 
sonior reaclor operators & reactor operators passed written exams. Oiree senior reac 
tor operators & three reactor operators passed operating exams One senior operator 
failed 

LUMB.T, LANGE, DJ Region 1. Ofc of the Director 80/03/10 200pp 44768 160 
44789 030 

8003140284 NRG Info Notice 88 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward Pu-PL Typo Governors " Svc 
list end 

ROSSI, CE Division of Operational Events Assossmenl {Post 870411) 08/03/18 
Consolidated Edison Co or Now York, Inc 121pp 44857 058-44857 170 


T. Hearing Iranscripts on non-antitruat matters 

fl0OaO8-O175 Final response to FOIA request for all documenis re NRC investigalion of 
WG Drck allegations about S&W & LILCO Forwards App A & B 
documenis Documents available in PDR App C documenis partially withheld (ref FOIA 
Exemolion 6) 

GRIMSiEY.DH Division of Rules & Records (Post 870413) 80/03/03 PAIAST.G 
Union Associates 5pp 44634 116 44634 276 

-'8803080299 Partially deleted transcript o1 850305 investigative interview (closed meet 
mg) in Columbus, OH Pp 1 54 Related documentation end 
‘Commissioners 85/03/05 131pp 44634 127-44634 257 


R. Periodic operating reports & related correspondence 


V Operator Examinations 


8803160039 Monthly operating rept for Feb 100B W/880310 Hr 
CHARLES, P, TOMLINSON, E . LEMPGES.T E Niagara Mohawk Power Corp 88/02/ 
29 23pp 44716 314-44716 336 

08D3O4QO56 Forwards "Semiannual Radioactive Effluent Release Repl for Jul Dec 
1987," including summary of llquid.gaseous & solid effluonts released from station 
during reporting period & rof to hourly metoorofogical data collected for 1987 
LEMPGES J E Niagara Mohawk Power Corp 80/03/01 Document Control Branch 
(Documenl Control Desk) ip 44588 001 44508 228 

-8803040081 "Semiannual Rodioaclivo Effluent Reloaso Ropt.Jul Doc 1907 " 

• Niagara Mohawk Power Corp 87/12/31 37pp 44588 082 44580 228 

8803210456 "Headquorlers Daily Rept for 800314 " 

• Radiation Protection Branch 80/03/14 63pp 44750 351-44760 054 


S Reportable occurrences, LERs & related correspondence 

8803010368 Forwards LER 87 075 w/covor Ur & repl dale & operating mode 
number, inadvertently omitted from 880212 submittal 

LEMPGES.T E Niagara Mohawk Power Co/p 80/02/22 Document Control Branch 
{Document Control Desk) lp 44560 291 44560 303 

-8803010371 Forwards LER 87 075 00 

LEMPQESJE Niagara Mohawk Power Corp 80/02/12 Document Control Branch 
(Document Corilrol Dosk) Ip 44560 292-44560 303 

-8303010376 LER 07 075 00 on 871 128,condQnBato slorago lank ruptured duo to high 
stress Caused by consl doficloncy Storage lank rofillod S rotoslod Procedures dovol 
oped to ensure watortight ponotration seats vorifiod operable 
JENKINS, RE Niagara Mohawk Power Corp 88/02/12 1 1pp 44568 203 44560 303 

8603220026 Part 21 rept ro defect in operation of gas monitors using lixod filters Initially 
reported on 080212 Caused by error In soflwaro for monitors Vendor testing mod to 
soflwaro & in interim recommends changing fitters ovary 40 1i 
STANLEYS A Kaman Instrumentation Corp 08/02/22 Region 4, Ofc of iho Director 
3pp 44848 327*44840 320 

8803010337 LER 88 005-00 on 0801 26, chemistry dept reported two Incidonls of non 
compliance w/Toch Spec Section 33 7 1 & 10CFR6O73 on 071117 & 

0801 12 Caused by misinterpretation of Tech Spec Lessons toarnod documenl 
prepared W/8Q0225 Ur, 

JENKINS.R,E , LEMPGES.T E Niagara Mohawk Powor Corp 80/02/25 7pp 

44551 050-44551 056 

8603010342 LER 80 000 00 on 8Q0129,ECCS actuation Instrumontotlon set loss con 
servativoly than Tech Spec required trip setpoint Caused by porsonnel error Solpolnls 
of instrumonlalion recallbr to bo consistent w/Tech Specs Vv/080226 Itr 

JENKINS.RE, LEMPGES.T E Niagara Mohawk Powor Corp. 88/02/26 7pp 

44570 232 44570 236 

8003070348 LER 80 007 00 on 080201, shutdown cooling (SDC) sys Isolated on false 
high reactor pressure alnnal Cause unknown a Investigation continuing Allornato 
method for coolant circulation & DHR verified SDC rosloreaW/ 080301 Ur 
JENKINS, R E , LEMPGES.T E Niagara Mohawk Powor Corp 00/03/01 5pp 

44604 181*44604 105 

8803150279 PNO*l 88 026 on 080305, unplanned loss of feedwater during full load reject 
tost experienced Rapid transfer of powor plant eleclrical loads onto alterneto offsite 
source did not occur per plant design & test procedure 

JOHNSON.J, COOK.W Region 1. Ofc of Ifio Director 00/03/07 2pp 44717 041 
44717042 


8603220232 Forwards Exam Rept 50 410/87-430L ol exam aiiminislered during wks of 
B712U& 880125 

GALLO, RM Region 1. Otc of the Director 08/03/16 MANGAN.CV Niagara Mohawk 
Power Corp 2pp 44788 158 44700 038 

-8003220237 Exam Rept 50 410/07 430L on 871216 & 800126 2B Exam resutls all 
senior reactor operalors & reactor operators passed written exams. three senior roue 
lor onoralors & three reactor operators passed operating exams One senior operator 
failed 

LUMB.T, LANGE, DJ Region 1. Ofc of the Director 08/03/10 200pp 44788 160 
44789 038 

8603300140 Requests util review listed requiremenls for renewal of license & program 
requirements for roqualificalion training Response as 1o how idividuals moot require 
monls requested within 30 days 

JOHNSTON, WV Region 1, Ofc of the Director 08/03/22 MANGAN.CV TU Eleciric 
(formerly Texas Utilities Generating Go ) 3pp 14901 207 44901 209 
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t. NRC Safety EvaJuollon Report (SER), suppis & correspondence 

8803220024 Forwards util comments on SSER 6 lNUREG-1057) 

SIEQER,J D Ouqueane Light Co 6B/O3/0Q Document Control Branch (Documenl 
Control Desk) 3pp 44774 310 44774 312 


r, Security, medical, emergency & fire protection plans 

8802250353 Forwards Preoporaltonal Security Program Review Irsp Repl 50 412/87 39 
on 870504-08 

MARTIN,! T Region. 1. Ofc of the Diroclor 87/0//29 CAREY.JJ Duquesno Light 
Co 2pp 44552 246-44552 254 

-8602250357 Partially withheld Prcoporalional Security Program Insp Rept 50 412/07- 
39 on 070504 08 (rof 10CFR2 790) Major area Inspected status of security program 
Implomontation, Including security plan.security organization & audit 
SMITH.GC, BAILEY.R J. KEIMIG.R R Region 1. Ofc of the Director 07/07/20 7pp 
44552 240 44552 254 

8803010319 Notification of 880303 meeting w/utils & ANI in Rockville, MD to discuss 
fires In onnunciolor cablnots 

FIELOS.N Evonls Assessment Branch 88/02/26 LANNING.WD Evonls Assess- 
ment Branch 5pp 44530 261-44539 265 

8803040270 Forwards Rev 3 to Issue 4 of physical security plan Changes include instal- 
lation of bafanced magnetic switch alarm sys & correction to lens spec for closed cir- 
cuit TV cameras End withhold (ref 10CFR2 790(d) & 73 21) 

SIEDER.J D DuquQsno Ltohl Co 08/02/26 Documont Control Branch (Documenl 
Control Desk) 2pp 44095 056 44095 057 

8803070069 Notificalion of 8Q0303 meeting w/utils in Rockvillo.MO to discuss fires in 
annunciator cabinets 

FIELOS.N Evonls Assessment Branch 08/02/26 LANNING.W D Events Assess- 
ment Branch 5pp 44610 086 44610 090 


1. Financial Information 

8803160026 Informs of Public Svc Resources Co plan to Iransfor intaresls in plant to 
subsidiary by 8B0401 , „ . 

SILBERG.JE Shaw. Pittman. Polls & Trowbridge 88/03/14 Documenl Control 
Branch (Oocumoni Control Desk) 2pp 44721 355 44721 356 


8803160043 Special repl on 880120, scram experienced due to actual low Level 3 water 
level condition Caused by personnel error & design doficloncy, Ulil Implemented nu* 
merous corrective actions to minimize potential recurrence 

LEMPGES.T E Niagara Mohawk Power Core 08/03/10 RLPSSELL.WT Region I, 
Ofc of the Director 5pp 44727 001 44727.005 

8003160429 PNO I 88-030 on 88031 3, reactor scrammed duo to low reactor vessel level 
caused by loss of both feed pumps on low suction pressure & rosuHing loss of 
feedwater Correct ive actions not stated 

JOHNSON.J. COOK.W Region 1. Ofc of the Director 08/03/14 lp 44747 164* 
44747-164 

8803230002 LER 08-008 00 on 8802 19, discovered that trip selpoinl for monitors was at 
five limes normal full power background (NFPB) radiation level Caused by uso of non 
consen/alive eslimalo for expected NFPB radiation level W/0GO315 Itr 
JEMKINS.RE. LEMPGES.T E Niagara Mohawk Powor Corp 88/03/15 5pp 
44009 171-44809 175 


J Insurance & Indetnnlly Informallon 


08O22SO'310 Forwards Endorsemenls 1 & 2 to NELIA Cerlificalo N 130 & MAELU Certif- 
icate MW-59 

BARNETT, J E Conover & Associates, Inc 88/02/25 DINITZ,! Office of Nuclear Re- 
actor Regulation, Director (Post 870411) 21pp 44552 190 44552 210 

8803210039 Provides info re properly damage insurance coverages for plant In Borough 
of Shippmgport.PA 

SIEBER.J.D DuquGsna Light Co 88/03/09 Documenl Control Branch (Document 
Conirol Desk) 2pp 44700 216 44798 217. 


8803210030 Forwards Endorsement 08 to NELIA Policy NF 226 & Endorsement 76 to 
MAELU Policy MF'07, 

BARNETT, JE Conover & Associates, Inc 08/03/14 DINITZ.I Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1). 3pp 44801 104-44801 106 


8803240051 LER 00-006-00 On 080216, MSIV closure occurred Caused by personnel 
error Lessons learned document will bo Included In operations dept lesson learned 
book & procedure for stroke liming turbino atop will be written W/8Q03 1 6 Itr 
JENKINS,RE. LEMPGES.T E Niagara Mohawk Power Corp 88/03/16 5pp 
44845 035 44845 030 


0803220074 Provides certified financial statements for CY87 & cerlificate of company 
staling guaranteed jtaymenl of deferred premiums by maintaining cash reserve permit- 

SHBiWrJ^M ^Toledo^ Edison Co 88/03/16 DINITZ.I NRC - No Detailed Affiliation 
Given 23 pp 44801 252-44801 273 
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6803220240 Forwards listed documenls as evidence of guarantee of shares of deferred 
prorniums levied agarnst facilities 

MORAN, TR Cleveland Electric lltuminaling Co 06/03/17 DINITZ.I NRC - No De 
tailed Affirialion Given 3pp 44800 1fO'4480B 1 12 


8003020036 NflC Into Nolico- BB 007, "fnadvGrtent Transfer of Licensed Mat! 1o Uncon- 
trolfed Locations ” Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Posl 070729) 
08/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 00 1 44673 012 


P Operating license stage documents & correspondence 

0802250195 Generic Ltr 88 04 to all nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve list end 

WIRAGLIA.FJ Associate Director for Projects {Post 870411) 88/02/23 Consolidated 
Edison Co of New York, Inc lipp 44553 345*14553 355 

8003020210 Remits fee for 000211 application for amond lo License NPF 73 
VASSbLLO.J V Duquesne Light Co 60/02/23 License Fee Management Branch 
2pp 44505 263 44595 264 

0803010059 Forwards semiannual radioactive effluent release rept for second sjx 
months of 1987 Rept conlams info required by flog Guide 1 21,Rov 1 & Tech 
Specs OffSRte dose calculation manual for bolh tnils also enc^ 

CAREY, JJ Duquesno Light Co 08/02/25 Documeni Control Brarrch (Document 
Control Desk) 3pp 44532 284 44533 326 

“0803010092 Rev 1 to Issue 1 to "Offsita Dose Calculation Manual " 

’ Ooquosne Light Co 07/07/23 157pp 44633 170 44533 326 


0803210225 Responds lo NRC Bulletin 08 00) fo defects in Wostinghouso circuit 
breakers Unit 1 has no Weslinghouso DS circuit broakors used m Class lE 
application Unit 2 reactor Irip & bypass breakers insp initiated per fnfo Noirco 87-035 
StEBERJ D Ouquosne Lighi Co 80/03/07 Document Conlrot Branch (Document 
Control Desk) 4pp 44797 347 44797 350 

8003040062 NRC Bulletin 80-003, "Inadequale Latch Engagement in HFA Type Latch- 
me Rol^ Mfg by GE " Sve !ist end 

ROSSI.CE Division of Operational Events Assessment (Posf 070411) 86/03/10 
Consolidated Edison Co of Nev/ York, Inc 120pp 44Q73 192-44673 319 

8803210007 Forwards Safety Insp Hepta 50 334/00 01 & 50 412/68 01 on 8B0101 
0215 No violations noted 

WtGGtNS.JT Region 1, Ofc of the Director 88/03/10 CAREY, J J Ouauesne Liohl 
Co 2pp 44793 043 44793 074 ^ ^ 


-0803210006 Insp Repis 50 334/08 01 & 50 412/88 01 on 880101 0215 No violations 
noted Major areas inspected plant operations, mainl activities, surveillance 

testing. diosel generator air start motor lubrication followup & fitness for duty procram 
TRIPP,LE. Region 1, Ofc of fho Director 80/03/09 30pp 44793 046 44793 074 


0803140332 Forwards aildl info re ATW5 miligalioi sysaclualion circuitry output isofa 
lors qualification testing lo complete review of A MS AC design for plant 
SIEBER.J D Duquesne Light Co 00/03/03 Documeni (Control Branch (Documeni 
Control Desk) 2pp 44712 295*44712 296 

0003160267 Forwards response to Generic Llr 06-03, "Resolution of Generic Safety 
fssua 9 3, Steam Binding of Auxiliary Feedwater Pumps " Both units use operalrng logs 
to monitor fluid condilior^s wiihin auxiliary feedwater sys on 6 h shift 
SIEBER.J D Duquesne Light Co 68/03/03 Docurront Control Branch (Documeni 
Control Desk) 3pp 44721 357 44721 359 

6803220364 Generic Llr 86 05 lo all licensees of -o-perating PWRs & holders of CPs for 
PWRs re bone aerd corrosion of carbon steal roaclor pressure boundary compononls 
m PWR plants Sve \\%\ end 

MIRAGLIA.F Associate Direcior (or Projects (Post 870411) 88/03/17 Consofidatad 
Edison Co of New York, fne 43pp 44879 084 44879 126 


8803080148 NRC fnfo NoKco 08 008, ’'Chemical Reactions W/Radwaslo Sofidificaljon 
Agents ” Sve list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 8fl/03/l4 
Consolidated Edison Co of Now York. Inc 120pp 44772 253 44773 012 

0003220293 Forwards fnsp Ropfs 50 334/88 07 & 50 412/88 04 on 800208 12 No vio 
lotions noted 

GALLO, RM Region 1. Ofc of Iho Director 80/03/16 SIEBER.J D Duquosno tiahl 
Co 2pp 44 787 037-44767 045 ^ ^ 

* 8003220299 InSp Ropts SO 334/00 07 & 50 412/80 04 on 800200 12 No violations or 
deviations noted Major areas inspected licenseo complianco lo NRC order lo modily 
Umt 1 ficenso ro primary coolant sys isolation vatvos 

DEV.M, BLLIMBERG.N Region 1. Ofc of Iho Oiroctor 08/03/10 7pp 44707 039- 
44787 045 


8003310101 Forwards SER supporting ulil inservico toslrng program for pumps & valves 
for 87 1 117-971 1 17 & request lor relief from certain testing roquiromonls 
STOLZ.JF Project Directorate 14 68/03/10 CAREY.JJ Duquosno Lfghi Co 3pp 
44918 036 44910 098 


8003220366 Forwards Safety Insp Rept 50 412/88 03 on 080201 03 No violalions 
noted 

GALLO, RM Region 1, Ofc of iho Drreclor 88/03/16 CAREY.JJ Duquesne Liflhl Co 
2pp 44785 044 44785 051 


“0003310184 Safety ovafuation supporirng util insotvico testing program & roquosts for 
relief 

‘ Project Diredoralo I 4 08/03/10 7pp 44910 039 44918 098 
Q Inspection reports, IE Quiletins A. correspondence 

08O229O24S Nolificalicn of 070605 SALP Mgt Mgoling 87 080 w/util In Ktnn of 
Prussia, PA 

TRIPP, LE Region 1. Ofc of the Director B7/05/29 Rogion 1. Ofc of Ihe Director 
2pp 44552 186 4 4 552 167 


“8003220379 fnsp Rept 50*412/00 03 on 000201 03. No violations noted Ono item ro 
marned unresolved at end of insp Major areas Inspocled lotal loss of control room an- 
nunciators on 000120 

PULLANf.S, LANGE.O Region I, Ofc of Ihe Director 80/03/04 6pp 44705 046 
44705 051 

0803140204 NRC Info Nolfco 06 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Inj^lnbilily of Woodward PG-PL Typo Govornorb" Sve 
lisl end 

ROSSI, CC Division of Oporalionaf Events Assossmonl (Post 870411) 80/03/18 
ConsolJdalod Edison Co of Now York, fnc iaipp 44057 050-44057 178 


8002269353 Forwards Prcoperaltonal Security Program Review Insp Rept 50 412/67 39 
on 870504-08 

MARTIN.TT Region 1, Ofc of the Dtroctor B7/07/29 CAREY,JJ Duquesno Light 
Co 2pp 44552 246-44652 254 ^ ^ 


- 8002260357 Partially withheld Preoporalional Socunly Program Insp Ropl 50*4ta/a7' 
39 on B70504 OB (ref 10CFR? 790) Major area Irrspectea status of securily program 
implcmentabon, Including security plan, security organization & audit 

■ bailey, R J. KEIMIG.R R Region I, Ofc of the Director 67/07/28 7pp 
44552 248 44552 254 


8803080449 Forwards Exam Rept 50-41 2/87-650 L of exams adminislerod on 871202- 

QALLO.R M Region 1. Ofc ot the Director 08/02/26 CAREY.J J Duquesno Liqhl Co 
2 pp 44624 189-44625 050 ^ 

-0803080454 Exan> Rept 50 412/07 650L on 861202-03 Exam results three reactor op 
orator & four sonjor reactor operator candfdatos passed 

Region t, Ofc of the Director 0B/O2/26 160pp 44624 191- 


-8803000456 FoAvards commonts on written exam administered on 071202 
SIEBEfl.JD Duquesno Light Co 67/12/09 GALLO.R M Regron 1, Ofc of Ifio Direi 
lor 74pp 44624 345 44625 056 

0802230035 NRC Info Notice 88 006, “Foreign Objacls in Steam Generators, " Sve li! 
end 

flOSSI,CE Chviaion of Operaliorial Events Assessmenl (Post 870411) 8D/02/2! 
Consolfdalod Edison Co oi New York, fnc. llOpp 44554 253 44565 009 

0803090173 Advises that 080115 llr reviewed & application of instrumented ir>sp led 
nique accepiable 

44^7^2^91^44657 2*92^^^^ SjEBER,JD Puquosno Lfghi Co. 2pf 

8803170031 Forwards fnsp Repts 50-334/80-03 & 50 412/06 02 on 060125 29 & nolle 
0 Violation Weaknesses in areas of posting & labeling,exlernal oxposure controls i 
ALARA also Ida fill fled 

WKOelwzsoeV' Ltsh 


Repls 50-334/80 03 & 50 412/66-02 On 600125 29. YmlaUan 



0803300323 Confirms NRC equipmont quallflcafion (EQ) insp on 800411-16, per telcon 
w/F Lipchik Insp will include review of EQ documonlafion files & physical Insp of so 
locled equipmont 

TAM.P.S Project Dirocioralo 1 4 80/03/24 SIEBER.J. Duquosno Light Co 2pp 
44005 360 44905 361 


R. Porfocfic operating reports & related correspondence 

8803020280 Monthly operating repis for Jan 1080 W/880210 ltr. 

WINGER, MA, BIEbER.JD Duquesno Light Co 00'01/31 Opp 44589 119 


8803010059 Forwards semiannual radioaclive of fluent release rept for second six 
months of 1987 nopl contains info required by Rog Guide 1 21, Rev 1 6 Tech 
Specs Offsilo dose calculation manual for both units also end 
CAREY.JJ Ouquosne Light Co 80/02/25 Oocumonl Conlrol Branch (Document 
Conifol Desk) 3pp 44532 204-44533 326 

-8003010873 "Semiannual Radioactive Effluonf Release RepLSupplomenlal Info for 
Second Half of 1907 

* Duquesne Llghl Co 67/12/31. Olpp 44532 287 44633 017 

0003180217 Submits annual rept of all challenges lo prossurizer PORVs or prossurizor 
safety valvos.por Tech Spec 6 D 1 6 b 

SIEBER.J D Duquesno Llghl Co 88/03/03 Document Control Branch (Document 
Controf Desk) 3pp 44703 236 44703 239 


S. Reportable occurrencesi LERs & related correspondence 

0003040013 LER 08 002 00 on 0601 27, reactor Irippod & conlrol room emergency bol 
tied air pressurization sys aclualion occurred Caused by reactor coolant pump 21 A 
trip on undorvollage due to loss of bus 2A Transmitter cafibr W/880220 llr 
LACEY.WS Duquesno Light Co 88/02/28 5pp. 44572 006-44572 010 

0803040053 LER 80 003-00 on 0001 29, due to error in switching order, 2J 4e0-vol1 ac 
supply breaker opened fnstoad of 2K breaker causing loss of power lo leak collecflon 
vent radiation monilor.Causod by personnel 0rfor.W/88O229 llr, 

LACEY.W.S Duquesne Light Co 80/02/29 5pp 44602 002-44602 086 

8803040297 LER 88-004'00on 8B0201,diesel generator actuation occurred during trou- 
bloshoollng relay 51 'VA207X Caused by technician errorPfant stabilized & operators 
malnlainoa manual controf of charging flowW/800302 Hr 
NOONAN.T P Duquesne Light Co 08/03/02 6pp 44637 205 44637 289 
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B803280113 LER 8B 005 00 on 080219,ovorcurrenl reldy (or emergency response facili 
ty transformer actuation occurred Caused by faulty overcurrent relay Faulty relay re 
placed & sent back to vendor for analysis W/bQ 0310 Itr 
NOONAN.TP Duquesno Light Co 8fl/03/21 6pp 44903 14 1-4-1903 M6 

8603280165 LER GO 006 00 on 8B0221 .refueling water storage tank indicated lo lo 
level Caused by frozen iransmiUer sensintj lino Frozen lino thawed Tort erected 
around level transmitters & portable healer praced in tent W/G00322 Ur 
NOONAN.TP Ouquesne Light Co 00/03/22 5pp 44903 211 44903 215 


8003080036 "Reactor Containment Bldg Integrated Leak Rale Tesl.B71124- 2Q" W/ 
000225 Ur 

GECKLE.MA, TAYLOR.Z L , TAYLOR, H B Duke Power Co 87/11/26 199pp 
44636 001 44636 199 

8603030269 Fonvards Amends 39 & 31 to Licenses NPF 35 & NPF 52, rospnclivciy & 
saioly evaluation Amends modify Tech Specs to ensure that plant oporalion consist- 
ent w/design & safety evaluation conclusions of Unit 2, Cycle 2 safely evafuatron 
JABBOUR.KN Project Directorate 113 88/02/16 TUCKER, HB Duke Power Co 
4pp 44566 142 44566 193 


V. Opernlor Examinations 

88'03010354 Nolifccation of Liconsoe Meofing 67 093 on Q70722 w/util in King of 
Prussia.PA to discuss roquaNlication ovalualions & NRC oxpcctalions on licensing 
exam 

TRIPP, LE Region 1. Ole of Iho Director 87/07/16 Region 1, Otc of Iho Director 
2pp 44551 116 44551 117 

8803080449 Forwards Exam Ropl 50 412/07 650L of exams administered on 871202 
03 

GALLO.R M Region 1, Ofc of Iho Diroclor OB/02/26 CAREY, JJ Duquesno Light Co 
2pp 44624 189 44626 068 

-8803000454 Exam Rept 50-412/87 650L on 001202 03 Exam results Ihroo roaclor op- 
erator & four senior roaclor oporator candidates passed 

ESELGROTH,P Region 1. Ofc of llio DiroctoT 8B/02/26 160pp 44G24 191- 

44624 344 

-8803080456 Forwards commonls on wrillon oxam administered on 871202 
SIEBER.JD Duquosne Light Co 07/12/09 GALLO.R M Region 1, Otc of tha Drroc 
lor 74pp 44624 345 44025 050 
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F. Security, modlcol, emergency & fire proloctfon plans 

8803040277 Forwards pubitc version of revised emergency plan implomonling 
procoduros.mcluding RP/O/A/5000/01, "Classihcalion of Emergency" & RP/O/A? 
5000/02, "Nolificalion of Unusual Event " W/080302 reloaso memo 
TUC1<ER,H B Duke Power Co 00/02/10 Document Control Branch (Documonl Con 
trolDosk) 3pp 44500 262-44501 154 

-8803040282 Revised omorgoncy plan Implonienlinq procoduros.mcluding RP/O/A/ 
5000/01, "Classification of Emergency," RP/O/A/ 5000/02, "Notification of Unusual 
Event" a nP/O/A/5000/03. "Alorl " 

SlMPSON,DP, COTE,M A Duke Power Co 80/02/15 249pp 445B0 266 44561 154 

8803100030 Advises that 000205 Rev 18 to physical security plan consistent w/provi 
slons of 10CFR50 54{p) & accoplablo 

CLINE, WE Region 2, Ofc of the Director 80/02/29 TUCKER.HO Duko Powor Co 
3pp 44666 156 44666 158 

0803140334 Forwards rosponso to violations noted in Insp Repls 50 269/07-50,50 270/ 
07 50,50 287/07-50,50 369/87 45. 50 370/B7 45,50 413/07 43 & 50 414/07 43 per J 
Nolson 080129 request End withhold por 10CFR73 21 

TUCKER, H B Duko Powor Co 00/02/29 Document Control Branch (Documonl Con 
trolDosk) 3pp 44712 203-44712 205 

8803150242 Forwards summary of all firo protection related corrospondence & commil 
menls submillod to NRC in response to request for addi Info re BG0012 proposed 
amend lo License Condition 8 of license NPF^-as No change lo FSAR required 
TUCKER,H B Duke Power Co 08/03/01 Documonl Control Branch (Documonl Con- 
trol Desk) 14pp 44700 221-44709 234 

8803100078 Forwards Rov 9 to training & quolihcation planRov withhold (rof 
10CFR73 21) 

TUCKER, H B Duke Power Co 08/03/07 Documonl Control Branch (Documonl Con 
trolDosk) 2pp 44601 174-44601 175 

8803220150 Forwards Insp Repls 50 413/88-10 & 50 414/00 10 on 080208-12 No Vio 
lalions or deviations noted 

CLINE, W E Region 2. Ofc of Iho Diroclor 80/03/ 1 1 TUCKER, H B Duko Powor Co 
2pp 44803 079-44003 081 

"8803220160 Parlially withhold Physical Socurdy fnsp Repls 50-413/08 10 & 50 414/ 
88-10 on 880208 12 (rof 10CFR2 790(d) & 73 21) No viotalions of roqulnlory require 
ments noted Major areas Inspected tesling & mainLlocks.koys & combinations 
ENNIS,J D Region 2, Ofc of the Director 88/03/02 Ip 44003 081 44803 081 

8803220034 Forwards special Inslruclions page lor securily plans Pago addrossos NRC 
amends (o 10CFR73 55 offoclive 861202 End wilhhold (10CFR73 21) 

TUCKER,H B Duke Power Co 88/03/14 Document Control Branch (Document Con 
IfolDesk) 3pp 44804 169-44804 171 


J. Insurance & Indemnity Information 


••8803030277 Amends 39 & 31 lo Licenses NPF-35 & NPF 52,respoctively, modifying 
Tech Specs to ensure that plant operation consistent w/design & safely evaluation 
conclusions of Unit 2,Cycle 2 retoad safety evaluation 
JABBOUR.KN Pro|ocl Directorate 11-3 88/02/16 42pp 44566 146 44566 187 

-8603030280 Safety evaluation supporting Amends 39 & 31 lo Licenses NPF-35 & 
N PF-52/e s pectively 

* Office of Nuclear Reactor Hegulalion, Director (Post 870411) 86/02/16 6pp 
44566 1 88 44566 1 93 

0803220078 Rev 2 to "Corporate Process Control Program ” W/a60316 Hr 
SEMMLER.D Duke Power Co 80/02/16 21pp 44804 148 44804 168 

6003030239 Forwards Amends 40 & 33 to Licenses NPF-35 & NPF 52. respectively & 
safely ovatuation Amends modify Tech Specs to accommodate removal of resistance 
temp device (RTD) bypass monifold sys & installation of in line RTDs 
JABBOUR.KN Project Directorate II-3 88/02/17 TUCKER.H B Duke Power Co 
3pp 44566 109 44566130 

-8803030250 Amends 40 & 33 to Licenses NPF 35 & NPF-52.rospBClively, modifying 
Tech Specs to accommodate removal of resistance temp device (RTO) bypass mam 
lold sys & installation of in line RTDs 

CROCK ER,L P Project Directorate It 3 88/02/17 20pp 44566 111 44566 130 

-8803030256 Safely evaluation supporting Amends 40 & 33 to Licenses NPF 35 & 
NPF‘52 .respectively 

* Office Of Nuclear Roaclor Rogulalion, Director (Post 870411) 88/02/17 lOpp 
44566 131-44566 141 

8 8030202 25 Advises that response to Generic Ltr 88 02 re latest NRC rev lo I SAP II & 
util Inlcrost In parlicipaling in program will bo provided subsequent to 880301 meeting 
w/NRC 

TUCKER.H B Duke Powor Co 88/02/22 Documonl Control Branch (Document Con 
trolDosk) ip 44546316 44548316 

6802250195 Generic Ltr 88 04 to all nonpowor reactor licensees re distribution of gems 
irrodiQlod in research reactors Sve list onci 

MIRAGLIA.FJ Associate Director for Projects (Post B7041 1) 88/02/23 Consolidated 
Edison Co of Now York. Inc lipp 44553 345 44553 355 

0803000058 Roquosls approval to use response spectra generated by direct generation 
melhod in snubber reduction program Proposed FSAR changes end for review Fee 

?UCKER,M B Duko Power Co 88/02/24 Document Control Branch (Document Con- 
trol Dosk) 31pp 44656 148-44656 178 

8803080007 Forwards Amends 41 & 34 lo Licenses NPF-35 & NPF-52. respectively & 
sofoly oval ualton Amends revise Tech Specs lo increase allowed conlammenl overall 
Integrated loakago rate by 50% 

JABBOUn.K N Project Directorate II 3 88/02/29 TUCKER.H B Duke Power Co 
2pp 44657 251 44657 263 

-0803080010 Amends 41 & 34 lo Licenses NPF 35 & NPF 52,respQClively, revising 
Toch Specs to Increase allowed overall conlammenl integrated leakage rale by 50% 
HOOD, 5 Project Diroclorate 11-3 80/02/29 7pp 44657 252-44657 250 

-8803080012 Safety evaluation supporting Amends 41 & 34 to Licenses NPF 35 & 
N P F-52, respect i vely 

* Oflice of Nuclear Roaclor Regulation, Director (Post 870411) 80/02/29 4pp 
44657,259-44657 263 

8803150242 Forwards summary of all fire protection related correspondence & commit- 
ments submitted lo NRC in response lo request for addI info re 660812 proposed 
amend lo Licer^se Condition 8 of License NPF 35 No change lo FSAR required 
TUCKER.H a Duko Powor Co 88/03/01 Document Control Branch (Document Con- 
trot Desk) 14pp 44709 221 44709 234. 

8B03090217 Accepts request that 870722 & 1119 "RTO Bypass Elimination Licensing 
Rept" & supporting documenlalion.respBclively be withhold from public disclosure 
based on reauiremonls & criteria of 10CFR2 790 

JABBOUR.K N Project Olrecloralo II 3 88/03/04 WIESEMANN.RA Westinghouse 
Electric Corp 2pp 44657 204 44657 205 

8803140437 Notifies lhat util 880202 proposed startup physics lest program found 
unacceptable Program should not be added to FSARs or applied to plants Reasons 

HOOO.D S ?ro|oc1 Directorate 113 88/03/11 TUCKER.H B Duke Power Co 4pp 
44676 152-446761 55 


8803220051 Submits info ro util insurance values presented fn compliance w/NRC Prop 
orty Rule 10CFR50 54(w) 

HOUSE, DR Duke Power Co 88/03/15 WOOD.R Office of Nuclear Roaclor Rogula 
Hon, Director (Post 070411) Ip 44804 145 44004 145 


P. Operating license stage documents & correspondence 

8803230092 Forwards Revs 13,14 & 15 of offsite doso calculation manuals for 
plants W/o Revs 14 & 15 

TUCKER.H B Duke Power Co 87/01/06. OENTON.H R Oflice of Nuclear Reactor 
Regulation, Director (851125-870411) 2pp 44050 248 44850 291 

-8803200071 Rev 13 to oJfslIe close calculation manual for pPanl 
BIRCH.ML, HAMPTON, JW Duke Power Co 66/12/19 42pp 44850 250 44650 291 


30316019B Application for amends to Licenses NPF-35 & NPF'62, adding auxiliary shut- 
down conlrorpaml readouts for steam pressure & level & auxiliary feedwater flow rate 
to Table 3 3 9 Fee paid , . « u 

TUCKER H B Duka Power Co 88/03/11 Document Control Branch (Document Con- 
trol Desk) 4pp 44716 287-44716 293 

B8031 60204 Proposed Tech Specs, adding auxiliary shuldowr} control panel readouts 
for steam generator pressure & level & auxiliary feedwater flow rate to Table 3 3 9 
• Duka Power Co, 86/03/11 3pp 44716.291-44716 293 

303160257 Applicalton (or amends to Licenses NPF 35 & NPF-52, revising Tech Spec 
Table 3 3-3, Item 8 f to indicate lhat channels associated w/main feedwater pumps & 

lo revise appileabte action staloment Fee paid ^ . ..r, 

TUCKER H B Duke Power Co 80/03/11 Document Control Branch (Oocumanl Con- 
trol Desk) 4pp 44723 027-44723 036 
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*•8803160261 Proposed Tech Specs re. i 5 ing Table 3 3 3, Item 8 1 to indicale association 
tj, dealer pumps & to revise app'icatie action slateTrenl 
• OukePoAurco 88/03/ 11 bpp 44723 031 44723 036 

0803220364 Gr’r:'i: Lif 88 05 to al! licensees of operating PWRs & (M CPs for 

PZ/Rs rc b:ric a iJ corfoson ol carbon sled reactor pressure boundary components 

^A^ssVia'e Director tor Projects (Post B70411) 83/03/17 Consolidated 
PdisonCo otNe.*. rc'^ In: 43pp 41B79084 14879126 


00O325QO32 Lcntrrr.s coriu/rence «/util intcnfion lo resiart Unit 1 following completion 
of corrccti' : actions ro declaration of unusual Oi/enl & shutting dovvri oi unit on 
BaOO'iO /erhal concurrenLe lo restart givt-n on 800311 , , _ _ , r« 

GR/iJeJN Rt.i,Dn2 0!c of Ihe DireclOf 80/03/17 TUCKER, HB Duke Power Co 
Ip 44630 063 44890 069 

8B03280356 Forisards Amends 12 & 35 to Licenses MPF 35 & fJPF 52. respectively & 
safei, evofuatijn Amends reduce required RCS lolal lio.v from 396,100 gpm to 

JASGOUR^MJ Project Directorate 113 80/03/2 T TUCKER H S Duke Power Co 
Cpp 41090 195 44090 213 


8803280359 Amends 12 & J5 to Licenses fJPF 35 & NPF 52,rcspeclively, modifying 
Tc:n Sp3cs to raJuco required RCS total lio.v from 396,100 gpm to 387.600 gpm 
CROCKER L P Project Drcclorate II 3 88/03/21 lOpp 44690 197 44890 206 


'8803280360 Saftty evaluation supporting Amends 42 & 35 to Licenses NPF 35 & 
fJPF 52resp:cl./cfy 

• Project Drcctnrate II 3 88/03/21 7pp 44090 207 44890 213 


-8803220160 Parftally Wtlflhold Physical Socunly Insp Rnpls 50 413/0Q 10 & 50 414/ 
as^tO on 880208 12 (rof 10CrR2 7gO(d) & 73 21) No violations of requlalory require 
ments noted Major areas inspected losting & mainUorks.koys & combinations 
ENNIS J D Region 2. Ofc of the Oirrclor 80/03/02 Ip 44G03 001 44B03 OBI 


8003080148 NHC Inlo Noirco 88 008. ‘Chcmicnf Rcaclions W/Rndwasto Solidification 
Agents ” Sve (rst end 

ROSSI CE Division of Operational Events Assobsmonl (Post 070411) 88/03/ M 
Consot'dated Edison Co of Now York. Inc I20pp 44 7 7 2 2(33 4 4 7 7 3 0 1 2 


8003280031 Discusses fnsp Roptb 50 413/OB 06 & 50 4 14/60 06 on 0801 1 1 15 & for 
wards notice ot violation 

grace. J N Region 2 , Ofc of Iho Difoclor 08/03/ 14 TUOKCR.H 0 Duke Power Co 
2pp 44903 1 1 1-44903 134 

-8003280033 Notice of violation from insp on 680111 15 Violalions noted Umi 2 en 
tered Mode 5 excocdinq by Approx 96 lirs litno roquirod lo shutdown 
GRACE, J N Region 2, Ofc of iho OifOCtor 80/03/14 22pp 44003 1 13 44903 134 


8003210385 Ack recoipl of 0/0914 Ilf fo NRG Oiillolin 87 001 concorntnrj programs for 
monilormg Ihtckncss of pipo walls in high onorqy stncjfo phaso & two phase carbon 
stool piping sys No furtlior plant specific action rcquirr'd 

HOOO.bs Project Direclorale 1(2 66/03/15 TUCKER, HD Duke Power Co 4np 
44760 179 44760 102 


0803140204 NRC Info Nolico 68 009. "Roducod Roltabilily of Sloam Driven Auxiliary 
Feedwater Pumps Caused by Inslnbifdy of Woodward PG PL Typo Governors “ Sve 
list end 

ROSSI.ee Division ol Operalional UvonH Asso'ismont {Post 670411) 88/03/18 
Consolidalod Edison Co of New York, Inc 12lpp 4405/ 050 44857 170 


Q Inspeclron reports, IE Bulletins & correspondence 

8803170217 Forwards Insp Rcpls 50 113/88 05 A 50 414/86 05 on 880125 29 & notice 
of violabon 

HERDT A R Region 2, Ofc of Ihe Director 88/02/26 TUCKER, HB Duke Power Co 
2pp 44/10 291 44710 302 

8003170226 Notice ol violation from insp on 880125 29 Violation noted records insuffi 
ciently rnaintamed to furnish evidence of activities affecting quality 
HERDT A R Reg on 2 Ofc of the Director 08/02/26 2pp 41710 293 44710 294 

-8803170233 Insp Repl 50 413/88 05 & 50 41 1/00 05 on 880125-29 Violation 
noted Major areas inspecled complex surveillance tesiing,mod leslmg.lE buitebn foJ 
lowup & LEH review 

TINGENS, THOMAS W JAPEF Region 2 Ofc of the D.recior 08/02/24 app 
44710 295 44710302 

8802230035 NRC Into Notice 88 006 ‘Foreign Objects in Steam Generators " Sve list 
cnci 

ROSSI CE Division ol Operational Events Assessment (Post 870411} 08/02/29 
Conso'dated Edison Co of New York, Inc 1 18pp 44554 253 44555 009 

8003000263 Forwards Rev 1 to SuppI 1 of response lo NRC Compliance Bullolm B7 
002 including results ol charpy impact tests & new data sheets providing correclions & 
additions to documenl as originally submitted 

TUCKER H 0 Duke Power Co 80/02/29 GRACE, J N Region 2. Ofc of Ihe Director 
40pp 44622 IB 1 44622 223 

8803140334 Forwards response to VJolalrons noted in Insp Repts 50 269/87 50,50 270/ 
87 50,50 287/87'50,50 369/87*45, 50 370/87 45 50 413/87 43 & 50 414/87 43 per J 
NePson 880129 request End withheld per 10CFR73 21 

TUCKER. H B Duke PoAer Co 08/02/29 Documenl Conlrol Branch (Documenl Con 
trolDesk) 3pp 44712 283 44712 285 

8803210033 Informs of ulil intention to incorporale listed code cases ol ASME Boiler & 
Pressure Vessel Code into inservice insp programs at power nuefear stations Fee 
paid 

TUCKER H 9 Duke Power Co 88/03/02 Document Control Branch (Document Con 
trol Desk) 2pp 44798 258 44798 259 


8003250277 Forwards Insp Ropis 56 413/86 09 & 50 414/86 09 on 860202 04 & notice 
of violation 

GI(3SON,AF Region 2, Ofc of tho Diroclor 68/03/16 TUC/KfR.HO Duke Power Co 
2pp 44903 014 44003 025 

8003250279 Nolico o^ violation from irisp on 860202 04 Violalinn nolod failure (o es 
lablish adequate moasuros to control oddy ciirronl tosting of sloam gonerator lubcs 
GIBSON.A F Region 2, Ofc of tho Diroclor 66/03/(0 2j)p 44903 016 44903 017 

8003250201 Insp Ropts 50 413/60 09 & 50 414/66 09 on 660202 04 Violalions 
noted Major areas insjnoclod.stcnm gonornlor Uiho prolilom*. 

CROWLEY.B R , DLAKE,J J Region 2. Ofc of Ifio Drroctor 66/03/10 Opp 44903 OIB 
44903 025 

0803250312 Ack rccoipl of 680210 Itr informinfi NRC of hlops Inkeii lo correct violations 
nolod in Insp Ropis 50 4 13/67 42 S 50 414/8/ 42 Rovlsotf copy of notice onci 
0ROWNLEE.V L Region 2. Ofc of Iho Oireotor 86/03/18 rucKCR.H B Duke Power 
Co Ip 44903 039 44903 041 

-0003250316 RovisorJ nolico of violation from imp on 8/1 f2b 1225 Viofnlton noted on 
67 1 M SjiconsQo failed lo properly classify start allompt Numhor 54fl on Drosol Goner 
ator 1A as invalid fnlluro 

BROWNLEE, VL Rogion 2. Ofc of Iho DlroclOr 66/01/11 Ppp 44903 040 44903011 

0803250323 AcK recoipl of 600229 6r informing NRC of stops taken to corrocl violations 
nolod In Insp Ropis 50 280/67 50. 50 270/6/ 90,50'267/6/ 60.50 369/07 45,50 370/ 
67 45, 50 4 13/07 43 & 50 4 14/0/ 43 Response arcoplatifo 
STOHR.J P Region 2, Ofc of tho Director 68/03/16 rUCKflR.H U Duke Power Co 
Ip 44913 080 44913 060 

8803300420 Ack recoipl of 671216 response to Ouollly VorifJcatfon ronclion Insp Rcpls 
50 413/87 23 & 50 414/0/-23 Conlinuod roncorn expressed that QA organlzaiion nol 
meaningfully conlnbuting lo pfanl safely & rollaljllily 

VARGA, S A Division of Roacior Projects l/ll (Post 670411) 68/03/25 

TUCKER, H B Duke Power Co Opp 44906 005 44908 097 


R. Porlodfc operating reports & related correspondence 


8803150140 Forwards response to violalions noted in Insp Repis 50 413/07 44 & so 
414/87 44 Corrective actions incident discussed w/snifi supervisors, w/emphasis 
placed on requirement lo follow procedures 

TUCKER.H B Duke PoAsr Co 88/03/03 Documenl Conlrol Branch (Document Con 
Irol Desk) 4pp 44727 352 4172/355 

88031 G0399 Forwards Inservice Insp Repl for Catawba Unit t 1987 Refuelinq Oulaqo 
2, per 10CFR50 55(a)(q) ^ 

ml 44 t 96 oTM« 96 ®l 4 “'" Pocument Conlrol Branch (Oocumeni Con 

- 8803160268 Ftev 0 to Inservice lns»p Repl, Catawba Unit 1 1987 Rofuefmn Oulaqo 2 '* 
including final inservice insp plan.msp results, exam summary.certification data for 
Snrr \ unacceptable condilrons 

HOGGEAJ DukePoweiCo 88/02/29 196pp 44696 052 446% 245 

^ Inadverleni Transler ol Lrcensed Mall to Uncon 

“ mo ReKby ^"S^aomonl ,n HFA Typo Latch 

Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co or New York, Inc I28pp 44673 192 44673 310 

®®r®AH VJ ^ supplemental documentation addressing unresolved items idenli* 

Repts 50 413/88 07 a 50 414/88 07CorrSvo 
I? rSIS u^D SalJon repl le inslaUat.Qn of RTOs issued 

con. 

“*laS orSons ® ’« «" '2 No vio- 

7pT4w!o?9T4mo°8S°''''®°''°''" ™CKEn,HB Duko Power Co 


8003 100 107 Monihly oporaling ropis for Fob 1968 W/66031 5 fir 
REAYIS.J A , TUliKER.H D Ouko Power Co 66/02/29 13pp 44771 152 44771164 

8003210456 “Headquarlofs Daily Repl for 660314 " 

‘ Radiation Proiccllon Oranch 08/03/14 C3pp 44759 351 447G0 054 


S. Reportable occurrences, LERa & related correspondence 

8803010399 LER 06 006 00 on 600l22,unplannod swap of nucloar sve walor (RN) sys 
to standby nuclear sve water pond occurred Causnd by mnt doficinncy Ground on af 
^clGd conductors efoarod & RN sys ronligned to RN oils W/60021D Mr 
TORRE.J G , TUCKER.H B Ouko Power Co 08/02/19 4pp 44542 163 44542 166 

8803010432 Advises that LEH 413/80 02 will nol bo used, per guldolinofa in NUREG 
1022Furlher roviow of event rof In 0802f0 Mr rovoalod that Tech Specs not 
dolornipnod to bo nonroporlabfo 

TUCKER.H B Duke Power Co 88/02/10 Documonl Conlrol Branch (Document Con 
Irol Desk) ip 44531 122 44531 122 

0803030033 LER 60 006 00 on 600120,dlsGovorod lhal cold log accumulator (CLA) dis 
charge Isolation valves motor operators contained lorrninal blocks not gualified for use 
isolation valves doefarod Inoperable W/000219 Hr 
TORRE, J G , TUCKER.H B Duko Power Co 80/02/10 6pp 44557 286 44557 291 

8803010304 Special rept on 800123. safely injection actuated duo lo low steam line 
pressure Caused by porsonnol error Safety Inloclion^diosol generator load sequencer 
Ti signals reset by conlrol room oporalors 

TUCjKER.H B Duko Power Co 00/02/22 Document Conlrol Branch (Documonl Con 
Irol Desk) 4pp, 44542 136 44542 139 

0803010400 LER 00 007 00 on 000123,&afoty mjoction actuated duo to low steam line 
prewuro Caused by personnel error Control room sonlor roacior operator functions 
w*!! bo reviewed & revised If necessary W/a 6 Q 222 Hr 

TORREJG , TUCKER^H 0 Duko Power Co 00/02/22 5pp 44542 158 44543 162 



DOCKETED ITEMS 177 


GB03070234 LER 08 000 00 on 080125, ono irain of control room vonlilntion sys dO' 
cfared inoperable Caused by personnel error in improper planning of work 
request Filters adjusted to proper posilion & filler train retested W/B0022‘l Ur 
TORRES G , TUCKER.H B Duke Power Co 00/02/24 6pp 44637 111 44637 116 

8803150297 Special repl on 080123.5leam generator C vibration and loose parts moni- 
tor sys aeclared inoperable Work Request 268030PS written to repair 

acceleramotor Repair will be carried out during future outage 
TUCKER. H 8 Duke Power Co 08/03/03 Document Control Branch (Document Con 
1f03 Desk) 2pp 44717 037 44717 030 

8803150301 Special rept on 080123, steam generator 9 vibration and loose parts moni- 
tor sys declared inoperable Work request 26fl020PS writlon to repair 

acceterameter Repair will be earned out during future outage 
TUCKER, H B Duke Power Co 00/03/03 Docurnont Control Branch (Document Con- 
trol Desk) 2pp 44717 031 44717 032 

8803110156 NPDES noncomplianco notification on 800301, hydrazine discovered in con- 
ventional wastewater trealmenl sys Discharge lorminalod upon discovery of hydrazine 
En B pond ol sys Fish deaths duo to natural conditions 

HALLER.WA Duke Power Co 80/03/07 South Carolina, Stale of 3pp 44675 007- 
44675 009 

8803160411 LER 88 009 00 on 0a0206.Umilorquo valve actuator T drains found painted 
over or missing on 27 valves Caused by lack of communicalion & mgt 
deficiency Painters will roceivo periodic retraining Drains repaired W/8QO307 Itr 
TORRE.J G, TUCKER.II B Duke Power Co 80/03/07 lOpp 44726 267 44726 276 

8803230089 PNOM 88 018 on 800309, unit trippod from 21% power resulting in (eed- 
waler isolation which caused steam generator lovols to decrease 
BONSER.B Region 2. Ofc of the Director 80/03/10 2pp 44903 060 44903 061 

8803210038 LER 88 01 1-00 on 880126, nuls rocoivod w/o proper Charpy impaci lesimg 
docu men lallon Caused by mig dolicioncy & porsonnol error Incidont roviewcd w/gen- 
eral ofc QA personnel Nuls tested per NRC Bullotin 07 002 W/8G0311 Hr 
TORRE, J G , TUCKER.H B Duke Power Co 88/03/1 1 5pp 44796 P8C 44796 2flO 

8803210131 LER 08 010 00 on 08021 Kunmonitorod refoaso of Hquid radwaslo inlo envi- 
ron occurred Caused by porsonnol error in not adoqualoly reviewing info boloro starl- 
ing release Incident discussed w/involvod personnel W/Qfl03t 1 Hr 
TORRE, JG. TUCKER, MB Duke Power Co 08/03/11 7pp 44703 015 44793 021 

8803280024 Confirmation of action Hr ro actions taken in rosponbo to ronctor trip & 
swap over of suclion to auxiliary foedwator pumps & dogriidod auxiliary feorJwaler 
flow NRC tnderslands lhal uHl commuted to NRC approval prior to startup 
GRACE, J N Region 2. Ofc of the Director 88/03/11 TUCKER.H B Duke Power Co 
2pp 44945 235 44945 236, 

8803240303 Discusses 880315 Operating Roaclors Events Mooting 08 t1 List of 
atlondees, events discussed & tabulation of long torm followup asslgnmonls dolailod in 
cnefa 

LANNINQ,W Events Assossmonl Branch 80/03/15 ROSSI, CE Divihion o( Opur 
ational Events Assossmonl (Post 870411) 17pp 44800 284 44890 300 

8803230119 Rev 1 to special rcplon 07 1201, diesel gonornlor 10 valid failure 
occurrod^Caused by P 3 shulllo not oporaling properly Repairs complotorl on sluittfo 
valve & generator tested Gales inslnlled & no further tripping oxporionccd 
TllCKEn,MB Duke Power Co 80/03/17 Document Control Branch (Documcnl Con 
trol Desk) 2pp 44864 241-44064 242 

8B03230128 Rev 1 to bpoclal ropt on 8711 13,involld failure of rhosol gonoralor 1A 
occurred Caused by pneumatic shutdown board logic olomoni & miscellaneous air 
leaks in sys Components replaced & air leaks corroctod 

TUCKER.H B Duke Power Co 08/03/17 Docurnont Control Branch (Oocumon I Con 
irol Desk) 2pp 44864 253 44864 254 

8003240086 LER 87 044-01 on 071 201 .diesel generator doctared inoporablo after trip 
ping during ESF periodic test Caused by mgt doliciency for romovung Tram A from sve 
whiTo Train B had no emergency power Power supplies swapped W/OB03 17 Hr 
TORRE.J G . TUCKER.H B Duke Power Co D0/(5i3/17 6pp 44063 164 44863 169 

8803240269 PNO-II 08 OIQAsuppI to PNO II 80-01 8 A, issued on 800309 NRC Augment 
ed Insp Team on 080309 has completed ensile segment ol intended mission Licensee 
given concurrence to restart Unit 2 on 880310 based on roviovr of insp resuHs 
BONSER.B Region 2, Ole of the Director 68/03/10 2pp 44044 063 44844 004 
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F. Securfly, medical, emergency & firo protection plans 

8003040277 Forwards public version of revised emergency plan Implomonling 
procedures .in eluding RP/O/A/5000/01, “Classificalion of Emergency" & RP/O/A/ 
5000/02, “Notificalfon of Unusual Event." W/000302 foloaso memo 
TUCKER.H B Duke Power Co 88/02/10 Document Control Branch (Documoni Con 
Irol Desk) 3pp 44580 262-44501 154 

-08O3O4O'282 Revised emergency plan Implementing procedures, including RP/O/A/ 
5000/01, "Classification of Emergency," RP/O/A/5000/02, "Nolificftlion of Unusual 
Event" & RP/O/A/5000/03, "Alert " 

SIMPSON.DP, COTE.MA Duke Power Co e0/02/f5 249pp 44580 266-44581 154 

0803100030 Advises that 800205 Rev 18 to physical security plan consistent w/provr 
sions of 10CFR50 54(p) & acceplablo 

GLINE.WE Region 2, Ofc of the Director 00/02/29 TUCKER.H B Duke Power Co 
3pp 44666 156 44666 158 

8803140334 Forwards response to violations noted in Insp Repts 50-269/07-50,50-270/ 
87 50,50-287/87-50,50-369/07 45. 50.370/87-45,50-413/87-43 & 60 414/87-43 per J 
Nelson 880129 request End withheld per 10CFR73 21 

TUCKER.H B Duke Power Co 88/02/29 Document Control Branch (Document Con 
Irol Deski 3pp 44712 283-44712 285 

0803100078 Fonvards Rev 9 to training & qualiiicalion plan Rev wilhhold (ref 
10CFR73 21) 

TUCKER.H B Duke Power Co 88/03/07 Document Control Branch (Document Con 
trol Desk! 2pp 44681 174-44681 175 


8803220158 Forwards Insp Fepls 50 413/88-10 & 50-414/60-10 on 860208 12 No vio 

lalions or deviations noted ^ . 

CLINE.WE Region 2, Ofc of the Director 00/03/11 TUCKER.H B OuKo Power Co 
2pp 44603 079 44803 081 

-8803220160 Partially wilhheld Physical Security Insp Rcpls 50 413/06 10 & 50 414/ 
88-10 on 8B020B 12 (roi 10CFR2 790(d) & 73 21) No violations of requlotory roquiro 
menls noted Major areas inspected testing & mainUocks.koys & combinalions 
ENNIS.JD Region 2, Ofc of the Oiroclor 88/03/02 tp 44803 081 44803 081 

8803220034 forwards special instructions page for secunly plans Pago orfdrossus NRCI 
amends to tOCrR73 55 effeclive 661202 End wilhfiolcl (10Crn73 21) 

TUCKER.H D Duke Power Co 88/03/14 Documorl Conlrol Branch (Document Con- 
trol Desk) 3pp 44804 169 44804 171 


J Insurance & Indemnity Information 

8803220051 Submits info re uhl in-suranco values prcsenled ui coinplianco w/NRC fVop 
orly Rule 10CFR50 54 (w) 

HOUSE DR Duke Power Co 88/03/15 WOOD.R Offico of Nuclear Reactor Rogula 
Hon, Director (Post 87041 1) Ip 44804 145-44004 M 5 


P Operating license stage documents 8i correspondence 

8803230092 Forwards Revs 13,14 a t5 of off silo dose calculation mnnuaK for 
plants W/o Revs 14 & 15 

TUCKER.H B Duke Power Co 87/01/06 DENTON, HR Offico of Nucloar Roactor 
Regulation, Direclor (851125 870411) 2pp 44050 248 44850 291 

-8803280071 Rev 13 lo olfsito dose calculation manual for plant 
BinCH.ML . HAMPTON. JW Duke Power Co 06/12/19 42pp 44650 250-44850 291 

0803030260 Forwards Amends 39 & 31 to Licenses NPf 35 & NPF 52, rospocHvoly & 
saloly evaluation Amends modify Tech Spocs to orrsuro that plant oparation rohMst 
enl w/design & safely evaluation conclusions of Unit 2.CyclG 2 'iafoly ovaluntion 
JABBOUR.KN Proiecl Directorato 113 Bfl/02/fG rUCKER.H B Duke Power Co 
4pp 44566 142 44566 193 

-8QO3030277 Amends 39 & 31 lo Licenses NPF-35 & NPF-52, respectively, modifyinq 
Tech Specs lo ensure that plant operation consistent w/dosign & safaty ovalualian 
conclusions of Unil 2,Cyclo 2 reload safoly evaluation 

JABBOUR.KN Proioct Directorate II 3 08/02/16 42pp 44566 146 44586 187 

-6003030200 Safoly evaluation siipporlJng Amends 39 & 31 to Lreonsos NPF 35 A 
NPF 52, rospocHvoly 

’ Oflico of Nuclear Reactor Rcgulahon, Director (Post 870411) 0H/l>2/1C> 6[ip 
44566 180-44566 193 

8003220078 Rov 2 to "Corporalo Process Control Program ’ W/onOGtO Itr 
SEMMLER.D Duke Power Co 06/02/16 21pp 44604 148 44004 166 

0803030239 Forwards Amends 40 A 33 lo Licohsos NPF-35 A NPF 52, respectively & 
safety ovalu alien Amends modify Tech Spocs lo accommodate removal of rosistanco 
iGinp device (RTO) bypass manifold sys & inslallnlion of in lino RTDs 
JABBOUR.KN Project Directorato 113 08/02/17 TUCKER.H B Duke Power Co 
3pp 44566 109 44566 130 

- 8B03030250 Amends 40 & 33 to Licenses NPF-3G & NPF r)2.rospectivoly. morlifying 
Tech Specs to accommodate rumovaf of rosislanco temp device <RTD) bypass mani- 
fold sys & fnstallalEon of in fine RTOs 

CROCKER, UP ProiGct Directorato (I 3 60/02/17 20pp 445C6 1 1 1-445C6 130 

-6603030256 Safely evaluation supporting Amends 40 & 33 to Licenses NPF-35 S 
NPF 52, rospocHvoly 

* OlficG of Nuclear Roactor Reguintion, Director (Post 870411) 00/02/17 lOpp 
44566 131-44566141 

8003020225 Advises that rosponso to Generic Llr 88 02 ro lalosi NRC rev lo ISAP II a 
ulil Intcrosl in participating in program will bo provided subbpquont to 6BQ301 mcoting 
w/NRC 

TUCKER.H B Duke Power Co 86/02/22 Documoni Conlrol Branch (Docuraonl Con 
tfOlDesk) Ip 4454831644546 316 

8602250195 Generic Ltr 88 04 lo all nonpowor reactor liconsocs rn dislnbution of goms 
irradiated in research reactors Sve list end 

MIRAGilA.F J Associate Director for Projecls (Post G7041 1) 86/02/23 Consolidated 
Edison Co of Now York, Inc 1 1 pp 44553 345 44553 355 

8803080058 Rcquosls approval to use response spectra gonorated by direct genoralion 
method Ir^ snubber raduclron program Proposed FSAR changes end for review Foe 
paid 

TUCKER.H B Duke Power Co 80/02/24 Document Control Branch (Documoni Con 
Irol Desk) 31pp 44656 148 44656 170 

8803040011 Requests for temporary emergency waiver of Tech Spec 3 7 1 2 lo avoid 
unnecessary shutdown of unit due io continuing repair of inoperable auxiliary feed 
wafer sys turbine driven pump 

TUCKER.H B Duke Power Co 80/02/29 Document Conlrol Branch (Documoni Con 
trol Desk) 4pp 44572 011 44572 014 

8603000007 Forwards Amends 41 & 34 to Liconses NPF-35 & NPF-52, rospeclively & 
safely ©valualion Amends revise Tech Specs lo Increaso aiiowed containment overall 
inlegrated leakage rale toy 50%, 

JABBOUR.KN Projocl Direcloralo 113 88/02/29 TUCKER.H B Duke Power Co 
2pp 44657 251-44657 263 

-8803080010 Amends 41 A 34 lo Ltconsos NPF-35 A NPF 52, re spec lively, revising 
Tech Specs to increase allowed overall conlalnment inlogratod leakage rate by 50 ^q 
HOOD.D Project Direcloralo II 3 88/02/29 7pp 44657 252-44657 256 

-8803080012 Safely evaluation supporHng Amends 41 A 34 lo Licenses NPF'35 A 
NPF-52.resp0ctiveiy 

* Offico Ol Nuclear Reactor Regulation, Director (Post 870411) BB/02/29 4pp 
44657 259-44657 263 



178 DOCKETED ITEMS 


i8fl030902l7 Accopis request that 870722 S 1119 HTO Bypass Eiinninairon Llc^^^sprlg 
Rept " & supporting documGntalion respcclivpfy be v‘#8hheltl from public disclosure 
based on requirements & criteria of 10CFR2 799 

J>\BBOUR,K N Project Directorate H3 Q8/(}3''04 WIESEWANNRA VVesling house 
Electric Corp 2pp ^4657 201 4/1657 205 

88'03H0437 Ratifies (bat ulil 080202 proposed slartup physics test nrogram found 
unacceptable Progranrii should not be added to FSARs or applied to plants Reasons 
for decision pro/idod 

HOOD.DS Proieci Direclorate It 3 88/03/11 TUCKER HB Duke Power Co ‘Ipp 
44676 152 41676 155 

8063160198 Application (or amends lo Licenses NPF 35 & NPF 52, adding auxiliary shut 
down control panel readouts lor steam pressure & level 8 auxiliary loedwater flow rale 
to TabSe 3 3-9 F (20 paid 

TUCKER, H B Duke Po^er Co 80/01/1 1 Document Control Branch (Document Con 
trol Desk) 4pp 44716 207 44716 293 

•'8603160204 Proposed Tech Specs.adding auxiliary shutdown control panel readouts 
lor steam generator prcssiire & level & auxiliary looJwater How rate to Table 3 3 9 

• Duke Power Co 60/03 / 11 3pp 44716 291*4.17 16 293 

8883160267 Applicalion for amertds to Licenses NPF-35 & NPF 52, revising Tech Spec 
Table 3 3 JJtem 0 f to mdicaie that ebannets associated w/main leedwnler pumps 8 
io rovise applicable acifon slatement Fee paid 

TUCKCR»H B Duke Power Co 88/03/11 Oocumenl Control Branch 1 Document Con 
trolDosk) 4pp 44723 027 44723 036 

••8B03 160261 Proposed Tech Specs revising Table 3 3 O.llem 0 1 lo indicate association 
w/mnin foodwatcr pumps & to revise applrcablo action slatemenl 

* Duke Power Co 88/01/11 6pp U723 031 44723 036 

BB0328022Q Ack fOCeipl ol 080229 request tor rend Irom dClion statement ol Tech 
Spec 3 7 1 2(a) re auxiliary feedwater sys Drscrelionnry enforcement action granted to 
GVlecvcl action siatr^mcd by 1 2 h.per 080225 tefcon 

GRACE, J N Reg-on 2, Ofc ol the Director 88/01/14 TUCKER, H3 Duke Power Co 
Ip 44904 M8 44904 148 

8003220364 Generic Llr 08 05 to all Ijcensecb ol opcraling PWRs 8 holders ol CPs for 
PWRs re boric acid corrosion ol carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLfA.F Assoctalo Dircclor for Pro{ects fPosI 870'1 1 1} 08/03/17 Consolidatod 
Erlison Co of New York, Inc 43pp 44079 004'44079 126 

0003250032 Confirms concurrence w/util rntcniion lo resfarl Uml I following cempletion 
of ccrroctivQ actions ro declaration of unusual event & shutting down of unit on 
880310 Verbal concurrence to restart given on 88031 1 

GRACE, J N Region 2, Ole of the Director 00/03/17 TUCKER.H B Duke oower Co 
Ip 44890 069 44030 059 

0803280356 Forwards Amends 42 8 35 to Licenses NPF 35 8 NPF 52, fospcctivcly & 
safely evalua iron Amends reduce required RCS total flow from 396, too tjpm to 
387,600 { 3 pn> 

JABBOUn.KM Project Directorate 113 80/03/21 TUCKER, HB Duke Power Co 
2pp A4890 195 44690213 

*'0003280359 Aniends 42 & 35 to Lrcenses NPF 35 & NPF 52,rospDCtively, modilying 
Toch Specs to reduce required RCS tolai Kow from 396,100 gpm to 387,600 gpm 
CROCKER.LP Project Directorate II 3 88/03/21 Iflpp 44990 } 97 44890 206 

••6S03280J60 Safely ovatuation supporling Amends 42 S 35 to Licenses NPF 15 & 
NPF 52,rospochvQly 

' Project Direclorato II 3 86/03/21 7pp 44890 207 41090 213 


0 Inspection reports, IE Bulletins & correspondence 


0803170217 Ferwards Inso Ropis 50 413/Q8 05 A 50 414/00-05 on 880125-29 & notice 
of violation 

HERDT.A R Region 2. Ofc of Ihe Direclor 80/02/26 TUCKER,H 0 Duke Power Co 
2pp 44710 291-44710 302 

‘-8003170226 Notice ol vioJation from insp on 880125 29 Vrolalion nolod records insulfi- 
ciently maintained Ic (urristi evidence of actiwiros affecting quality 
MERDT.AR Region 2, Ofc of Iho Director 88/02/26 2pp 44710 293 44710 294 

- 0803170233 Insp Rept 50 413/08 05 & 60 414/88-05 on 800125 29 Violation 
noted Ma;or areas inspected complex surveillance testing, mod lesting.lE bufielin fol- 
lowup & LER review 

TINGEN.S, THOMAS, M. JAPE.F Region 2, Ofc of iPio Director 88/02/24 8np 
44710 295-44710 302 

0802238035 NRC Into Noirce 60 006, ’"Foreign Objocls in Steam Generators ” Sve list 
encf 

ROSSI, CE Division of Opemlronal Events Assessment (Post 870411) 80/02/29 
Consolidated Edison Co of New York, fnc 1 1fipp 44554 253 44555 009 

08O3OBOBS2 Advises that m service msp of Stoarti Generators A,B,C & D completed on 
000212 Tubes w/inclicalions exceeding Tech Specs plugging limit removed from sve 
by plugging w/ rolled mechanrcbl plugs 

TUCKER, H B Duke Power Co 88/02/29 Documenf Control BrancPi (Document Con 
trol Desk) Ip 44656 036 44656 038 

8803080263 Forwards Rov t lo Suppl 1 of response to NHC Complianco Duflelin 87- 
002, including results ol charpy Impact lesis & new dale sticels providing corrections & 
additions lo document as onninally submitted 

TUCKER, H 8 Duke Power Co 00/02/29 GRACEJ N Region 2, Ofc of tho Di/octor 
40pp 44622 104 44622 223 

8803140334 Forwards response to vrofations noted in Insp Ropis 50 269/07 50,50-270/ 
87-50,50 287/07-50,50-369/87 45, 50 370/87 45,50 413/87-43 & 50 414/07-43 per J 
Nelson 800129 request End wilhheld per 10CFB73 21 

TUCKER, NB Duke Power Co 88/02/29 Document Coni ro3 Branch (Documenl Con 
trol Desk) 3pp 44712 263 44712 285 


0003210033 Informs of util inlentron to incorporalo Nsled code cases of ASME Goilcf & 
Pressure Vessel Code inlo rnservree insp programs al power nuclear stations Fre 
paid 

TUCKER. HB Duke Power Co 08/03/02 Document Control Branch (Oocument Cori 
trol Desk) 2pp 44798 258 44798 259 

0803150140 Forwards response lo violations nolod in insp Repls 50.113/87 44 & 50 
414/07 44 Corrective acirons incident discussed w/shift &uporvfsf)rs,w/empha5is 
placed on requiremen! to follow procedures 

TUCKER, H 8 Duke Power Co 00/03/03 Oocumonl Control Branch (Document Con 
kOlDesk) 4pp 44727 352 44727 355 

0803020036 NRC Info Notice 00 007, '‘Inadvertent Transfer of Licensed Mat! lo Uncon 
trolled Locations " Sve fist end 

CUNNINGHAM,B E Division of Industrial & Medical Nuclear Safoly (Post 870729) 
00/03/07 Consolidated Edison Co of New York, fnc 12pp 4 4 673 001 44673 012 

8003040062 NRC Bulletin 00 003, Inadequate Latch Engagomonl in UFA Typo Latch 
ing Relay Mfg by GE ’’ Sve list end 

R05S1.CE Division of Operational Events Assossmoni (Post 870411) 00/03/10 
Consolidated Edison Co of New York, Inc t28pp 44673 192 44673 319 

8003210163 Forwards supplemental documentation addressing unresolved items idrniJ 
fied at 680205 exit interview re Insp Repls 50 413/80 07 & 50 414/68 07 Corrective 
actions problem investigation repl ro inslallalian of RTDs issued 
TUCKER.H0 Duke Power Co 88/03/11 Docuinenl Control Branch (Dociimanl Con 
trot Desk) 57pp 4479? 290 44797 346 

0803220150 Forwards insp Flepts 50 413/00 10 & 50 414/80 10 on 8D0200 12 No vio 
fations or deviations noted 

CLINE, WE Region 2. Ofc of the Director 08/03/11 TUCKEH.H8 Duke Power Co 
2pp 4.1803 079 44Q03 OBI 

8603220160 Parlially wilhheld Physical Security Insp Repls 50 413/88 10 & 50 414/ 
8fl 10 on 800208 1 2 (rol 10CFR2 7g0(d) & 73 21) No violalions of regulatory require 
menls nolGcl Major areas inspected tosting & maint, locks, Xoys & combinatiuns 
CNNIS,J D Region 2. Ofc of Ihe Director 80/03/02 Ip 44003 081 4.1803 OBI 

8003000140 NRC Info Nolice 80 008, “Chomtcol Reactions W/Radwasic Solirfilicalion 
Agents ' Sve lisl encf 

ROSSI, CE Division of Operational Events Assossmoni (Post 070411) 00/03/14 
Consolidatod Edison Co of Now York, Inc l20pp 44772 253 44773 012 

6603200031 Discusses Insp Repts 50 413/86 06 & 50 414/88 06 on 800111 15 & for 
wAtds rokco ol violation 

GRACE.J N Region 2, Ofc of Ihe Director 88/03/14 TUCKER.H B Duke Power fo 
2pp .14903 111-44903 134 

3003200033 Notice of violation from insp on 680111 15 VroM lions nolod Unit 2 en 
(ered Mode 5 exceeding by Approx 06 Mrs lime required to shutdown 
GRACE.J N Region 2, Ofc of tno Director 88/03/14 22pp 44903 1 13 44903 134 

0003210305 Ack receipt of 070914 fir re NRC Bullolin 87 001 concerning progMons for 
monitoring thickness of pipe walls in high energy single phase & two phaio carbon 
stpcl piping sys No further plant specific action required 

HOOO,DS Pfojoci Oireclorate 11 2 88/03/15 TUCKCR.H B Duke Power Co 4pp 
44760 179 44760 182 

0003140204 NRC Inlo Notice 88 009, "Reduced nollahllily of Sloam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Typo Governors ' Sve 
lisl end 

ROSSl.CE Division of Operational Evonis Assossmoni (Post 870411) 80/03/(6 
Cofiboliffaled Edison Co of New York, Inc 121pp 44857 058 44657 170 

8603250277 Forwards fnsp Ropts 50 413/88 09 & 50 4 14/80 09 on 880202 04 & fotico 
of violation 

GIBSON, A F Region 2, Ofc of Ihe Direclor 88/03/10 TUCKER. H B Duke Power Co 
2pp 44903 014 44003 025 

-6003250279 Notice of violalion from insp on 680202-04 VrolaliOn noted failure to es- 
tablish adequale measures lo control eddy current testing of sloam yoneralor tubes 
GIQSON.AF Region 2. Ofc of the Direclor 80/03/18 2pp 44903 016 44903 017 

-0003260281 fnsp Ropis 50 413/00 09 & 50 414/00 09 on 000202-04 ViolallonS 
noted Major areas irspocled steam genoralof lube problems 
CROWLEY, B R . OLAKE.J J Region 2, Ofc of Iho Director 00/03/10 Qpp 44903 018 
44903 025 

0803250312 Ack receipl of 080210 Hr informinp NRC of slops taken to correct violatrons 
noted in Insp Repls 50 413/07 42 & 50 414/07 42 Revised copy of notice end 
BROWNLEE, V L Region 2, Ofc of the Director 88/03/10 TUCKER. N B Duke Power 
Co Ip 44903 039 44003 041 

0DO32SO320 Ack receipl of 080229 fir informing NRC of steps taken lo correct violations 
noted in Insp Repts 50-269/07-50, 50 270/8 /-50,50 287/07-50,50 369/87 45.50 370/ 
07 45, 50 413/87-43 & 50 414/87-43 Response acceptable 
STOHR, JP Region 2. Ofc of Ihe Director, 08/03/18 TUCKER.H B Dirko Power Co 
Ip 44913 080 44913 000 

8003300420 Ach receipt of 671218 response lo Quality Verification Funclion Insp Repts 
50 413/07 23 & 60-4 14/87-23 Continued concern expressed that QA organization noi 
meaningfully contributing to plant safely & reliability 

VARQA.SA Division of Reactor Prolocts - l/fl (Posi B70411) 88/03/25 

TUCKER.H 0 Duke Power Co 3pp 44906 095 44906 097 


R. Periodic operating reports & related correspondence 

801)3020186 Forwards fifth quarterly upcfalo lo startup repl Some tests not yol complete 
as indicated in 871113 ItrAddf quarterly updates will be submitted per Tech Swes 
TUCKER.H 0 Duke Power Co 88/02/22 Document Conlrol Branch (Document Con- 
trol Desk) 2pp 44590 203 44590 294 

0803100107 Monthly operating repts for Feb 1980 W/880315 Itr 
REAV IS. J A. TUCKER.H B Duke Power Co 08/02/29 13pp 44771 152 44771164 
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0803210456 ' Headquarlors Daily Repl for 880314 ” 

' Radiation Proleclion Branch 88/03/14 63pp 44759 351 44760 054 

S Repojiable occurrences, LERs & related correspondence 


0803300110 Djscussos change in standby svc water sys flow monitoring program as do 
scribed during 870204 mealing between uiil & NRC Mm acceptable room cooler flow- 
rates increased by 5*^^ to account for isolalion of compressors & HXs 
KINGSLEY, OD Syslem Energy Resources. Inc 08/02/29 GRACE, NJ Region 2. 
Ofc of Ihe Director 2pp 44901 176 44901 177 


8003010399 LER 88 006 00 on 0801 22, unplanned swap of nuclear svc water fRN) sys 
to standby nuclear svc water pond occurred Caused by mat doficioncy Ground on af 
fected conductors cleared & RN sys realignod to RM pits Vv/eB02l9 Ur 
TORRE.J G . TUCKER.H B Duko Power Co 88/02/19 4pp 44542 163-44542 166 

6003010476 LER 80 001 00 on 880 120, blackout occurred while de-onergiztng bus & bus 
emergency diesel gencralor for mainl Caused by personnel error & mgl 
deliciency Sequencer do energized & ventilation fan secured W/880219 Ur 
TORRE, JG, TUCKER, H B Duke Power Co 08/02/19 5pp 44542 149 44542 153 


8003070181 Summary of Operating Reactors Events Meoling Q0 006 on 0BO209 
LANNING.W Events Assessment Branch 88/02/26 ROSSI, CE Division of Opor- 
aiiooai Events Assessment (Posl 87041 1) 12pp 44610 158 44610 1G9 


0803070329 Special repton 8801 15, valid failure of Diesel Generator 2B 
occurred Caused by sensitivity ol diesel generator governor Governor adiusted 
TUCKER.H a Duke Power Co 00/02/29 Document Control Branch (Document Con 
Irol Desk) 2pp 44637 091-44637 092 

8003280027 Special repton 880115, three invalid failures of diesol generator 2B 
occurred Caused by trash & moisture in 2 out ol 3 sensors for lube oil 
pressure Sensors cleaned & recalibr & diesel goneralor periodic losi later comploled 
TUCKER.H B Duko Power Co 88/02/29 Document Conlrol Branch (Oocumont Con- 
trol Desk) 2pp 44899 272 44899 273 


8803110156 NPDES noncompliance notification on 0Q0101, hydrazine discovered in con 
ventLonal wastewater treatment sys Discharge terminated upon discovery of hydrazine 
in B pond of sys Fish deaths duo to natural conditions .... 

HALLER, W A Duke Power Co 88/03/07 South Carolina, Stale ol 3pp 44675 007 
44675 009 


0803210032 LER 08 003 00 on 680209, safely inleclion Tram A actuated duo to low 
prossurizer pressure when placed In operate by by nuclear equipment 
operator Caused by personnel error Signals & tCCS reset & personnel counsofed W/ 

TORRE.Tg , TUCKER.H 8 Duko Power Co 00/03/10 5pp 44799 241 44799 245 


0803150366 Forwards Posl-Refuofing OutagQ-2 startup lest repl,per Tech ^ocs 
C91 1,6 91 2&6913 Proposed changes would allow Unit 1 to operate during Cycle 
3 w/ second reload ol ANF mfg fuel assemblies Startup physics testing completed on 
880119 

KINGSLEY, OD System Energy Resources, Inc 08/03/10 Documenl Control Branch 
(Document Control Desk) 7pp 44609 038 44689 044 

8&03210D7S Informs of aclions underway Id satisfy facility OL Condition 2C(36) for in 
stallinn or upgrading neutron monitoring sys required by Reg Guide 1 97 
KINGSLEY, OD System Energy Resources, Inc 88/03/11 Document Control Branch 
{Document Control Dosk) 5pp 44724 334 44724 338 

0803220364 Gonenc Ltr 88 05 to all licensees ot operaling PWRs & holders of CPs for 
PWRs re bone acid corrosion of carbon sloel reactor pressure boundary compononls 
in PWR plants Svc list onci 

MIRAGLIA.F Associato Director for Projects (Post 870411) B8/03/17 Consolidated 
Edison Co ol New York, Inc 43pp 44079 084 44079 126 


Q. Inspection reports, IE bulletins & correspondence 

0002160225 Responds to NRC 800111 Ilf ro dovialions noted in Insp Repi 50 416/87 
27 Corrective actions biennial functional checks of 509 kV protcclive relay & conlrol 
equipmenl/equired por updated FSAR Section 8 2 1 3,succGSSlufly completed 
KINGSLEY.OD System Energy Resources. Inc 80/02/10 Document Control Branch 
(Document Conliof Desk) 3pp 44352 121-44352 123 

8003170306 Foiwards Insp Repls 50 416/87 40 & 50 417/87 04 on 871219 880115 & 
notice ol violation 

VERRELLI.DM Region 2. Ofc of Iho Diroctof 88/02/22 KINGSLEY.OD Syslem 
Energy Resources, fnc 2pp 44725 154 44725 169 

*•8803170313 Notico of violation from insp on 071219 8801 15 Violation noted DP for 
LPCS & LPCI sys not determined & ECCS header della pressure i n si ru mentation ven- 
fied to- bo 1 2 plus/minus 0 1 psid from calculatod DP 

VERRELLI.DM Region 2, Ofc of the Direclor 06/02/22 Ip 44725 166 44725 156 


8303280089 PNO II 60 018 on 880309,unit Inppod from 2nb power rosuliing In feed 
water isolalion which caused steam gonoralor lovols lo docroabo 
QONSER.B Region 2. Ofc of Iho Director 08/03/10 2pp 44903 060 44003 061 


8003280024 Confirmation ot action Ur ro aclions taken in response to reaUor trip & 
swflp-ovor of suction lo auxiliary feodwalor pumps & degraded auxiliary feodwalor 
flow NRC undorslands lhal ulil commIUod lo NRC approval prior to slarlun 
GRACE.JN Region 2, Ofc of Iho Oiroclor 88/03/11 TUCKER.H B Duko Power Co 
2pp 44945 235 44045 236 


0803249393 Discusses 0B0315 Operating Roaclors Events Mooting DB11 List of 
attend ees.ovonls discussed & tabulation of long term followup assignments detailed in 

LANNING.W Events Assessment Branch 80/03/15 ROSSI, C E Division of Op or 
alionol Evonls Assessment (Posl 870411) 17pp 44890 284 44090 300 


0003240269 PNO It 08 010A suppl lo PNO II 80 010A, issued on 080309 NRC Augmonl* 
ed Insp Team on 800309 has complelod onsilo segment of intended mission Liconseo 
nivon concurrence lo roslarl Unit 2 on 00031 D based on review of Insp results 
BONSER.B Region 2, Ofc of tho Director 88/03/18 2pp 44844 063 44844 0b4 


8603290204 LER 88 005 00 on 0002 17, auxiliary feodwalor pump 2A started uroxpecl 
ediy during periodic lost intended lo test aulostarl capability Root cause of event 
unknown Auto&larl signal rosol & pump 2A secured W/000310 Ur 
TORRE.J G , TUCKER.H B Duko Power Co 00/03/18 5pp 44904 074 44904 078 


8003290231 LER 00 006 01 on 080219, foodwator isolalion occurred during testing of re 
actor coolant resistance tomp dotectors Caused by persormol nol folFowing correct 
procedure Incidonl reviowod w/porsonnol & procedure revised W/8B031B Ilf 
TORRE.J G, TUCKER, HB Duko Power Co 88/03/10 4pp 44099 010 44099 013 


DOCKET 50 418 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


0893160319 Forwards Insp Repl 50 416/80 02 on 860125-29 No violalions or devi- 

CUnI.WE^ Region 2, Ofc of the Director 88/03/04 KINGSLEY, 0 D Syslom Energy 
Resourcos, Inc 2pp 44697 052-44697 054 


>*8803160320 Partially withhold Physical Security Insp Ropl 50 416/08-02 on 880125-29 
(rof 10CrR2 790(d) & 73 21) No violations noted Major areas I nspeclod review of II 
consee responso & aclions re barnor opening which exceeded criteria 
THOMPSON.DH, MCGUIRE.DR Region 2, Ofc of the Director OD/03/03 Ip 
44697 054 44697 054 


8803160027 Revised emergency plan procedures, including Rev 15 lo 10 S 01 6, Nolib 
cation of Off silo Agencies & Plant On Call Emergency Porsonnel" &. Rev 4 lo lO-b 
01 24, "Maint ol Emergency Preparedness ” W/880310 Ur oinr, 

HURLEY ,J , KINGSLEY, O D Syslom Energy Resources. Inc 88/03/10 3tpp 
44694 322-44694 353 


P Operating license stage documents & correspondence 

0002250195 Generic Ltr 80 04 to all nonpower reactor iicensees re distribution of goms 
irfadialed in rosoarch reaclors.Svc list end . /or. 

MIRAGLIA.FJ Associate Director for Projects (Posl 870411) SB/02/23 Consolidated 
Edison Co of New York, Inc lipp 44553 345-44553 355 


-0003170317 insp Repts 50-416/87-40 & 50 417/87 04 on 871219 880115 Violations 
noted Major areas inspected oporalional safely verificalton, mainl 
observation, surveillance observalion.ESF sys waikdown, design changes & mod & con 
tammont inlogrity 

BUrCHER.RC, MATHIS, J L. DANCE HC Region 2. Ofc of lha Director 88/02/22 
13pp 44725 157-44725 169 

6693070391 Forwards final response to Item F of IE Buliolm 88 003, "Motor Operated 
Valve Conrimon Modo Failures During Plant Transients Duo lo Improper Switch Set 
tings " Program discussed oxlonsively during Insp Repl 50 416/87-36 
KINGSLEVCOO Syslem Energy Resources, Inc 88/02/27 Document Control Branch 
(Document Control Desk) 3 Ipp 44604 233 44604 263 

0802230035 NRC Info Nolico 88 006, ‘ Foreign Objects In Steam Generators ’’ Svc list 

ROSSI CE Division of Oporationat Events Assessment (Posl 870411) 06/02/29 
Consolidated Edison Co of Now York. Inc 1 lOpp 44554 263 44555 009 


1803150319 Forwards Insp Ropl 50 416/08 01 on 880116 0219 &nobce of violation 
VERRELLI.DM flsnion 2, Ole of the Direclor 88/03/03 KINGSLEY.OD Syslem 
Cnnr/iu nncAiirrisc Inr: Pno 44689 065-446B9 077 


-0803160323 NoUco ol violation from insp on 8001 16 0219 Violation rioted I ^ensee 
failed lo follow Procodure 04*1 01 Cl 1-1 lo properly store nitrogen bollla inside con- 

VERRELLI.DM Region 2, Ofc of Iho Diroctor 88/03/03 Ip 44609 067-44609 067 


-8003160331 Insp Rept 50 416/88 01 on 8801 16 0219 Violations noledMajor areas 
inspeclod liconseo action on previous enforcement mat lets. ope rational safely 
vonficauon, mainl observation, survoillanco obsen/ation & unresolved items & mgl 

BUTS?ER,nC. MATHISpJL, OANCE.HC Region 2. Ofc ol the Direclor S8/03/02 
lOpp 44689,068 44689 077 


803150352 Ack receipt of 880210 Hr informing NRC of steps taken to correct devi- 
ations noted in Insp Rept 60 416/87 27 Failure lo meet commilment duo dale nol 
hiohllghlod or flagged by licensing commilment tracking sys ^ ^ ^ ^ 

HERDT,A R Region 2, Ofc of the Director 88/03/03 KtNGSLEY.O 0 System Energy 


BB03160319 Forwards Insp Ropl 50 416/88-02 on 080125 29 No violations or devi 

ffll.WE^Rogion 2. Ofc of the Diroctor 88/03/04 KINGSLEY.OD Syslem Energy 
Resources, Inc 2pp 44697 052*44697 054 


3003160320 Parlially withheld Physical Security Insp Rept 50-416/88 02 on 880125 29 
(ref 10CFR2 790(d) & 73 21) No violations noledMajor areas Inspected review of li- 
/-emcoR rptsnonsQ & actions re barrier opening which exceeded crUena 
THOMPSO&.DH, MCGUIRE.DR Region 2. Ofc of Ihe Director 88/03/03 Ip 


8803160370 Advises lhal plant selected as one of four GE sites to bo inspected as pari 
of special Insp indiolive to verify technical adequacy of omergency operating 
insDs bo Dorformed in Apr-Jul 1988 timeframe 
^EYES L A Region 2, Ofc of the Director 88/03/04 KINGSLEY, 0 D System Enargy 
Resources, Inc, 2pp 44698 358-44698 359, 

8603020036 NRC Info Notice 08 007. "fnadverlenl Transfer of Licensed Matt to Uncon 
CUNNIN^HAM-RE^'^^^^^^^^ of Industnal & Nodical 

88/03/07 Consolidated Edison Co of Now York. Inc 12pp 44673 001*44673 012 
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Bfta3()40a62 NRC Bulletin 88*003. ^'Inadeqoale Latch Engagemeni m HFA Type Latch 

Division of Operalronat Events Assessment (Post 870411) 86/03/10 
Consolitfated Edison Co ot New York, fnc 128pp 44673 192 44673 319 


8803020036 NFlC Into Nolice 88 007. ' Inadverlent Transfer of Licensed Mall to Uncon 
Irolted Locations ’ Svc iisl end 

CUNNINGHAM.R E DivJSfon of (ndiislrral & Medical Nuclear Safety (Post 070729) 
0B/O3/O7 Consolidated Edison Co of New York. Inc 12pp 44673001 416/3012 


8803080148 NRC info Nolico 80 008, ''Chemical Reaclions W/Radwaste Solidification 

R?)SstcE'^^Divis?on ol Operalipnal Events Assessment (Post 870411) 8B/03/14 
Cor^solidaled Edison Co olNew York, Inc l20pp 44772 253 44773 012 


8003040062 NRC BuHelin 80 003. "Inadequaie Lalch Engagement m HFA Typo Latch 
inq Relay Mfg by GE " Svc list end 

flOSSI.CE Division of Operational Events Assessmonl (Post 870411) 68/03/10 
Consolidated Edison Co of New York. Inc 128pp 44673 192*44673 319 


8803140204 NRC Inlo Notco 08 009 ''Reduced Reliabilily of Steam Driven Auxiitarv 
Feedivaler Pumps Caused by Instability of Woodward PG-PL Type Governors*' Svc 

l?OSSl.C E Division ol Operational Events Assessment (Post 670411) 08/03/16 
Consolidated Edison Co of New York, Inc 121pp 44057 058 44857 178 


R Periodtc operallng reports & related correspondence 


8803040160 'Grand Gulf Nuclear Slation Semiannual BadteacUve Efilueni Release 
Repidul Dec 1937 W/8B0229 Itr 

KINGSLEY.OD System Energy Resources, fnc 67/12/31 8lpp 44613 013 
44613 093 


8003000148 NRC Info Nolico 08 008. "Chemical Reaclions W/Radwas!e Solidificabon 
Agents '* Svc list end 

ROSSI.CE Division of Operational Events Assessment (Posi 870411) 88/03/14 
Consolidated Edison Co of New York, Inc 120pp 44772 253-44773 012 

8003140204 NRC fnfo Notice 88 009. “Reduced Reliability of Stoam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors “ Svc 
list end 

ROSSI.CE Division of Operalional Ever>is Assessment (Post 870411) 88/03/18 
Consolidated Edison Co of New York. Inc t21pp 44057 058 44057 170 


R, Periodic operallng reports & related correspondence 


0003070159 "Summary ol Operating Experionco - 1907 " W/800229 Itr 
KINGSLEY.OD System Eneigy Resources, Inc 87/12/31 l2pp 44S99317 
44599 328 

0003090317 Forwards 'Degraded Core Accideni Hydrogen Control Program/ quarterly 
slatus rept covering period 871031*1231 

KINGSLEY,0 D System Energy Resources, Inc 08/02/29 Document Conirol Branch 
(Document Control Desk) ip 44664 341 44664 344 

*•0803090320 "Degraded Coro Accident Hydrogen Control Program,” quarterly rept cov 
enng period 071031 1231 

* System Energy Resources ^Inc 07712/31 3pp 44664 342 44664 341 

S80321Q446 Monthly operallng fopl for Feb 1980 W/0BO316 Hr 
HOBBSSH, KINGSLEY.OD System Energy Resources, Inc 88/02/29 4pp 
44803 011 44803 014 


$ Reportable occurrences, LERs & related correspondence 

8003690012 LER 88*007 00 on 8 80204, discovered thal radralron monitor sample flow 
for standby svc water sys oiil of svc w/o laking acUon required by Tech Spec Caused 
by personnel error Sample pump repaired & rourid sheol changoo W/080304 Hr 
DIFFERENT.PM, KINGSLEY,OD System Energy Resources, Inc 88/03/04 5pp 
44667 no 44667 114 

8803140269 LER 38 008 00 on 8B020&,discovercd that dilution How miet for outboard 
MSIV leakage control sys scaled w/ducl tape Cause unknown Tags placed al dilution 
flow inlet ID warn ^ainsi obstruclino opening W/800309 Itr 

BYRD.R . KPNGSLEV.OD System Energy Resources, Inc 88/03/09 5pp 44702 101- 
44702 105 


V. Operator Examinations 

080303-0247 Forwards request for addi info re ficensea 071216 application for amend to 
License NPF-29, changing Tech Specs as result of revs to 10CFR55 & conforming 
amends Response requested by 360315 m order lo complete review 
KINTNER.LL Project Directorate 11- f B8/02/29 KINGSLEY.OD System Energy Re 
sources, Inc 5pp 44566 226-44566 230 


DOCKET S0'4I7GRAND GULF NUCLEAR STATION, UNIT 2 


8803090317 Forwards "Degraded Core Accident Hydrogen Conirol Program," quarterly 
status repl covering period 871031-1231 

KINGSLEY, O D System Energy Resources, Inc 08/02/29 Document Conirol Sranch 
(Document Control Desk) Ip 44664 341*44664 344 

•8803090320 "Degraded Coro Accident Hydrogen Conirol Program." quarterly rept cov 
ejihg period 871031 1231 

' System Er^ergy Resources, fnc 87/12/31 3pp 44664 342 44664 344 


DOCKET 50*423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F Security, modfcal, emergency & fire protection plans 

8003010302 Ack receipt of 8B0129 response lo violations noted in Insp Ropis 50 245/ 
87 22.50 336/87*20.50 423/87*18 & 50 423/87 21 NRC maintains that violation re 
glass insert on door forminn portion of vital area barrier occurred as staled 
LIEBERWANJ Ofc of Enforcement (Posi 870413) 80/02/29 MROCZKA.EJ Norih 
oabt Nuclear Energy Co (subs of Northeast Utilities) 3pp 44531 085 44531 007 

8003080100 Rovisod corporate organization for nuclear incicfonis procodureb including 
Rev 45 lo CONI lablo of conlents.Rev 27 lo CONI 1 02, "Corporafion Orgnoization for 
Nuclear Incidents" & Rev 16 lo CONI 1 03 W/080301 fir 

MROCZKA.EJ Norneast Nuclear Energy Co (subs of Northeast Utililios} 88/03/01 
2l7pp 44656 310 4465? 156 

8003000206 Revised emergency plan Impfemonting proccduros.mcluding Rev 81 lo 
EPIP forms index & Rev 6 lo EPIP Form 4701 4. ''Roporlnbllily " W/800303 Itr 
MROCZKA.E J Nofthoasi Nuclear Energy Co (subs of Norfheasl Utilities) 
MROCZKA.EJ Norlheasl Uldilies 08/03/03 20pp 44656 102 44656 201 

8803210077 Forwards Rosldanl Safely Insp Rept 50 423/08 02 on 000120 0222 & 
nolico of violation 

BETTENHAUSEN.L Region 1. Ofc of Iho Director 00/03/14 MROCZKA.EJ North 
east NucCoar Energy Co (subs of Northeast Ulifillos) 2pp 44793 093 44793 1 16 

••0803210082 Insp Rept 50 423/88 02 on 880120 0222 Violation noted Major areas 
inspected plant opera lions, outage aclivilies including containment clo 5 eoul,ro«ictof 
slarlup.ESF sys & temporary loss of security sun/oillanco sys 
MCCABE.EC Region 1. Ofp of the Director 08/03/00 23pp 44793 000 44793 110 


A. Applicallon/construction stage documenta & correspondence 

0002250195 Generic Ltr 08-04 to all nonpower reactor licensees rc distribution of gems 
irratlialed m rBsearch rcaclorsSvc fist, end 

MIRAGLIA.F J Associate Director for Projects (Posi 670411) 88/02/23 Consolidated 
Edison Co oi Now York, Inc lipp 44553 345*44553355 

8603220364 Generic Ltr 88 05 to all liceni^ees of operating PWRs & holders of CPs for 
PWRs re boric acid corrostoni of carbon steel reactor pressure boundary components 
in PWR plants Svc list end 

MIRAGLIA.F Associate Director for Projects iPosl 870411) 88/03/17 Consolidated 
Edison Co of New York, fnc 43pp 44079 084 44879 126 


Q Inspection reports, l£ BulJetfns & corresporkdence 

0003170306 Forwards Insp Repls SO 416/67*40 & 504 17/87*04 on 871219 880115 & 
notice of violation 

VERRELLl.DW Region 2, Ofc of Ihe Director 8B/02/22 KINGSLEY.OD System 
Energy Resources, Inc 2pp 44725 154 44725 169 

- 8803170317 Insp Repls 50 416/67 40 & 50-417/87-04 on 871219880115 Violations 
noted Major areas inspected operational safety verificalion.maint 
observalion.surveilfance observabon.ESF sys waikdown, design changes & mod & con 
fatnmanl integrity 

BUTCHER.RC . MATHIS, J L , DANCE.HC Rogion 2, Otc of the Director 88/02/22 
13pp 44726 157 44725169 

0802230035 NRC Into Notice 08*006. "Foreign Objects* in Steam Generators ” Svc list 
end 

ROSSI.CE Divisron of Operational Events Assessment (Posi 870411) 8B/02/29 
Consolidated Edison Co of Naw York, fnc 118pp 44554 253 44555 009 

0803160370 Advises that plant selected as one of fourQE sites lo be inspected as part 
of special insp initiative to verity technical adequacy ol emGraency operating 
procedures tnsps to be pedorined rn Apr Jut 1908 limeframa 
RE YES, LA Region 2, Ofc of the Director 00/03/04 KINGSLEY.OD System Enerav 
Resources, Inc 2pp 44698 358 4469B 359 


J Insurance & fndemnlty Information 

8003170319 Forwards Endorsemonts 1 2 lo NELfA CerlificolQ NW-107, Endorsomorls 
1*2 lo MAELU Certificate MW*202,Endorsomsnls 1*3 lo NELIA Corlificatc NW70 & 
Endorsomonis 1-3 to MAELU CerKficatB MW 10 

O’CONNOR, DJ Marsh & McLennan, Inc 00/03/09, DINITZ.f Office of Nuclear Re- 
aclof Regulation, Director (Post 070411) 137pp 44726 001 44726’ 142 


P. Operating license stage documents & correspondence 

8803000047 FOfA request foi documents re purchaso.shipmenl, distribulion.lnstallalion 
& removal of asbestos & asbestos containing products at various nuclear power sta- 
tions in Stale of CT for Jan 1966 Dec 1 975 

FIEOLER.R L Ashcraft & Gore). 88/02/18. GRIMSLEY.D Division of RulQs & Records 
(Post 070413) 2pp 44633 237 44633.230 

0802258105 Generic Ltr 86 04 to all nonpower reactor ficonseos re distribution of gems 
irradiated in research reactors Svc list end 

MIRAGLIA.F J Associate Drreclor for Projects (Post 87041 1) 08/02/23 Consolidated 
Edison Co of New York, fnc 1 1pp 44553 345 44553’355 

8003070151 Forwards Amends 100,14,126 & 15 to Licenses DPR 61,DPR‘21, DPR 65 
& NPF 45, respectively & safely evaluation Amends modify Tech Spec 6 539b lo 
Identify nuclear review board minutes as acceptable means to forward certain repts 
STOLZ.JF Project Directorate 14 88/02/23 MROCZKA.EJ Northeast Nuclesr 
Energy Go (subs, of Northeast Utilities) 6pp 44G07’065*44607.006 

*.0803070173 Amends 100,14,125 & 15 to Licenses DPR*61,DPR*21.DPR*05 & NPF‘ 
45, respectively, amending Tech Specs lo Identify nuclear review board minutes as ac* 
ceptabfe means to forward certain repls & having max of 12 h continuous planned 
inoperabllitY, 

STOLZ.JF Project Directorate f*4 88/02/23 23pp 44607,071-44607 093 

-0803070187 Safety Gvafuallon supporting Amends 100,14J25 & 16 to Licenses OPR- 
61.DPR*21,DPR 6 d & NPF 45, respectively, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/02/23 3pp 
44607 094 44607 096 



DOCKETED ITEMS 181 


8803030041 Applicalion for amond lo Uconse NPF 49, changing Tech Spec SGchon 
3339&333 10 1O revise applicability of limiting condition for operation to allow re 
moval of liquid & gasoous offluont monitors from svc Feo paid 
MROCZKA.E J , SEARS, C F Northeast Nucloar Energy Go (subs ol Northeast Ulili 
ties) MROC2KA,E J Northeast Utilities 88/02/24 Document Control Branch (Oocu 
menl Control Desk) 4pp 44557 240 44557 251 ' 


8803010392 Ack receipt of 080129 response lo violations noled in Insp Repis 50 245/ 
87-22,50 336/87 20,50 423/87 18 & 50 423/87 21 NRC ma^nlalns that violation re 
glass insert on door forming portion of vital area barrier occurred as slated 
LIEBERWANJ Ofc of Enforcement (Post 870413) 88/02/29 MROCZKA.E J North 
east Nuclear Energy Co (subs of Northeast Utilities) 3pp 44531 085 44531 0B7 


.0803030045 Proposed Tech Specs revising applicability of limiting condition for oper- 
ation lo allow removal of liquid & gaseous effluenl monitors from svc for limited period 
of time for losKng 8 cnlibr 

* Northeast Utilities 80/02/24 8pp 44557 244-44557 251 


B0O315O321 Forwards Enforcement Conference flepts 50 245/87 22. 50 336/87-20,50 
423/67-18 & Insp Rept 50 423/07 21 on 871103 

BELLAMY.RR Region 1 Ofc of the Director 88/03/01 MROCZKA.E J Northeast 
Nuclear Energy Co (subs of Northeast Ulitities) 2pp 14715 299 44715 303 


8803040245 Application for amond to Liconso NPF 49.revising Tech Specs lo decrease 
reactor trip setpoint & ESF actuation sys instrumentotion trip setpoint (or steam gener 
aior water level lo lo trip semoint from 23 5% to 20 73% Foe paid 
MROCZKA.E J , SEARS, C F Northeast Nucloar Energy Co (subs of Northeast UtiJi 
lies) MROCZKA.E J Norlhonst Utilities 88/02/25 Oocumonl Control Branch (Docu 
rrenl (Control Desk) 3pp 4457G 300 44576 306 

-8003040250 Proposed Toch Specs.roflecting dorrease in reactor trip setpoint & ESF 
actuation sys inslrumeniation trip setpoint Tor steam generator water level lo lo trip 
sotpomt from 23 5% to 20 73'?b of narrow range inslrumenl span 

• Northeast Nucloar Energy Co (subs of Northoasi Utilities) 88/02/29 4 do 
44576303 44576 306 

0803070237 Application for amond to I iconse NPF 49,ctiangin9 Tech Specs re adrninis 
trative controls Foe paid 

MROCZKA.E J Northoasi Nucloar Energy Co (subs of Northeast Utilities) 
MROCZKA.E J Northeast Utilities 08/03/01 Document Control Branch (Document 
Control Desk) 3pp 44803 051-44893 055 

-8003070247 Pfopobfld Tech Specs, clarifying Indpondoni Safely Eginoering Group rec 
ommondalions re distribution of fopib 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 88/03/01 2pp 
44893 055 44093 055 

8803000055 Responds lo NRC 870218 request for addl info re physics melhodology for 
PWR reload design 

MROCZKA.E J Northoasi Nuclear Energy Co (subs of Norlheasl Ulililtes) 
MROCZKA.E, J Northoasi Utilities 80/03/02 Oocumonl Control Branch (Document 
Control Desk) 3pp 4465G 001-44C5G 083 

8003080080 Responds lo Qonoric Ur 03 20, Items 423&424 fO reactor trip circuit 
breakers Ulil does not bollovo lilo cycle tostinn required or appropriato 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Norlhoabl Nu 
clear Energy Co (subs of Northoasi UliliUos) MROCZKA.E J Northeast Utilities 08/ 
03/03 Document Control Oranch (Document Control Desk) 4pp 44641 OGB 
44641 071 

8803210202 Forwards safety evaluation on util 871113,1224 & 860114 addl info on Li- 
cense Condition C(12) ro addition ol SPDS & operation of lislod SPDS parameters 
before restart License condition satisfied Listed NUREG-0737 item unresolved 
FERGUSON.RL Project Directorate ( 4 88/03/07 MROCZKA.E J Northeast Nuclear 
Energy Go (subs of Northeast Utilities) 2pp 44772 110 44772 115 

-8803210210 Safely evaluation accopting util License Condition C(12) re addition of 
SPDS & operation of listed SPDS parameters before restart NUREG 0737,Suppl 1 re- 
quirements unrosolvfld 

GOODMAN.M Oflico of Nucloar Reactor Rogulation. Director (Post 870411) 88/03/ 
07 4pp 44772 112 44772 115 

8803180266 Provides listed reasons why WCAP 11717 onlillod “Evaluation of Margir> lo 
Stoam Generator Overtill for Millstono 3.“ should be considered OKompt from manda- 
tory public disclosure 

FEhGUSON.R L PfoiGct Dirocloralo 1-4 00/03/10 MROCZKA.E J Norlheasl Nucloar 
Energy Co (subs of Northoasi Utilities) 3pp 44737 031-44737 033 

8803220364 Generic Ltr 00 05 lo all (Iconsoos of operating PWRs & holders of CPs for 
PWRs ro boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Svc list end 

MIRAQLIA.F Associate Director for Projocls (Post 070411) 88/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44B79 084 44879 126 


-8803150330 Enforcement Conference Repts 50 245/87-22,50 336/07 20, 50 423/87 
18 & In^p Ropt 50 423/67 21 on 871 103 Major areas discussed findings of combined 
msp ropis 

MADDEN, T P , KElMlG R R Region I Ole of the Director 88/02/24 3pp 44715 301 
<14715 303 

8803020036 NRC Info Notice 88 007, Inadvertent Transfer of Licensed Mali to Uncon 
trolled Locations ’ Svc list end 

CUNNINGHAM R E Division of Industrial S Medical Nuclear Safety (Post 870729) 
68/03/07 Consolidated Edison Co of New York, Inc 12pp 44673001 <14673 012 

8003040062 NRC Bulletin 88 003, "Inadequate Latch Engagement in HFA Typ« Latch 
mo Relay Mfg by GE ' Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/10 
Consolidated Edison Co of New York Inc t28pp 44673 192 44673 319 

8003080140 NRC Info Notice 08 006, Chemical Reactions W/Radwasle Solidification 
Agents" Svc list enci 

ROSSI, CE Divisiori ol Operational Evenis Assessment (Post 870411) 88/03/14 
Consolidated Edison Co of Now York, Inc I20pp 44772 253 44773 012 

8803210077 Forwards Resident Safely Insp Rept 50 423/88 02 on 8001 20 0222 A 
notice of violation 

BETTENHAUSEN.L Region 1 Ofc of the Director 88/03/14 MROCZKA,EJ North 
past Nuclear Energy Co (subs of Northeast UlilUies) 2pp 44793 093-44793 118 

-8803210079 Notice of violation from insp on 880120 0222 Violation noted on 
860 1 29, plant laken irom Mode 4 lo Mode 3 w/only ono of two required charging 
pumps operable 

’ Region l. Ofc of the Director 88/03/14 ip 44793 095 14793 095 

• 8003210062 Insp Rept 50 423/60 02 on 880120 0222 Violation noted Major areas 
inspected plant opGralions,outage activities including containmonl closeout reactor 
startup, ESF sys & temporary loss of security surveillance sys 
MCCABE, EC Region 1. Ofc of the Director 88/03/09 23pp 44793 096 44793 110 

8803220012 Forwards Exam Rept 50 423/87-280L of ei^ams administered during wk of 
87J2J4 

GALLO, RM Region 1, Ofc ol the Director 88/03/16 MROC2KAEJ Northeast Mu 
dear Energy Co (subs of Northeast Ulililies) 2pp 44003 143 44803 357 

-6003220015 Exam Repl 50 423/87-280L On 871214 18 Exam results three senior re 
aclor operator (SRO) candidates & two reactor operator (RO) candidates passed wnl- 
tcn/operating exams One RO candidate failed operating exam & one SRO failed both 
NORRIS.BS, ESELGROTH.PW Region 1 Ofc of the Director 68/03/16 I50pp 
44003 145 44803 357 

8803140264 NRC Into Notice 86 009. Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors ’ Svc 
list end 

ROSSI.CE Division of Oporaiional Evenis Assessment (Post B70411) 88/03/10 
Consolidated Edison Co of New York, Inc 12tpp 44857 05B-4485? 1 78 


R, Periodic operating reports & related correspondence 
0803020065 "Annual Rept for 1987 " 

MROCZKA.E J Connecticut Yankee Atomic Power Co 07/12/31 494pp 44592 317- 
44594 090 


8803240255 Notification of 8804 18 mooting w/utll in Rockville, MD lo discuss SPDS 
FERGUSON.RL Project Oiroclorato 1-4 06/03/18 STOLZ.JF Pfoloct Directorate M 
3pp 44855 356 44055 358 


8803290183 "Annual Radioactive Effluents Dose Repl for 1987 " W/8fl0235 Hr 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.E J Northeast Ulihlies 07/12/91 26pp 44899 105-44699 130 


Q Inspection reports, IE Bulletins & correapondonco 


8802290250 Notification of SALP Mgt Meotifig 87 076 on 870618 w/util at Haddam 
Neck silo 

MCCABE, E C Region 1. Ofc of the Director 87/06/01 Region 1. Ofc of the Director 
2pp 44095 170 44695 170 


8803010003 Forwards Insp Ropts 50-245/80 01,50 336/88-01 & 50-423/06 01 on 
8001 12*15 No violations noted Radlalion program offectively implemented during 
outago 

BELLAMY.RR Region 1, Ofc of Iho Director 08/02/25 MROC2KA,EJ Norlheasl 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 44535 217 44535 226 


-6803010102 Insp Rents 50 245/86 01.50-936/88 01 & 50 423/88 01 on 880112- 
15 No violaiions noted. Major areas inspected radiation protection activities associated 
w/Unit 2 outage, Including internal & external exposure controls & labeling 
THOMAS.W ,teADOCK.A . SHANBAKY.M Region 1. Oic of the Director 86/02/16 
Opp 44535 219 44535 226 


8803030026 Confirms date of 680314 for environ qualification Insp per 800209 
tefconfnsp will tako place at licensee corporate ofc Berlin, CT w/1 day planl visit on 
660316 

JOHNSTON, WV Region 1, Ofc of the Director 86/02/25 MROCZKA.E J Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 3pp 44555 037 44555 039 

8602230035 NRC Info Nollco 88 006. "Foreign Objocis in Steam Generators ’’ Svc list 
end 

ROSSI.CE Division of Operational Events Assessment 68/02/29. 

Consolidated Edison Co of Now York, tnc 1 18pp 44554 253 44555 009 


8803020194 Forwards "Semiannual Radioactive Effluents Release Repl, Jul Dec 1907 " 
Annual radioactive effluent dose repl for assessment of radiation doses due to radio- 
active liquid & gaseous released during CY87 to be submitted Mar 1 9B8 
MROCZKA,EJ. SEARS.CF Northeast Nuclear Energy Co (subs cl f^orlheast Utilt- 
lies) MROCZKA.E J Northeast Utilities 88/02/24 Document Conirol Branch (Docu- 
ment Control Desk) 1p 44566 243 44566 316 

-8802290272 "Semiannual Radioactive Effluents Release Repl, Jul Dec 1987 " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 87/12/31 73pp 
44566 244 44566 316 

8803160033 Monthly operating rept tor Feb 19B8 W/880310 ltr 
ELMS.aL. SCACE.SE Norlheasl Nucloar Energy Co (subs of Northeast UuiiliDS) 
SCACESE Norlheasl Utilities 88/02/29 4pp 44716 298 44716 301 


S. Reportabfc occurrences, LERs & related correspondence 

0803220026 Part 21 repl re defect in operation of gas monitors using fi-xed filters initially 
reported on 080212 Caused by error in software for monitors Vendor testing mod to 
soWara & In interim recommends changing filters every 48 h 
STANLEY.L A Kaman Inslrumeniation Corp 88/02/29 Region 4, Ofc of tho Director 
3pp 44848 327-44848 329 

8803010398 LER 07-031 01 on 8706 14, reactor trip occurred duo lo turbine trip on low 
lube oil header pressure (Caused by defective bearing header relief valve & oversized 
turning gear oil pump Bearing header relief valve repaired W/880226 Hr 
ATKINSON.PG , SCACE.S E Norlheasl Nuclear Energy Co (subs of Northeast Utilt 
ties) SCACE,SE Northeast Utilities 88/02/26 4pp 44551 105 44551 108 
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89031501 5t LER 8B 006 00 on 800130 determined Ihat Only one centrifugal charging 
:puiT\p operabtc.m 'viotaVon ot Tec^ Spec 15 2 Caused by procedural 
inadequacy compounded by p-oof communicalionsHealup procedure revised W/ 
880229 Itr 

MAflSHALL.F W SCACE.S E Norlheasl Nirclear Energy Co (subs of Norlheast Ulili 
ties) SCACE.SH Norlhoasi UtilHtes 88/02/29 5pp 44716 070-1^716 074 

8803090100 LER 88 007 00 on 88 0203. manual reaclor trip initiated due to inoperable 
digdaf RPi Caused by equipment failure Display card (or rod N 1 1 warped resulling in 
pans on card lo contact adjacent card Display card replaced W/0BO3O4 Hr 
JEMSEM.K H . SCACE.se Norlheast Ulrlilies SCACE.S E Northeast Nuclear Energy 
Co (subs of Northeast Ulilities) BB/03/04 4pp 44665 263 44665 266 

€803150146 LER 83 008 00 on 8a0208.heat detectors monitoring A & 9 emergoncy 
diesel generator rooms wired incorreclly Caused by conbl error Fire detection surveil- 
lances reviewed & corrected W/86O30B Hr 

PINKOWITZ B W , SCACE.S E Norlheast Nuclear Energy Co (subs of Northensl UHfi- 
liQS) SCACE.se Northeast Utililies 88/03/08 4pp 44710 189 44710 192 

0803160349 LER 68-009-00 on 8002l0.automatic reaclor trip occurred Caused by m 
abiltly of assrgned operator to control icedwaier lo all steam generators simulianeous 
ly due lo insuilicieni lob planning by shift supervisor W/e80308 Itr 
PINKOWirZ.B M , SCACE.S E Norlheast Nuclear Energy Co (subs of Norlheast Utili 
tiesj SCACE.S E Northeast Utilities 89/03/08 4pp 44727 049 44727 052 

8803160363 LER 88 010 00 on 880209, discovered that nuclear mstrumentalion negalive 
& posilivo rate reactor inps set nonconsorvalively Caused by personnel failing to prop 
erly account for leakage on eycora ifisirumenlation W/880310 Hr 
MCDANIEL.DT, SCACE.S E Norlheast Nuclear Energy Co (subs of Northeast Ulilf- 
ties) SCACE.S E Norlheast Ulilitios €8/03/10 5pp 44726 282 44726 286 


V. Operator Examinations 

6003220012 Forwards Exam Rept 50 423/87-260L of exams administered during wk of 
871214 

GALLO, R M Region 1. Ofc of the Director 08/03/16 MROCZKA.E J Norlheast Nu 
clear Energy Co (subs of Northeast Utilities) 2pp 44003 143 44603 357 

-8003220016 Exam Repl SO*423/87-2aOL ori 871214-18 Exam rosulls three senior re 
actor operator (SRO) candidates 5 two reactor operator (RO> candidates passed writ- 
ten/ operating exams One RO candidate failed operating exam & one SRO failed both 
NOHRiS.BS, ESELGROTH.PW Region 1. Ofc of Ihe Direclor 88/03/16 150pp 
44003 145^44003 357 
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E. NRC Safely EvAluallan Report (SER), suppis & correspondence 

0603180101 Forwards proposed changes 10 FSAR & Test Repl on Efectrical Separa- 
lion Venficalion Tesling lor Southern Co Sves for Use in Vogtfo Efectnc Generating 
Slation ” Summary of losl, configurations tested & lest rcsulls also end 
BAILEY.J A Georgia Power Co 68/03/14 Document Control Branch (Document Con 
irol Desk) 25pp 44770 031-44771 005 

-8803180110 'Test Ropt on Elaclncal Separatron Verification Tesling for Southern Co 
Sves for Use in Vogllo Elecirtc Generating Station ” 

HAZELTINEJ. JOHNSON.F R , HIGHT.G W Wylo Laboratorres 17959 02 RA 87/ 
12/31 250pp 44770 056-44771 005 


F. SociiNly, rnedlcal, emergency & fire protecllon plans 

6803100032 Advises that 080106 Rev 9 to physical becurily plan consistent w/provi 
sions of 10CFR50 54CP) & acceplablo P/an withheld (ref 10CFR73 21) 

CLINE, WE Region 2, Ofc of Ihe Director 06/02/29 O’REILLY JP Georgia Power 
Co 2pp 44895 167 4-4895 168 

88031 4Q347 Forwards rept of changes made to physical security & conbnQoncy 
plan Revised security plan pages incorporating changes will bo provided in upcoming 
amend End withheld (ref 10CfR73 21 & 2 790) 

GUCWA.L T Georgia Power Co 88/03/04 Documonl Control Branch (Document 
Control Desk) 2pp 44712 279-44712 280 

6603300295 Informs that annual emergency preparedness exercise lor facility will bo 
conducted on B80524 per lOCFflSO.App E Exerciso scope & objectives end 
GUCWA.LT Georgia Power Co 89/03/04 DECKER,! R Region 2, Ofc of tho Direc- 
tor 3pp 44904 151-44904 153 

BB03240301 Forwards Insp Rept 50 424/89 09 on 890130 0226 & nolico of viofalion 
BROWN L EE. V L Region 2. Ofc of Iho Director. 08/03/17 HEAO.G F Georgia Power 
Co 2pp 44844 040-44844 059 

-0803240309 Insp Rept 50 424/89 09 on 890130-0226 Violations noted Maior areas 
inspected plant operaU on s. radio logical controls, mainl.surverllanco.tiro 

protection.securily & quality programs & administrative coni rots atfecting quality 
ROGGE J F . DURGERC W . SINKULE.M V Regfor> 2. Ofc of Ihe Oireclor 08/03/16 
16pp 44844 044 44844 069 


H. General correspondence 

9803070218 Advises of listed changes to nuclear operations organisation JP O'Roilly re 
signed as senior vie© president & wifi be replaced by GF Head 
GUCWA.L T, Georgia Power Co 88/03/02 Documonl Control Branch (Documonl 
Control Desk) 2pp 44596165-44596 166 


P. Operating ffeense stage documenis & correapoindence 

8803140013 Forwards bnefs for TG Oyserl Section 210 complaint & Woslinghouso W/o 
end 

WHITNEV.CW Georgia Power Co 88/02/22 GODDARD.R J , SINKULe.M V Region 
2. Ofc ol Iho Director 2pp 44697 261-44697 252 


8002250195 Generic Ltr B9 04 to all norpower reactor licensoGS re disiribution of gems 
irradiated in research, reactors Sve list end 

MIRAGLIA.FJ Associate Director (or Projecls (Post 07041 1) 88/02/23 Consolidaied 
Edison Co of New York, Inc 1 Ipp 44553 345 44563 355 

8803830269 Forwards revised steam generator tube rupture (SGTR) analysis based on 
Westingliouse Owners Group Program Discussion of five requirements stated in SER 
& addl SGTR documentation end 

GUCWA.L T Georgia Power Co 00/02/29 Document Conirol Branch (Document 
Conirol Desk) 1 1pp 44564 256 44565 100 

-0803030278 Requests lhal end lo util 0B0229 Hr re LOFTTR2 analysis for steam gert- 
eraior lube rupluro event bo withhold from public disclosure, per 1DCFn2 790 & end 
affidavit 

WIESEMANN,RA Weslinghouse Electric Corp Ofl/02/03 MUR LEY, T Office of Nu 
clear Reactor Regulation, Director (Post 870411) l jpp 44564 267 44564 277 

. 8803030285 "Steam Generator Tube Ruplure Event Operator Action Times Using 
Voglle Simulator '' 

* Southern Company Services, Inc NC 7002 87/02/20 IDOpp 44504 270- 

44665017 

“0803030289 ’ LOFTTR2 Analysis for Steam Generator Tube Rupluro Evcni" Refaled 
info end 

LEWIS.R N , MENDLER.O J . MILLER.! A Weslinghouso Efoclric Corp WCAP 1 1732 
80/01/31 04pp 44565 010 44565 100 

8803040216 Forwards ’’DCRDR Supplemenlal Summary Ropt,’' m response lo NRC 
670504 request for addi info Repl also contains info re SPDSSPDS avaifabilily Iasi 
not performed as result of hardware failures w/radiatron monitoring sys 
GtJCWA,LT Goorqia Power Co 08/02/29 Documonl Control Branch (Document 
Conirol Desk) 2pp 44613 177 44613 263 

-8803080319 "Voglle Electric Generating Plant Unit 1 DCRDR Supplomontal Summary 
Repl 

• Georgia Power Co 80/02/29 87pp 44613 170 44613 263 

8803080051 Submits suppi lo summary repl of starlup lest program Following compio 
Uon of Dynamic Response Test 1 600 06 evafualion & rosoluimn of PERMS TesI 1 
6SD Of open items, power ascension lost sequence procedure will bo compfelctJ 
GUCWA,LT Georgia Power Co 00/02/29 Document Conirol Qf«mch (DocumenI 
Conirol Desk) 2pp 44641 100 44641 109 

8003140397 Forwards environ qualiffcahon info requested by Mordt In 000218 Hr to 
O'Reilly 

GUCWA.lt Georgia Power Co 80/03/07 Documonl Control Brandi (Document 
Conirol Desk) l.OSOpp 44705 276 44709 191 

6003150244 Fonpvards updated listing ol oulslantfing licensing requosts for facility UEil 
prepared lo promplly discuss & provide any addI info for NRu loviow 
GUCWA.lt Georgia Power Co 00/03/07 Documom Control Branch (Oocunnorl 
Conirol Desk) 3pp 44709 235 44709 237 

8803140151 Notificahon of 060315 mcoting w/util in A1(an(a,GA to rfiscuss status ol li 
censing actions re listed plants 

CROCKER.LP Proiocl Oiroctoralo 11-3 06/03/09 JABBOUR.K N Project Oirectoralp 
11-3 4pp 44677 236 44677 239 

8803140282 NoUtrcalion of 600318 mooting w/ulifs in Rockville, MD to discuss formalion 
of operating company wilhin Southern Co sys lo handle operations of plants 
REEVES.EA Projocl Dircctorato JI-1 80/03/09 AOENSAM.E G Projccl Direcloralo 
II 1 6pp 44679 330 44679 342 

8803180248 Forwards onviron assessment atfdrosslng of feels of increasing cycles of 
solJds concenlration In circulating water sys Rosulls of assossmonl frdicato lhal 
change would not involve unroviowod onviron question & pormissiblo 
GUCWA.L T Georgia Power Co 08/03/09 Documonl Control Qranch (Documeat 
Conirol Dosk) 4pp 44781 187 44701 190 

0803180269 Forwards revised radial peaking factor limit rept for Cycio I 
oporalion Revised rept required by impfemonlalion of revised adminislralive FO limil of 
2 25 Revised FQ & radial peaking factors implemented on B80209 End Withhold 
GUCWA.lt Georgia Power Co 08/03/09 Documonl Control Branch (Documonl 
Conirol Desk) 2pp 44792 097-44792 090 

€803210215 Summary of 800302 meeting w/ulifs in Rockvillo.MD ro formalion of sepa 
rale operating organization List of allondeos & vlewgraphs end 
BEEVES.EA Projocl Direcloralo II- 1 08/03/09 Project Diroctornlo lit l9pp 
44772 234 44772 252 

8803220031 DiscussGs past 81 current problems ro groundwater monitoring program imti 
aied (r> Jul 1985 Util plans to seal & abandon WoTl 807A in Juno 1980, based on fisted 
discussion Sealing will be accomplished per approved site proceduros 
BAILEY.J A Georgia Power Co OAILEY.J A, Soulhern Company Services, Inc 88/03/ 
14 Documonl Control Branch (Documonl Controf Dosk) 5pp 44809 352-44009 356 

0009220364 Generic Ltr 80 05 lo all licenseos of oDorating PWRs & holders of CPs for 
PWRs re boric add corrosion of carbon steel roacter pressure boundary componenis 
m PWR plants Sve list end 

MIRAGLfAF Associate Director for Projods (Post 870411) 00/D3/17 Consolidaled 
Edison Co of Now York, Inc 43pp, 44079 004 44879 126 

8803240217 Summary of 600315 meeting w/ulil in Atlanta, GA ro status of licensing ac 
lions & aclivilies for planis List of allondeos & outlines of topics discussed onci 
CROCKER.LP Profed Directorate 11-3 88/03/21 Projed Direcloralo 113 16pp 
44807 149 44807 164, 

68032S0I1S forwards notice of environ assessment & finding of no significarl 
impacl.per 880115 request for exemption from schedular requirement of 
10CFR60 7l(e)(3)(i) ro Issuance of OL 

HOPKINS, JB Projecl Directorate II 3 08/03/21 HEAD.G F (Seorgia Power Co 2pp 
44B59 241 44859 247 

-8803250121 Environ assessment & finding of no significant impact supporting requesF 
ed oxeniption from 10CFR60 7l(e)(3)(i) 

CROCKER.LP Proiecl Direcloralo 11-3 88/03/21 5pp 44859 243-44059 247. 
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8003310271 Informs that oficf notico ol consuleralion of issuanco of amend to license & 
proposed NSHC cloterminnlion & opporlumly for hoannq re amend lo control room 
emeruency Iiltralion sys sent lor publication 

HOPKINS JB Proiocl Dirociornto 113 OB/03/25 HEAD.G T Gooroia Power Co 2 dd 
200 -ligW 210 

8803310277 Notice ol con'jiclcralion of issuance of ainond lo Lirenso NPF 60 8, pio 
pospd NSHC doierminntion & opportunily for hoarmij Amend will revise oporabiliiy re 
quiremenls for conlrol room orneroency fillralion sys 
CROCKER, LP Proipcl Diroctorato If 3 8B/03/25 Bpp '1'1950 210 -14950 216 


Q Inspection reports, IE Dullotins & corrospondcnco 

8803170252 Forwards Insp Ropis 50 424/BB 03 & 50 425/8B 02 on 600105 13 No wo 
hlions or deviations nolod 

HCRDT AR Region 2. Ofo ol ihe Diroclor 86/02/23 O’REILLY JP Georgia Power 
Co 2pp 44710 304 447 10 3 16 ^ 

8803170259 Insp Ropis 50 424/00 03 & 50 425/86 02 on G80105 13 No violations or 
deviations noted Maior aroas insponlod prosorvico insp observation housekoeping 
malls conlrol & molallurgical proporlios of 10 inch SCH Type 316 piping 
GLASMAN.M , BLAKE, J J Region 2, Ofc of Iho Director 86/02/11 lipp 44710 306 
44710316 

8802230035 NRC Info Nolico BB 006, ' foroign Obiecis in Steam Generators Sve list 
end 

ROSSI.CE Division of Oporalional Events Asscssmoni (Post 870411) 66/02/29 
Consolidated Edison Co of Now York Inc 11 Bpp 44554 253 44555 009 

6803150356 Ack rocQipl of 000219 Ur inlorminq NRC of slops taken to correct violations 
noted rn Insp Repl 50 424/87 GB 

COLLINS, DM neqion 2, Ofc of Iho Director 86/03/02 HEAO.G T Georgia Power 
Co 2pp 44609 005 44689 006 

6803020036 NRC Info Nolico OB 00/, ‘Inadvortonl Transfor ol Licensed Mall lo Llncon 
Irolled Locaiions ' Sve list rmet 

CUNNINGHAM, R E Division ol Industrial & Modical Nuclear Safely (Post 6/0729) 
06/03/07 Consolidated (-disonCo of Npw York, Inc 12pp 44673 001 44673 012 

0803290260 Forwards Insp Rnptb 50 424/88 10 & 50 425/88 09 on 6Q0209 11 No vio 
lalions or deviations nolod 

HEROT.AR Recjion 2. Ofc ol Iho Diroclor 86/01/07 HEAD.G F Goornia Power Co 
2pp 44004 097 44904 106 


Forwards Insp Rept 50 424/60 09 on 880130 0226 & notice of violation 
BROWNLEE.VL Region 2, Ofc ol the Director 08/03/17 HEAD.G F Georgia Power 
Co 2pp 44814 010 44Q44 059 


8003240306 Noiice of violation from insp on 000130 0226 Violations noted Maint Pro- 
cedure 24551-1, Conlciinmenl Hydrognn Moniior Tram A Analog Channel Operaltonal 
Test a Cnannef Cafibr not adequately established 

BROWNLEE,V L Region 2, Ofc of tho Director 88/03/17 2pp 44844 042 44844 043 


‘ 8803240309 Insp Rept 50-121/08 09 on 080130 0226 Violations noiodM.^jor areas 
inspected pianl operations, radiological conirols. maini surveillance, fire 
^ quality programs & admmislralivo controls af feeling qualilv 

W , SINKULE.M V Region 2, Ofc of ihe Director QB%3/16 


Ibpp 4164 1044 140-14 059 


8003140284 NRC Inlo Notice 88 009, "Reduced Reliabiltiv of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors ’ Sve 
list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870111) 38/03/18 
Consolidated Edison Co of New York. Inc 121pp 44057 058 14857 178 

Q8JJ250M3 Responds lo violations noted in tnsp Re pi 50 424/86 06 Procedure AP 
00410 C revised lo include review ol given data for accuracy & provide conlrol of 
user specified conslanis 

GUeWAL T Georgia Power Co 80/03/21 Document Conlrol Branch {Document 
Conlrol Desk) 4pp 44913 194 44913 197 


R. Periodic opcraling reports & related correepondence 

0003070029 ‘Semrannua! Radioactive Effluent Roleasp Repl for Jul Doc 1987" W/ 
660229 \if 

GUCWA,LT Georgia Power Co 87/12/Jl 398pp 44603 045 44601082 

0803070217 "’Annual Repl for 1907 " W/oe0229 Itr 
GUeWALT Georgia Power Co 87/12/31 7pp 44643 015 44643 021 

8803210413 Forwards monthly operating rept for Fob 1988 & revised monthly operating 
roplfor Jan 19B8 ^ 

GUCWA.LT Georgia Power Co 06/03/10 NRC - No Detailed Affifiation Given 2pp 
44739 288 44739 301 


8803290262 Insp Ropls 50 424/80 10 & 50 425/66 09 on BQ0209 1 1 No violations or 
deviations nolod Major nroas inspoctod liconseo invosligntion & correction of failures 
in RHR sys Valves 1 I IV 67 16A & D 

GIRARD.EH, i31 AKC,J J Region 2, OIr of Ihn Diroclor 68/03/04 Bpp -14904 099 
44904 106 ' 


'0003170204 Monthly oporaling repl for Feb 1960 
DILWORTH.SC Georgia Power Co 86/02/29 I4pp 44739 290 44739 295 

8B03210438 Revised monthly operating repl for Jan 1989 
DILWORTH.SC Georgia Power Co 86/01/31 6pp 14739 296 44739 301 


0803040062 NRC Bultolin 68 003, ''Inndoriunlo I nich Engogomoni in UFA Typo Latch 
inq Relay Mfy by GE ’" Svf list enrj 

ROSSI CE Division of Uporotional Evunls Assossmoni (Post 070411) 68/03/10 
Consolidati'd Edison Co of Now York, Inc 120pp 44673 102 44673 319 

0003160101 Responds to violations notnd in Insp Ropt 50 424/08 05 Corrective 
actions wofd tiffer innK in nmint toolroom & nuclear oporalions warchouso inspecled 
lor coinplinnro w/ Proc oduro 25340 G 

GUeWALT Georgia Power Co 66/03/10 Document Conlrol Branch (Oocument 
Conf/of Desk) 4f;p -1 1781 22 f -}.1/8f 224 

8803300070 Ack receipt of 860212 submlllnl of analytical results of spiked liquid 
samples, per Insp Repl 50 424/87 64 Comparison ol rosulls lo known values & ac 
CMianco cnleria of comparisons onci All comparalivo rosulls in ngreomonl 
COLLINS.DM Region 2, Ofc ol tho Diroclor 86/03/10 HEAD.GF Georgia Power 
Co 4pp 44901 096 44001 099 

8803100178 Forwards rovisod rnsponso lo vmletions noted in Insp Repl 50 424/6/ 
57 In End 1 .iranscrtplion ol NRC violnllon precedes util response Ends 2 & 3 provide 
bvjpporling info on ulil denial of allogod violation 

GUCWA.L T Georgia Power Co 66/03/ 1 1 Docurncnl Control Branch (Document 
Control Desk) lOpp 44701 225 44/81 234 

8803080140 NRC Info Nolico 66 006, "Chomicnl Roacltons W/Radwaslo Solidification 
Agents " Sve list oncI 

ROSSI, CC Division of Operaltonal Events Assessment (Posl 670411} 68/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253 44773 012 

0003210206 Advisos ihnl no furlhor plant specific action nocossarv re util 870906 re 
sponso lo NRC Bullotin 07 001. "Tliinnmg of Pipo Walls at Nuclear Power Plants" 
ri^ being used lo delormino oxlonl of Induslry participation 
HOPKINS, JQ Projoct Oircclorato 11-3 08/03/14 HEAD.GF Georgia Power Co 2pp 
44737 193 44737 94 


S. Reportable occurrences, lERs & related correspondence 


8803070181 Summary ol Operating Readers Events Meeling 86 006 on 800209 
LANNING.W Events Assessmenl Branch 60/02/26 ROSSI CE Division of Oper* 
ational Events Assessmenl (Post 870411) I2pp 44610 150 44610 169 

8003070236 LER 80 003 00 on 08020 1, feedwater isolation actuation occurred due lo hi- 
hi level in steam generalor I Caused by operalor opening mam feedwater isofalion 
valvo w/condensate & feedwater sys in long cycle fmeup W760O3O1 Hr 
BURNS.WE. GUCWA.LT Georgia Power Co 68/03/01 7pp 44612(373-44612 078 

8003150234 LER 8B 004 00 on 60020 l.containmonl hydrogen monitor conlrol room in- 
dication & alarm inaporable due to reversal of signal wiro leads at cabmel Caused by 
personnel error Technician counseled & procedure revised W/860301 Ur 
BURNS W E . GUeWA L T Georgia Power Co 08/03/02 7pp 44715 319*44716 326 

0803140294 LER 67 074 01 on 871006 idonliliQd mainl work order not closed & defi- 
ciency card wriffen specifying 0 Ring not inslaffed & covers not properly 
secured Caused by review not performed in limely manner W/080303 Ur 
BURNS, W E . GUCWA.L T Georgia Power Co 88/03/03 3pp 44727 237-44727 239 

8803140356 LER 88 005 00 on 880202, discovered that required grab sample for control 
bldg sump effluent discharge nol performed Caused by personnel error Foreman 
ccunsetea to reinforce importance of Tech Spec compliance W/880303 Ur 
BURNS, W F . GUCWA.L T Georgia Power Co 68/03/03 6pp 44694 039*44694 044 

8803170266 Summary of Operating Reactors Events Meeting 88 09 on 880391 re 
cvenh which occurred since Iasi meeting on 860223 List of altendees, significant ele 
menls of events & tabulalion of tong term followup assignments to be completed end 
LANNING.W Events Assessmenl Branch 80/03/04 ROSSl.CE Division of Oper- 
ational Events Assessment (Posl 870411) Bpp 44725 348-44725 355 


8803220134 Responds to violations noted m Insp Rept 50-424/87 69 Correclive 
actions core exit Ihormocouplo lunctlon boxos soalod during Oct 1967 outage & tram 
■[Jp. PjpBram conffuclod (or plant oporatlons porsonnol 

GUCWA,L T Georgia Power Co 86/03/14 Documonl Conlrol Branch (Document 
Control Desk) Opp -14775 076 44775 065 

8803250076 Forwards Insp Ropl 50 424/86 13 on 600922-26 & notice ol 
violation Concern oxprossod over occurronco of similar vtolaltons Particular aitenlion 
cause of viQlalions in rosponso rociuosted 

STOHR.JP Region 2, Ofc ol Iho Diroclor 88/03/15 HEAD.GF Georgia Power Co 
2pp 44663 244 44083 250 

8803250079 Nolico of violation from insp on 860222-26 Violalions noted licensee 
lailod lo provide high radiation area controls on 880222,23 & 24,to adhere to radratlon 
& to mainlain radiation survey records 

STOHR.J p Rogion 2, Ofc of Ihe Director 88/03/15 3pp 44883 246 44883 248 


8803100224 LER 87 022 01 00 870503 contain rrent ventilation isolation 

occurred Caused by operator opening breaker lor reset resuiling in power 
loss Operalor reprimanded & counseled on performance ol duly W/800010 Ur 
BURNS.WE, GUCWA.L T Georgia Power Co 88/03/10 5pp 44792 149-44792 153 

0803180240 LER 87 072 01 on 071121.Toch Spec surveillance ro readings from plant 
safety monitoring sys data displays madeauately performed Caused by inadequate 
Iramlng of auxiliary plant Merator Training will be enhanced W/e8031 1 llr 
BURNS.W E . GUCWA.L T Georgia Power Co 88/03/10 6pp 44791 288 44791 203 

8603210160 Special rept on 88020S.nonvalid failure of Tram A diesel generator 
occurred Caused by operalor error Operator counseled Uhl believes occurrence invalid 
lest ralher than nonvalid failure W/NRC concurrence.rspl will be withdraw/! 

GUCWA.LT Georgia Power Co 88/03/ It Documonl Control Branch (Document 
confref Desk) 5pp 44774 233-44774 297 


-‘8003250001 Insp RepJ 60 424/80 13 on 880222-26 Violations notod Major areas 
inspecled ficensoo action on provious enforcement mailers, audits, onsite followup of 
events .oxter nal exposure controLoroanizalion & mgl controls & solid wastes 
WEDOINGTON.R.E . HOSEY.C M Region 2. Ofc of the Director 88/03/07 lipp 
44863 249 44603'259 


0803220167 Special Repl 88 001 on asoioe.room temp for Rooms RU7 & Rl4 in con 
irol bldg recorded at 81 F tor 12 f» period EquipmenC quafificafton temps for safely 
related equipment located In Rooms Rl47 & Rl49 reviewed 

GUCWA.LT Georgia Power Co 08/03/14 Document Control Branch (Document 
Control Desk) 3pp 44786 268 44706 270 
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8803240393 Discusses B3031S Operalmg Reactors Eve/its Meeting 88 11 List ot 
atlondces,event& discussod S tabulation of long lernn followup assignments detailed in 
ends 

LANNINGjW Events Assessment Branch 08/03/15 ROSSI.C E Division of Op er 
ational Everts Assessment (Post 870411) l7pp 44890 204 44890 300 

8003220150 LER 88 006 00 on 8002 15, reactor trip iniliaterl by turbine trip when genera- 
tor (lefd ground tripped main generator Caused by faiPirre to provide adequate work 
instructions to marnt eicctncian Mami loreman counseted VV/Q8D316 Itr 
BURMS.W E , GUCWA.LT Georgia Power Co 88/03/16 6pp <14775 101-44775 106 

8803220340 LCR 07 067 01 on 07ni6.Tsch Spec Surveillance Roquiremenl 4 7 10 not 
performed within allowable time interval Caused by personnel error Personnel involved 
counseled W/880316 Itr 

BURNS, W E , GUCWA.LT Georgia Power Co 86/03/16 6pp 44765 038 44785 043 
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A Appllcatlon/consUuctlan stage documents & correspondence 

8803140013 Fofwafds briefs lor TG Dysert Section 210 complaint & Westinghouse W/o 
end 

WHITNEY,CW Georgia Power Co 68/02/22 G0DDAnD,fl J , SINKULE.W V Region 
2. 0(c of Ihe Director 2pp 44697 251 44697 252 

8602250195 Generic Lir 88 04 to ail nonpower reactor licensees re distribution ol gems 
irradraled in research reactors Sve list end 

MIRAGLIA,F J Associate Director for Projects (Post 870411; 88/02/23 Consofrdaled 
Edison Co of New York, Inc Hpp 41553 345 44553 355 

8603030260 Forwards revised steam generator tube lupliiro (SGTR) analysis based or 
Wosling^house Owners Group Program Oiscussroh ol five requiremenls stated in SER 
fi add! SQTR do-cumontalron end 

GUCWAiLT Georgia Power Co 86/02/29 DocumGnl Control Branch (Document 
Control Desk) 1 tpp <14564 256 44565 100 

•*8003030270 Requests that onci to ultl 880229 Ur re LOFTTR2 anatysis for steam gen- 
erator lube ruplufO ovent bo wnthhetd from pubfre (Its closure, per 10CFR2 790 & one I 
affidavit 

WIESEMANN,RA Westinghouse Electric Corp 88/02/03 WURLEY.T Olfice of Nu* 
dear Reactor Regulation, Director (Post 8704 11} 1 ipp 44564 267-44564 277 

-8803030205 ’Sloari Generator Tube' Rupture Event Oporalor Action Times Using 
Vogilo Simulator " 

' SoiJihern Company Services, Inc NC 7002 87/02/28 lOOpp 44564 278 
44565017 

-0803030289 'XOrTTR2 Analysis lor Sleam Generator Tube Rupturo Event " Reialcd 
rnfo orcl 

LCWIS,R N . MENDLER 0 J . MPLLER.T A Westinghouse Eloctrrc Corp WCAP 11732 
06/01/31 fl4pp 44565018 44565 100 

6803140151 Molificntion ol 880315 meeting w/ulil in Atlanta QA to discuss status of li 
cQhsihg RC*'OhS <q Klcd pfanls 

CROCKER, L P Project Directorate II 3 06/03/09 JABBOUR,KN Project Directorate 
11-3 4pp 44677 236 44677 239 

6803140202 Nolirication of 800318 meeting w/utifs in RockviJ[e,MD to discuss formation 
of qpe/ahng company within Southern Co s>ys to haridio operations of plants 
REtVES.E A ProjGCl Direclorate 11-1 66/03/09 ADENSAM.E G Proiecl Directorafo 
It 1 5pp 44679 336-44679 342 

0803210215 Summary of 880302 meGling w/utiJs m Rockville.MD re formabon of sepa 
rale operating orgari^ation List of atlendeos & viewgraphs end 
REEVES e A Project Diredoralo II 1 80/03/09 Project Directorate 11 1 19pp 
44 772 234 <44 772 252 

6803140436 Nolsficatron of 660322 meetirg w/ulil rn Rockville,MD to review draft Tech 
Specs 

HOPKINS, 3 B Project Directorate 11-3 86/03/11 JABQOUR.KN Projocl Diredoralo 
fl-3 3pp 44676 149 44676 151 

6803220031 Discusscs past & current problems re groundwaler monitoring program rniti 
nted in Jul 1906 Util plans (o seal & abandon Welt 807A in Juno 198B,bascd on lislod 
discussion Soafing will be accomplished per approved site procedures 
BAILEY, J A Georgia Power Co BAILEY, J A Southern Company Services, Inc 80/03/ 
14 Document Control Branch (Document Control Desk) 5pp 44809 362-44809 356 

8603220364 Goneric Llr 68 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion ol carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 870411) 88/03/17 Consolidalecf 
Edison Co of New York, Inc 43pp 44879 034 44079 126 

0803240217 Summary of 830315 meetmo w/utrl In Atlanla,GA ro status of llconsing ac* 
lions & activities for pJantsList of allondees & outlmos of topics discussed end 
CROCKER.LP Project Direcforata 11-3 88/03/21 Project Directorate 11-3 16pd 
44007 149 44607 164 


E- NRC Safety Evaleatfon Report (SER), aoppls & correspondence 

8003030268 Forwards revised steam generator tube rupture (SGTR) analysis based on 
Westinghouse Owners Group Program Discussion ol five requirements staled in SER 
& addi SGTR documentation end 

GUCWA.LT Georgia Power Co 88/02/29 Document Control Branch (Document 
ConIrolDosk) lipp 445S4 256 44565 100 

8803180101 Forward's proposed changes to FSAR 4 “Tesl Rept on Electrical Separa- 
tion Verification Testing tor Southern Co Sves tor Use in Vogife Efectnc Generating 
Station” Summary of test, configurahons lesled & tesi results afsoencl 
BAILEY, J A Georgia Power Co 03/03/14 OocumenlConlrolBranchfDogumenlCon- 
IrolDeskJ 25pp 44770 031-44771 005 


-0803180110 ‘‘Test Repl on ElGCUical Separation Verificalion Testing lor Souihern Co 
Sves lor Use in Voglle Electric Generating Station ” 

HAZELTINE.J. JOHNSON,FR, HIQHT,G W Wyfe Laboratories 17959 02 RA 07/ 
12/31 250pp 44770 056 44771 005 


F. Security, modicaf, emergency & fire prolectfon plans 

0003160260 Forwards Insp Rept 50-425/08 06 on 6001 15 0216 No violations or de\«i 
alions noted 

BROWNLEE, V L Region 2, Otc ol the Director 88/03/03 NEAD,G F Georgia Power 
Co 2pp 44697 026-44697 0<1 3 

8003160270 Insp Rept 50 425/08 06 on 6801 15-0216 No viololrons or cJoviaNons 
noted Major areas inspected fire protection, reactor vessel & internals, piping sys ^ 
supports,Scifety- related componenls,auxiti 3 ry sys & electrical cables 
StjHEPENS.R J . BURGER, uW , SlNKOLE.M V Rogron 2, Ofc of the Director 86/03/ 
02 14pp 44697 030 44697 043 

8003140347 Forwards rapt of changes mado to physical security & conlingoincy 
plan Revised security plan pages incorporating changes will bo provided in upcomir;o 
amend End withheld (ref 10CFR73 21^2 790) 

GUCWA,LT Georgia Power Co 80/03/04 Document Control Branch IDocumcnl 
Controf Desk) 2pp 44712 279 44712 280 

8003300295 Informs that annual emergency proparodnoss exorcise for facility will ba 
conducted on 000524 per lOCFRSO.App E Exorcise scope & objectives crtcl 
GUCWA.L T Georgia Power Co 08/03/04 DECKER.T R Region 2, Ofc of the Direc 
lor 3pp 44904 151 44904 153 


H General correspondonco 

8B03070210 Advises of listed changes to nuclear oporalrons organization JP O’ReslJy re- 
signed as senior vice president & will bo replaced by GF f fead 
GUCWA,LT Georgia Power Co 88/03/02 Document Control Branch (Document 
Control Desk) 2pp 44596 165 44696 166 


Q Inspection reports, IE Bulletins & correspondence 

8003170252 F Ofwards Insp Repts 50-424/00 03 & 50-425/08 02 on 880105 13 No Vio 
lations or deviations noted 

HERDT.AR Region 2, Ofc of Iho Director 80/02/23 O’REIILY.J P Georgia Power 
Co 2pp 44710 304-44710 316 

• 0003170259 Insp Rep Is 50 424/00 03 & 50 425/08-02 on 000105 13 No violations or 
cfovialions noted Major areas inspected prosorvico insp ob&ervotlon.hbusokeopjng 
malls control & melallurgical properties of 10 inch SCIf Typo 316 piping 
GIASMAN,M . BLAKE, J J Region 2. Otc of the Director 08/02/11 1 1pp 44/10 306 
44710316 

80O223OO3S NRC Info Notice 86 006, ''Foreign Objects In Sleam Genoralors” Sve list 
onct 

ROSSI,C E Division of Oporalfonal Events Assessment (Post 070411) 80/02/29 
Consolidated Edison Co of Now York. Inc 1 lOpp 44554 263 44555 009 

0003160260 Forwards Insp Repl 50-425/88 08 on 0801 15 0216 No violations or dovi 
alions noted 

BROWNLEE.V L Region 2, Otc of Iho Director 88/03/03 HEAD.G F Georgia Power 
Co 2pp 44897 028 44697 043 

'8003160270 Insp Repl 50 426/88 06 on 0801 15 0216 NO violations or doviairons 
noted Major areas inspected fire protection, reactor vessel & Inlernals.pipinG sys & 
supports, salety related components, auxiliary sys & otoctrical caWos 
SCHEPENS.n J , BURGER.C W . SINKULE.M V Region 2, Ofc of Iho Diroclor 80/03/ 
02 14pp 44697 030 44607 043 

8803020036 NRC Info Notice 88 007, ''fnadvortonl Transfer of Licensed Mali to Uncon 
trolled Locations '' Sve fist oncI 

CUNNfNGHAM.R E Division of Induslrfal & Medical Nuclear Safely (Posi 670729) 
88/03/07 Consolidated Edison Co of Now York, Inc 12pp 44673 0(5l 44673 012 

0803290200 Forwards Insp Repts 50 424/00 10 & 50-425/00*09 on 600209 11 No vIo 
lations or deviations noted 

HERDT.A R Region 2, Ofc of the Diroctrjr 00/03/07 I fEAD.G F Georgia Power Co 
2pp 44904 097 44904 106 

• 8803290262 fnsp Repts 50 424/00 10 & 50 425/80 09 on 060209-11 No violations or 
deviations noted Major areas Inspected licensee invosligalion & correction of fpiluFos 
m FtHR sys Valves 1 HV-6716A i 8 

GIRARD, E H . BLAKE. J J Region 2, Ofc of the Diroclor 00/03/04 0pp 44904 099- 
44664 106 

6803040002 NRC Bulfolln 08 003, "fnadequalo Latch Engagemenl in HFA Type Latch 
Ing Rof^ Mfg by QE " Sve fist end 

ROSSI.C E Division ol Operalional Events Assossmenl (Post 070411) 08/00/ 10 
Consolidated Edison Co ol New York, fnc 128pp 44673*102*44673 319 

0803080148 NRC Info Notice 80 008, ‘’Chemical Reactions W/Radwasle Solidificalion 
Aqonls “ Sve list end 

ROSSI.C E Division of Oporalionaf Events Assessment (Post 670411) 08/03/14 
Consolidated Edrson Co of New York, fnc f20pp 44772'253-44773 012 

8803210206 Advises that no further planl-specifrc actfon necessary ro util 870908 re 
sponSG to NRC Bulletin 87 001. "Thinning of Pipe Waffs a1 Nuclear Power Pionis " 
Info being used t-o determine extent of industry participation 
HOPKINS, J 8 Project Directorate II 3 80/03/14 HEAD.G F Georgia Power Co 2pp 
44737 193 44737194 

8003140204 NRC Info Nolico BB 009, "Reduced Roliabildy of Sleam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors " Sve 
list end 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 80/03/18 
Consolidaiod Edison Co of New York, fnc 12 Ipp 44057 050 44057*178 



DOCKETED ITEMS 185 


8803250096 Forwards Insp Rept 50 420/8B 0? on 880201 04 & nolico oi viofatton 
HERDT.AR Region 2, Ofc ol the Director 88/03/18 HEAD.G F Georgia Power Co 
2pp 44882 077-44882 008 

^8803250099 Notice of violation from insp on 880201 04 Violation noted Rev 4 to Pro 
cedure 25733 C re testing cable not always followed as described 
HEROT.A R Region 2. Ofc of the Director 88/03/10 2pp 44802 079 44882 000 

.. 8803250101 Insp Repl 50 425/88 07 on 880201 04 Violations noted Major areas 
inspected cable installation documontation, cable related deficiency roots, local instru 
mentation installations & records & const deficiency ropls 

HLfNT,M D , FtLLION,P J . MILLER.M N Region 2, Ofc of the Director 88/03/ 16 Opp 
44BB2 0B1 44082 088 


DOCKET STN-SO-437 FLOATING NUCLEAR PLANT 


A Applicatlon/conatructlon stage documents & correspondence 

0802250195 Generic Ltr 08 04 to all nonpower reactor licensees ro dislribulton of gems 
irradiated in research reactors Sve list end 

MIRAGLIA.F J Assoctalo Director for Projects (Post 070411} 88/02/23 Consolidated 
Edison Co ol Now York, Inc 1 1pp 44553 345 44553 355 

8803220364 Generic Ltr 88 05 to all licenseos ol operating PWRs & holders of CPs (or 
PWRs ro boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projocls (Post 070411} 88/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44079 004 44879 126 


Q Inspection reports, IE Bulletins & correspondence 

8602230035 NRC Info Notice 80 006, ‘ Foreign Objods in Steam Generators " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Rost 870411) OB/02/29 
Consolidated Edison Co of New York. Inc 1 18pp 44554 253-44555 009 

8003020036 NRC Info Nolico 08 007, "Inadvorlont Transfer of Licensed Mall to Uncon 
trailed Locations " Sve list onci 

CUNN6NGHAW.R E Division of Industrial & Medical Nuclear Snloty (Post 870729) 
ea/03/07 ConsdtdalQd Edison Co ol Now York, Inc 12pp 44G73 001 44873 012 

8003040062 NRC Bulletin 88 003, "Inadequate Lalch Engagemeni in HFA Typo Latdi 
ing Relay Mfg by GE " Sve list end 

ROSSI ,CE tJivision of Operational Events Assessment (Post 870411} B8/03/10 
Consolidated Edison Co of New York, Inc 120pp 44673 102 44673 319 

0803080 14B NRC Info Notice Q8 008, "Chemical Roaclions W/Radwasto Sotidificalion 
Anonls " Sve list one! 

ROSSI, CE Division of Oporalional Evonfs Asscssmonl (Post 870411) 08/03/ 14 
Consolidated Edison Co or New York, Inc 120pp 44772 253 44773 012 

8303140284 NRC Info Notice 80 009, "Reduced noliobility of Steam Devon Auwliary 
Feedwater Pumps Caused by Instability of Woodward PG PI Typo Govornors “ Sve 
list end 

ROSShCE Division of Operational Events Assessment (Post 670411) 08/03/18 
Consolidated Edison Co or Now York, Inc 121pp 44857 056 44857 178 


DOCKET 50-430 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Application/construction slage documents & corroapondence 

3802250195 Goneric Ltr 88 04 to all nonpower reactor licenseos ro distribution of gems 
irradiated in rosearch reactors Sve list end 

MIHAGLfA F J Assoclato Director for Projocls (Post 87041 U 80/02/23 Consofidalod 
Edison Co of Now York, Inc 1 tpp 44553 345-44553 355 

0803-030015 Partial response to FOIA request lor documents ro Sequoyah prossuro 
Iransmllter Forwards App F documents App F documents also available in PDR 
QRIMSLEY.D Division of Rules & Records (Post 070413) 08/02/26 CONNOR, L 
Doc Search Associates 2pp 44583 082-44583 162 

-6303030114 Forwards list prepared by plant proiect manager of meetings NRR held 
w/TVA onsitG from Jan 1004 lo prosont,per 050310 request List of meetings w/TVA 
on other listed sites also end Meeting summaries also provided 
DENTON.H R Oflice of Nuclear Reactor Regulation, Director (pre 051125) 85/03/20 
COMBS.F Office of Congressional Affairs (pro 870413) Ip 44533 130 44503 138 

-8803030180 Forwards lisl of meetings w/TVA on fisted plants, per request List provides 
moQting sub] & meeimo summary date 

NOVAK.T Division of Licensing (800420-051124) 85/03/20 MIRAGLIA.F Division of 
Licensing (800428 851124) 2pp 44503 154-44583 155 

- 0803030204 Summary of 840329 meeting w/TVA & NRC re TVA proposed changes lo 
nuclear safety leview board List of attendees & agenda end 

KENYON, T J Operalmg Reactors Branch 4 84/04/11 Operating Reactors Branch 41 
5pp 44583 156 44583 1G0 

8603160386 Ack rocoint of Gridley 880129 ltr to NRC documenting intern to submit 
annual description of changes to OA program by 080331 Changes will be reviewed 
following submittal 

BARR.KP Ofc of Special Projects 80/03/01 WHITE, S A Tennessee Valley Aulhor- 
lly 2pp 44704 326-44704 327 

8503070177 Partial response lo FOIA request for documoms.including HR Denton 
860103 Ur lo HG Parris re TVA position on App B renuiremenis End App O docu 
menls also available in PDR App P documents totally withheld (ref FOIA Exemptions 5 
& ?) 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 80/03/02 WANN.L 
Times Printing Co 5pp 44609 024 44609 206 

*-8803070215 Notilication of 860619 meeting w/ulil in Region II ofc lo discuss TVA in- 
limidalion & harassmonl of TVA employees 

’ Region 2, Ofc of Ihe Direclor 86/06/19 Region 2, Ofc of Ihe Director 3pp 
44609 243-44609 247 


0803160220 Agrees w/NRC dolerminabo-n re ASME Boilor & Pressure Vcs^jol Corlo 
Cases N 341 & N 356 review fee.por 880218 ltr lo SA White F ce will be remitted 
GRtDLEY.R Tennessee Valley Authority 00/03/00 Documoni Conlrof Dranch (Docu 
menl Control Desk) tp 44696 049 44696 049 

880321.0012 Forwards response to Generic Ltr 08 02 re fSAP II Interest in participating 
in ISA P II expressed 

GRIDLEY, R Tennessee Valley Aulhorily 88/03/15 Documoni Gonirof Branch (Docu- 
ment Control Desk) 4pp 44809 348 44809 35l 

0803220364 Generic ltr 88 05 lo all licensees of operating PWRs A hotdors of CPs lor 
PWRs re boric acid corrosion of carbon sIgoI reactor pressure boundary cornpononts 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Posl 870411} 08/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 004 44879 126 


H General correspondence 


8603310152 Comment supporting Rev 1 SuppI 1 of NUnEG'Q654/FEMA RCP-1 re racli 
oiogicaf nmergenuy response plar^s 

GRIDlEY.fl Tennessee Valley Aulhorily BB/03/21 Document Control Br.uich (Docu 
menl Control Desk) 2pp 44967 321 44967 322 


Q Inspection reports, IE Bulletins & correspondence 

8803160152 Forwards Insp Repts 50 438/07 07 fi 50 439/07-07 on 071102 13 No vro 
lations or deviations noted Attention dirocled lo unresolved items AddI info ro proser 
vice insp ultrasonic data requeslocl within 120 days of ropt receipt 
BARR.KP Ofc ol Special Projects 0B/O2/24 WHITE, S A TennesscG Valley Author 
Ity 2pp 44703 164 44703 104 

- 0803160156 Insp Repts 50 438/87 07 & 50 439/87 07 on 081102 13 Unrasolvecl 
items noted Major areas inspected soloclod safely-ro fated piping compononis & a«iSO 
ciatocj hanger supports & four areas of concrota lor compression strength 

KERCH, HW, HARRIS.RH OLIVER.M A Region 1, Ole of iho Direclor 88/01/07 
I Opp 44703 166 44703 104 

8002230035 NRC Info Notice 00 006, "Foreign Objects in Steam Gormrators " Sve hst 
end 

ROSSI, CE Division of Oporaliqrval Events Assessment (Post 870411) 86/02/29 
Consolidated Edison Co of Now York, Inc 1 lOpp 44554 253-44555 009 

8803020036 NRC Info Nolico OQ 007. "Inadvertent Transfer of Licensed Mall lo Uncon 
trolled Locations ‘ Sve list er^ct 

CUNNINGHAM.n C Division ol Industrial & Medical Nucloar Safely (Post 870729) 
88/03/07 Cor^solidalcd Edison Co of Now York, fnc 12pp 44673 001 44673 012 

6003040002 NRC Qullotin 80 003. "'fnacicquate Lalch Engagement in HFA Typo Latch- 
ing Relay Mfg by GC ' Sve list end 

ROSSI.CE Division of Operational Events Assossment (Posl 870411) 88/03/10 
Consolidalod Edison Co of Now York, Inc 120pp 44673 192-44673 319 

0803080140 NRC Info Notice 68 900, ‘ Chemical Reactions W/Radwasle Solidificalion 
Agonts ” Sve list oncI 

ROSSI.CE Dwiston of Operational Events Assassrnonl (Posl 870411) 08/03/14 
Consolidalod Edison Co of Now York, Inc 120pp 44772 253-44773 012 

8803230011 Forwards fosponse lo NRC Complianco Bulletin 07-002. "Fasienar Testing 
lo Ootermino Conformance W/Applicablo Wall Specs " Commitments made by TVA in 
response also identified 

GRIDLEY.n Tennessoo Valley Authority 86/03/ 16 Document Control Branch (Docu 
mont Control Desk) 99pp 44048 330-44049 070 

8003280009 Forwards Insp Ropls 50 438/07-09 a 50 139/07-09 on 870919-1125 & 
nolico ol violation Ropl contains unresolved items ro sys layup boundaries, utilization 
of engineering & vondor requiromonls in preventive mainl program 
BAnR,KP Region 2. Ofc of iho Director 88/03/16 WHITE, S A Tpnnesseo Valley 
Aulhorily 2pp 44912329 44912 340 

- 8003280010 Notice of violation from msp on 870919 1 125 Violalton noted mslruclions 
a procedure lor aclivdies that affect oualily not complied w/for Auxiliary Feedwater 
Pumps (AFP) 1A & 2A & sloam driven AFP not mainl lo prevent damage 
BARR.KP Region 2. Ofc of tho Director 88/03/16 2pp 44912 331 44912 332 

-0803200011 Insp Repls 50 438/07-09 & 50 439/07-09 on 870919-1125 Violations 
noted Major areas inspected NRC NDE vein from Region I A layup & proservalion of 
equipmcnl 

VORK.J , WALTON, G , ELROD, S Region 2, Ofc of Iho Director 60/03/15 16pp 
44912 333 44912 348 

8003140284 NRC Info Notice 68 009. "Reduced RellabkliW ol Steam Driven Auxiliary 
Feedwater Pumps (Caused by Instability of Woodward PG PL Type Governors " Sve 
list onci 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 60/03/10 
Consolidalod Edison Co of New York, Inc 12lpp 44857 058 44857 178 


S. Reporlabfo occurrences, LERs & related correspondence 


88032a0(>45 Notifies of possible oxl stance of defective GE Type PK*2 lest blocks sup 
lied by company on lour emergency diesel generator relay panels provided to plant 
y Del aval Del aval has notified TVA about situation 
LANE.A ASGO/DELTA (forniorly Della Controls A RTE-Oella Corp) 86/02/23, 
Region 4, Ofc of Ihe Director 2pp 44705 065 44785 066 

8003280168 Final deficiency repl ro cracked limit switch rotors In Limitorque motor 
operators Initially reported on 8801 15 All suspect valves Inspected S cracked [imil 
switch rotors will be replaced using Lfmilorque procedure 

GRIDLEY.n Tennessee Valley Authority 68/03/21 Document Control Branch (Docu- 
menl Conlrol Desk) 4pp 44903 136 44903 139 



186 DOCKETED ITEMS 


DOCKET 50 ^39 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A Apphcalion/conslruction stage documents i correspondence 


8602250195 Gt-ncnc Llr 80 04 lo aH nonpowar reactor licensees re distribution of gems 

'fraduitrd in research reactors Svc lisl end . 

WiRAGLIATJ Associaic Direclor lor Projects (Post 070411) 88/02/23 Consolidated 
EosonCo o!Nc*v forV Inc lipp 44550 345 44553 35S 


8803030015 Partial response lo POIA request for documents re Sequoyah pressure 
transmiticr Forward*! App F documenls App F documents also available m PDR 
GRIMSLEY D Division ol Rules & Records (Post 070413) 88/02/26 CONNOR, L 
Doc St^arch Associates 2pp 44583 002 44583 162 

‘0BO3Q3O114 Forwards fisl prepared by plan! project manager ol meelings NR R held 
w/TVA onsite from Jan 1984 lo present per 850316 requesl List of meetings w/TvA 
on other listed sues also end Meeiing summaries also provided 
DENTON H R Office of Nuclear Reader Regulation 0.rector (pre 051 125) 8^5/03/20 
COMBS F Office of Congressional Aflairs (pre 670413) Ip 44503 130 44583 130 


■6003030100 Forwards list o< meelings w/TVA on listed plants, per requesl List provides 

m„oljnq subi 0 meeling summary date ^ 

NOVAK T Di/jsronol Licensing (800428 851124) 85/03/20 MIRAGLIA.F Division of 
Licensing (800428 851 124) 2pp 44583 154 445B3 155 


8803030204 Summary of 040329 meeting w/TVA & NRC re TVA proposed changes to 
nuclear safety review board List of attendees & agenda encl 
KENYON T J Operating Reactors Branch 4 84/04/1 1 Operating Reactors Branch 4 
5pp 44503 156 41583 160 


8803160386 Ack receipt of Gridley 680129 Itr to NRC documenting intent to submit 
annual descnptior) of changes to OA program by 800331 Changes will be reviewed 
folJowing submittal ^ ^ 

BARH.KP Ofc of Special Projects 68/03/01 WHITE, S A Tennessee Valley Author 
ity 2pp 44704 326 44704 327 


0BO3O7O177 Partial response to FOIA requesl for documenis.including HR Denton 
060103 Itr lo HG Parris ro TVA posilton on App B requirements End App 0 docu 
menls also available in PDR App P documenls loially wilnheld (ref FOIA Exemptions 5 
a 7) 

GRIMSLEY, DH Division ol Rules & Records (Posi 670413) 86/03/02 WANN,L 
Times Prinling Co 5pp 14609 024 44609205 


■0803070215 Nolilication of 060619 meeting w/utif in Region II ofc 1o discuss TVA in 
liTTi dalion & harassment of TVA employees 

* Region 2 Ofc of the Director 86/06/19 Region 2, Ofc of the Director 3pp 
44609 243 44609 247 


8803160220 Agrees w/NRC determination re ASWE Boiler S Pressure Vessel Code 
Cases N 34 1 S N 356 review fee, per 860216 llr to $A White Fee will be remitted 
GRIOLEY.R Tennessee Valley Authority 80/03/00 Document Conirol Branch (Oocu- 
menl Control Desk) Ip 44696 049 44696 049 


0803230011 Forwards response to NRC Compliarco BuiiGtin 8? 002, 'Fastener Testing 
to Oelormino Conformance W/ Applicable Mali Specs ’* Commitments made by TVA iri 
response also identified ^ 

GRIDLEY, R Tennessee VaNoy Aultiofity 80/03/16 Document Control Branch (Oocu 
mont Control Desk) 99pp 44040 330 44849 070 

0803200009 Forwards Insp Repts 50 438/07 09 A 50 430/07 09 on 070919 1125 & 
notice of violation Root contains unresolved items re sys fayup boundaries.ulifization 
ol engmeering A vendor reauiromcmls m provonlive mainl provjram 
BARR.KP Region 2, Ofc of the Direclor 88/03/ 1G WHITE.S A Tennessee Valiev 

AulhOfity 2pp 449 1 2 329 449 1 2 34 Q 

-0803280010 Noltco of violation from msp on 870919 1 125 Vtolnlion noted instruciions 
A procedure for acliviiios that affect quality not coinpliod w/for Auxifiary Feedwater 
Pumps (AFP) (A A 2A A steam driven AFP not rnainl to (irevont dnrnago 
BARR.KP Region 2, Ole of Ihc Direclor 80/03/16 2pp 44912331 44912332 

» 8803200011 Insp Repts 50 438/07 09 A 50 439/07 09 on 070019 1125 Violations 
noted Major areas inspected NRC NDE van from Hcqion f A layup A preservation of 
equ'pmcn* 

YOFIK.J. WALTON.G . ELROD, S Region 2, Ole of Dm Direclor 08/03/15 I6pp 
44912 333 44912 340 

0803140284 NRC Info Notice 80 009, “Reilucud Rofinbifity of Sienm Driven Auxiliary 
Feodwalof Pumps Caused by fnsfabiltfy of Woodw.irt) P(ji PL Typo Governors ” Sve 
fist end 

ROSSI CE Division of Operafional Events Assessment (Post 070411) 08/03/ 18 
Consolidated Erfison Co of Now York, Inc 12tpfi 44057 050 44057 170 


S Reportable occurrences, UERs & rofalcd correBpondonce 


0003220046 Nolilios of imssiblo oxislanoe of dolor Kvo GE Type PK 2 test blocks sup 
plied by company on four emergency diesel (jenoraior relay panels provided lo plant 
oy Defovaf Oeinval has nolified TVA atmul siliintion 

lANE.A ASCO/DELTA (formerly Delia Controls A RTF Delhi Corp) 06/02/23 
Region 4, Ofc of tho Direclor 2pp 44785 065 44/85 066 

8803280160 Final defictoncy rept re cracked limil swilrti rolors in Limilorquo motor 
operators Initiallv reported on 0801 1 5 All sub(mct valvos inspeclod A cracked limil 
swilch rolors will bo replaced using LImitorquo jiroceduro 

GRIDLEY, R Tennessee Valley Aulhorily 88/01/21 notumonl Control Branch (Docu 
monlConlrof Desk) 4pp 44903 13() 44903 139 


DOCKET 50 440 PERRY NUCLEAR POWER PLANT, UNIT 1 


F. SecurUy, medical, emergency A ffro protection plans 


8003210012 Forwards response to Generic Llr 68 02 ro ISAP II Interest in particrpalrng 
in ISAP II expressed 

GRIDLEY R Tennessee Valley Authority 80/03/15 Document Control Branch (Docu 
menl Control Desk) 4pp 44609 348 44609 351 

0803220364 Generic Llr 00 05 lo all licensees of operating PWRs A holders of CPs for 
PWRs re boric aad corrosion of carbon steel reactor pressure boundary components 
in PVVR p'arts Sve list ervcl 

M!RAGLIA,F Associate Director for Projects (Post 070411) 08/03/17 Consolidated 
Edison Co of New York Inc 43pp 44079 084 44879 126 


0803170311 Forwards Safely Insp Rept 58 440/80 03 on 8/1231 800222 A notice of 
violation 

KNOP,R C Region 3, Ofc of iho Director 8G/0'i/03 KAPf IN, A Cfovoland Eloclnc lllu 
minalingCo 2pp 44725 170 44725 191 

♦ 8803170316 fnsp Ropl 50 440/88 03 on 871231 800222 Violntioris noted Major areas 
inspecled previous fnsp Homs, opera lional safely, nonroiiline 

ovonls, mainl, surveillance, LER.alleynlions. physical socurily A fadlofoglcal controls 
KNOP.RC Rogron 3, Ofc of tho Diroclor 08/03/04 18pp 44725 174 44725 191 


H General correspondence 

0803310162 Commem supporting Rev l.Supp1 1 of NUREG 0664/FEMA REP-1 re radi- 
ofogical emergency response plans 

QRIDLEY.R fennossee Valley Authority 80/03/21 Document Conirol Branch (Docu 
meni Conirol Desk) 2pp 44967 321 44967 322 


Q Inspection reports, IE Bulletins A correspondence 


0803280290 Forwards Amend 1 1 lo Liconsd NRF 5ft A safeguards ovalutifion Amend 
modiflos Paragraph 2 E of Irconsn to roquiro complrnnco w/amondod physical securily 
plan 

COLBURN,! G Project Dircctoralo III 3 00/03/15 KAPLAN, A Clovoland Efecinc lllu 
minalingCo 3pp 44079 134 448/0 Ml 

-8803260303 Amend 1 1 to Liconso NPF 5R,revhlruj Pnraqroph 2 E of IJconso to require 
complrancQ w/amondod (Jhysical sncufily plan 

PERKINS,KE Project Directoralo Ilf 3 00/03/15 2pp 448/9 13/ 44079 130 


8803160162 Forwards Insp Repis 50 438/67 07 A 50 439/87 07 on 071102-13 No vio 
lations Of deviations noled Attention directed to unresolved items Add! info ro preser 
VICO msp Ultrasonic dala requested within 120 days of rept receipt 
DARR.K P Ofc Of Special Projects 88/02/24 WHITE.SA Tennessee Valley Author- 
ity 2pp 44703 164 44703 104 


-8003160156 Insp Repis 50 438/87-07 A 50 439/87 07 on 081102-13 Unresolved 
items noted Major areas inspected selected safely related piping components & asso- 
ciated hanger supports A four areas of concrete for compression slrenqlh 
KERCH HW HARRiS.RH, OLIVER.MA Region f, Ofc of the Director 0B/O1/O7 
I9pp 44703 166 44703 184 


8892230035 NRC fnfo Nolice 08 006, Foreign Objecis in Steam Generators " Sve I 

flOSSI.CE Division of Operational Events Assessment (Post 8704(1), 68/02/5 
Consolidated Edison Co of New York, Inc 118pp 44554 253 44555 009 

0803020036 NRC Irilo Notice 88 007, 'Tnadverlent Transfer of Lrcensed Mall to Unce 
trolled Locations Sve list encl 

of Industrial A Medical Nuclear Safety (Post 07072! 
00/03/07 Consolidated Edison Co of New York, Inc J2pp 44073 0()1 44673 012 

0803040062 NRC Bulletin 88 003, "fnadequate latch Engagemont In HFA Type Laic 
mo Relay Wfg by GE Sve list encl 

ROSSI C E IJwBion of Operational Events Assessment (Post 870411) 88/03/1 
Conaolidalfid Edison Co of New York. Inc 12app 44673 192.44673 3(9 

^^Agents^ ' Sve^^t Reactions W/Hadwasle Solidificatu 

ROS5f,C E Dwsion of Opcrdlional Events Assessment (Post 870411) 00/03/1 
Consolidated Edison Co of New York, Ino 12Qpp 44772 253-44773012 ' 


-8003280308 Safeguards evaluation ropLmiscollanoouH amends A search 
roquifomonls.supporting Amond 1 1 lo Liconso NPF 50 
Offico of Nuclear Reactor RegulatiQn Oiroclor (Post 070411) 00/03/15 3pp 
44079 139 44079 141 

8603170093 Forwards Rov O to uprfatod FSAH for Porry Niicloar Power Plant Unil 
1 Updated SAR updates FSAR as submillod in Jan 1901 A nmorufed through Amond 
25 A reflects changes fneorpomtod up to 0709 1 0 A In sofoefod casea.moro recently 
KAPLAN, A Cleveland Electric Illuminating Co 00/03/17 Documoni Conirol Brancn 
(Document Conirol Oosk) 5pp 44810 001 44020 360 

-0803170121 App 9A, “Fire Protection Evaluation RopLPorry Nuclear Power Plant Units 
1 A 2," to Parry Nuclear Power Plant Unit 1 updated FSAR 
• Cleveland Electric lllumfnalrng Co 00/03/17 OOOpp 44034 014-44835 345 


Q, Adfudfeatory correspondence 


opuuuauuuu Memorandum A order* Order granting prehearing conference on bou'r^i 
to permit participants to meet A confer in allcmpt to solDo disputed issuos.lo frame 
agreed contentions A narrow Issues Served on 080302 

MARGULIES,M B . CARPENTER, J H . LINENBERGER.G Atomic Safety and Licensing 
Board Panel #188 5714 00/03/01 Ohm Citizens for Rosponsiblo Energy 7pp 
44564 190 44564 202 

receipt of 880205 comments A petition lo intervene in response to 
0/1222 FR noIrcG re util request for amend to Liconso NPF-50, suspending aniitrusi 
Proceeding already completed flolated correspondence 

General Counsel for Hoarings #100 5B03 00 / 03/02 
uttinger.GD Duncan. Allen a Mitchell ip 44680 237-44660 237 
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BB03240045 Liccnseo responso lo 2 206 potiHon of Concorncd Citizens of Lake 
County.Cancewod Cn<zons of Ashfabula Caun{y & Concerned Qtizens of Geauqa 
Counly * Concorncd Cilizons poliUon musl bo domed W/Certificate of Svc & aflidavil 
SILBEflG.J E Cloyeland Electric Illuminating Co SILBERG.J E Shaw, Pittman. Potts 
& Trowbridge f/168 5925 fiQ/03/D9 Office of Nuclear Reactor Requlafion. Director 
(Post 870411) 132pp 44797 039 44797 195 

8603210093 Order ‘ Vacates BBO301 order sotting schodulo for filing of contentions & 
responses & for bolding prehearing conforence Participants felt schedule should be 
vacated pending delorminntion of future proceeding couiso Served on 8B0317 
MARGULIES.M B Atomic Safety and Licensing Board Panel /^1B8 5860 B8/03/16 
2pp 44731 300 44731 301 


J. Insurance & Indemnity Information 

8803220074 Provides ccflifioci financial stalomonis for CYa7 & cortificale of company 
slating guaranteed paymonl of delorrod promiums by maintaining cash reserve permit 
led by lOCFR HO 2^1 (o) 

SHRIVER,JM Tolodo Edison Co 88/03/16 OINIT2,t NRC No Dolailod Affiliation 
Given 23pp 44001 252 44B01 273 

6603220240 forwards listod documents as ovidonco of guarantee o1 shams of deferred 
premiums levied against faciNtios 

MORAN JR Cleveland Eloctric Illuminating Co flB/03/17 DINITZ.I NRC • No Do 
tailed Affiliation Given 3pp 44008 1 10 44008 112 

B0O331Q191 Notifies of property insurance covorago par annual foouiroment oI 
l0CFfl50 54(w)|4) 

KAPLAN, A Clevoland Etoctnc lltuminnfing Co 08/03/10 Document Control Branch 
(Document Control Oobk) ip 44915 360 44915 360 


K. Utility Final Safely Anatyais Report (FSAR) & amends 


'8803170133 App B "Sludv of Isolopic Comeosition of Water From Fault m Intake & 
Discharge Tunnels at Perry Nuclear Power Plant," lo Perry Nuclear Power Plant Unit 1 
updaledFSAR 

* CfevGtand Eleclric llluminaling Co 88/03/17 8pp 44816318 44816 324 

8803170134 App C. "Geophysical Methods," to Perry Nuclear Power Plant Unit 1 up- 
dated FSAR 

* Cleveland Electric Illuminating Co 80/03/17 44pp 44016 325 44B17 QOB 

8B03170136 Chapter 12, "Radiation Protection," lo Perry Nuclear Power Plant Unit 1 
updated FSAR 

* Cleveland Electric Illuminating Co 88/03/17 450pp 44837 103 44B3B 045 

•8803170137 App 12A "Offgas Sys Ccmponenl Inventory Aclivities," to Perry Nuclear 
Power Plant Unit l updated FSAR 

* Cleveland Electric illuminating Co 8B/03/17 49pp 44038 046 44833 033 

8803 170 142 App D, "Evalualton of Local Seismicity Around Perry Nuclear Power 
Plant, " lo Perry Nuclear Power Plant Unit 1 updated FSAR 
’ Cleveland Electric Illuminating Co 88/03/17 lB7pp 44617 007 44617 1 92 

'8803170143 Chapter 13, "Conduct of Operations," to Perry Nuclear Power Plant Unit 
1 updated FSAR 

* Cleveland Eleclric llluminaling Co 88/03/17 88pp 44B3B034 44630 131 

8803170144 App E, "Sfress Measurements Hydrolrac luring Technique," lo Perry Nu* 
clear Power Plant Unit 1 updated FSAR 

* Cleveland Electric llluminaling Co 88/03/17 I22pp 44817 193 44017 313 

8B03170145 Chapter 14, "Initial Test Program," to Perry Nuclear Power Plant Unit 1 
updated FSAR 

* Cleveland Electric Illuminating Co 68/03/17 375pp 44836 132 44039 209 


8803170093 Forwards Rov O to updated FSAR for Perry Nuclear Power Plant Unit 
1 Updated SAR updates FSAR as submitted in Jan 1981 & amended through Amend 
25 & reflocls changes Incorporated up lo 070910 6 In selected cases.moro recently 
KAPLAN, A Cleveland Electric Illuminating Co 68/03/17 Document Control Branch 
(Document Control DqsK) 5pp 44610 001*44826 360 

"8803170101 Updated FSAR for Porry Nucloar Power Plant Unit 1 
' Cleveland Eleclric llluminaling Co 68/03/17 t4,940pp 44810 006 44826 360 

"0803170104 Chapter 5, "RCS & Connoclod Sys," to Perry Nucloar Power Plant Unit 1 
updated FSAR 

' Cleveland Electric Illuminating Co 86/03/1/ 420pp 44D26 110 44627 108 

"8003170105 Chapter 1, "Introducliort & Gcnornl Description of Planl," lo Perry Nuclear 
Power Plant Unit 1 updated FSAR 

’ Cleveland Eloctric Illuminating Co 86/03/17 450pp 44810035 44611 lt9 


■8803170146 App F. "Independent Reviews of Cooling Water Tunnel Faulting," to Perry 
Nuclear Power Plant Unit l updated FSAR 

' Cleveland Electric Illuminating Co 86/03/17 8Bpp 44817 314 44818 042 

■8803170147 App G. “TX Senes Boring Logs," to Perry Nuclear Power Plant Unit 1 up 
dated FSAR 

* Cleveland Electric Illuminating Co 88/03/17 126pp 44818 043 44810 167 

■0803170148 Chapter 15, "Accident Analysis," to Perry Nucloar Power Plant Unit 1 up 
dated FSAR 

' Cleveland Electric Illuminating Co 8B/03/17 SOOpp 44839 210 44840 294 

■0803170151 App H, "Consolidatiofi Tests on Cooling Water Tunnel Fault Gouge Sam 
pies," lo Perry Nuclear Power Planl Unit 1 updated FSAR 

• Cleveland Electric llluminaling Co 80/03/17 41pp 44818 160 44B1B207 


• 8803170107 Chapter 6, "CSFs," lo Porry Nucloar Power Planl Unil 1 updated FSAR 

* Cleveland Eleclric Illuminating Co 08/03/17 87Bpp 44827 109 44829 176 

"0803170110 App lA, "NUREG 0737 TMI Action Plan Requiromonis for Applicants for 
Now OLs " to Perry Nucloar Powor Plant Unit t updated FSAR, 

‘ Cleveland Eloctric llkiminalmg Co 88/03/17 124pp 44011 130 44011 242 

"8003170112 Chapter 7, "InslrumonlQllon & Controls Svs,” lo Perry Nuclear Powor 
Plant Uni 1 updated FSAR 

* Cleveland Electric lltumlnallng Co 80/03/17 500pp 44020 177 44830 264 

• 80031701 14 App IQ, "Perry Nucloar Powor Plant License Commitments," lo Perry Nu 
clear Powor Plant Unit 1 updated FSAR 

' Cleveland Electric Illuminating Co 68/03/17 t2pp 44611 243 44811 253 

• 0803170116 Chapter 8, "Electric Powor," lo Perry Nuclear Powor Plant Unit 1 updated 
FSAR 

‘ Cleveland Electric Ulummaling Co 60/03/17 420pp 44830 265 44631 171 

"0803170118 Chapter 2, "Silo Characloristics," lo Perry Nuclear Powor Plant Unit 1 up 
dalod FSAR 

* Cleveland Electric Illuminating Co 00/03/17 2J00pp 44811 254 44815 302 
-8^03^70119 Chapter 9, "Auxiliary Sys," to Porry Nuclear Power Planl Unit 1 updated 

* Cleveland Electric Illuminating Co 06/03/17 1,300pp 44031 172 44834 013 

• 0803170121 App 9A, "Fire Protection Evaluation Rcpt.Porry Nuclear Power Planl Units 
1 & 2," lo Perry Nuclear Powor Plant Unit 1 updaloo FSAR 

* Cleveland Eleclric Illuminating Co 00/03/17 OOOpp 44834 014 44835 345 

"0803170122 App 2 A, "Annual Joint Frequency Distributions for Cleveland & Erie," lo 
Perry Nuclear Power f^lant Unit 1 updated FSAR 

* Clevoland Eleclric lllumir>atlng Co 06/03/17 23pp 44815 303 44615 324 

"8803170123 App 20, "Monthly & Annual Frequency Distributions for Perw Nuclear 
Power Plant, 10 Motor Winds," lo Perry Nucloar Power Plant Unit 1 updated FSAR 
^ Cleveland Eleclric llluminaling Co 08/03/17 73pp 44815 325 44816 035 

»8B03170125 App 2C, "Monthly & Annual Joint Frequency Distributions lor Perry Nude 
ar Power Plant,*’ lo Perry Nuclear Power Plant Unit t updated FSAR 

* Cleveland Eloctric llluminaling Co 08/03/17 73pp 44816 036 44616107 

-8803170127 App 2D, "Bedrock Doformation In Cooling Water Tunnel," to Perry Nucle- 
ar Power Plant Unit 1 updated FSAR, ^ 

Clevoland Eleclric llluminaling Co 00/03/17 400pp 44016 108 44616 290 


"8803 1701 55 App 2E, 'Soil & Rock Borings," to Perry Nuclear Power Plant Unit 1 up 
daiod FSAR 

‘ Cleveland Electric Illuminating Co 88/03/17 5l9pp 44618 208 44820005 

"8803170157 Chapter 3. "Design of Structures, Componenls.Equipment & Sys." lo Perry 
Nuclear Power Plant Unit 1 updated FSAR 

* Cleveland Electric Illuminating Co 88/03/17 3,400 44820 006 44825 136 

■ 88031 70 168 App 3 A, “Hydrodynamic Loads for Perry Nuclear Power Planl " lo Perry 
Nuclear Power Plant Unit \ updated FSAR 

* Clevoland Electric Illuminating Co 88/03/17 22pp 44825 137-44825 157 

"0803170159 App 3B, ‘'Containment Loads." lo Perry Nuclear Power Plant Unit 1 up 
dated FSAR 

* Cleveland Electric Illuminating Co 86/03/17 lOOpp 44825 158 44825 275 


"8003170162 App 15A, "Plant Nuclear Safety Operational Analysis (NSOA)," lo Perry 
Nuclear Power Plant Unit 1 updated FSAR 

* Clevoland Electric Illuminating Co 80/03/17, ISOpp 44840 295 44841 096 

"8603170163 Chapter 4, “Reactor," to Perry Nuclear Power Plant Unit 1 updated 
FSAR 

* Cleveland Electric Illuminating Co B8/03/17 200pp 44B25 276 44826 109 

♦ 0803170 165 App 15B, ‘'0WR/6 Generic Rod Withdrawal Error Analysis " to Perry Nu 
clear Power Plant Unit 1 updated FSAR 

* Cleveland Electric Illuminating Co 88/03/ 17 2pp 44841 097*44841 09B 

"0803170166 App 15C, "Anticipated Transients W/o Scram (ATWS),’* lo Perry Nuclear 
Power Plant Unit 1 updated FSAR 

* Cleveland Electric illuminating Co 88/03/17 31pp 44841 099-44841 12D 

"0803 170168 App I5D, "Parlial Feedwater Heating Operation Analysis," to Perry Nuefo- 
af Power Plant Unit 1 updated FSAR 

* Cleveland Electric Illuminating Co 88/03/17 32pp 44841 130 44841 I6t 

"8803170169 App 15E, "Perry Nuclear Power Plant Max Extended Operating Domain 
Analysis," to Perry Nuclear Power Plant Unit l updated FSAR 

* Cleveland Electric Illuminating Co, 68/03/ 17 75pp 44841 182 448411 244 


* 8803170170 App 15F, "Perry Nuclear Power Planl Single Loop Operation Analysis," lo 
Perry Nucloar Rjwer Planl Unit l updated FSAR 

* Cleveland Electric Illuminating Co 88/03/17 41pp 44841 245-44841 285 


‘8003170130 Chapter 10, "Steam & Power Conversion Sys," lo Perry Nuclear Power 
Planl Unit 1 updated FSAR 

* Cleveland Electric Illuminating Co 80/03/17 300pp 44835 346 44836 149 


•0803 170 172 /^p 15G. "Control Sys Interactions," lo Perry Nuclear Power Planl Unit 1 
updated FSAR 

• Cleveland Electric Illuminating Co 88/03/17 14pp 44841 286 44841 299 


-8803170131 App A, "Study of Mlcrocrncks Associated w/Faulting at Perry Nuclear 
Pwer Planl Site," lo Perry Nuclear Power Plant Unit 1 updated FSAR 
Cleveland Eleclric Illuminating Co 68/03/17 26pp 44816 291 44616317 

-8803170132 Chapter 11. "Rad waste Mgt," to Perry Nuclear Power Plant Unit 1 updat- 
sd FSAR 

* Cleveland Electric Illuminating Co 88/03/17 240pp 44836 150 44837 102 


'8803170174 Chapter 16, "Tech Specs," lo Perry Nuclear Power Plant Unit 1 updated 
FSAR 

• Cleveland Electric Illuminating Co 88/03/17 Ip 44841 300 44841 300 

'8803170175 Chapter 17, "QA." to Perry Nuclear Power Plant Unit 1 updated FSAR 

* Cleveland Eleclric Illuminating Co 88/03/17 76pp 44B41 301 44842015 
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M Antitrust corresponcfoncG 


8603070164 Forv.ards American Municipal Power Ohiojnc request for 30 day extension 

STRA^?S?D R^lpieqel & McDiarmid 00/02729 MliRLEY.TE Otiice o( Nuclear Reac 
lor Regulation, Director (Post 070*11 1) 5pp 44627 356 44627 360 


- 8303000463 Requests addi 30-day extension or until 880406, tor filing ol 
ccmments Counsel for ulil Has authorized undersigned to slate that util doss not 
oppose to requested extension Certificate of Svc end 

STRAUS, D R Spiegel S. McDrarmid 86/02/29 Office of Nuclear Reactor Regulation. 
Direclor (Post 870111} 3pp 44627 358 44627 360 


6BQ3210211 Forwards FR notice fo ulil 670910 request la amend aniiliust license 
condilions for Iransmiltal lo Otc of FR (or publication . n-,r, ^ ^ > 

THOMAS.CO Policy Development & Technical Support Sranch (Posl 870411) BB/ 
03/15 Rules & Procedures Branch Ip 44860 245 44860 247 


•8003210217 Nolicc of Ohio Edison Co 870918 reqiiesi tor amend to antilrusi license 
cQfidiiions 4 30 day extension until 880406 to fife comments Extension granted 
THOMAS, CO Policy Development A Technical Supporl Branch (Post 870411) 88/ 
03/15 2pp 44860 246-44860 247 


8803220146 Forwards Vols 1 & IHo Rov 1 to Special Test Procodure SP 1E68 001, 
"Sys Vibralion Special Test Procedure” & Addendum 1 to Rev 1 to Test Pfoceduro 
SP lE6fl 001. in response lo NRC question on NSSS vibration testing program 
KAPLAN.A Cleveland Electric lHurmnaling Co 80/03/17 Document Conlrol BrarTch 
(Oocumeni Conlrol Desk) 2pp 44775 122 44778 173 

-0803220176 Vols I & flto Rev 1 to Special Tesl Procedure SP 1E60-OD1, "Sys Vibra 
tion Special Test Procedure ” 

0OSWOflTH.BR Cleveland Eloclric lllummaling Co 06/02/01 I.OOOpp 44775 124 
44778 113 

“8003220193 Addendum 1 lo Rev 1 to Special Tost Procedure SP 1E60 001 “Sys Vf 
bralion Special Test Procedure" 

BOSWORTH.B fl Cleveland Electric Illuminating Co 86/06/02 65pp 44770 1 14 
44776 173 

0803220364 Generic Ur 88 05 lo all licensees of operating PWRs A holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
rn PWR plants Svc lisl end 

MIRAQUA.F AssocialO Direclof for Projecls (Post 870411) 08/03/17 Consolidaicd 
Edison Co of New York, Inc 43pp 44879 084 44879 126 


P Operating license stage documents S correspondence 


0903240077 FQiA request for all records re recent direction from NRR mgt concerning 
OL amend request for faciliiy noticed in 871211 FR Excerpi from weekly info repl for 
ending 880115 end _ 

HIATT, SL Ohio Citizens for Responsible Energy 88/02/11 GflIMSLEY.DH Division 
of Rules & Records (Posl 870413) 2pp 44807 052-44807 053 


8803290411 FQIA requesi for documents corkcorning recent direciton from NRR mgl re 
OL amend requcsl in 871211 FR w/opport unity for prior hearing & w/o making signifi 
canl hazards dolerminalton Weekly info excerpt end ^ . .. 

HIATT.S L OlKO Citizens for Responsible Energy 80/02/11 GflIMSLEY.DH Free 
dorr oi Information S Privacy Acts Branch 2pp 44897 C5fi <14897 059 


0802250195 Generic Llr 88 04 to all nonpower roaclor Ncenseos re disinbulion of gems 
irradiated in research reactors Svc list end . 

MIRAGLIA.F J Assoc lale Director for Project& (Post 87041 1} 86/02/23 Consolidated 
Edison Go New Yoit* , Inc 1 Ipp 44563 345 44553 355 


800301046? Responds lo 871107 requQSl for addi info re posl-mamt 
testing Roquiremenls me I by performance of appropriate survoillof^co following com 
pfelion of posl mainl work 

KAPLAN.A Cioveland Electric fllLirninating Co 88/02/23 OocumenI Conlrol Branch 
(Dotumenl Control Desk) Ip 44542 148-44542 148 

8803030034 Fonvards lee for proceswng ql Tech Spec cnonge requesi 
KAPLAN A Cleveland Elec Inc Jlluminaimg Co 08/02/24 Document Conlrol Branch 
(Document Conlrol Desk) Ip 44557 284-4*1557 284 

0803080417 Responds lo Gero/ic Llr 88 02. "ISAP II " Ulil decided nol lo participate in 
(SAP II bul inlonds to supporl objcclives described in generic Itr by otfier means 
KAPLAN, A Cleveland Efeclric llJuminaling Co 68/02/26 MJRAGLIA.FJ Associate Di- 
rector for Projects (Post 070411) 2pp 44626 162-44626 153 

8SO3O8OO40 Suppis 8802 10 Tech Spec charrgo requesi re tUfbrno valve rnsp 
deferrals Assorts lhat need still oxists lor requested one time extension lo first refuel- 
ing oulago.schediJlQd for Frrat Quarter 1989 

KAPLAKA Cleveland Electric Ihuminaling Co 88/03/03 Documenf Control Brandi 
(Document Control Desk) Ip 44656 036 44656 035 


8303000214 Expresses concerns re 080217 llr lo A Kaplan on exigent Tech Spec 
3 4 3 1 change requesled on 880212 to permil continued opeiation w/upper drywelf 
air cooler condensate flow rale monitoring inoperable 

HIATT.S L Ohio Cilizens for Responsible Energy 88/03/03 COLBURN, T G Project 
Direclorate III-3 2pp 44712 079 44712 080 


0003140176 Suggests that util Incorporate slated changes as wall as currently applica- 
ble temporary change nems into new Rev 3 to oltsite dose catcufation manuaf 
(ODCM) & that future revs frequently to keep changes manageable VV/o end 
COLBURN T G Project Directorato ill 3 88/09/09 KAPLINiA Cioveland Efeclitc llfu- 
minaling Co 3pp 44676 094 44670 096 


08031 10062 Board Nolification 88 002 notifies of rojeclron of request for amend to facifi 
1y OL Amend unaccepiabte because licensee submiftod only results ol analyses & 
modeling studies rather than actual studies 

PERKINS.KE Project Directorate 1113 80/03/11 MARGULIES.M Q . 

CARPENTER, J H , ilNENBERGER.G Atomic Saloty and Licensing Board Panel 4pp 
44730 060-44730 063 


0803210168 Responds to utii 870918 request to efimmiate MSIV leakage control sys 
from Tech Specs Amend not acceptable Licensee should rosubmit amend request 
after NRC has completed resolution of Generic Issue C 8 to obtain formal guidance 
PERKfNS.KE ProjecL Directorate V 88/03/11 KAPLIN.A Cleveland Eloclric II lumi- 
nalingCo 5pp 44772 001-44772 005 

0003180266 Concurs w/plaos to implemen! adminislrativo controls unitl mod lo correct 
design anomaly whereby MSI Vs would Open upon deenergizalion of reactor protection 
sys Buses complete Detailed info re proposed change requested wilhm 1 20 days 
COLBURN.T G Projecl Direclorala III 3 88/03/13 fCAPLIN.A Cioveland Electric IJIu 
rrmatingCo 2pp 44734 011 44734 012 

8803280290 Forwards Amend 11 to License NPF-50 & safeguards evalualion Amend 
modifies Paragraph 2 E ol license to requiio complian cow/ amended physical security 
plan 

COLBURN JG Projecl Directorate III-3 80/03715 KAPLANA Claveland Eloctnc lllu 
minalingCo 3pp 44879 194 44879 141 

-8603200303 Amend 1 1 to License NPF-50,revjsing Paragraph 2 E of license lo require 
compliance w/ amended physical securily plan 

PERKINS.KE. Project Diredorato 1113 88/03/15 2pp 44879 137 44879 138 

-8603280300 Safeguards evaluatiorr repf.mrscellaneous amends ^ search 
requirements .supporting Amend 1 1 to License NFF-SB 

‘ Office of Nuclear Reactor Regulation, Direcior (Post 070411) 88/03/16 3pp 
44C7913B44B79 t41 i ; hh 


0 fnspectlon reports, IE Bulletins & correspondence 


0802230D35 NRG Info Notice 88 006. "Foreign Objects in Steam Geroralorb " Svc lisl 
end 

ROSSI.CE Division of Operational Events Assessment (Post 87041 1) 08/02/29 
Consolidated Edison Co of New York, Iric t I8pp 44554 253 44555 009 

8803070202 Notifies that NRC Region III Insp Rept 50 440/07 22 not received Copy ob 
talnod from resident inspector ofc on 880226 Written response to notice of violation 
will be submitted within 30 days of Itr date 

KAPLAN.A Cleveland Eloclric Illuminating Co 88/02/29 Document Conlrol Branch 
(Oocumeni Conlrol Desk) Ip 44596 200 44596 200 

6003000048 Suppis 600210 Tech Spec change request re turbine valve Insp 
deferrals Assorts that need still exists for requested one lime extension lo first rafiioi 
ing outage.scheduled for First Quarter 1 969 

KAPLAN, A Cleveland Eleciric Illuminating Co 08/03/03 Document Conlrol Branch 
(Oocumont Conlrol Desk) Ip 44656036 44656 036 

8803000069 Responds lo NRC BQ0303 Hr rc viofations noted In Insp Rept 50 440/07- 
23Corroc1ivo actions intermediate range neutron monitoring cnlibr surveillance insiruc 
tions revised, operators eounsolod & shifts oporalions personnol iralnod 
KAPLAN A Cleveland Efeclric Illuminating Co 88/03/03 DoLument Control Grancb 
(Document Conlrol Desk) 3pp 44656 170-44656 101 

8803170311 Forwards Safely Insp Repl 50 440/08 03 on 871231 080222 S notice of 
violation 

KNOP.R C Regior^ 3, Ofc of the Director 08/03/03 KAPLIN.A Clevoland Bloclfic lllu 
mrnalingCo 2pp 44726 170 44725 191 

-8803170315 Notice of violation from insp on 871231-880222 Violations noted failed to 
analyze grab samples for gravity method & 870327 spociol rept nol supplomantod lo 
include mfo recommendodln Reg Guido 1 108, Rev t 

KNDP.n C Region 3, Ofc of the Direcior 08/03/04 2pp 44725 172 44726 173 

-8803170318 Insp Ropi 50-440/88 03 on 071231 880222 Violations noted Major areas 
insp oclod previous Insp items, onorallonol safely, nonrouline 

events, maint.survelllanco.LEn, allegations, physical security & radiological controls 
KNOP.R C Region 3, Ofc of the Director 80/03/04 lOpp 44725 174 44725 191 

8003020038 NRC Info Notice 00 007, "Inadvertent Transfer of Licensed Mall lo Uricon 
trolled Locations " Svc list onci 

CUNNINGHAMtR E Division of Indusirmi & Medical Nuclear Safely (Posl B70729) 
88/03/07 Consofidated Edison Co of New York, Inc )2pp 44673 001-44673 012 

60O3O4OOB2 NRC BuDolin 88 009, "Inadequate Latch Engagement in HFA Typo latch 
ing Relay Mfg by GE ” SvO list end 

ROSSI.CE Division Of Operatfonal Evonls Assessment (Posl 870411) 88/03/10 
Consolidated Edison Co at New York, Inc 120pp 44673 192-44873 319 

6003150311 Discusses util 870918 application for amond lo Liconso NPF-58.eliminatina 
MStV leakage control sys from Tech Spec roquiremonls for surveillpnco & 
operability Amend not accoptable for listed reasons 

PERKIN^KE Project Directorate HI 3 80/03/11 KAPLIN,A Clovofond Efoclric lliuml- 
noting Co 6pp 44609 275-44689 200 

8803220245 Responds lo NRC 871217 llr re violations noted In Insp Rept 60 440/87 
13 Corrective actions ongineering evaluations performed lor each concern which re 
verified qualification of sub] oquipmenl Civil penalty paid 

KAPLAN, A Cleveland Electric Illuminating Co 80/03/11 Document Conlrol Branch 
(Document Conlrol Desk) 2 Ipp 44804 1 12 44004 132 

8803080148 NRC Info Notice 88 008. "Chemfcal Reactions W/Radwasle Solidification 
Agents " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Posl 870411) 88/03/14 
Consolidated Edison Co ol New York* Inc 120pp 44772 263-44773 012 

8003140204 NRC Info Nolfco 86 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors " Svc 
fist end 

ROSSI.CE Division of Operational Evonls Assessment (Posl 870411) 66/03/18 
Consofidaied Edison Co or Now York, )nc 121pp 44057 058-44657T 78 

8803220099 Revises 800108 response ro violations noted in 671210 Insp Rept 50 440/ 
67-16 Corrective actions (raining will be conducted for all maint supervisors omphasiz 
Ing need for closer supervision whenever vendor or contractor utilized 
KAPLAN.A Cleveland Electric Illuminating Co 06/03/18 Document Control Branch 
(Oocumeni Controf Desk) 3pp 44801 -274-44801 276 
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n. Periodic operating reporU & related correspondence 


F Security, medical, emergency & fire protection plans 


00O3O1O1BO "Semiannual Radioactive Effluent Holoase Ropt 1987, Quarters 3 & 4" W/ 
300225 Itr 

STEAO.F R , LYSTER,M D , KAPLAN, A Cleveland Electric llluniinalmg Co 87/12/31 
70pp 44530 145 44630 222 

8803030240 "Annual Occupational Radiation Exposure Rept Personnel Whole Body Ex 
posure lor CY87 ’* W/flB0226 Ur 

KAP LAN, A Claveland Electric Illuminating Co 87/12/31 2pp 44602 262 44602 253 

8803040042 "Clevland Electric Illuminating Co Perry Nuclear Power Pian.l,19a7 Annual 
Operating Rept " W/0QO226 Ur 

STEAD.F R , STRATMAN.R . KAPLAN, A Cleveland Electric Illuminating Co 87/12/ 
31 gpp 44611 023 44611 031 

6003150050 "Pony Nuclear Power Plant Annual ECCS Outage Rept 1987" W/880307 
Itr 

STEAD.F R, STRATMAN,R , KAPLAN, A Cleveland Electric Uluminaling Co 87/12/ 
31 Opp 44717 132-44717 140 

6803210471 Monthly Operating rept for Fob 1900 W/8B0315 Itr 
DUNN.GA, KAPLAN, A Cleveland Electric Illuminating Co 88/02/29 6pp 
44802 354 44B02 359 

8803210456 "Hoadquarlors Daily Repl for 000314 " 

* Radiation Protection Branch 80/03/14 63pp 44759 351 44760054 

8803230246 Forwards "Fiflh Ouarlorly Rept Cleveland Eleciric Uluminaling Seismic 
Monitoring Network 871016 1231 " Ropt will continue lo be submitted on quarterly 
basis 

KAPLAN, A Clevoland Electric Illuminating Co 00/03/10 Document Control Branch 
(Document Control Desk) 2pp 4486/ 113 44067 t31 

“6803230249 “Filth Quarterly Rept Cleveland Electric Illuminating Seismic Monitoring 
Network 871016-1231 " 

' Weston Geophysical Corp 07/12/31 f7pp 44067 1 15 44807 131 


S. Reportable occurrences^ LERs & related correspondonco 


8603290253 LER 88 009 00 on 880227,APRM readings misadjusled during channel 
calibr survolHanco instruction Caused by error in heatonlance calculation Survelllnnco 
Instruction revised lo inctiido chock of heat balance calculation W/880325 ifr 
DUNN,G A , KAPLAN, A Cleveland Electric Illuminating Co 88/03/25 4pp 
44904 125 44904 126 


V, Operator Examlnatlona 


8803250250 Advises that NRC published end rov to guidance for Inal NRO rcqualifica 
lion oxama,rGllecling lessons loarned from exams admlnlstorod at HB Robinson plant 
in Dec 1967 W/o end 

WRIGHT,GC Region 3, Ofc of the Director 88/03/10 KAPLAN, A Cleveland Electric 
lllunninalmg Co 2pn 44913 075 44013 076 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A Appllcatlon/construction stage documents & correspondence 


8803290411 FOIA request for documonls concerning recent direction from NRR rrgl ro 
OL amond request in 871211 FR w/opportuniiy tor prior hearing Sk w/o making signifi- 
cant liazards dolorminalion Weekly info oxcerpl one! 

HIATT ,SL Ohio Citizens for Responsible Energy 88/02/11 GRIMSLEY,DH Treo- 
dom of Information & Privacy Acts Branch 2pp, 44G97.05B 44897 059 

6002260195 Generic Ltr 08 04 to all nonpowor roaclor liconaeos re distribution of gems 
Irradiated in research reactors Sve list end 

MIRAGLfA,FJ Associate Director for Projects (Post 8704 1 1) 88/02/23 Consolidated 
Edison Co of Now York. Inc t1pp 44553 345-44553 355 

8003000214 Expresses concerns re 880217 Itr to A Kaplan on oxlgont Tech Spec 
343 1 change requested on 800212 to permit continued operation w/uppor drywoll 
air cooler condensate flow rate monitoring inoporabto 

HIATT.SL Ohio Citizens for Responsible Energy 08/03/03 COLBURN J.G Project 
Diroctorale III 3 2pp 44712 079 44712 080 

8803220146 Forwards Vols I & II lo Rov 1 lo Special Tost Procedure SP lEbBOOl, 
"Sys Vibration Special Test Procedure" & Addendum 1 to Rov 1 lo Test Procedure 
SP 1E68 001, in response lo NRC question on NSSS vibration testing program 
KAPLAN, A Cleveland Electric Illuminating Co 00/03/17 Document Control Branch 
(Document Control Desk) 2pp 44775 122-44778 173 


0003170093 Forwards Rev O to updated FSAR for Perry Nuclear Power Plant Unit 
f Updated SAR updates FSAR as submilled in Jan 1981 & amended through Amend 
25 & reflects changes incorporated up to 870918 & m selecled cases more recently 
KAPLAN.A ClovQiand Electric Illuminating Co 80/03/17 Document Conirol Branch 
{Document Conlfol Desk) 5pp 44810 001 44826 360 

-8803170121 App 9A, "Firo Protection Evaluation Repl, Perry Nuclear Powor Plant Unils 
t & 2," to Perry Nuclear Power Plan! Unit 1 updated FSAR 
* Cleveland Electric Uluminaling Co 88/03/17 900pp 44034 014 44035 345 


Q Adjudicatory correspondence 


8803240045 Licenseo response to 2 206 pouiion of Concerned Citizens of Lake 
Courtly, Concerned Citizens of Ashtabula County & Concerned Citizens of Geauga 
Sm W Cilizens peliKon must be denied W/CoriiUcalc of Sve & affidavit 

SILSERG.J E Cleveland Electric Illuminating Co SILBERG.J E Shaw Pillman, Potts 
592S 88/Q3/09 Olfico of Nuclear Reactor Regulalion, Direclor 
(Post a?04 ft) 1 32pp 44797 039 4479/195 


J, Insurance & Indemnity Information 

property insurance coverage per annual requirement of 

10CFR50 54(w)(4) 

KAPLAN.A Cleveland Electric Illuminating Co 86/03/18 Document Conirol Branch 
{OocumDnl Conirol Desk) ip 449l53b0 44916360 


K, UlUlty Final Safely Analysis Report (FSAR) & amends 

8803170093 Forwards Rov O to updated FSAR for Perry Nuclear Power Plant Uni.1 
I Updated SAR updates FSAR as submitted in Jan 1981 & amended through Amend 
25 & follocis changes incorporated up lo 870918 & in seleclcd cases more recenlly 
KAPLAN.A Cleveland EtecUic Illuminating Co 80/03/17 Oocumont Control Branch 
(Documont Conirol Desk) 5pp 44810 001 44826 360 

“0003170121 App 9A, ‘Fire Prolcclion Evaluation Repi.Perry Nuclear Power Plant Units 
1 & 2," to Perry Nuclear Power Plant Unit 1 updated FSAR 
* Cioveland Electric Illuminating Co 88/03/17 900pp 44834 014 44835 345 


Q Inspection reports, IE Bulletins & correspondence 

8002230035 NRC Info Notice 88 006, "Foreign Objocis in Steam Genoralors" Sve list 
end 

nOGSI.CE Division o1 Operational Events Assessment (Posl 870411) 06/02/29 
Consolidated Edison Co of Now York. Inc 1 16pp 44554 253 44655 009 

0003020030 NRC Info Notice 88 007 “Inadvericnt Transfer of Licensed Matt to Uncen 
trolled Locations " Sve lisl end 

CUNNINGHAM.R C Division of Industrial & Medical Nuclear Safoly (Posl 870729) 
88/03/07 Consolidated Edison Co of New York, lot 12pp 44673 001 44673 012 

0003040062 NRC Dullolin 88 003, "Inadequalo Latch Engagement in HFA Type Latch 
ing Relay Mfg by GE " Sve list er^ct 

ROSSl.CE Division o1 Onorniional Events Assessment (Post 870411) 68/03/10 
Consolidated Edison Co of Now York, Inc t26pp 44673 192 44673 319 

0003000140 NRC Info Noiico 80 006, ‘Chemical Reactions W/Radwaste Solidification 
Agents " Sve list onci 

ROSSl.CE Division o1 Oporaiional Events Assessment (Post 670411) 88/03/14 
Consolcdalod Edison Co of Now York, Inc 120pp 44772 253 44773 012 

0803140284 NRC Info Notice 88 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability oi Woodward PG PL Typo Governors " Sve 
list end 

ROSSLCE Division of Operational Events Assessment (Posl 870411) 68/03/18 
Consolidated Edison Co or New York, Inc 121 pp 44857 058 44857 178 


R. Periodic operating reports & related correspondence 


8803210456 "Hoadciuarters Daily Rept for 800314 " 

• Radiation PiotQclion Branch 00/03/14 63pp 44759 351 44760 054 


8003230246 Forwards “Filth Quarterly Rept Clevoland Electric Illuminating Seismic 
Moniloring Network 871016-1231 " Rept will conlmue to be submitted on quarterly 

KAPLAN.A Clevoland Electric Uluminaling Co 88/03/16 Document Conirol Branch 
(Oocumont Control Desk) 2pp 4486? 113-440S7 131 


“8803200249 “Fifth Quarterly Ropl Cleveland Electric Illuminating Seismic Monitoring 


Neiwork 671016 1231 *' 

* Weston Geophysical Corp 07/12/31 17pp 44667 1 15 44867 


131 


■0003220170 Vols I & 11 to Rov 1 lo Special Tost Procedure SP 1E68 001, "Sys Vibra DOCKET 50-443 SCADROOK NUCLEAR STATION, UNIT 1 

tlon Special Teal Procedure " 

aOSWORTHjBR Cleveland Electric Illuminating Co 86/02/01 I.OOOpp 44776124- 

44778 113 F, Sacorily, medical, oinergoncy & lire protection plans 


“8803220193 Addendum 1 lo Rev 1 to Special Test Procedure SP lEGODOl "Sys Vi- 
bration Special Test Procoduro ” 

BOSV70RTH.br Cleveland Electric Illuminating Co 86/06/02 65pp 44778 114- 
44770 173 

8003220364 Generic Ltr 88 05 lo all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve list end 

MlRAGLIA,F Associate Direclor lor Projects (Post B70411) 68/03/17, Coosolidatotl 
Edison Co of Now York, Inc 43pp 44879 084 44879 126 


8003010179 FOIA request for documents re util evacuation plans, includmg.names of 
bus companles.low truck companies, hospitals & ambulance operators left out of plan 
BERG MAN, Q Rockingham County Newspapers, Inc, Hampton, NH BB/01/V3 
GRIMSLHY.D Division of Rufos & Records (Posl 670413) Ip 44552 334-44552 334 

8803090250 Comment on NUREG 0654/FeMA Rep I.SuppI 1 re Male & focal authori- 
ties nonparticipation in emergency preparedness Proposes concept of federal emer 

of New Hampshire 88/02/22 MEYER, D Division of 
Rules & Records (Post 870413) 7pp 44640 275 44640 280 
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08030 2 002B fntcrvenors notice ol appeal ^ Towns of Amesbury & Hampton, Soacoasi 
Anil Pollution League & Now England Coalition on Nuclear Pollution give noirce of 
appeal of Board 860217 mamorandum & order 

BROCK.WT Amesbury, MA BROCK.M T Hampton, NH apOCK.W T Seacoast Anli* 
Pollution League 188 6710 aB/'02/24 2pp 44536 065 1 17 

-8803020043 Joint iniervenor appeal by molion for directed certification * Appropriala & 
reasonable rehef to ASLB Q80217 schedule requested in order to prepare A develop 
tirriinqs W/supporling documentalion A Cerli-jicale ot Svc 

BROCK, MT Amesbury, W A BROCK, T Hampton, NH BROCK.M T Seacoasi AntJ 
Pollulfon League 68/02/24 Alomic Safety* and Licensing Appeal Panel 51 pp 
44536 067-44536 tl7 

8803010165 Pinal response to FOIA reauesl for documents re portions ol ulil evacu 
alion plans Documents listed in App A withheld (ref FOIA Exemplcon 4) 

GfllMSLEY.D Djvisron of Rules & Records (Post 870413) 80/02/25 BERGMAM.G 
Rockingtiam County Newspapers. Inc. Hampton NH 3pp 44552 335 44552 337 

8803010403 Responds to NRC 800205 request for adtfl info re descripiton of alert & 
notificauon sys Sub| sys consists of truckbased sirens lhat can bo dispatched from 
continuously manned staging areas 

7HOMAS.G S Public Service Co of Now Hampshire 68/02/26 Document Control 
Branch <OoCLrnnen1 Control Desk) 16pp 44531 090 44631 105 

8803100041 Forwards 34th quarterly status repl on emergency preparedness for nucle- 
ar power plants for Oct-Doc 1887 Commission unable to forecast licensing schedufo 
for Shoreham & Scabrook because ot unresolved issues 

ZECH.LW Commissioners 88/02/29' B BEAUX, J0 Senate, Environment & Pubfre 
Works 6pp 44856 261 44856 266 

8803090091 Forwards comma nils of Commonwealih of MA Altorney Genera! JM Shan- 
non in. opposmon to NUREG 0654/ FEM A/REP 1 Rev 1, SuppI 1, "Criteria for Util Off- 
site Pianmrg ' Certificate of Svc oncl Related correspondence 
OSTRANDER F W Wassachusetls Comrnonwealih of ^188 6761 08/03/03 

MEYER, D Federal Emorgercy M a nagemonl Agency 73pp 44630 240 44630 311 

8803 170063 Confirms 880216 tolcon w/NRC re end inadequacies (n plan for State of 
MA communilies Expresses serious concerns aboul advisability of continuing on cur- 
rant schedule for plan roview 8 exercise due to naluro of inadequacies 
KRIMM.RW Federal Emergency Managomonl Agency 68/03/06 STOHR.JP Office 
of Nuclear Reactor Regufalion, Director (Posi 870411) 3pp 44749 224 44749 226 

8803240367 Requests addi info re facility emergency plan before concluding lhat vehic 
ular alerl fi notihcatiori sys 8 plan conform to NUREG-D654,Rev 1 guidelines 
NERSES, V Pfo|ect Directorate 1-3 8B/03/1D HARRISON.RJ PuDlic Service Co of 
New Hampshire 2pp 44852 127 44852 128 


Q* Adludtcatory cerrespondence 

8803010374 Molion of Alty Go n ere) JM Shannon to lifl temporary protective order & to 
compel discfosure of all those portions of Soabrook plan (or Massachusolts communi- 
ties which have yet to be disclosed lo Intervenors * 

FIERCE, A R Now Hampshire, Slate of ^168 5694 86/02/19 Alomic Safety and Li- 
censing Board Panel tp 44510 046 44518 067 

-8803010303 Ally General JM Shannons momorandum in opposilron to entry ot perma- 
nent protect ivo order ro portions of Sea brook plan for Massachusetts communitios 
<SPMC) S In support of motion to compel disclosure of components * W/Cerlilicato 
of Svc 

FIERCE. A R New Hampshire, Stale of 89/02/19 Atomic Safety and licensing Board 
Panel tOpp 44516 049*44516 067 

6803010347 Motion of Westinghou&e appearing speclniry.for oxtonsfon of time* Ro 
quests extension of time unlil 080315 to file response lo NECNP motion to 
compel Nolicoa of appearance & Certificate of Svc end 

COWAN.B 2 , KENmICK J R Wes (mg house Electric Corp COWAN, QZ Eckert, Sea 
mans, Cliorin & Mel loll #180 5696 86/02/22 Alomic Safely and licensing Board 
Panel lOpp 44518 038-44510 047 

8803010078 Forwards J Doughty S J Reader affidavits of nondisclosure, per Board 
000217 protective order Soacoasi Anil Pollution League ob|ficl8 lo order & does not 
waive rights lo challenge order 

BACKUS.FI A Seacoast Anii Pollufron League BACKUS, R A Backus, Moyer 8 Sofo* 
mon #100 5695 68/02/23 SMITH, I W. HARBOUR.J , LINEN0EnG6R,G Alomic 
Safety and Licensing Board Panel 7pp 44518 086 445 IB 092, 

9603010003 FEMA ovalualion of Stale of NH response to FEMA supplemontef testimo- 
ny * Urges FEMA lo consider new info developed dunng hearings on Stale ol NH ra- 
dfofogical omergency response plan re evacuation limo osirmates Relalotf correspond- 
er^co 

FIERCE.AR M ass achuselts, Commonwealth of #186 5692 88/02/23 FLYNN, HJ 
Federal Emergency Manage menl Agency 14pp 44510 159 44618 172 

8003010094 Soacoasi Anti Poirution League response to ASLAB memorandum & order 
of 680129 re financial qualification rufo* ASLAB must acK that applicar^t now under 
iuhsdltiion d bankruptcy coufl as debtor Suppofttng docwnantalfon enci 
BACKUS, R A Seacoasl Anti Pollution League BACKUS, R A Backus. Moyer & Solo 
mon #180 5699 89/02/23 Atomic Safely and Licensing Appeal Panel 32pp 
44516173 44516204 

8803010072 New England Coafillon on Nuclear Pollution interrogatories & requests for 
production of documents to State of NK* Questions concern FEMA supplemental 
lostimony on offsite emergency planning W/svc fist Related correspondence 
WEISS, ER New England Coalition on Nuclear Pollution WEISS, ER Harmon & 
Weiss #188 5693 88/02/24 New Hampshire, Slate of 5pp 44518.14844516,162, 

0883020028 Intervenors notice of appeal ' Towns of Amesbury & Hampton, Seacoasl 
Anti Pollution League & New England Coalition on Nuclear Pollution givo noirce of 
appeal of Board 0002 17 momorandom & order 

BFfOCK.MT Amesbury. MA BROCK.M T Hampton, NH, BROCK.M T SeacoaslAnli- 
Po Hu lion League #188 6710 88/02/24 2pp 44536.085 44636117- 

-0603020043 Joint intervanor appeal by motion for directed certiflcalion * Appropriate 8 
reasonable relief to ASLB 860217 schedule requested in order to prepare & dovefop 
findings W/supporting documentation & Certifreato of Svc 

BROCK.M T Amesbury, MA BROCK.M T Hampton, NH BROCK.M T Seacoasl Anti- 
Pollulfon Lqagu© 88/02/24. Atomic Safety and Lfcensinq Appeal Panel 81 pp 
44536 067-44536 117 


8803020077 Ally General JM Shannon offsite omergoncy planning interrogatories & re 
quesi for prodfuction of documents lo Slate of NH (Set 3) * Interrogatories shou-rd be 
answered by 0QO328Cef1ifical0 of Svc end Relaled correspondence 
SNEIOER.es Massachuselts, Commonwealth of #160 5712 08/02/21 New Hamp- 
shire. Stale of I7pp 44537 326 44537 355 

• 8803020069 Ally General JM Shannon offsite emergency pfenning interrogate rros 8. 
request for production of documents lo applicant (Set 3) * Inlerfogalories should be 
answered by 880328 Related correspondence 

SNEIPER.CS Massachusetts, Commonwealih of 88/02/24 New Hampshiro, Slate 
ot 13pp 44537 343-44537 355 

8603040052 Applicant response to New England Coalilion on Nuclear Polfulion 
(NECNP) motion to compel applicant to respond to NECNP second set of Interrogato- 
ries A request lor production of documents on NECNP Contention IV ‘ W/Certificato 
of Svc 

* Public Service Co of Now Hampshire * Ropes Gray #186 5723 88/02/24 Naw 
England Coalilron on Nuclear Pollution 5pp 445G4 205 44564 209 

8803040098 Notice of withdrawal of appearance * Corlificalo of Svc one! 

SIEGEL, M Public Service Co of Now Hampshiro SIEGEL,M Ropes 8 Gray #188 
5725 89/02/24 4pp 44664 139 44564 142 

8803020034 Applicaol reply to memorandum of Atty General of Commonwortllh ol MA 
re unfeslficteo publication of info redacted from Itcensoo plan for Massachusells com 
munities * Certificate of Svc end 

SELLECK.KA Public Service Co of New Hampshire SELLECK.KA Reid & Priasl 
#188 6711 80/02/25 Atomic Safety and Licensing Board Panel I9pp 44537 276 
44537 294 


8803040088 Applicant response to Now England Coalition on Nuclear Polfulion requosi 
for entry upon land,' Cerliticaio o) Svc end Reiatod corrobpondenco 
STEENLANO.D S Public Service Co of New Hampshire STEBNl AND.D S Repos & 
Gray #1B8 5724 88/02/26 Atomic Safety and Licensing Board Panel 5pp 
44664 148-44564 152 


0603070051 Forwards lisled documents for filmgjncluding offer of proof .correclGcJ Certif- 
icate of Svc & Ally General JM Shannon offsite emergency preparedness 
interrogatories Certificate of Svc end Relaled correspondence 
FfERCt.AR Massachusetts. Commonwealth of #188 6735 88/02/26 Dockolmg & 
Services Branch ip 44576 166 44576 183 

-8003070050 Offer of proof (Massnchusolls Atty Gonornl JM Shannon proposed surro 
bullal testimony to applicant rebuttal Testimonies 3 & 4) Cortificato ol Svc 
onci Related correspondonco 

FIERCE.AR Massachusetts. Commonwealth of 00/02/26 SMITH.IW. 
LINENBERGER.G , HARBOUR.J Alomic Safely and Licensing Board Panel 17pp 
44576 167 44576 103 


9803090161 Now England Coalilion on Nuclear Pollution (NECNP) molion for reconsid 
era Iron of Board denial of NECNP motion lo compel, dated 080217 ' Affidavit re mean 
inn of contention oncI W/Certificate of Svc 

FERSTERA Now England Coalition on Nuclear Pollution FERSTER.A Harmon & 
Weiss. #108 5775 88/03/01 Alomic Safety and Licensing Board Panel lipp 
44630 943 44631 030 

-0803090172 Affidavit of J Bryers ro Contention IV, "Blockage of Coolant Flow to 
Safety Related Sys & Components by Buildup of Biological Organisms " Supporting 
Into end 

BRVERS,J Duke Univ. Durham, NC 88/02/20 45pp 44630 354 44631 030 

0803160101 Proposed findings of fad & rulings of faw * Board finds 9^ rules lhat aefe 
quale measures can & will bo taken lo prolod public lioalth & safely In State ol NH 
portion of plant EPZ In event of accident at plant Cerlificalo of Svc end 
DIGNAN.T.G Public Service Co of Now flampshiro DIGNAN.T G Popes & Gray 
#1885013 00/03/01 laSpp 44686 130 44606 323 

6603040027 Order,* All responses to joint Interveners appeal by motion for directed cer* 
lilicatiorv shall bo Ned in sufficient time lo ensuro that Board received ro later lhan 
860309 Setvod on 990302 

SHOEMAKER.C J, Atomic Safety and Licensing Appeal Panel #180 5717 60/03/02 
Office of Iho General Coun&al ip 44564:195 44564 105 

8803070025 Memorandum to Appeal Board on environ qualification of Coaxial Cable 
RG so * Full environ qualification of Coaxial Cable RQ-SS not roquired.lhcrefore appfi 
cants claim meritorious Served on 000303 

WOLFE.S J , HARBOUR.J. Atomic Safety and Licensing Board Panel #188 5732 90/ 
03/02 lOpp 44576 110 44576119 

6003140144 Forwards NRC parlial response to New England Coalition on Nuclear Polld> 
lion Inlorrogatorios 1-4 & 10 30, Responses to Interrogatories 5 0 will bo filed under 
separate cover on 800304 Relaled corrospondonco 

etRRY,GA Assistant General Counsel for Hearings #180 6600, 08/03/02 
FERSTER.A Harmon & Weiss tp 44668 209-44668 289 

8803140159 NRC Staff response to molion of Woslfnghouso for extension for time * 
Staff has no objection to motion since good cause shown W/Corlificate of Svc 
BERRY, G A Assistant General Counsel for Hearings #100 5010 08/03/02 Atomic 
Salely and Licensing Board Panel 4pp 44660 290 44660 293 

8803090066 Applicants response to joint fntervenor appeal by motion for dirocled certifi 
cation * lotervonofs motion should be denied W/Certificato ol Svc 
DIGNAI^.G H PUbHc Service Co. ol Now Hampshire DIQNAN.T G Ropes S Gray 
#168 5763, 80/03/03 Atomic Safely and Licensing Appeal Panel 12pp 44830 203 
44630 214 


0803090076 Order* Now England Coalition on Nuclear Pollution directed to bring dis* 
agreement w/Llcensing Board conclusions re environ qualification of flG5B coaxial 
cable to Board In supplomonlaf memorandum by 080322 Served on 000304. 
SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel #100 5771. 88/03/03 
New England Coalition on Nuclear Pollution ip 44630 226-44630,226 
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aftmnqoofiS Now England CoaliKon on Nuclonr Pollution opposition to applicant reguost 
^ for order as to luluro osloppol & lo Woslinghouse motion tor extension ol time ‘ W/ 

^mElBERG a'^Ncw England Coalition on Nuclear Pollution SPIELBERG, A Harmon & 
Weiss //I BO 577'! 00/03703 Atomic Safely and Licensing Board Panel 6pp 
i14630 060 4*1630 073 


flunioQOOGO New England Coalition on Nuclear Pollution (NECNP) notice ol appeal* 
rjFiTNP anpeals Board 880217 momorandum & order ro renewal ol low power author 
7at^n & denial of MEGNP molion for leave to file roplv W/Certificoto of Sve 
cfh^TFHA New England Coalition on Nuclear Pollution rCRSlER,A Harmon & 
WeTs W 5772 88/03/03 Ip 44630 235 44630 239 


6803140214 NRG Slalf response lo jomi intervenor appeal by molion lor direcled certifi- 
cation * Intervenor motion should be denied Intervenor failed to satisfy stds for direct- 
ed ceriification discussed in ALAD 864 W/Certificaie of Sve 

TURK,SE Assistant General Counsel for Hearings A/ 188 5799 89/03/08 Atomic 
Safety and Licensing Board Panel 1 1pp 44668 297 44G6B 307 

0803160094 Response of Commonwealth ol MA in support ol joint inlorvenor appeal ^ 
motion lor direcled certification * Motion for direcled certification should be granted 
Cerlilicato of Sve end , . . 

OSTRANDER, FW Massachusetts Commonweatih of OSTRANDER, FW Hampton, 
NH OSTRANDER, FW Amesbuiy. MA /f188 5814 88/03/00 Atomre Safely and Li 
censing Appeal Panel 8pp 44606 091 44686 10 1 


3803090106 Now England Coalilion on Nuclear Pollution (NECNP) motion lo defer 
hriofing of NECNP appeal ol ronowal of low power authorization * Deferral will allow 
more efficient litigation & avoid piece moal decision W/Cortificalo of Sve 
FFRSTER A New England Coalition on Nuclear Pollution FERSTER.A Harmon & 
Weiss 68/03/03 Atomic Saloty and Licensing Appeal Panel 4pp 44630 236 
44630 239 

flftninQOOQI Forwards commoms ol Commonwealth ol MA Attorney General JM Shan 
non in ODPOSiiion lo NUREG 0654/FEMA/nCP-1 Rev 1, SuppI 1. ^'Cfiloria for Util Off 
s4e Planning " Cerlilicato ol Sve end Rolated corrospondonce 
OSTRANDER FW Massachusolls, Commonwealth of ^IQB 5761 88/03/03 

MEYER.O Fodoral Emergency Managomonl Agency 73pp 44630 240 44630 311 

B0O3O9D1O2 Answer of Ally General JM Shannon lo applicant polition for roview of 
ALAB 083 ' Petition for review sliould bo donfod W/Cortificalo of Sve 
JONAS S A Massachusetts, Commonwealth of //1 88 5770 BB/03/03 Cominission 
ers lOpp 44630 312 44630 321 


8803140096 Memorandum & order (procedural rulings) ' Denies New England Coalition 
on Nuclear Pollution 800210 motion to compel applicants & applicant 830224 request 
(Of estoppel order & grants Weslinghouse molion for more lime Served ort 080310 
WOLFE, SJ Atomic Safety and Licensing Board Panel 7/180 5 807 8 8/03/09 New 
England Coalition on Nuclear Pollution 5pp 44668 161 44668 165 

0883140234 Order* Interveners 680225 motion lor directed cerlilication ol ASLB 
680217 scheduling order denied due to established stds lor interlocutory review not 
mol Served on 860210 

SHOEMAKER, CJ Atomic Salety and Licensing Appeal Panel ^168 5806 08/03/09 
Amesbury, MA 2pp 44666 308 44668 309 

8803160074 Order * Responses of applicants & NRC staff to New England Coalition on 
Nuclear Pollution motion lo defer briefing ol appeal of renewal ol low power authoriza- 
tion shall be received by Board no later than 080316 Served on 880314 
SHOEMAKER, CJ Atomic Safely and Licensing Appeal Panel //18B 5818 88/03/11 
Oflice of the General Counsel ip 44687 001 44687 00 1 


8803090130 Now England Coalition on Nucloar Pollution (NECNP) reply lo applicant re- 
SDonsQ lo NECNP roquosi (or onlry upon land ‘ Assorts that request for entry upon 
land will not intarloro w/or delay Board proceeding W/Cerlilicoto ol Sve 
FERSTER A New England Coalition on Nucloar Pollullon FGRSTERA Harmon & 
Weiss //106 6773 68/03/03 Atomic Safety and Licensing Board Panel 5pp 
44630 334 44630 342 


B8032 10095 Forwards nonproprietary version of WCAP 1 1765 re sleam generator tube 
plugging margin analysis.m response lo New England Coalition on Nuclear Pollution 
motion seeking production & disclosure ol repi W/Cerlilicaie of Sve 
COWAN.B 2 Weslinghouse Electric Corp COWAN,B Z Eckcrl, Seamans. Cherin & 
Mellon r^l8B 584fl 89/03/11 WOLFE,SJ, LUEBKEEA HARBOUR.J Atomic 
Salety and Licensing Board Panel 5pp 1473 1 302 44731 306 


8803090160 New England Coafillon on Nuclear Poliulion (NECNP) molior^ for leave to 
reply lo applicant rosponso to NECNP request lor onlry upon land Applicant objec 
lion to NECNP roquosl untimely W/Cortdicalo of Sve ^ . 

FERSTER. A Now England Coalition on Nucloar Pollullon FERSTER, A 
Weiss 08/03/03 Atomic Snfoly and Licensing Board Panel 4pp 44630 339 
44630 342 

0803090231 Ack recoipl ol Sirong Hr lo Vickors transmitting document "Supplemerila) 
Analysis ol Potential Shotlor Capacity of Soabrook EPZ Beach Areas," for review W/o 

WeIsS.ER Harman & Woiss //Um 5760 08/03/03 OIGNAN.TG Ropes & Gray 
ip 44630 001 44630 001 

8803140135 NRC Staff response lo Commonwealth of MA ally general motion to lift 
temporary proloclivo order ’ Motion tor denial of 880217 order should bo denied W/ 

SHOE^MAKER^E C Assistant Gonoral Counsel lor Admlmslralion TURK.S E Assistant 
General Counsel for Hearings //tOO 570B 88/03/03 Atomic Safely and Licensing 
Board Panel lOpp 4466B 270 44660 206 

8803090114 Correcllon ol orraln & substitution ol pages to "Iriien/otiprs Notice of 
Appeal" & "Joint Intervonor Appeal By Motion for Directed Certillcation Inlorvonors 
submit corroded cover a signnluro pages a corrected certificate of sve 
BROCK.MT Amesbury, MA BftOCK,MT Hampton, NH BROCK MT Soacoast Anti 
Pollution League //IBB 5/62 00/03/04 4pp 44630 322 44030 333 

«8a03090121 Joint intervenor appeal by motion for directed cerlilication* Inlorvenors 
request that Board oxpodllo considorntion ol appeal Certllicdo ol Sve end 
BROCK.MT Amesbury. MA BROCK.MT Hampton. NH BROCK.MT Soacoasi Anti 
Pollullon League 00/02/25 Atomic Safely and Llconsing Appeal Panel 8pp 
44630326 44630 333 

0803140133 Forwards NRC partial response lo Now England Coatillon on Nuclear Pollu 
lion second sol of Inlorrogalorios 5 9 Rosponso compfolo Rolatod correspondence 
BERRY.GA Assistant Gonoral Counsel for Hearings //1 08 5006 80/03/04 
FERSTER. A Harmon a Weiss Ip 446GB 269 44668'269 

8603110013 Commonwealth of MA Ally Gonoral JM Shannon 
10CFR2 758 for waiver of or exception from public ulil oxornpkon Irorii requlremenl or 
domonslralior^ ol financial quolification * W/supporling info a Certlficalo of bvc 
SHANNON.JM Massochusotls, Commonwealth of // 186 5784 86/03/07 Atomic 
Safely and Licensing Appeal Panel 150pp 44661 05B 44661 162 

8803110024 Advises that WS Lord approved as authorized person for 
ed info in accordance w/lerms of BB0217 protective order JL Ros5,SA Bowies & jl 
S oule authorized lo have served affidavits ol nondisclosure Served on ouoJtw 
SMITH.IW Atomic Safety and Licensing Board Pane! //188 5781 86/03/0/ 
BROCK.MT Shames & McEachorn Ip 44661 226 44661 225 

0803140250 Requests that Commonwealth of MA ally 
month from submission of revised ropl & sys tests lo submit addi contentions on ai 

JONAS, AS Massachusetts. Commonwealth of /ft 00 5811 88/03/07 
LUEBKE.EA. HARBOUR.J Atomic Safely and Licensing Board Panel zpp 
44668 310 44660 311 

0803140276 Applicant responses to Now England Coalition 
(NECNP) third set of I nlorroy atones & requests for production of ^ocmem to appii 
cants on NECNP Contention IV * Oblectlon untimely 

FEIGEN8AUM.TC. STeENLAND.O S Public Service Co of New Hampshuo 
STEENLAND.DS Ropes & Gray 188 5812 86/03/07 Atomic Safely and Licensing 
Board Pane! 54pp 44660 001 44C6B 062 


(ilicant on NECNP contention IV ‘ W/Cerliflcale ol Sve Related corre^onaejice 
FEIQENBAUM.TC. STEENLAND.DS Public Service Co of New Hampshire 
STEENLAND.DS Ropes & Gray 80/03/07 Atomic Safety and Licensing Board 
Panel 0pp 44668 055 44668,062 


BB032 10102 NRC Staff response lo New England Coalilion on Nuclear Poliulion 
(NECNP) molion lor reconstdoralton of Board denial of NECNP motion to 
compel NECNP motion for reconsideration should be denied W/CartiFicaie of Sve 
BERRY.GA Assistant General Counsel for Hearings //188 5B53 08/03/ 11 Atomic 
Salety and Licensing Board Panel 9pp 44731 311 44731 319 

8803210086 Applicant response lo New England Coalition on Nuclear Pollution 
(NE(iNP) molion for reconsideration of Board order denying NECNP motion to 
compel * Motion deficient & therefore should bo denied Certificate of Sve ere I 
OIGNAN.TG Public Service Co of New Hampshire DIGNAN,TG Ropes & Gray 
)^108 5850 80/03/14 Atomic Safely and Licensing Board Panel 9pp 44731 277- 
44731 264 

6003210109 Applicant response lo New England Coalition on Nuclear Pollutions motion 
lo deler brialmg ‘ Molion lo defer should bo denied W/Cerlificate of Sve 
STEENLAND.TG Public Service Co of Now Hampshire STEENLAND.DS Ropes & 
Gray #188 5852 80/03/14 Atomic Safely and Licensing Board Pane! 7pp 
44733 095 44733 101 

8003210154 Correcllon’ Caption lo 800309 order errortoously stating that order ^i- 
tered in onsite emergency planning & safety issues phase of proceeding should he 

deemed & amended accordingly Served on 600315 

SHOEMAKER, CJ Alomte Saw and Licensing Board Panel //Isa 5858 88/03/15 
ip 44733 199 44733 199 

6803230149 Applicant request for production of documents of FEMA * Requests in- 
cludes all documents created since Jul 1905 re contact between EA Thomas & ref 
parties concerning nuclear power.emergency planning &/of plant Related correspond- 

IeIleCK.KA Public Service Co of New Hampshire SELLECK.K A Ropes & Gray 
am 5912 80/03/15 Federal Emergency Management Agency 6pp 447B1 064- 
44781 069 

8003210074 Order* Extends lime in which Commission may review ALAB 079 until 

aSS^S^J^^ffic^e // 180 5849 06/03/16 Com- 

missioners Ip 44731 287 44731 287 

0803210113 Nolico of taking deposition of EA Thomas, 0 Mcloughm.J Hock. JH 
KwR Cumming.C Wingo.H Vickers JW Beclon & G Peterson ’ Certificale of Sve 

SNEID^R C?S*^Ma38achusells, Commonwealth of WEISS, E New England Coaktion 
on Kar Pofion WEISS.E Harmon & Weiss //10B 5B57 B8/03/16 I5pp 
44733 104 44733 118 

0803210127 NRC SlaM response to New England ^alition on Nuclear Pollution 
(NECNP) motion to defer briefing of NECNP appeal of reriewal of taw power authori 
zalion ‘ NECNP motion should be denied & brief filed Certiltcale of . 

BERRY.GA Assistant General Counsel for Hearings #188 5354 88/03/16 Atomic 
Safety and Licensing Appeal Panel I4pp 44739 146 44733 158 

nnnT? 10073 Order * New England Coalition on Nuclear Pollution 8B0303 molion to 
^Sr brfelmg of pending appeal from Board 680217 memorandum & order 
denied Time lor fifing of coalmen brief ro appeal extended to 880408 Served on 

^w^FMAKERCJ Atomic Safety and Licensing Appeal Panel #188 5861 68/03/ 17 
NeSIngSoalitZon^ 2pp 44731 285 44731 286 

6803230071 Forwards transcript ol FEMA 800229 mealing of regional assistance 

commiUeeCerlificaleol Sve end Related corre^ 

PivNMHJ Federal Emergency Management Agency #188 5913 86/03/ 17 uiiice 
KTsecrela^^^^^^ 22?pp 44771 196 44760067 

MLf?l%l£'o?"ta^^ralareot tJo COTmteion #188 5910 88/03/17 Atomic 
Safely and Licensing Board Panel Ip 44701 123 44761 
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8fi0323:{>t12 Wemojanclgm * Int-ervenors 000225 iOinl molion for directed ce^lificalion ol 
Licensing Board 60021 7 scheduling order should bo denied lor slated 
reasons, including fact lhat schodulirg r-e events occurred alter order Served on 
600321 

SHOEMAKER, CJ Atomic Safety and Licenstng Board Panel #180 5911 00/03/18 
TURK.SE Olfico ol the General Counsel DIGNANTG Public Service Co of New 
Hampshire BROCK.M T Now England Coalition on Nuclear Pollution Mpp 
14781 037-14781 050 


0803230170 Memoranefum & order (denying New England Coalition on Nuclear Pollution 
(NECNP) motion for roronsideralion denying NECNP request for entry upori 
land, grant mg NECNP motion to leave to -fife reply, 2 749 tilings) ’ Served on 800321 
WOL?E,S J HARBOUR J LUEBKEEA Atomic Safety and Licensing Board Panel 
a 180 5901 80/03/ 18 New England Coalition on Nuclear Pollution 6pp 41779 133- 
14779 138 


6803240028 Jomt rntervonor motion for extension ol hearing schedufe ’ Counsel for ap 
plicants & Commonweal'th of MA assent to motion Counsel for NRC assents on dead 
lino for findings will be adiustod accordingly W /Certificate ol Sve 
CURRAN,D Hunlon & Williams //108 5920 88/03/18 Atomic Safely and Licensing 
Board Parirl 0pp 44797 03144797 030 

8803230160 Order* Time tor Commission to review ALAB 883 extended lo 
080107 Served on 080325 

CHILK,S J Office of ttic Secretary ol the Comrrirssion // 188 5900 80/03/21 Com 
missionors ip 44781 001 44701 001 

08O324OD27 Memorandum ' Requires parlies making filings lo ASLBP to provide five 
copies of any documenl Parlies invilod to request exemplion from live copy require 
menl for very large documents Served on 880322 

SMITH, I W Atomic Safety and Licensing Board Panel /M88 5921 08/03/21 Ip 
44797 020 44797 030 

-8803240034 Advises thal henceforth all ASLBs in all cases must require parties to in 
elude ASLB docket on sve list S provide ASLB docket w/lwo copies of any document 
sen I to SVC list Address listed 

COTTER B P Atomic Safely and Licensing Board Panel 88/03/11 Atomic Safety and 
Licensing Board Panel ip 11797 030 44797 030 

8003318063 New England Coalition on Nuclear Pollulion (NECNP) mofron for leave lo 
reply lo appliCiints & staff responses to NECNP molion for ret-onsrderafion ol Board 
dorral of NECNP 080217 motion lo compel * Certilicate ol Sve end 
rERSTER.A New England Coalilton on Nuclear Pollulion FeRSTER,A Harmon A 
VVciss //1 80 5956 00/03/22 Atomic Safely and Licensing Doaid Panel 3pp 
44807 270-44897 280 


• 8093310062 Now England Coalilron on Nuclear Pollulion (NECNP) reply lo applicant & 
Staff re'iponsos to NECNP mofiori lor reconsidoraiion of Board denial of NECNP 
000217 motion lo cempol * Certificate ol Sve encf 

PEflSTER.A Now England Coalition on Nuclear Pollulion FERSTEfl,A Ho»mon & 
Wgiss 68/03/22 Atomic Safely and Licensing Board Pnnol 8pp 44897 273' 
44697 280 

8003310000 Now England Coalilton on Nuclear Polfution supplemental memorandum on 
environ qualification of RG-SS coaxial cable * NASLAP urged lo remand isssue w/ 
nondiscrelionary mstruclions Cerlificalc ol Sve oncl 

TOUSLEY.DR Now England Coalilion on Nuclear Pollulion //168 5954 00/03/22 
lOpp 44097 321 44897 332 

8a03310l)8& New England Coalition on Nuclear PoNulton (NECNP) motion lo compel ap 
plicftnts lo respond to NECNP third sot ol inlerrogalones & rcquesl for produclion of 
documents on NECNP Contenlior^ IV * Cerlificalo ol Sve end 
FERSTER.A New England CoalJiron on Nuclear Pollution FERSTER,A Harmon & 
Wgiss //180 5955 88/03/22 Atomic Safely and Licensing Board Panel 5pp 
44890 015 4409B 019 

0803290039 Momorandum & order (prolecling info from public disclosure) * Protective 
order approved on 87'0217 extonded until oetj inning of evidonirary hearing on Sea 
brook Plan for Commonwealth of MA communilies Served on 080324 
LINENBERGER.G . HARBOUR.J. SMITH.IW Atomic Safety and Licensing Board 
Panel //1fl6 5944 88/03/23 Public Service Co of New Hampshire f8pp 
44871 003 44871 100 

8803290055 Informs thal NRC does not intend to formally respond lo New England Co 
alition for Nuclear Pollulion (NECNP) mo Hon to compel appJicanls to respond lo 
NECNP third sol of in lorrog atones 

BERRY,GA Assistenl General Counsel for Hearings //lOB 6946 08/03/24 
WOLFE.SJ, HARBOJR.J, LUEBKE.EA Atomic Safety and Licensing Board Panel 
Ip 44B71 t05 44071 105 

8803290090 Memorandum & order (revising schedule) ' Lis led changes made lo ached 
ule duo to Board gran4in>Q Joint Intervenor 680318 relief request Served on 080325 
SMITH, I W Atomic Safety and Ltconsing Board Panel //180 5946 8 8/03/24 Office 
of Ihc General Counsel 2pp 44871 082*44071 082 

0603310071 Slate of NH responses to Now Ertgland Conlilton on Nuclear Polfulion in 
lorrogatofiQS & requests for production of documonis * Related correspondence 
STROME.R Now Hampshire, Slate of //1B8 5946 88/03/24 New Engfand Coalition 
on Nuclear Poirution Qpp 44097 291'44897 320 

-6003310081 State of NH responses to Ally General JM Shannon offsiie emergency 
plan inlerrogatorfes & requesi for production of documents (Sol 3) * Certificate of Sve 
end Related correspondorce 

STROME,R H New Hampshire, Stale of 06/03/24 Massacliusotls, Commonwealth 
of 22pp 44697 299 44697 320 

8603290120 Memorandum & order* Demos Comirionweallh of MA 880307 
request Commonwearth of MA may amend contentions by 080400 & applicants & staff 
have 10 days to answer from dato of sve Served on 860325 
WOLFE.S Atomic Safely and Liconsing Appeal Panel #100 5933 80/03/25 Offico 
of the General CounseJ 5pp 44071 113-44071 117 


H, General correspondence 


6003300120 Comment opposing serious procedural dcfecis in NUREG 0654/ FEMA- 
HEP 1,Rev l.SuppI 1, “Cfilena lor Uhl Offsite Planning & Preparedness, Orafi Rep! for 
Interim Use & Commenl " 

SPIELBERG^A , WEISS E Harmon & Woiss SPIEt BERG A Now England Coalilion on 
Nuclear Pollution 87/12/11 Federal Emergoncy Management Agency itpp 
44901 170 44901 188 

8803080202 Commenl opposing draft NUREG 0654,FEMA REP-1,Rov I.SuppI 1 Pro 
posed rule change jeopardizes lives of millions by licensing Soabrook & Shorohfim 
O'NEILL, K Affiliation Not Assigned 80/02/05 NRC No Delailod Affiliation Given 
2pp 44623 057 4 4623 05B 

0803080222 Comment opposing proposed SuppI 1 to Rov 1 to NUREG 0654 FEMA 
REP 1 Document should bo immediately withdrawn ponding oulcomo of numerous 
court challenges to rule change 

LORDWS Amesbury, MA QQ/02/24 MEYER 0 NRC No Delailcd Affilialion Given 
4pp 44622 299 44622 302 

8803080331 Commenl opposing NUREG 0654/rEMA REP-1,Rgv 1, SuppI 1 ro emer 
gency plan impfemonlirrg procedures SuppI illegal as interim document & relies upon 
unrealistic assumptions SuppI should be rojcctod 

BRCCK.W T Hampton, NH BROCK, M T Shames & McEnchorn 00/02/26 
MEYER D NRC No Detailed Affiliation Given 3pp 44625 303 44625 306 


I, Financial Information 


8003010094 Soaconsi Anti Pollution League response to ASUAB memorandum & order 
of 000129 ro financial qualjficntion rule * ASLAB must ack that applicant now uncle r 
jurisdiction of bankruptcy court as debtor Supporlmq documenlalion onci 
BACKUS.R A Soacoast Anti Pollution League BACKUS, R A Backus Moyer & Solo 
men //lfl8 5699 80/02/23 Atomic Safely and Licensing Appeal Panel 32pp 
44518 173 44510 204 

8003110013 Comnionweallh of MA Atty General JM Shannon polilron under 
10CFR2 758 for waiver of or oxceplion from public util oxomplion from rcquiromeni of 
domonslralion ol financial qualification * W/supportmg info A Cortificnlo of Sve 
SHANNON,JM Massachusetts, CommonwQalth of #180 5704 00/03/07 Atomic 
Safely and Licensing Appeal Panel I60pp 44661 058 44661 102 


J. Insurance & Indemnity information 


8803080412 Forwards response to request for addi Info ro 071001 application for 
schedular exemption from lOCrRSO 54(w) concerning lovol of onsite property Jiisur- 
onco coverage Util boliovos lhat rosponso mods NRC requo*!! & supports request 
THOMAS, GS Public Service Co of New Hampshiro 00/02/20 Document Control 
Branch (DocumonI Conifol OesK) 2pp 44626 154 44620 155 


P, Operatfng license stage documonis & corrospondonco 

0803150131 FOtA request for documents ro const flaws m Soabrook Stalion coniain- 
ment bldg in RocKingham Counly.NII 

BERGMAN.G Rockingham County Newspapers Inc. Hampton, NH OO/OI/tJ 
GRIMSLEY.O Division of Rules & Records (Post 870413) Ip 44693 051 44693 051 

8003210230 roiA roquesl for all files or unpublished documonis ro low power tostirg at 
plani schedulecf lo begin 880210 

BERGMAN, G Rockingham County Nowspapors, fnc, Hampton, NH 88/01/19 
GfllMSLEYD DocumonI Control Branch (DocumonI Control Desk) Ip 44771 3?0 
44771,328 

8002250195 Generic Llr 88 04 lo all nonpower reactor ficonvsoos ro distnbulion of gems 
irradiated in research reactors Sve list oncI 

MIRAGLfA.r J Associate Director for Projects (Post 0704 1 1) 00/02/23 Consolidalod 
Edison Co of Now York, Inc I Ipp 445S3 345 44553 355 

0003090020 Staff fcquirornonis memo ro briefing on status of near term operaling li 
ccn&es on GB0224 staff committed lo provide Commission w/ulil projected rosponso 
dale to questions on potential upgrading of containment bkfg 
CHfLK.SJ Offico of the Secretary of llio Commission 08/03/04 STELLO,V Ofc of 
the Exoculivo Oiroclor for Operations Ip 44657 272-44657 272 

8003150139 Final response lo FOIA request No agency records sub) to request located 
GRIMSLEY.O Division of Rules & Records (Post 870413) 80/03/08 BERGMAN, G 
Rockingham County Nowspapors, Inc , Hampton, NH Ip 44603 052 44693 052 

8003230347 Responds to 860303 articles re Markoy public responses to NRC evalua- 
tion of drug & alcohol abuso at plant Two affidavits that rosullod from omployee atlo- 
gallons resolution investigation end 

FEIGENBAUM.T C Public SorviCO Co of New Hampshiro 86/03/1 1 NERSES, V 
Project Diroclorato (“3 Mpp 44666 232-44066 245 

8003210244 Final response lo FOIA requost for documents No agency records siibj to 
rcqooat located Plant nol outhonzed to \/Ogm low losting 

GRIMSLEY,DH Division of Rules & Records (Post 870413) 88/03/15 BERGMAN,G 
Rockingham Counly Nowspapors, fnc , Hampton, NH Ip 44771 329 44/71 329 

8803220364 Generic Ltr 80 05 lo all licensees of operating PWRs & holders of CPs for 
PWRs ro boric acid corrosion of carbon sleol reactor nrossuro boundary componenls 
in PtVR plants Sve list onci 

MIRAGLIA.F Associate Djroclor for Projecis (Post 870411) 86/03/17 Corisolidatod 
Edison Co of New York, Inc 43pp 44079 084-44679 126 

8003250203 Nolificatlon of contract exocuiion.Mod 1,1o “Local Telephone Sve for 
Yankee Rowo.Vorrnonl Yankee, Mama Yankeo,Pilgrim & Soabrook Rosidenl Sites ' 
Conlraclor Now England Telephone Co 

DORSE Y,M Conlracl Adminislralion Branch FIN C- 101 2 88/03/17 GODY,A Region 
I.Ofcof the Director Ip 44856 319 44656 321 
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6803250210 Mod l.deobligating funds from total obligated amount of contract & to 
correct FIN number. to "Local Tolophono Svc for Yankee Rowe. Vermont 
Yankee Maine Yankee, Pi^rim & Soabrook Rosidont Sites " 

» New England Bell Tolephone Co FIN C 1012 88/03/17 2pp 44856320- 
44856 321 

8803250175 Ack recoipl of uKI 000209 Hr Informing NRC that application fee for 871029 
request re relocation of seismic monitorb doemod not applicable by util Util should not 
rerril foe as review included in 100% OL review costs 

OIGGS.R M License Fee Management Branch 00/03/21 THOMAS, G S Public Serv- 
icoCo of New Hampshire 2pp 44059 111-44059113 

8803250103 Informs that util boltovos lhal application too for 671029 submiUal does 
not apply as slated in NRC DBOl 15 Hr Ulil Itr was not application for amond to license 
THOM AS, G S Public Service Co of Now Hampshiro 00/02/09 D1G6S.R M License 
fee Management Branch Ip 44059 113 44659 113 


0 Inspection reports, IE Bulletins & corroapondence 

8802250276 Understands that robponso to Insp Ropt 50 443/07 07 will bo received 
within 4 6 wkSiper D7090B Ur S 070917 tolcon w/T ElsassorNRC review ol matter will 
be documented in roulino rosidont insp ropt 

KANE.Wr Region 1, Ofc of the Diroctor 67/ 10/09 TRACY ,S Employee’s Legal 
Projecl 6pp 44567 323 44567 331 


•8802250293 Ack roccipl of Insp Repl 50 443/07 07 Rosponso will be sent as soon as 
possible Response to Itr sent to rociplont by R Read.dld 670726.re crack in core 



8802250297 Advises that author will bo present during telcon w/util omployee re 
cracks in core barrel Drawing ol core barrel w/ zig zag lino marks to indicate where 
crack & drill holes soon end 

READ.R Employee’s Legal Project 87/07/28 KANE.WF Region 1, Ofc of the Oirec 
lor 2pp 44567 330 44567 331 


S. Reportable occurrences, LEfls & related correspondence 

8803040095 lER 88 001 00 on 8801 29, during replacement of relay coil 
assembly, contacts on relay contact block were inadvertently riepressod causing actu 
alion ol control room emergency air cleanup subsystem fan CBA-FN 16A W/a0O229 
Ur 

GWINN.RA, THOMAS, GS Public Service Co of New Hampshire 08/02/29 3pp 
44602079 44602 081 

6Q03210152 LER 8B 002 00 on 68021 l.supply breaker for inverter t-EDf 2G not tested 
in accordance w/ requirements ol Tech Spec 40 4 2 Breaker omitted from list requrr 
mg surveillance testing Review conducted W/a803l 4 Itr 

BELANGER.R, THOMAS, GS Public Service Co of New Hampshire 68/03/ 14 3pp 
44774 307-44774 309 


T, Hearing tfanscripis on non antitrust matters 


8803210143 Testimony of J Hock.JH Keller & WR Cumnning on behalf of FEMA re shol 
lering/beach population issues ‘ Appropriate basis exists by Slate ol NH not to shel 
ter summer beach population except m limited circumstances Related correspond 
once 

HOCK.J, KELLER.JH, CUMMING,WR Federal Emergency Management Agency 
#168 5859 89/03/14 35pp 44731 242-44731 276 

8003210296 Forwards transcripts of 080209 & 10 proceedings in Boslon.MA for red) sin- 
bution to persons on TR 01 list & original sent to SECY Transcripts retyped due to 
poor quality of type in first copies 

wILOER.P Atomic Safely and Licensing Board Panel 88/03/17 WCKNIGHT,JC 
Document Control Branch (Document Control Desk) ip 44799 260 44 BOO 096 

8803240312 Transcript of 880321 hearing in Bethesda,MD, re oft site emergency 
planning Pp 9.777 9,866 

* Atomic Safely and Licensing Board Panel 88/03/21 109pp 44867 324 44068 071 


U. Congresslonaf/Executive Correspondence 


6802230035 NRC Info Notico 60 006, 'Toroign Objecls In Steam Gonerolors'’ Svc list 

ROSSI.CE Division of Operational Events Assossmanl (Post 87041 1) 88/02/29 
Consolidated Edison Co of Now York, Inc ItOpp 44554 253 44555 009 

8803140003 Forwards Exam Ropi 50 443/00 01OL administered on 060105 
GALLO.RJ Region 1, Ofc of tim Director 66/02/29 HARRISON.RJ Public Service 
Co of Now Hampshiro Cpp 44696 090 44699 097 

• 8803140006 Exam Ropt 50 443/08 010L on 800105 Exam results roaclor operator 
candidate passed oxam 

NORRIS.B, ESELGROTH.P Region 1. Ofc of the Director 68/02/24 2pp 
44698 096 44696 097 

8803000346 Forwards Salely Insp Rapt 60 443/67 26 on 671208 800201 No violations 
noted 

WIGGINS.J,T Region 1, Ofc ol Iho Diroctor OG/03/02 HARRISON.RJ Public Serv 
ICO Co of Now Hampshire 6pp 44636 230 44636 253. 

• 0003080351 Safety Insp Rept 50 443/87 26 on 071200 080201 No violations 
noted Ma|or areas Inspected operational safoty.llconsoo action on previous insp 
find mgs, followup Issues, USI A 26, allogalion followup S control room ventilation 
HAVERKAMP.DR Region 1. Ofc of tho Director 09/03/02 16pp 44636 236 
44636 253 


68032404S6 Forwards quarterly rept covering Fourth Quarter of 1687, in response to 
House Rept 97 850 

ZECH.Lw Commissioners 88/02/29 BE\/fLL,T House ol Rep Appropriations 
14pp 44807 341 44807 354 

8603090286 Responds to 880126 Itr & mvestigative rept on drug & alcohol abuse at 
plant Commission believes lhal existing filness for*duly programs are as effective as 
those which would have been established by earlier proposal Rept end 
ZECH.LW Commissioners 80/03/02 WARKEY.EJ House o I Rep lOpp 44644 043 
44645 338 

•‘8003090310 Forwards investigative repl. "Drug & Alcohol Use at Seahrook Nuclear 
Power Plant" Repl criticizes NRC failure lo adopt meaningful & enforceable fimess 
for duty regulations to cover critical period of reactor const 

MARKEY.EJ House of Rep 88/01/28 ZECH.LW Commissioners Ip 44644 123 
44645 336 

-0803090316 "Drug & Alcohol Usa al Seabrook Nuclear Power Plant." investigative 
rept 

MARKEY.EJ House of Rep 68/01/31 500pp 44644 124 44645 336 


V Operator Examinations 


SS03020036 NRC Info NoKco 66 007, "Inadvortenl Transfer of Licensed Mall lo Uncon 
Irollod locations " Svc list onci ^ 

CUNNINGIIAM.RE Division of IndusUial & Medical Nuclear Safely (Post 070729) 
08/O3^7 Consolidalod Edison Co of Now York, Inc 12pp 44673 001-44673 012 


8003040062 NRC Dullotin 86 0D3, "Inadequate Latch Engagement in HFA Type Latch 
Ing Relay MIg by GE " Svc list oncI 

ROSSI.CE Division of Oporalional Events Assossmeni (Post 870411) 88/03/10 
Consolidated Edison Co of Now York, Inc 120pp 44673* 192*44673 319 

8803080148 NRC Info Nolico 86 008, "Chemical Reactions W/Radwaste Solidification 
Ag^anls " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 80/03/14 
Consolidated Edison Co of Now York, Inc t20pp 44772*253 44773 012, 


8803140003 Forwards Exam Rept 50 443/08-0 tOL administered on 880105 
GALLO.RJ Region 1. Ofc ol the Director 60/02/29 HARRISON.RJ Public Service 
Co of New Hampshire 6pp 44698 090 44698 097 


■0003140006 Exam Rept 50 443/80 OlOL on B80l05Exam results reactor operator 

NOfipfs^.^^ESELGROTHP Region 1, Ofc of the Director 09/02/24 2pp 
44698096 44698 097 


DOCKET 50 444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Appllcatlon/consifucllon stage documents & correspondence 


8803140284 NRC Info Nolico 60 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors Svc 

ROSSI.CE Division of Operational Events Assessment (Post 87()411) 08/03/10 
Consolidated Edison Co of Now York, Inc 121pp 44657 058 44857 176 


0003280005 Requosls util commonts on EJ Markey 660128 Investigative repL Drug & 
Alcohol Uso at Soabrook Nuefear Power Plant " Response requested wilhiri 60 da^ 
RUSSEIL.WT Region 1, Ofc of the Director 66/03/10 HARRISON.RJ Public Serv- 
ice Co of New Hampshire Opp 44900 114 44900 I2t 


R. Periodic operating roporls & related correspondence 


8003140155 Monthly operating ropt for Feb 1988 W/000310 Hr 
NARDONE.P , THOMAS, Q S Public Service Co of New Hampshire 
44709 306 44709 311 


08/02/29 6pp 


8003080084 Forwards "Seabrook Station 10CFR50 59 Safety Evaluations Quarterly 

THOM AsS^S ^Public Service Co of Now Hampshire 88/03/01 Document Control 
Branch (Documonf Control Desk) 12pp 44641,075 44641 086 


6803210450 "Headquarters Daily Rept for 800314 
* Radiation Protection Branch 88/03/14. 63pp 


44769351 44760054 


0803150131 FOIA request for documents re const flaws in Seabrook Station contain 
men! bldg in Rockingham County, NH 

BERGMAN.G Rockingham County Newspapers, Inc. Hampton. NH 88/01 /p 
GRIMSLEY.D Division of Rules & Records (Post 670413) 1p 44693051 44693 051 

8803210230 FOIA request for all files or unpublished documents re low power testing at 

BERGMiS?G^^Roc^km 9 ham County Newspapers, Inc. Hampton, NH 88/01/19 
SsLEYO DocuS Control Branch (Document Control Desk) ip 44771 328- 
44771 328 

0802250195 Generic Ltr 68 04 lo all nonpower reactor licensees re distribution ol gems 

MflAQtl/iVf lor ProjUts (Post 07041 1) 88/02/23 Consolidated 

Edison Co of New York. Inc 1 1pp 44553 345 44553 355 

ftfioiiBOiaft Final response lo FOIA request No agency records sub: lo request located 
GRIMSLEYD Division of Rules & Records (Post 870413 08/03/08 BERGMAN.G 

»P 44693 052 44693 052 

ftBna2a0347 Responds to 800303 articles re Markey public responses to NRC evalua- 
tron of drug rScXol abuse at plant Two affidavils lhal resulted from emptoyee alia- 

ol Ncat Hampshiro aB/03;il NERSES, V 
Projecl Directorate 13 14pp 44866 232-44666 245 
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8803210244 Final response to FOIA request for doctimGnls No agency records sub( to 
request located Plant riot authorized 1o begin low lesting 

GRIMSLEV.DH Division of Rules & Records (Post 870413) 08703/15 BERGWAn.G 
Rockingham County Newspapers Inc , Hampton, NH ip 44771 329 44771 329 

8803220364 Generic Ur B8 05 la all licensees of operating PWRs & holders o1 CPs for 
PWfls re boric acid corrosion ol carbon steel reactor pressure boundary cornponenis 
in PWR plants Sve Itsl end 

MIRAGLIA.F A s so crate Director for Pro|ecls <Post B704 M) 88/03717 Consolidated 
Edison Co ol New York Inc 43pp 44879 081 44879 126 

8803250203 Notification of coniraci execution.Mod l,to ‘Local Telephone Sve for 
Yankee Rowe, Vermont Yankee.Maine Yankee, Pilgrim & Seabrook Resident Sites 
ConlractoF New England TePephonc Co 

DORSEY,fv1 Contract Administralton Branch FJN C t0l2 80/03/17 GODY A Region 
1, Ole ol the Director Ip 14856 319 44856 321 

-8603250210 Mod 1 dcobligaling funds from total obligated amount of contract 8 to 
correct FIN number, to “Local Telephone Sve for Yankee Rowe. Vermont 
Vankeo, Maine Yankee, Prlgrim & Seabrook Resident Sites 

* New England Bell Telephone Co FIN C 1012 88703/17 2pp 44656320 
•14856 321 


F. Securlly, medical, emergency & fire protection plans 

8803010179 FOIA request for documents re ulil evacuation plans, includin9,names of 
bus coaipanios.tow truck companies, hospitals £ ambulance operators left out of plan 
BERGMAn.G Rockingham County Newspapers, Inc, Hampton, NH 08/01/13 
GRIMSLEY,D Division of Rules & Records (Post 070413) Ip 44552 334 44552 334 

8803090250 Commonl on NUREG 0654/FEMA-Rep-l SuppI 1 re state & locaf outhon 
tics nonparticipation in emergercy preparedness Proposes concept ol federal emer 
oncy preparedness team 

HOMAS,G S Public Service Co of New Hampshire 08/02/22 MEYER, D Division of 
Rules & Records (Post 0704 1 3) 7pp 44640 275 44640 200 

80O3O2OO2B Inlervenors notice of appeal ’ Towns of Amosbury a Hamplon. SeacoasI 
Anil Pollution League & Now England Coaliiron on Nuclear Pollution give nohco ol 
appeal ol Board Bfl02l7 memorandum & order 

BROCK.M T Amosbury, WA BROCK, W T New England CoaMion on Nuclear Poifu 
tion BROCK.M T Shames & McEachern //lOe 5710 88/02/24 2pp 44536 065 
44536 117 

-of 3020043 Joinl inteivenor appeal by molron for directed cedilrcalion * Appropriate & 
reasonable rcliel to ASLB fl6u217 schedule requested in order to prepare & develop 
findings W/suppa ring documonlalion & Ceililicalo of Sve 

BROCK.M X Ainesbury, MA BROCK M T New England Coalilion on Nuclear Poflir 
tion BROCK, M T Shames & McEachorn 88/02/24 Alornic Saloty and Licensing 
Appeal Panel 5lpp 4453G067 44536 117 

6803010165 Final response to FOIA request lor documents re portions ol ulil avacu 
alien plana Documents listed in App A withheld (ref FOIA Exemption 4) 

GRIMSt EV,D Division cf Rules & Records fPosi 670413) 00/02/25 BERGMAN.G 
Rockinghairi County Nowspapors, Inc , Hanipton, NH 3pp 44552 335 44552 337 

8803010403 Responds to NRC 880205 request for addi info ro dGSCiipliori of nierl & 
roliltcaion sys Subj sys consists of truckbased sirens lhal can be dispatched from 
conlinuously manned staging areas 

THOMAS.G S Public So/vico Co of New Hanipshiro 86/02/26 Documeni Control 
Branch (Documoril Cant rot Desk) 16pp 44531 090-4453F1 05 

0003160041 Forwards 34th quarterly status ropt on emorgerrey proparednoss for nude 
ar power plants for Ocl-Dcc 1907 Commission unable lo forecast licensing schedufo 
for Shoroham & Soabrook because of unresolved issues 

iECH.LW Commissioners flO/02/20 BflEAU)C,JS Senato, Environmonl & Public 
Works 6pp 44656 261 44656 266 

6803090091 Forwards comments of Cominonwaallh ol MA Attorney Qoneral JM Shan 
non in opposition to NUREG-0654/FEMA/REF 1 Rev 1. SuppI 1, ‘‘Criterra for Ulil OIF 
site Plarnlnfl Corlificato of Sve end Related correspondenco 
OSTRANDER, FW Massachuseits. Commanwoallh of ^188 5761 00/03/03 

WEYER.D Federal Emergency Maragemonl Agency 73pp 44630 240 44630 3l I 

8603170063 Confirms 880218 lofcoh w/NRC ro end enadequades rn plan for State of 
MA communities Expresses serious concerns about advisability of continuing on cur- 
rent schedufo for plan review & exercise due to nature of inadequacies 
KRIMM.n W Federal Emeroency Marvagemon I Agency 88/03/00 STOHR.JP Office 
ol Nuclear Floaclor Regulatron. Director (Post 87041 1) 3pp 44749 224-44740 226, 


G, Adjudicat<^ry correspondence 

8803010374 Motion of Ally General JM Shannon to lift lomporary protective order A to 
compol disclosuro of aft those portions of Soabrook pfan for Massachusolls communi 
ties which havo yol to bo disclosed to Inlervenors ’ 

FIERCE.AR New Hampshire, Staid of //t88 6694 68/02/19 Alomrc Safety and Li 
consing Board Panel ip 44518048 44518067 

-6603010383 Ally General JM Shannons momorandum in opposition to entry of porma 
nert prolecuvo order re porlions Of Soabrook pfan for Massachusetts communilios 
(SPMC) & in support of motion lo compel disclosure of components ‘ W/Cerlifjcato 
of Sve 

FIERCE, A R, Now Hampshire, State of 88/02/19 Atomic Safely and Licensing Board 
Panel t9pp 44518 049 44518 067 

6803010347 Molton of Westing house appearing spoceally.for extension of time • Re 
quests oxionsion of time until 080315 lo file response to NECNP motion to 
compel Notices of appearance & Certificate of Sve end 

COWAN,0Z. KENRICKJR Wostmghouse Efectnc Corp COWAN, BZ Eckert, Sea- 
mans. Cherin & Mellolt f^t06 5696 68/02/22" Atomic Safety and Llconsing Board 
Panel lOpp 44518 036-445 16 047 

8883010078 Forwards J Doughty & J Reader affidavds of nondisclosuro. per Board 
680217 protcclivo order Seacoast Anti Polly lion League objects to order & docs not 
waive rights lo chalJenge order 

8ACKUS,R A Soacoast Anti Pollution League BACKUS, R A Backus, Moyer & Solo 
rron 8a 5695 68/02/23 SM ITH, I W. HARBOUR, J , LINE NBERG6R,G Atomic 
Safely and Liconsing Board Panel 7pp 44518 066-44518 092 


8003010088 FEMA evaluation of State of NH response lo FEMA supplomental testimo 
ny * Urges FEMA to consider new info developed during hearings on State of NH ra- 
diological emergency response plan ro evacualron lime eslimates Related correspond- 

FIERCEAR Massachuselts, Commonwealih of // 168 5692 86/02/23 FLYNN.HJ 
Federal Emergency Managomenl Agency Hpp 44516 159 44518 172 

8803010004 Seacoasl Anii Pollution League response lo ASLAB memorandum & order 
ol 880129 re financial qualilicaiion rule ‘ ASLAB must ack that applicant now under 
lunsdiction of bankruptcy court as debtor Supporting documentation end 
BACKUS, R A Seacoast Anti Pollution League BACKUS, R A Backus, Meyer & Sofa 
inon //188 5899 08/02/23 Atomic Safety and Licensing Appeal Panel 32pp 
44518 173 44518 204 

0803010072 New England Coalition on Nuclear Pollution intorrogatonos & requests for 
production of documents lo Slate ol NH ‘ Ouosttona concern FEMA supplemenlal 
loslimony on ofisilo emergency planning W/svc list Related corrcbpondencG 
WEISS, ER New England Coalition on Nuclear Pollution WEISS, ER Harmon & 
Weiss //IBB 5693 88/02/24 New Hampshire. State ol 5pp 44618 148 44518 152 

0803020028 Interveners nolico of appeal * Towns ol Amosbury S I famplon, Seacoast 
Anil PoNulion League & New England Coalition on Nuclear Pollution give notice ol 
appeal of Board 860217 momorandum & order 

BROCK.M T Amesbury. MA BROCK.M T Hamplon, N) f BROCK.M T Soacoasl Anti 
Pollution League //188 5710 88/02/24 2pp 44536 065 44536 117 

- 8803020043 Joint inlervenor appeal by motion for directed cortificniion ‘ Appropriate & 
reasonable relief to ASLB 860217 schodulo requesled in order lo preparo S develop 
findings W/ supporting documentation & Cortificaio of Sve 

BROCK.M T Amosbury. MA BROCK.M»T Hamplon, NH BROCK, M T Seacoasl Anti- 
Pollution League 08/02/24 Alomic Saloly and Licensing Appeal Panel 5tpp 
41536 067 44536 117 

0803020077 Ally General JM Shannon offsilo omcroancy planning interrogalories & ro 
quest for production of documents lo Slate of NH (Sol 3) * Intorrogalones should be 
answered by 800328 Cerlificalo of Sve end Rolalod corrospondonLO 
SNEIDER.CS Massachusotls, Commonwffallh of //108 5712 88/02/24 New Mamp 
shire. Stale of I7pp 44537 326 44537 355 

-8803020089 Ally Gonoral JM Shannon olfsilo omorgoncy planning inlorrogn lories & 
request for produclion of documents lo npplicanl (Sol 3) * Inlerrogalarms should bo 
answerpcf by 800328 Related correspondence 

SNEIDER.C S Massachusolls, Commonwealth of 88/02/24 Now Hampshire, State 
ol I3pp 44537 343-44537 355 

8603040052 Appitcanl response to New England Coalilion on Nuclear Pollution 
(NECNP) rnolion to compol applicant lo respond to NECNP second sol ol mtarrogato 
nos & roquQSl for production of documents on NECNP Conlonlion IV * W/Ccrtilicnlo 
ol Sve 

' Public Service Co of Now Hampshire * Ropes & Gray // 108 5723 80/02/24 New 
England Coalilion on Nuclear PoUulion 5pp 44564 205 44564 209 

6803040008 Nolico ol withdrawal of appearance ‘ Cerlifrcato of Sve oriel 
SIEGEL, M Public Service Co ol New Hampshire SIEGEL.M Ropes & Gray //10S 
5725 BB/02/24 4pp 44564 1J9 44564 142 

8803020034 Applicant reply lo momorandum of Ally Gonoral of Cornmonwonlth of MA 
re unrestnclod publication of tnfo redacled from liconseo plan for Mabsnclujsnlts com 
munitiGs * Cerlificalo of Sve end • 

SELLECK.K A Ptihliu Sorvico Co of Now llampshiro SELLECK.K A RoitJ & Priosi 
//leo 5711 88/02/25 Atomic Safety and Licensing Board funnel lOpp 445372/6 
44537 294 

8803040008 Appitcanl response lo Now England Coalilion on Nuclear PolluUon request 
for onlry upon lar;d * Cerlificalo of Sve end Related corrospondonca 
STEENLAND.OS Public Service Co of Now Hampshire STEENLAND.DS Ropes A 
Gray //100 6724 80/02/26 Atomic Safely and Licensing Board Panal 5pp 
44564 140 445G4 152 

0803070051 Forwards lisfed documents for filing.InclurJing offer of proof. corrcclod Cr/tif 
icate of Sve a Ally General JM Shannon offsile omergoncy preparedness 
intorrogaionos Cerlifiqale ol Sve end Related correspondence 
FIERCE, A R Massachusolls, Commonwealth of // 108 5/35 80/02/26 Dockelmg A 
Services Branch Ip 44576 166 44576 103 

-8803070058 Offer of proof (Massachusolls Ally General JM Shannon proposed surro 
bullal tcsiimony to applicant rebutlal Teslimonles 3 & 4) Corlificato of Sve 
end Related corrosponoonco 

FIERCE.AR Massachusolls. Commonwealth of OQ/02/26 SMITH,! W, 
LINENBERGER,G , MARBOUn.J Alomic Safoty and Licensing Board Panel 1i7pp 
44576 167 44576 183 

0803090161 Now England Coalition on Nuclear Pollution (NECNP) motion for reconsid 
eralion of Board denial of NECNP motion to compol, dalod 880217 * Affidavit ro mean 
mg of contonlion end W/Cortificale of Sve 

FERSTER.A New England Coalition on Nuclear Pollulion FERSTER.A Harmon & 
Weiss //lOO 5775 00/03/01 Alomic Safely and Licensing Board Panel lipp 
44630 343 44631 030 

-0803090172 Affidavit of J Bryors ro Contonlion IV. “Blockage of Coolant Flow to 
Safety Related Sys & Components by Buildup of Blofoglcaf Organbms*' Supporting 
Info end 

DRYERS, J Duke UniV, Durham, NC 80/02/29 45pp 44630 354 44631 030 

8003160101 Proposed findings of fact & rulings of law * Board finds & rules lhat ade 
quale measures can & will be laKen to protect public health & safety In Stalo of NH 
porlion of plan! EPZ in evenl of accident at plant Cerlificalo of Sve end 
DIGNAN.T G Public Service Co of Now Hampshire DIGNAN J G Ropes & Gray 
ii'188 6813 08/03/01 186pp 44606 139 44606 323 

8803040027 Order All responses to joint intervonors appeal by motion for dlroclcd cer- 
tification shall bo filed in sufficient lime to ensure that Board received no later than 
000309 Served on 880302 

SHOEMAKER.CJ Atomic Safoty and Licensing Appeal Panel //1 08 5717 88/03/02 
Office of (ho General Counsel Ip 44564 195-44564 195 
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ftllO3070025 Momorandiim to Appeal Board on environ qualificahon ot Coaxial Cable 
RG 58 ‘ Pull environ qualification of Coaxial Cable RG 50 not required, therolore appfi 
cants claim menlorious Served on t»t0103 

WOLFES J, HARBOUR. J Atomic Safely and Licensing Board Panel Hm 5732 80/ 
03/02 iopP 1 16 44576 1 10 

3803140144 Forwards NRC partial rospon^je lo New England Coalition on Nuclear Pollu 
lion Interrogalorios 1 4 & 10 30Rosponbe5 to Interrogatories 5 9 will bo Wed under 
seoarale cover on 8B0304 Rolalod corrospondonco 

rfrRYGA Assistant Genoral Counsol for Hearings //10Q 5809 80/03/02 
FERSTER.A Harmon & Weiss ip 44068 280 44668 289 

8803140159 NRC Stalt rosponbo to motion o1 Woslinghousc lor extension for time* 
Slaff has no ob]cclion lo motion sinco good cause shown W/Cerlilicalc of Sve 
berry G A Assistant Genorat Counsel lor Hearings //1B0 5810 80/03/02 Atomic 
Safety and Licensing Board Panel 4|jp 44668 200 44668 293 

0803090066 Applicants rosponso lo |Oint inlcrvonor appeal by molton for directed cerlifi 
cation ' intervenors motion should bo domed W/Cerli(icote of Sve 
OIGNAN G H Public Serviro Co of New I lampshiro DIGNAN.T G Ropes & Gray 
/^18B 5763 08/03/03 Atomic Safety and Licensing Appeal Panel 12pp 44630 203 
44630 214 

8003090075 Order ‘ Now England Coalilion on Nuclear Pollution directed lo bring dis 
aareemont w/ Licensing BotirrJ concluhions re environ qualilicaiion of RG5B coaxial 
cable lo Board in supplemontal mernarandum by 880322 Served on 800304 
SHOEMAKER.C J Atomic Saloly and Liconsing Appeal Panel //10B 5771 88/03/03 
New England Coalition on Nuclear PolluHon Ip 44630 226 44630 226 

8803090083 Now England Coalition on Nuclear Pollulion opposition to applicant request 
for order as to luturo osloppol & lo WosUnghouso motion for extension of time W/ 

SPIELB^ERG.A '^New England Coalition on Nuclear Pollution SPICLDERG.A Harmon & 
Weiss /yi80 5774 88/03/03 Atomic Saloly and Licensing Board Panel 6pp 
44630 068 44630 0/3 

BB03Q90090 Now England Coalition on Nuclonr Pollution (NECNP) noltco ol appeal * 
NECNP appeals Board 80021 / mpmoranrlum & order re renewal of low power author 
iralton a denial of NECNP motion for leave to lilo ropiv W/Cortificnto of Sve 
FERSTER A Now England Coalrlion ott Nuclonr Pollution FERSTER.A Harmon a 
Weiss // 188 5772 88/03/03 Ip 44630 235 44630 239 

. 8803090105 New England Coalition on Nuclonr Pollution (NECNP) motion to defer 
briefing of NECNP nppoal of ronowal of low powor nulhoriralion ‘ Ooferral will allow 
moro oKicionl litigation a ovoid piuco meal ducislon W/Cerlificato of Svl 
FERSTER.A Now England Coalilion on Nuclear Pollulion FERSTER.A Harmon a 
Weiss 80/03/03 Alornic Saloly and I iconsing Appeal Panel 4pp 44630 236 
44630 239 


80031 IQ024 Advises that WS Lord approved as authorized person for receipt of proloct* 
ed inio in accordance w/terms of 880217 protective order JL Ross.SA Bowles a JL 
Soule authorized to have served affidavits of nondisclosure Served on B80308 
SMITH, I W Atomic Safety and Licensing Board Panel /!/18B 5781 88/03/07 

BROCK.MT Shames a McEachern Ip 44661 225 44661 225 

6003140250 Requests that Commonwealth of MA ally general & others be allowed 1 
monlh Irom submission ol revised repl a sys tests to submit addi contentions on alter- 
native system 

JONAS, AS Massachusetts, Commonwealth ol //1 88 5811 fiS/03/07 WOLFE,SJ, 
LUEBKE.EA, HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
44668 310 44668 311 


8003140276 Applicant responses to New England Coalition on Nuclear Pollulions 
(NECNP) third set of interrogatories a requests for production of documents to appb 
cants on NECNP Contention IV * Obiection unlimoly Ralafed correspondence 
FEIGENBAUMJ C . STEENLANO.DS Public Service Co of New Hampshire 

STEENLAND.DS Ropes 8 Gray #188 5B12 88/03/07 Atorruic Safely and Licensing 
Board Panel 54pp 44668 001 44668 062 

-0803140300 Applicant responses lo New England Coalition on Nuclear Pollution 
(NECNP) second set of interrogatories 8 request for production of documents to ap* 
plicant on NECNP contention )v * W/Certificale of Sve Related correspondence 
FEIGENBAUMJ C. STEENLAND.DS Public Service Co of New Hampshire 

STEENLAND.DS Ropas 8 Gray 88/03/07 Atomic Safely and Licensing Board 
Panel 8pp 44668 055 44668 062 

8803140214 NRC Stall response to |oint intervenor appeal by motion for directed certdi 
calion * Intervenor motion should be denied Inlcrvonor failed to satisfy sids for direct- 
ed certification discussed in AlAB 864 W/Cerlificate of Sve 

TURK.SE Assistant General Counsel for Hearings #168 5799 88/03/08 Atomic 
Safely and Licensing Board Panel 1 1pp 44668 297-44668 307 

8603160094 Response ol Commonwealth of MA in support ol | 0 inl mtorvonor appeal by 
motion for directed certification * Motion for directed certificalron should bo granted 
Certificate of Sve end 

OSTRANDER.FW Massachusetts, Commonwealth of OSTRANDER, FW Hampton, 
NH OSTRANDER.FW Amesbury, MA #188 5814 88/03/08 Alomic Safety and Li- 
censing Appeal Panel Bpp 44686 094 44686 101 

8003140096 Memorandum 8 order (procedural rulings) * Denies New England Coalition 
on Nuclear Pollution 8802 10 motion to compel applicants 8 applicant 680224 requesi 
for estoppel order 8 grants Weslinghcuse motion for more lime Served on 800310 
WOLFE, 5 J Atomic Safety and Licensing Board Panel #188 5807 88/03/09 New 
England Coalition on Nuclear Pollution 5pp 44668 161-44666 165 


0803090091 forwards coinmonts ol Commonwoallh of MA Allornoy General JM Shan 
non in oppobilion to NUREG 0554 /fCMA/R IIP 1 Rov 1. Siippl 1, "Cnlarin for Util Off 
site Planning " Cortificnlo of Sve onci Rolatnd corrospondGneo 
OSTRANDER.rW Mnssnchusotls, Comrnonwocilth of #108 5761 08/03/03 

MEYER.D Fodoral fmorgcncy Mnnayomonl Aijoncy /3pp 44630 210 44630 31 1 


0BO314O234 Order* Intervenors 800225 motion for directed certification of ASLS 
880217 schedulinq order denied due to established stds for interlocutory review no! 

mol Served on 680210 ^ 

SHOEMAKER.C J Atomic Safely and Licensing Appeal Panel #188 5806 68/03/09 
Amesbury. MA 2pp 44668 300 4466B 309 


0003090102 Answer of Ally Gonoral JM Shnnnorr lo applicant petition for roviow of 
ALAD 883 * Polilion for rovliiw should bo doniod W/CnrtificalG of Sve 
JONAS, S A Massncliusolls, {‘ommonwoalth ol #108 5770 88/03/03 Commission 
ers lOpp 44630 312 44030 321 

8003090130 Now England Coalition on Niicloor Pollution (NECNP) reply to applicant re 
sponsQ lo NECNP requost for ontry upon land * Assorts that request for oniry upon 
land will nol intorloro w/or t Inlay Board pronioiJing W/Corlihcato of Sve 
FERSTER.A Now England Coalition on Nuclear Pollution fERSTER.A Ffarmon 8 
Weiss #100 5/73 on/03/03 Atomic Saloly and Licensing Board Panel 5pp 
44630 334 44630 342 


-0803090150 Now England Coalilion on Nuclonr Pollution (NECNP) motion for leave lo 
reply lo a/^licanl rosponso to NECNP roquosl for oniry upon land * Applicant obloc- 
lion lo NECNP roquosl untimely W/Coruficalo ol Sve 

FERSTER.A Now England Coalition on Nuclear Pollution rERSTER.A Hflffinoh & 
Weiss 80/03/03 Alomic Saluty and Ucon*>inq Board Panel 4pp 44630 339 
44630 342 

0003090231 Ack rccolpl ol Strong Ur lo Vickers iransmitUng document •'Supplemerila! 
Analysis of Polunlial Shuiuu Capacity of Soabrook EPZ Uoach Aroas, for review W/o 

WEISS.ER, Harmon & Wolss #108 5/GO 80/03/03 DIGNANJG Ropos 8 Gray 
Ip 44G30 001 446'JOOOI 

8003140135 NRC Staff rosponso to Commonwoallh of MA ally general motion to lift 
temporary proloclivo order * Motion for denial of 800217 order should be denied W/ 

SHOEMAKER.EC Assistant General Counsel for Administration TURK.S E Assispnt 
Genoral Cminsol for Hoarmns #188 5798 80/03/03 Alomic Safely and Licensing 
Board Panol 19pp 44668 270 446GQ 200 

0003090114 Correction of errata 8 subslilulion of pages to “Intervoriprs Notice of 
Appeal" 8 "Joint Inlorvenor Appeal By Motion (or Directed Cortificalion Intervenors 
submit corrected cover 8 signature pages 8 corrected 

BROCK.MT Amesbury, MA BROCK.MT Hampton, NH BROCK.MT Soacoasl Antl- 
Pollulion League //10Q 5762 00/03/04 4pp 44630 322-44630 333 

**0003090121 Joint intorvonor appeal by motion for directed cortification * Intervenors 
requesi that Board expedite consideratipn of appeal Cerliltcato o bvc onci 
BROCK.MT Amosbury, MA BROCK.MT Namplon. NH BROCK MT Seacoast Anb 
Pollulion League 00/02/25 Atomic Safety and Licensing Appeal Panel 8pp 
44630 326 44630 333 

0003140133 Forwards NRC partial rosponso to Now England Coalition or> 
lion second sot of Inlorrogatones 5 9 Rosponso compFeto Rolnted corresponaenc 
BERRY.GA AssislanI Genoral Counsel for Hearings #108 5808 80/03/04 
FERSTER,A Harmon & Weiss Ip 446GB 269 44660 269 

8003110013 Commonwoallh of MA Ally Gono/al JM Shannon petition under 
10CFR2 75B for waiver of or oxcopllon from public util ojcerriplion from require 
demonstration of financial qualification * W/supporling info 8 Cerbitcato or ovc 
SHANNONJM MassacliusolLs, Commonwoallh of, I/ 88 S/M BB/03/07 Atomic 
Safely and Licensing Appeal Panol I50pp 44661 050 44661 182 


0803160074 Order * Responses ol applicants 8 NRC staff to New England Coalition on 
Nuclear Pollulion motion lo defer briefing of appeal of renewal of low power authoriza- 
tion shall be received by Board no later than 880316 Served on 860314 
SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel #168 5818 86/03/11 
Office of the General Counsel Ip 44687 001-44687 001 


80O321OO9S Forwards nonproprietary version of WCAP 11765 re steam generator lube 
plunging margin analysis, in response to New Enqland Coalition on Nuclear Pollution 
motion seeking production 8 disclosure of repl W/Certificalo of Sve 
COWAN.B Z Weslinghouse Electric Core COWAN.B Z Eckerl. Seamans. Chenn & 
Mellon #186 5046 08/03/11 WOLFE.SJ. LUEBKE.EA, HARBOUR, J Alomic 
Safely and Licensing Board Panel 5pp 44731 302 44731 306 

8003210102 NRC Stall response lo New England Coalition on Nuclear Pollution 
(NECNP) motion for reronsideration of Board denial of NECNP motion to 
comoel NECNP motion for reconsideration should be denied W/Cerlificate of Sve 
BERRY.GA Assistant General Counsel for Hearings #188 5853 88/03/1 1 Alomic 
Safely and Licensing Board Panel 9pp 44731 31 1-44731 319 

0SO321OO86 Applicant response to Now England Coalition on Nuclear Pollution 
(NECNP) motion for rcconsideralion of Board order denying NKNP niolion to 
compel * Motion defictenl 8 therefore should be denied Certificele of Sve end 
DIGNANJG Public Service Co of Now Hampshire DIGNANJG Ropes 8 Gray 
#180 5050 88/03/14 Atomic Safety and Licensing Board Pane! Bpp 44731 277- 
44731 284 


003210109 Applicant response lo New England Coalition on Nuclear Pollutions motion 
10 (Jelor htieliiM • Motion lo defer should be denied W/CetWioa(e of Sve 
STEENLANDTG Public Service Co of New Hampshire STEENLAND.DS Ropes & 
Gray #188 '5852 68/03/14 Atomic Safely and Licensing Board Panel 7pp 


03210154 Correction' Caption to 880309 order erroneously stating that order en- 
tered In onsite emergoncy planning 8 safely issues phase of proceeding should be 

^'HoTMAKircTAfor^^^^^ Panel #188 5B58 eB/03/15 

Ip 44733 199 44733 199 

03230149 Applicant requesi for production of documenis of FEMA ’ Requests in 
eludes all documenis created since Jul 1985 re contact between EA Thomas & ref 
parlies concerning nuclear power, emergency planning 4/or plant Related correspond 

SEILECK.K A Public Service Co, ol New Hantpshire SELLECK.K A 8 Gray 

#186 5912. 08/03/15 Federal Emergency Management Agency 6pp 44781 064 


8803210074 Order’ Extends time in which Commission may review AlAB 879 until 

CHtfs®j'^KS'ri?hoSecralary of Iho Commission #180 58« 88/03716 Com- 
missioners Ip 44731 287 44731 287 



0aO32lO113 Nohce o1 taking deposition of EA Thomas D Wcloughin.J Hock, JH 
Keller.WR Cumm.rg^C WingoH Vickers JW Becton & G Peterson ’ Cerhficate of Svc 
Qrtcl Related correspondence 

SNEtDER C S Massachusetts Commonwealth ot WEISS E Now England Coalition 
on Nuclear Pollution WEISS E Harmon & Wejss ^180 5857 Gfl/03i^16 15pp 
44733 104 44733 118 

3803210127 NRC Slalf response to New Engfand Coalition on Nuclear Pollution 
(NECNPj mol ion to defer briefing of NECNP appeal ol rtnrvyal of low power aulhon 
nation * NECNP molion should be denied & brief fifed CGrtdicale of Svc end 
BERRV.G A Assistant General Counsel for Hearings ^/1O0 5054 88/03/16 Atomic 
Safety and Licensing Appeal Panel I4pp <14733 146 41733 158 

8803210073 Order * Mew England Coaiilion on Nuclear Pollution 880303 motion to 
defer briefing of pending appeal from Board 800217 nemorandum & order 
denied Tune for fiNng ol coalition brief re appeal nxiencfod lo 800408 Served on 
800317 

SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel 5051 QO/03/17 
New England Coalition on Nuclear Poliulion 2pp 44731 285 44731 206 

8803230071 Forwards transcript ol FEMA 800229 mecling of regional assistance 
committee Certificate ol Svc end Related correspondonce 

FLYNN.HJ Federal Emergency Managemeni Agency /^18Q 5913 88/03/17 Office 
of Ifie Secretary ol the Commission 226pp 44779 190 44780 067 

8803230099 Informs that lime provided by NRC regulations within which Commission 
may acl to review ALAB-aB4 expired Commission declined review & docision became 
final agency action on 85031 5 Served on OBO310 

CHILK,S J Of lice of the Secretary of the Commission //100 5910 88/03/17 Atomic 
Safely and Licensing Board Panel ip 4«l7ai 123 44781 123 

8803230112 Memorandum ' inlorvenors 8B0225 |oint molion for diioctcd certification of 
Licensing Board 800217 scheduling order should be denied for stated 
reasons, including fact lhal scheduling re cvenis occurred after order Served on 
68032 1 

SHOEMAKER CJ Atomic Safety and Licensing Board Panel //10a 5911 08/03/10 
TURK.S E Office of the General Counsel DiGNANJ G Public Service Co of New 
Hampshire BROCK MT New England Coalition on Nuclear Polfulion Upp 
44781 037 44781 050 


8803310071 Stale of NH responses to New England Coalition on Nuclear Pollution m 
terrogatories & requests for production of documents * Related correspondence 
STROWE.R New Harripshire, State of /HOa 594B 88/03/24 New England Coafilion 
on Nuclear Pollution 8pp 44897.291 44B97 320 '-oarnion 


*-0003310081 Stale of NH responses to Ally General JM Shannon offsilo emeiqencv 
plan interrogatories a roqucsl for production of documents {Set 3) * Certificale of S.c 
end Related correspondence 

STROME.RH New Hampshire, State of 08/03/24 Massachusotts Commorwoaltli 
of 22pp 44097 299 44897 320 I'tJiiweanri 


0803290120 Memorandum a order* Denies CommonwcalUi of MA 000307 
requesl Commonwealth ol MA may amend contentions by 880408 & applicants & stall 
fwe 10 days to answer from date of svc Served on 800325 
WOLFE, S Atomic Safety and Licensing Appeal Panel 7/188 5933 88/03/25 Office 
of the Goneral Counsel 5pp 44871 1 13 44071 117 


M General correspondence 


8003300120 C^tnenl opposing serious procedural defocls in NURr&or>54/ FFMA 
Rp LRev 1 Suppl 1. ‘Criloria for Util Offsite Planning a Proparodnoss.DraU Rciil (or 
Interim Use a Commoni ' 

SPICLDERG.A , WEISS, E Harmon a Weiss SPIELBERG, A Now England Coalilion on 
44^9oTl7e^4ll9oTlOQ^'^^^^ Federal Emergency Manatjumonl Agency itpp 

8003080202 Comment opposing draft NUREG 0654, FEMA REP- 1, Rev hSupnl 1 Pro 
loopardizes lives of mjlions by licensing SoalirooK & Slioreharn 
O NEILL, K Affifialion Not Assigned 88/02/05 NRC No Detailed Affiliation Given 
2pp 44623 057*44623 068 

8003000222 Comment opposing proposed Suppl I to Rev 1 to NUFIEG 0654. FEMA- 
REP 1 Document should bo immedmtoly withdrawn ponding oulcorno of numerous 
court challenges to rule change 

ZsTwiSOa Nnc - No Ootniled Ainiialior, Given 


6GD3230170 Memorandum a order (dorvying New England Coafilion on Nuclear Pollution 
(NEQNP) molion for re consideration, denying NECNP reguasl for eniry upon 
land, granting NECNP motion to leave lo file repty, 2 749 lilinoB) * Served on 800321 
WOLFE, SJ , HARBOUR J LUEBKE,E A Atomic Safely and Licensing Board Panel 
ii/ISO 5901 08/03/10 New England Coolttion on Nuclear Pollution 6pp 44779 133 


8003080331 Comment opposing NUREG 0654/rEMA REP 1,Rev 1. Suppl 1 ro ernor 
gency plan tmplemonlino procedures Suppl illegal ns inlorim ilociimeni & relies upon 
unrealistic assumptions Suppl should bo rolGClGd ^ 

PicScD ^ Shames a MrEachorn 0«/O2/2t> 

MEYER.D NRG No Dolailod Affiliation Given Jpp 44625 303 44625 306 


680324-0020 Joint intervenor motion for extcrsion of hearing schedule * Counsel for ap 
pficanls & Commonwealth of MA assent to motion Counsel for NRC assenis on dead 
line for findings wilf be adiuslod accordingly W/Certificalo of Svc 
CURRAN. D Hunton & Williams /MB8 5920 08/03/18 Atomic Safety and Licensmn 
Board Panel 8pp 44797 03144707 038 


for Commission to review ALAS 883 extended lo 


0003230160 Order ' Time 
080407 Served on Q 80331 
CHILK.S J Office of the Secrelary of the Commission 7/188 5900 08/03/31 Com 
missioners Ip 44781 001 44781 001 

8803240027 Memorandum ' Requires parties making filings to ASLQP to provide five 
copies of any document Parties invited to request exemption from five copy roriuire 
ment for very large documents Served on 800322 

SMITHJW Atomic Safety and Licensing Board Panel //iBa 5921 88/03/21 ip 
44797 029 4^797 030 

8003310053 New England Coalition on Nuclear Polliilion (NECNP) motion for leave to 
responses lo NECNP molion for recons ideralron ol Board 
660217 motion to compel * Corlificato ol Svc cnef 
FERSTER A New England Coalilron on Nuefonr Pollution FERSTER,A Harmon & 
44897 270 44897 280^^^^^'^^^ Liconsmti Board Panel 3pp 

-08033 10062 New Enqiand Coali1ior> on Nuclear Pollution (NECNP) reply to applicant & 
NECNP motion for reconsideration of Board doninl ol NECNP 
800217 molion to compel Ceitilicnto of Svc enci 

FERSTER A Now England Coalition on Nuclear Pollulron FERSTERA Harmon & 
44897 200^^^^^^ Safety and Licensing Board Panel 8pp 44897 273 

England Coalition on Nuefear Pollution supplemental memorandum on 
environ qualification of RG 56 coaxial cable * NASLAP urged lo remand isssuo w/ 
rondiscrelionary instructions Certificate of Svc end ^ ^ 

44897 323^448l/^§^2"^ Coalition on Nuefear Pollution //160 5954 86/03/22 

68033 1(5086 New Engl and Coalilion on Nuclear Poftuilion (NECNPf molion to comnol no 
plicarls ip resppn£lp NECNP thrrd set ol mleriogalor'es & teduos moSn Si 

gy^ijments on NECNP Conlemion IV • Cerlilicalo 5l Svc orcl iwowiciion oi 

FERSTER, A Now England Coafilion on Nuefear Polfulion FERSTERA Hi^rmnn a 

8003290039 Mamorandom & order (protecting info from public drsefosure) * P/otoclive 
order approved on 870217 extent/ed until beginning of eviderbarSma ori S 
commumlies Served on 680334 ^ 

LINENBERGER,G , HARBOUR j, SMITH,! W Atomic Safely and Liconsinn Board 

WoTfESJ HA^RBOHR I Hoarmgs //10B 5945 80/03/24 

Ip 44871 106 4487?^^^^ LUE0KE.EA Atomic Safely and Licensing Board Panel 

0803290090 Memorandum & order {revising schedufe) ‘ Listed chanop^s maHn in enhoH 
SMITH^rW A^tornrc^Sa'ffl fntervenor 809310 relief requesl Served on 680325 
o( lteGe^o,1icoSni1tpp«m ««« *8/03/24 OII,co 


I Financial Informatfon 


uutujuu lo f\i3u\u memomnuum & order 

of 680 20 ro financial qualification rule ASLAB must ack that npplicnnl now undnr 
(urisdiclion of bankruptcy court as debtor Supporling documentation onci 
6ACKUS.RA Soaconsi Anti Pollution Loaquu //lOfl 5699 Gfi/02/2J Atomic Safely 
and Licensing Appeal Panel 32pp 44510 173 44518 204 


Commonwealth of MA Ally Gunoral JM Shannon polilion under 
t OCFRa 756 for waivor of or exception from public ulil oxotnplion Irom trqui foment of 
dcmonslralioh of financial qualification * W/supportinq info & Cortificate of Svc 
SHANNON, JM Mns^achusoUs, Commonwealth of //1 80 5764 06/03/07 Atomic 
Safely and Licensing Appeal PaneJ IbOpp 44661 058 44601 102 


Q. Jnspectlon roportSi IE Bulletins & corrospondonco 

0002230035 NRC Info Notice 00 006, ’’Foreign Objoclb in Slonm Goneralors " Svc li'il 
oncI 

ROSSt.CE tJiyision of Operational Events Assessment (Post 870411) 06/02/29 
Consolidated Edison Co of New York. Inc 1 18pp 44554 253 44555 009 

8003020036 NRC Info Nolico 00 007, ’’(nadvorlent Transfer of Licensed Mali lo Uncon 
trolled Locations " Svc list end 

^ Dwision ol fnduslrial & Medical Nuclonr Safely (Post 870729) 
00/03/07 Consolidalod Edison Co of Now York, Inc 12 pp 44673 00144673 012 

0803040062 NRC Bullojin 88 003, 'Vnadequalo Latch Engngoment in HFA Typo Lalch^ 
ing RGl^MtnbyGE" Svcfislencl 

ROSSI.CE plvslon of OperalionnI Events Assossmonl (Post 8/0411) 88/03/10 
Consolidated Edison Co of Now York, fnc 120pp 44673' 102 44G73 319 

0003000148 NFIC Info Notico 08 000, "Chomical Roactions W/Radwasto Soljdification 
Agents Svc list oncf 

ROSSI CE Division of Operational Events Assossmonl (Post 670411) 88/03/14 
Consol IdalQd Edison Co of Now York. Inc 120 pp 44772 253 44773 012 

B803 140284 NRC Info Nolico 08 009, ‘’Reduced Reliability of Steam Driven Auxiliary 
Feedwator Pumps Caused by Instability of Woodward PG PL Typo Governors” Svc 
list one I 

ROSSI.C E Dwision of OpernlionaJ Events Assossmonl (Post 670411) 68/03/16 
Consofidaled Edison Co of New York, Inc 121pp 44057 056 44657 178 


R Periodic operating reports & related correspondence 

8003210458 ’’Headquarters Daily Repl for 880314 ” 

* Radiation Proteclion Branch 08/03/14 63pp 44759 351-44760 054 


1 . nu«4fiiiy irnnscnpis on non-pntltrust mattera 

0803210143 Teslimony of J Hock,JH Keller & WR Gumming on behalf of FEMA ro Shel- 
ton ng/beach population issues * Appropriate basis exists by State of NH not lo she! 
ence^^^^*^ b^ach poputatfon except fn limited circumstances Related correspond 

^ Federal Emorgoncy Managemonl Agency 
//teo 5859 88/03/14 35pp 44731 242*44731 276 



DOCKETED ITEMS 197 


6803210296 Forwards transcripts of 800209 S 10 proceedinGs in Boston, MA for redistri 
bulion to persons on TR 01 list & original sont to SECY Transcripts retyped due to 
poor qualify of fypo in first coptos 

WILDER, P Atomic Safety and Licensing Board Panel 08^03/17 MCKNIGHT JC 
Document Control Branch (Oocumonl Conlrol Desk} ip 44799 260 44800 098 

8803240312 Transcripl of 880321 flooring in Bothosda.MO^ re off site emerqency 
planning Pp 9.777 9.860 

• Atomic Safely and Liconsing Hoard Panel 00/03/21 109pp 44B67 324 44068071 


U Conflrosslonal/ExQCutIvc Correspondenco 


8803240456 Fonwnrds quarlorly rept covorinq Fourth Quarter of 1987 m response to 
House Ropt 97 850 

ZECH.LW Commibsionors 80/02/29 BEVILLJ House of Hep, Appropriations 
14pp 44007 341*44807 354 

8803090286 Responds to 680128 !tr & irwosligativo ropt on drug & alcohol abuse at 
plant Commission boiiovos that oxistiny fifnoss for duly programs are as ofleclive as 
those which would have boon established by earlier proposal Rept end 
ZCCH.LW Coinmissionors 08/03/02 MAftKEY.EJ House of Ficp IQpp 44644 043 
44645 336 

• BB03090310 Forwards invostiqalivo ropl, “Drug & Alcohol Use a1 Soabrook Nucleai 
Power Plant ’* Ropt cnlicizes NRC (ailuro to adopt meaningful & enlorcoablo fitness 
lor duly regulations to cover cnltcal ponod of ronclor const 
MARKEY.EJ Houso of Rep 88/01/20 ZECH.LW Commissioners ip 44644 123 
44645 336 

. BB03090316 “Drug & Alcohol Uso al Soabrook Nuclear Power Plant,’' investigative 
rept 

MARKEY.EJ House of Rep 88/01/31 500pp 44644 124 44645 336 


DOCKET 50 445 COMANCHE PEAK STEAM ELECTRIC STATION. UNIT 1 


A Applfcatlon/conslriictlon stage documents ft correspondence 


8803000303 FOIA roguoRl for documents ro Romon IV falalus repts on plant readiness 
for OL & Region IV yearly oporating plant. & sell ovafuations for 1974 87 
CONNOR, L Doc Search Associalos 87/12/16 Division of Rules & Records (Post 
870413) Ip 44635 001 44635 001 

8B02250195 Generic Hr 08 04 to all nonpowor roaclor licensees ro distribution of gems 
irradiated In research rnactors Sve list onci 

MIRAGLIA.FJ Assoclato Diroclor for Projocts (Post 8704 1 1 ) 8D/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 


8B03040173 Forwards survoillanco ropts assoclaiorf w/Phaso 4 independent assess 
meni program oblainod during ulil roviow 

WILLIAMS.NH CYG N A Energy xSorvicos 80/02/23 ELI IS, J Citizens Association for 
Sourid Energy Ip 44573 32/ 44674 067 


‘0803040178 Enginoerinq AsRiiranco Survoillanco Ropt TSR 87 84, “Dehciency Report 
Inn Procedures^' 

MCCLELLAN.H M , SAUNDERS,Ali TU Electric (formerly Texas Ulililies Generating 
Co) 87/12/18 4pp 44573'320 445/3 331 

■0803040163 Enginuofing Assuranco Surveillonco Repl CASR 67 60, "Lead ConUac 
tors Compllanco to Procodiiro ECE 101“ 

MORELLiC D , SAUNDERS, A H TU Elocinc (formerly Texas Ulilitios Generating Co ) 
87/12/10 9pp 44573 332 44573 340 


■0803040166 Enginecritig Assuranco Survoillanco Ropl TSR 87 59, “Load Coniractors 
Compliance to Procedure ECE 101“ 

MORGLL.C D . SAUNDERS, A H TU Electric (formerly Texas Ulilitlos Generating Co ) 
07/12/15 lOpp 44573 341 44573 350 


•6003040190 Engineering Assuranco Survoillanco Rept EASR 67 79, “Control of Lead 
Conlraclor Proceduros ^ 

RANKIN.n, SAUNDERS, AH TU Electric (formerly Toxa^ Utilities Generating Co) 
08/01/14 41pp 44573 351 44574 031 

‘8003040193 Engineering Assurance Surveillance Ropl EASR 87 85, “Preparation of 
Calculations (EDASCO/’ ^ ^ 

MORROW.K E . SAUNDERS, A H TU Etoclric (formerly Texas Utililios Generating Co ) 
00/01/12 Gpp 44574 032 44574 039 

*8003040190 Engineering Assuranco Surveillance Ropl EASR B7»77. “Load Conlrac 
fora Compllanco to Proedodure ECE 101" _ , 

M0RELL,C 0 , SAUNDERS, A H TU Electric (formerly Texas Utilities Generating Co ) 
87/12/29 13pp 44574 040 44574 052 

•6603040203 Englneerintj Assuranco Surveillance Ropl TSR 67 55. “Lead Contraciors 
Compliance to Procedure ECE 101“ « . » 

MOREI L,C D . SAUNDERS, A H TU Electric (formerly Texas Ulililics Generating Co ) 
87/12/04 15PP 44574 053 44574 067 


8003020019 Forwards Comanche Peak response team Results Repl Issue Specfic 
Action Plan Vil a 9, “Adequacy of Purchased & Safety Related Mall & Equipmenl a 
"^Difeclive Signllicancfl Ropl" ^ 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 68^/29 Docu 
ment Control Branch (Document Control Oosk) 4pp 44607 194 44608 132 

-0803020022 Rev 1 to Results Rept Issue Specific Action Plan VII a 9. "Adequacy of 
Purchased & Safely Related Mall & Equipmenl “ ^ . o i aotno/ 

hansel, J L . BECK,J W TU Efoclric (formerly Texas Utilities Gonoraling Co ) 88/02/ 
26 203pp 44607 198.44608 040 

-0803020026 “Comanche Peak Response Team Collective Significance Rent ' 

BECK,J W . HANSEL, J,R , JERGENSON.E J TU Eteclnc (formerly Texas Utilities Gen 
eraiingCo) 08/02/26 92pp 44608 04 f 44608 f 32 


08031001 f 2 Provides rebuttal to NRC & NUMARC connmenis al 871201 meeting re 
status of implementation ol fitness for duty program TVA also currenily in process of 
evaluating random testing policy 

COUNSIL,WG TU Efeclnc (formerly Texas Uhiities Generating Co) 68/02/29 
PARTLOW.JG Division of Reactor Inspection & Safeguards (Posi 870411) 2pp 
44095 169 44895 173 

-0803100116 Rev 1 to fJudear Engineering & Operations Policy Statement 28, “Drug & 
Alcohol Abuse ' 

COUNSIL.WG TU Electric (lornncriy Texas Ulililies Generating Co) 98/02/20 3pp 
44895 17144895 173 


8603060166 Advises lha* completion of Unit 1 environ qualilication verification Droqram 
revised to 8B0B1 1 

COUNSILWG TU Electric (formerly Texas Utilities Generating Co) 80/03/01 Docu 
ment Conlrol Branch (Document Cof\lrol Desk) 1p 44641 172 44641 172 

6003070074 Partial response lo FOIA request App C documents end & available in 
PDR App D documents re Insp Repts 50 445/85 07 & SO 446/85 05,Ofc of Inspector 
& Auditor Rept 06 10 S ASME Code hydrostatic test end & available m PDR 
GRIMSLEY.DH Division of Rules & Records (PosI 870413) 88/03/02 AIROZO.O 
McGraw Hill Publications Co 3pp 44607 097 44607 147 

8803070078 Draft memo advismg of assignment of JG Davis as chairman of review 
group lo resolve issues identified in Ofc ol Inspector & Auditor Rept 86*10 Repl re 
guested by 870130 

STELLOiV Ofc of ihe Executive Director for Operations 86/12/17 DAVIS JG OKice 
of Nuclear Material Safety & Safeguards, Director Ip 41607 109 44607 109 

-8803070106 Oralt memo providing preliminary views re mailers Uealed by Ofc of In 
spector & Auditor Rept 66 10 No intimidation or harassment subslantialed No improD 
er intent or wrongdoing shown 

MARTIN,R 0 Region 4, Ole of the Director 86/12/12 STELLO.V Ofc of Ihe Execu- 
live Director for Operations 8pp 44607 1 29 44607 1 36 

0633070110 Forwards draft Tech Spec prepared Irom 971203 draft & supplemented by 
inlo from NRC 080110 meeting w/utit Preparation of ' Proof S Review'^ scheduled to 
b^in on 860321 & issuance of Proof & Review ' expected by 08040 1 
GRIMES, Cl Ofc ol Special Proiecls 08/03/02 COUNSIL.WG TU aectric (formerly 
Texas Utilities Generating Co ) 477pp 44605 161 44606 277 

8803070177 Partial response lo FOIA request for documenls including HR Denton 
860103 Itr lo HG Parris re TVA position on App B requirements Enck App 0 docu* 
menls also available POR App P docurnenls totally withhold (ref FOlA Exemptions 5 
6 7) 

GRIMSLEY.DH Division of Rules & Records (Post 070113) 08/03/02 WANN.L 
Times Printing Co 5pp 44609 024 44609 206 

• 86022 10S56 Summarizes staff position on weld insps through carbo zinc primer, in. 'e- 
sDonse lo 860206 request re alleged TVA violations For initial acceptance AWS D1 1 
code requires insp of welds prior to application of coating 

THOMPSON, Hi Office of Nuclear Reactor Regulalion, Director (851 125 B7C4 11) 
86/02/13 HAYES BB Office ol Investigations Ip 44609 207-44609 209 


8003070336 Nolificalion of 860116 & 17 meelings in RockvilfeMD \v/util to discuss 
electrical topics including cable separation, splices & pulling 

MALLOY, M Ole of Special PfOiecls 88/03/02 GRIMES, Cl Ofc of Special Projecls 
6pp 44610052 44610 057 

8803080063 Forwards communications repts associated w/piping/pipe suppoii audits 
WILLIAMS.NH CYGN A Energy Services 08/03/03 ELLIS, J Citizens Associaiion for 
Sound Energy lOpp 44622 022 44622 031 

6603080164 Forwards communications repts associated w/civil/ structural audits 
WILLIAMS.NH CYGNA Energy Services 86/03/03 ELLIS, J Citizens Associatior> for 
Sound Energy 27pp 44626 112 44626 13B 

8003060161 Forwards commumcalion repts re cable tray audits per independent as 
sossment program 

WILLIAMS.NH CYGNA Energy Services 88/03/03 ELLIS.J Citizens Association for 
Sound Energy 124pp 44623 059 44623 182 


8003000502 Forwards communtcalions repls assocraied w/mdepandenl assessment 
program conduit audits ^ ^ 

WILLIAMS.NH CYGNA Energy Services 8B/03/03 ELLIS.J Cilizons Association for 
Sound Energy 83pp 44623 321 44624 045 


8003080329 Partial response to FOIA request for documents re regional evatualion of 
Dlanl Forwards App B docurnenls App A & B documents available in PDR 
GRIMSLEY.DH Division of Rules & Records (Post 670413) 88/03/04 CON NOR, L 
Doc-Search Associates 6pp 44635 002 44635 362 


-0704080262 Forwards U Chandler 870305 memo requesting info on draft repts re fa 
C'Wv OA/QC Response requested by 670416 

grimes, C l Ofc of Special ProiCcls 67/04/06 TRAMMELL.C. VIETTI COOK.A. 
BARNES.I NRC No Delaiied AffiLalion Given 2pp 44635 330 44635 362 

-8603080335 Requests NRR position re applicability of IEEE 450 1975 during const & 
prior to conducting preoperaiional load lest ol station batteries, based on 830511 

GAGLIA^DOJE Region 4, Ofc of Ihe Director 63/06/08 ElSENHUT.DH Division of 
Licensing (800428 851 124) Ip 41635 OOB 44635 008 

-0003080345 Forwards Region IV operating plan for FYBBllems which mgl should 
focus altenlion on listed Addl operating plans end 

FOSTER.WH Region 4, Ofc of the Oireclof 85/11/13 MARTIN.RO Region 4, Ofc 
of Ihe Director 138pp 44635009 44635 146 

8803090020 Staff requirements memo re briefing on status of near term operating li 
censes on B80224 Staff committed to provide Commission w/util proiecled response 
dale to Questions on polontial upgrading ol confamment bfda 

cKsJoSice of Ihe Secretary of the Commission 08/03/01 STELLO.V Ofc of 
the Secuiivo Director for Operations Ip 44657 272-44657 272 
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0803090206 Application for amend Lo CPPR I26 &. CPPR 127 & amend lo applicalions 
(or OLs to reflect revised ownership 

0ECK,J W TU Electric (formerly Texas Ulilities Goncraliog Co) 68/03/'04 Document 
Control Branch (Document Control DeskJ 136pp 44665 003-44665 1B7 

0803160063 Forwards request lor add I info lo complete review of F3AR Amend 
59,60,62 S 64 ro radiation protection organizatiorr Info should bo provided within M 
d^5 of Itr date 

GRIMES, Cl Ofc of Special Proiecis 88^3^0 COUNSILWG TU Electric (formerly 
Texas UlililiGS Generating Co) 7pp 44736 091-44736 100 

8003160324 Advises lhat prefiminary resiills of |GI impingmenl analyses indicate addi 
analyses required Complelion anticipated by 0BO325 

COJNSIL.WG TU Efeciric (formefly Texas Utilities Generating Co > 68/03711 Docu 
menl Control Branch {Documeni Conirol Desk) tp 44721 331 44721 331 

0003180023 Final respor\se lo FOIA request for documents Forvrards App E 
documents Apps E & F documents available in POR 

GRIWSLEY.DH Dtvision of Rules & Records (Post 670413) 88/03/14 AIROZO.D 
McGraw Hill Publications Co 3pp 44773 088-44773093 

»'aa03 180020 Forwards complete Ofc ot Inspector A Auditor repi on Region IV mgl ac- 
tions ro facriily W/o enci 

STELLOV Ofc oMhe Executive Director for Operahons 66/12/09 WESTEFMAN.T. 
PHILLIPS.HS, HUNTER^DR Flegion 4, Ofc o1 the Director Ip 44773 093- 
44773 093 

0803220350 Noldies NRC that docurronls slilP being collected for fifes supporling docu- 
montahon for Results Repl VII a 9 & collective siqrilicanco rept tor public 
insp Licensee will provide NRC rolice ot availability when dociimonts aro ready 
COUNSIL.WG TU Electric (formerly Texas Ulililies Generairng Co ) 86703/14 Docu- 
ment Control Branch (Document Coniroi Desk) Ip 44769 100 44789 100 

8803210417 Notrficaljon of ■080321 meeliryg w7util tn Rockvilfe.MD to discuss develop 
ment A aiionualion of lats from high-energy lino breaks 

MALLOY M Ole of Special Projects 08/03716 GRIMES.CI Ofc of Special Pro)ects 
4pp 44771 317-44771 320 

8803220460 Submits assessment re design deficiencies idenlificd in corrective aclion 
program.per 880122 request Co rr eel ivo & prevontivc actions taken, reviowod lo verify 
thjt potential root ■causes adequately addressed 

BECk.JW TU Eleclric (formerly Texas Ulililies Generating Co) 68/03/16 Documeni 
Control Branch (Document Control Desk) lipp 44850 130 4 4650 HI 

8603220304 Generic Ltr 38 05 to all licensees o1 oporalrng PWRs & holders of CPs for 
PWRs re boric acid corrosion ol carbon steel reactor pressure boundary corripononts 
in PWR plants Sve list end 

MIRAGLIA.F Associalo Director for Projects (Posl 87041 1) 68/03717 Consolidated 
Edison Co of Now York, Inc 43pp 44879 084 44879 126 

0803230142 Forwards errata to listed project siatus repts Errala tab & ends should be 
el end of appropriato procuremeni status rept ASLG will bo notified of Iransmitlal by 
scparalo Hr from altys 

COUNSIL.WG TU tlQClrrc (formerly Texas Ulililioa Gororfllino Co ) 80/03/17 Docu 
ment Control Branch (Document Conirol Desk) 11pp 44867 105 44067 1 12 

0803250217 SufTimarv of 660205 mooting w/util in Hockvillo.MD ro NRC comments on 
Ebasco Svcs.Inc ie1 attenuation calculation, CPE-SI CA 0000 645 
W ALLOY, M Ofc of Special Pr oiecls 88/03717 Ofc of Special Projecls -Ipp 
44856 303-44656 312 

0SO323OO25 Provides addI info re compliance w/Rev 1 of AMS AC generic design 
package, per CB0302 lolcon AMS AC curronlly scheduled to bo implomented by 801031 
for Unit 1 A before fuel load for Unit 2 

COUNSIL,W G, MARSH ALL. J S TU Electric (tormcfiy Texas Uhlilios Genera ling Co) 
80703/18 Documeni Control Branch (Document (Jonirol Desk) 2pp 44649 177- 
44849 178 

0303230034 Submits listed iloms as detailed descriptions of Amend 69 lo FSAR A for 
wards page by page description of changes 

COUNSIL.W G TU Electric (formerly Texas Utjlitias Genoraling Co ) 88/03/16 Docu 
ment Control Branch (Docurrcnl Control Desk) 10pp 44843 283 44643 300 

8003230048 Forwards errala jpagos to App D of colloclivo evaluation rept (CER) lo ro 
pfaco existing pages within CER 

COUNSIL.W G , MARSHALL.J S TU Eleclrrc (formerly Texas UMilios Generating Co) 
68/03/18 Documeni Conirol Branch (Documeni Conirol Dosk). 230pp 44843 049- 
44843 262 

8B0324017S Fina? response to FOIA roquasts for docimenls, Including 631105 "Indo 
pendent Assessment Program for Pianl,’' final repl End App A documents maintained 
among POR files App B documents totally wilhhefd (ref FOIA Exemplion 6) 
GRIMSLEY.DH Qtvrsion of Rules & Records (Post 870413) 60/03/21 CONNOai 
Doc Search Af>saclatGS 4pp 44656 222 44B56 225 

8003240425 Final response to fOIA request Forwards App C cfocumonls App C docu 
moots also available in PDR 

GRIMSLEY.D H Division of Rules & RecorrJs (Posl 070413) 86/03/21 CONNOH.L 
Doc Search Associates 3pp 44855 203-44855 226 

- 8003240451 "Near-Term OL Review Mgt Rept " 

* NRC No Detailed Affilralion Given 64/ 1 2/31 1 7pp 44655 209 44865 220 

8803250196 Notifrcalion of 880405 meolirig w/ulil in Rockville.MD lo discuss proposed 
changes to Tech Specs for plant 

MALLOY. M Ofc of Special Projecls 88/03/21. GRIMES.CI. Ofc of Spocfal Proiocts 
4pp 44851 205 44851 206 

8803300218 Nolificatior) of rescheduled 680412 meeling w/ulil ih Rockville.MD to dis- 
cuss proposed ■changes lo Tech Specs for plant 

MALLOY^M. Ofc of Special Projocls 88/03/21 GRIMES.CI Ofc of Special Prelects 
4pp 45009 340 46000351, 

8803290207 Forwards errata to small & large boro piping A pipe support status repts 
transmitted! by 871 102 lirs 

COUNSIL.W.G. WOOD LAN, D R TU Eleclrrc (formerly Texas Utilrties Generating Co) 
80/03/24 Document Control Branch (Document Control Desk iapp 44910 012 
44910 024 


8603280329 Informs that comments on second draft Tech ^ecs scheduled to be suh 
milled by 080630 Requesls NRC i&sue proof & review of Tech Spec by 801230 Tech 
Spec review lo be comploted by 890601 

COUNSILWG. BECK.JW TU Electric (lorniGrly Texas UliNtiOs Generating Co ) 80/ 
OJ/26 Documonl Control Branch (Documont Control Desk) Ip 44912 079 
41912079 

8803260337 Forwards tnfo re saloty issues mgl sys, adding omitted generic issues appli 
cable to plant & providing bosi eslimaled date for complelion/implomontalion at eaC’h 
aspect ol idonlilidd issue, per Cl Grimes 871106 Hr 

COUNSIL.WG , BECK.JW TU Fleclnc (formerly Toxas Utililics Goneraling Co) 88/ 
03/25 Documeni Conirol Branch (Document Control Desk) 29pp 44913 164- 
44913 192 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8003240162 FOIA request for documenls ro pianl SSER 5 
CONNOR, L Doc Search Associdlos 07/12/16 NRC No Delailed Affiliation Given 
Ip 448G6 220 44056 220 

8803240166 Update to FOIA requesl lor documonls re plant SSER 5 
CONNOR.L Doc Search Associates 00/01/21 GRIMSLEY.DH NRC ♦ No Oeladod 
Affilialion Given Ip 44656 22144056 221 

0803290104 Forwards SSER 14 lo NUREG 0797 containing details ol NRC evaluation 
ol applicant corrective acifon program for largo & small boro piping & boro 
supports W/o enc.! 

GRIMES Cl Ofc of Special Projccis 08/03/24 COUNSIL.WG TU Electric tformerly 
Texas Utilities Goneraling Co ) 4pp 44893 037 44693 040 

8003280039 SAFETY EVALUATION REPORT RELATED TO rilE OPERATION OF THE 
COMANCHE PEAK STEAM ELECTRIC STATION, UNITS I AND 2 Docket Nos 50 445 
S 50 446 (Toxas Ulilities Genoraling Company) 

' Ofc of Special Projeeb NUREG 0797 SI4 06/03/31 lOOpn 44605 199 
44689 066 

- 8003230134 Forwards package of documonls for entry rnlo DCS Documents being 
placed in PDR for discovery purposes & nol being docketed Documonls should nol bo 
placed in docket S&W 660619 Ur lo util forwarding ‘ CPPP-5 Small Bore Waikdown" 
end 

WOORE,J NRC No Detailed Affiliation Givor> 08/03/10 BLANTON J NRC No De 
tailed AfMialron G iven 1 2pp 44806 0 1 2 44886 023 

-0803230147 "CPPP 5 Small Dora Field Waikdown Rept " 

OLIVER.JJ, WRUCKE.RR. KLAUSE.RP Slono & Webster Engmourind Coro oe/ 
06/19 5pp 44066 024 44006 020 

-8803200055 Rev 4 to Procedure CPSP-12. "As Guilt Vorificnlion " 

WRUCKE.fl R , rONSECA.C A , BERRY, R A Slono & Webster Englnoering Corp 07/ 
09/03 24pp 44006 029 44806 052 

-8D032800Q2 “Piping & Support Sya Engmooring Walkdown.Final RepI “ 
NORMANDEAu.R D, WRUCKE.R R , CHAN, AW Stone & Webster Enqinoaring Corp 
86/0C/O4 42pp 44886 053 44006 094 

- 0003200069 Rov 0 to "Justification of Design Load for Siruts/Snuhhors & Lugs Used 
in Conjunction W/ Riser Clamp " 

nOZINSKY.L. LIN, CL Stono & Webster Erqinoorrng Corp GENX 042 ROD GC/01/ 
04 22pp 44006 095 44666 116 

-0803260078 Dosign Adequacy Program DAP EP 05/, "Roviow of Calculalron GENX- 
042" 

‘ TU EloUric (foriTiorly Texas Uiilittos Gonorating Co) DAP EP 057 07/07/16 5pp 

44666 117 44006 121 

-0003280006 Design Adequacy Program DAP-EP 060, "Difforontral Snubbor Lockup ol 
Dual Sriubber Assamblios " 

' TU Efeciric (formerly Toxas Utilities Gonoraling Co) DAP EPObO 87/07/15 25pp 
44606 122 44006 146 

-0803280094 Rov 0 to "Potnnlifll Binding of Lugs in Axial Supports " 

TIEN.YL, HO.KR Stone & Webster Engineering Corp GENX 281 ROO 67/11/19 
I2pp 44006 147 44666 156 

-08032B0100 Rov 0 lo "Evaluation of Fluid Transient Cutoff Forces & Dovolopinont of 
Scree nine Cntoria ^or Piping Sys ’’ 

BUDLONG.t A . QAIN.R A Slone & Webster Enginoonng Corp GENX 207 ROO 07/ 
05/22 49pp 44806 159 44066 207 

-08O32BO13O Rov 2 to “Dovolopmont of Molhod for Evalualing Local Stress in Pipe 
Support Members " 

ROZINSKY.L . KAWAI.R G , LIN.C.L Stono & Wobslor Engmooring Corp GENX-023 
R02, 86/06/20 14Gpp 44686 206 44866 357 

-0803200164 Design Adequacy Program DAP E P-070. "Roview of Calculation GENIX- 
023 ■’ 

* TU Efeciric (formerly Texas Ulilitios Generating Co) DAP-E-P 070 07/05/06 
237pp 44086 358 44897 196 

-8003200172 Rov 0 1o "Fallgue Cycle Dolerminalion for Pipe Supports " 

LEE.S , LIAW.J, LfN.C Stono & Webster Engineering Corp GENX- 1 03 ROO 06/09/ 
16 35pp 44007 197 44887 231 

-8003280178 Rev 2 to “Oocumonlalion of Use of Low Strength AG63 Grade A Double 
Nuts on High Strength SA 193 Grade B-7tti D Rod for Richmond fnserl Bolt Connec- 
ifon " 

PARIKH.DM, OGDEN.FL Stono & Webster Engineering Corp GENX 008 R02 66/ 
09/10 0pp 44007 232-44007 237 

”0803280187 Rov 2 to "Use of Low Strength (A 5G3 Grade A) Nut W/High Strongih 
(SA 193B 7] " Latest rev approval date illegible W/copyrighled mall 

* TENERA Corp (subs of TERA Corp) DAP C P 004 R02 07/03/13 lOpp 

44667 238-44 BS7 260 
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BB032&0194 Undtd marked up ‘ASME Code SUoss Inlensificalion Paclors for Coman 
cde Peak Steam Efeciric Sfation Lfmis 15 2" 

WOORE.se Oak Ridge National Laboratory 8Q/03/31 43pp 44887 251 44BB7 203 

0803200251 "Test Repl Shear & Tension Loading ol Richmond Inserts 1 1/2 inch 
Type EC 6W.t inch Type EC 2W 

WC0EE.SG . KISSINGER.R M TU Electric (lormcriy Texas Utilities Gencralmg Co) 
84/04/19 tOOpp 14087 294 44088 042 

8803280267 Re\/ 1 lo "Slreas Intonsitication Factors lor Lateral Branches Fabricated 
From ‘Welded In Piping to bo Used in ASME Class 3 & ANSI B31 t Pipe SIress Anal 

ysis ' 

RAGHAVEN.L. ARENA, G Stono & Webster Engineering Corp 75 ROt 82/04/21 
2epp 44888 043 44088 070 

8803280285 Rev 30 lo Procedure Ql QAP t1 1*28, ‘Fabiication A Installation tnsp ol 
Safety Class Compononl Supports " 

■■ Bro/rn & Rool. Inc (subs of Halliburton Co) 87/10/00 65pp 44808 071- 
44880 135 

8683280294 Rev 0 lo ‘trwosligalion of SIF for Wold Shrinkage ” 

PETERSON.NS. SKVIRSKY,Y , LIAW.J Stone & Webster Engineering Corp GENX 
283 ROO 88/01/21 60pp 44000 136 44888 221 

8803280307 Rev 1 to ' Parallel Snubbers '* 

HO.KR Slone & Webster Engineering Corp GENX 242 R01 08/01/21 65pp 
44868 222 44009 066 


F, Securllv, medical, emergency & fire protection plans 

■8803080246 Notification ol B00317 & 18 meolings w/ulil to discuss info re open & unre 
solved items in Insp Rept 50 445/07 22 & complete revised safety cvaliiahon for im 
plomentation ol liro prolection program lor facilitios 

MALLOY, M Otc ol Special Proiocts 80/03/03 GRIMES.C I Ofc of Special Projects 
5po 44633 326 44633 330 

8803240373 Postpones full participation emergency exercise originally scheduled lor 
800329 & dross rohoarsal scheduled for U80329 Now dales for full parlicipalion 
emergency exorcise will bo provided as soon as dolormined 
COUNS1L,W G TU ElecUtc (formerly Texas Utilities Generating Co) 06/03/16 Docu 
monl Control Branch (Document Control Desk) ip 44669 026 44869 026 


Q Adjudicatory correspondence 

8803210096 Forwards SSER 14,NUREG 0797 ro operation of facility SSER address cor 
reefivo action program concornino design of largo & small boro piping Suppl subj lo 
ASLB 07 1 1 1 6 scheduling order 

MOORE, J E Assistant General Counsel for Moorings //1 00 5883 07/03/10 
BLOCH.P B , JOHNSON, E B , MCCOLIOM.K A Atomic Salolv and Licensing Board 
Pane) 2pp 44731 307-44731 308 

8303040036 Forwards PSR on inslrumontalion & controls Sve lisl onci W/o end nolaled 
correspondence 

EDGAR, GL TU Electric (formerly Texas Utilities Generating Co) EDGAR.G L 
Nowman A HoltzingGr //180 5727 88/02/24 BLOCH.P B. MCCOLLOM.KA. 

JORDAN, WH Atomic Safoty and Licensing Board Panel 3pp 44564 183 44564 185 

8003040057 Forwards Ircensuo sixth submission ol responses lo "Nolicps ol Violalion" 
& "Nolicos ol Dovjntions” for 880127 0225 per ASLB 870012 request W/Cerliftcato of 
Sve 

EDGAR, GL TU Efoctnc (formerly Texas Ulilltios Gonoraling Co) EOGAR.G L 
Newman A Moltzingor //1 00 5730 08/02/29 BLOCILPB, MCCOLLOM.KA. 

JORDAN, WH Atomic Safely and Licensing Board Panel 30pp 44363 301 

44563 338 

0803040064 Forwards licensee final submillat of confirmed issues chronologies per 
ASLB 860008 request W/Corlificale of Sve 

EDGAR, G L TU Electric (formerly Texas Ulllilios Generating Co) EOGAR.G L 
Newman & Hollzinqor //1fl8 5729 08/02/29 BLOCH.P D, JORDAN.WH, 

MCCOLLUM, K A Atomic Safety and Licensing Board Panel 43pp 44564 210 

44564 255 

8003040139 Forwards Comancho Peak rosponso loam Resulls Ropl VII a 9. “Adequacy 
of Purchased Saloly-Rolated Mail & Equipment " & collective signtltcance rept Rolaled 
CQrrespQr]<JoncQ 

WOODRIDGE, n A TU Electric (formerly Texas Utilities Generatmg Co) 
WOODRIDGE.RA Worsham, Forsythe, Sampels & Woofrirlgo (formerly Worsham. 
Forsythe & Sampels) //18B 5731 86/02/29 BLOCH.P B„ MCCOLLOM.KA. 

JORDAN.WH Atomic Safety and Licensing Board Panel 300pp 445G3 001 
44563 300 

8003040120 Answers to Board 14 questions (momo.proposed memo of 860414) ro 
Action Plan Resulls Rept Vile* Rosponsos provided to Action Plan Vile re const 
reins p/ documentation review plan Supporting documentation & Cortdicaio of Sve 
end 

SCHAUF.J M , HANSEL, J L TU Eloclric (formerly Texas Utilities Generating Co) 
//IBB 5728 88/03/01 160pp 44563 339 44564 138 

8603070043 Notice of availability ' Documents ref in project status ropl available for 
review & will be placed in LPDR & computer link between LPDR & util data base es- 
tablished Certificate of Svn end Related correspondence 

EGOAR.G L TU Electric (formerly Texas Utilities Generating Co) EDGAR.G L 
Newman a Hollzingor // 188 5733 88/03/03 5pp 44576 161 44576 165 

0803090081 Applicant tenth progress rept* Progress repl covers period of 871225 
88 0229, per Board 860606 memorandum & order Next rept will be issued on 
880423 w/Certiffcate of Sve 

EDGAR.G I TU Electric (formerly Texas Utilities Generating Co) EDGER.GL 
Newman A Hollzingor // 108 5769 88/03/04 63pp 44030 081-44630 143 

8003110021 Applicant motion lo consolidate proceedings * law.facls & intorosl of judi 
cial efficiency dictate that Board exercise discretion & issue order consolidatHng two 
roce e dings W/ Cerlilicate of Sve 

DGAR.G L TU Electric (formerly Texas Utilities Generating C^o ) EOGAR.G L 
Newman & HoUzmger //1 88 5703 00/03/08 Atomic Safely and Licensing Board 
Panel 27pp 44661 198-44661 224 


9BO314O110 Answers to Board 14 questions (momo.prooosed memo ol 860414) ro 
Action Plan Results Repl II cl ’ Answers to rept ro control room coiling Supperling doc- 
umentation & Certificate ol Sve end 

STREETER, P. ARROS.J K . LEVJN.H A TU Electric (lormeily Texas Ulilillos Gonorat 
mg Co) //188 5BD5 68/03/10 Atomic Safety and Licensing Board Panel 29pjD 
44668 202 44668 230 


8803210166 Forwards corrected Itr Iransmilting SSER 14 lo Board & partios Dato of Ur 
changed to 880310 

MOORE, j£ Assistant General Counsel for Hoaringb //103 5080 80/03/14 
BLOCH.P 0. JOHNSON.E 0 , MCCOLLOM.KA Atomic Safely and Licensing Board 
Panel Ip 44731236 44731 238 

-0803210176 Forwards SSER l4,NUREG-0797 A documenis used by NRC in prepara 
lion of SSER 14 W/o ends 

MOORE.JE Ass( 5 ,lanl Generafi Counsel tor Hoannns 08/03/10 BLOCH.P B . 
JOHNSON.E G . MCCOLLOM.K A Atomic Safoty and Licensing Board Panol 2pn 
44731 237 44731 238 


880-3230053 Forwards uUt 880314 tir informing that ticanseo still collecting documonls 
lor files containing 110000100181100 for ReauH Rept Vil a 9, 

WOOLDRIDGE, R A Worsham, Forsylho, Sampels & WooPridgo (formerly Worsham. 
Forsythe A Sampels) r^teB 5916 6B/()3/l4 BLOCliPB, JORDAN.WH, 

MCCOLLOM.KA Atomic Safely and Licensing Board Panel 2pp 44779 174- 
44779 175 


0003230065 CASE tenth progress repl ' Provides tenth progress repl, per Board 860600 
memorandum & order CertifinalQ ol Sve end 

ELLIS.J Citizens Association for Sound Energy //laa 5917 00/03/14 5pd 

44779 1Q5 44779 109 

0003290046 Forwards Ur of oven date from ulii lo NRC which tran&mils copies ol errata 
prepared lor project status ropt re “Cable Tray & Cable Tray Hangers'' A "Conduit 
Sijpporls Train C 2 Inch Diameler A Less ' 

WOOLDRIDGE, R A Worsham, Forsythe, Sampels & Woolridge (formerly Worstmm. 
Forsylho A Sampels) //108 5927 88/03/17 BLOCH.P B . JORDAN.WH. 

MCCOLLOM.KA Atomic Safety and Licensing Board Panel 2pp 44871 101 
44871 102 


80032301)47 Informs ihat on 8803 14, CASE fifed tenlh progress rept w/ Board A urged 
Board lo review transcript of public meolrngs hold belwcon CASE A applicants In 
which Walsh/Doylo issues discussed W/Cerlilicalo of Sve Related corrospondonce 
NEWMAN JR Newman A Hollzinger //18B 5914 88/03/18 BLOCH.P B„ 

JORDAN.WH, MCCOLLOM.KA Atomic Safety and Licensing Board Panel 4pn 
44779 160*44779 171 ^ 


0003230007 Forwards four add I chronologlos of confirmed issues, per Board Q6000B 
request Chronologies inadverlently omitted from applicants final submittal on 
Q80229 CerHUcale of Sve end 

EDGAR.G L TU Electric (formerly Texas Utilities Generating Co) EOGAR.G L 
Nowman & Hollzinger //1Q8 5915 88/03/10 BLOCH, PB, MCCOLLOM.KA Alomic 
Safoty and Licensing Board Panel JORDAN.WH Alfilialion Not Assigned 40pa 
44780 064-44700 123 

8003230103 Forwards WG Counsil 880318 Hr to NRC Ira ns milling SRT approvaci err ala 
pages lo colleclivo evaluation ropl A completed oxtornal scurco issues matrix Relaled 
correspondonco 

WOOLDRIDGE, R A TU Eloclric (formorly Texas Utilities Gonaraiing Co) 
WOOLDRIDGE.R A Worsltam, Forsythe, Sampels A Woolridgo (formerly Vvorsham, 
Forsylho A Sampels) ^168 5919 68/03/18 BLOCH.P B, JORDAN.WH. 

MCCOLLOM.KA Atomic Safety and Licensing Board Panol 231pp 44780 124 
44780 3S0 


6003230022 Forwards ulil 600321 Itr notifying J ElliS of availability of Cresap, McCormick 
A Paget mails proviouslv undisclosed Documents should render discovery of Crosap 
mails moot W/ Cerlilicate of Sve 

EDGAR.G L TU Eleclnc (formerly Toxas Utilities Genoraling Co) EDGAR.G L 
Newman A Hollzinger //188 5897 88/03/21 BLOCH.P B. JORDAN.WH. 

MCCOLLOM.KA Atomcc Safoty and Licensing Board Panol 5pp 44701 070 
44701.074 


6603230043 Forwards Uanscnpls of meeting held on 871217-16 A GB02tB bolwoon 
CASE A util W/o end W/Certificalo of Sve 

SCHMUTZ.TA Nowman A Hotlzmgor //IBB 5910 80/03/21 BLOCH.P B . 

JORDAN.WH, MCCOLLOM.KA Alomic Safely and Licensmg Board Panol 4np 
44779 164 44779 167 

8803240050 Applicant supplomantation lo answers lo CASE intGrrogatonos to applicant 
(070625) * Cortilicale of Sve end Rotated correspondence 

EDGAR G L TU Efeclnc (formerly Texas Ulililies Generating Co) EDGAR.G L 
Nowman A Hollzinger //t68 5922 OB/03/22 Citizens Association for Sound Energy 
tOpp 44797 196 44797 205 

0003290070 NRC Staff 10th annual progress rept A annotated bibliography * List of 
NRC documonts to applicants A Cerlificate of Sve end 

MOORE.JE Assistant General Counsel for Hearings //IBB 5934 86/93/24 25pp 
44071 050 44071 081 

0803310107 Forwards excerpts from Form 10 K filed by util w/Securily & Exchange 
Commission Excerpta contain financial disclosures re facility Info provided lo keep 
Board apprised of matters re facility 

WOOLDRIDGE.R A Worsham, Forsythe, Sampels A Woolridge (formorly Worsham, 
Forsylho A Sompols) //tOB 6B53 88/03/24. BLOCH.P B, JORDAN.WH. 

MCCOLLOM.KA Atomic Safely and Ltcensing Board Panel 9pp 44890 020- 

otme 02a 

0003310141 Forwards util 680324 Itr transmitting errata prepared ro project status rept 
for largo bore piping A pipe supports A small bore piping A pipe supports Intllally 
transmitted on 871192 

WOOLDRIDGE.R A TU Electric (formerly Texas Ultliltes Generating Co) 
WOOLDRIDGE.R A Worsham, Forsylhe, Sampels A Woolridge (formerly Worsham, 
Forsylho A Sampels). #168 5966 88/93/24 BLOCH.P B , MCCOLLOM.KA. 
JORDAN.WH Atomic Safely and Licensing Board Panol 2pp 44698 029*44098 030 
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8803310038 Answers lo ASLS M quesnons (memo.p/oposed memo of 860414) re 
aclion plan Results Repi VII b 3 • Cerlilicaie of Svc end 

TABLERfOU,J P. HANSEL, J L TU Electnc (formerly Te^as UtiMies Gerneralmg Co) 
^183 5965 86/03 /'28 15pp 44808 046 44699 060 

8003310026 Forwards uUI responses lo certain comments & questions from NRC arising 
out ol 871209 pubfic meeting for info Cerlilicale of Svc end Related correspondence 
EDGAR, G L TU Electric (formerly Texas Ulililies Generating Co) EDGAR.GL 
NcwmartA Hollzinger 188 5967 80/03/29 BLOCH,PB. MCCOLLOM,KA Alomic 
Safely and Licensing Board Panel JOHNSON. E B Oak Ridge NaHonal Laboratory 
200pp 44898 074 44898 327 


K. UlilHy Ffral Safety Af>alyais Report (FSAR) & amends 

88032200 fO Amend 69 lo FSAR for Comancba Peak Steam Electric Station W/000318 

C0UNSILW6 TU Electric (formerly Texas Utififies Generating Co) 60/03/14 
550pp 44645 324 44649 019 


Q Inspeclion reports, IE Bulletins A correspondence 

8803040143 FOIA request for documents re Insp Repts 50 446/07*23 & 50 446/87- 
1 7 Info required as pari of ongorng monitoring project 

BAUM AN. L Government Accounfabriily Project 87/12/00 NRC No Detailed Affili 
ation Given 3pp 44581 353-44581 355 

8803300369 FOIA request lor documenls re 871231 fnsp Repts 50*445/87-27 & 50 
446/87 20 & notice of violation 

BAUMAN, L Governmeni Accountab'lity ProjecI 86/01/05 NRC No Detailed Affili 
alion Given 2pp 44906 032 44906 033 

0803290295 FOIA request for documents re rept on performance of Region IV In in 
specting ulil 

CONNOR. L Doc-Search Associates 68/01/18 Division of fluJes & Records (Post 
870413) 1p 44892 334 44892 334 

8003010229 Forwards Insp Repts 50 445/80-01 & 50 446/88 01 on 600106 0202 & 
notice ol vioraiion 

WARNICK.RF Ofc of Special Projects 63/02/23 COUNSJL.WG TU Efecinc Cfor* 
merly Texas Utilities Gorrerating Co) 6pp 44551 151 44551 189 

-0803010241 Noltce ol viofalion from insp on 860106 0202 Violation noiedDesign 
Change Notjco 3 lo Procedure NOA 3 09501. ”fnsp of InstfumerHalron Compo 
nonts issued w/o approval of discipline L9vel 111 tnspeclor 
WARNICK.RF Ofc Of Special Rrojecls 88/02/23 2pp 44551 157 44551 150 

-8003010254 Resident Safely Insp Repts 50 445/88 01 ^ 50 446/68 01 on 680106 
0202 Violations noted Waior areas inspected actions on previous insp findjnqs.folfowup 
on violations/devialions, technical audii program d allegation followup 
HALE.CJ, HARRELL.PH. LIVERMORE, H Ofc of Special Projects 69/02/22 31pp 
44551 159 44551 189 

8803010454 Responds to- yjolations noted in tnsp Ropts 50 445/96 07 5 50-446/66 

05 CorreclLve a c lions required field work & subsequoni incorporation of Rov 1 to DCA 
31,277 into Drawing 2323 El 0156 estimated for completion by 981130 
COUNSfL.WG TU Electric (formerly Texas Ulililios Generating Co> 69/02/24 Docu 
ment Control Branch fDocirmonl Control Desk) 1p 44542 1 4 7 44642 147 

8003090276 Ack /eciepl ol 880224 ftr Irfornnrng NBC of slops taken lo correci violations 
noted in Insp Repts 50 445/87-32 & 50 446/87 24 Corrective actions will be reviewed 
during fuluro insp lo deter mrno achievement of Ml compliance 
WARNICK.RF Ofc Of Special Projects 88/02/25 COUNSIL.WG TU Electric (for- 
merly Texas Ulililies Generaling Co) 3pp 44678 357 44678 359 

0803020006 Advises that compfolior> of mod & rework of Unit 1 cable tray hangers re- 
vised to 86081 1 

COUNSIL,WG , WALKER, R D TU Efoctnc (formerly Texas Ulililies Generating Co) 
89/02/26 Documenl Control Branch (Documenl Control Desk) ip 44590 292- 
44590 292 

8802230035 NRC Info Notice 8B006, "Forergri Objects In Steam Generators “ Svc list 
enc) 

ROSSI.C E Division of Oporalional Events Assessmenl fposl 970411) 86/02/29 
Consolidate d Edison Co of New York, Inc J 16pp 44554 253 44555-009 

8803040154 Final response to FOIA request for documents ro Insp flop Is 50-445/67 23 

6 50 446/07*17 Forwards App B documenl App A & 0 documents available m PDR 
GRIMSLEY.DH Division of Rules £ Records (Post 870413) 88/03/01 BAUMAN, L 
Goveirmenl Accountability Profecl 3pp 44657 231-44657 234 

-8803040157 Exil notes for Insp Repis 50-445/87-23 & 50 446/87-17 
' NRC - No Delaifed Af Mia lion Given 68/03/01 Ip 44657 234-44657.234 

8BO3O901G6 Advises lhat compfolion of Unit 1 enwron qualification venficalion program 
revised to 680811 

COUNSIL.WG , MARSHALL, J S TU Electric (formerly Texas Utifilles Generating Co) 
8Q/03/01 Documenl Control Branch (Document Control Desk) Ip 44641 172- 
44641 172 ^ 

8903060177 Advjses lhal completion date of common concfml sleevo idonlificalron final 
validation revised lo aaioaOComplelron of corrective aclions for CAR 063 resched 
Uled for 061020 

COUNSIL.W G , MARSHALL,JS TU Eleciric (formerly Texas Utifilies Generating Co) 
68/03/01 Documenl Control Branch (Document Control Desk) 2pp 44695106- 
44895 186 

8B03070074 Partial response to FOfA requasl App C documenis end & available in 
PDR App D documents re Insp Repts 60-445/85 07 & 50 446/85 05,Ofc of Inspector 
& Auditor Rept as 10 5 ASM E Code Jiydroslalrc lesl end & avaifabfo In PDR 
GRIMSLEY.DH Division of Rules & Records (Post 870413 88/03/02 AlflOZO.D 
McGraw-Hill Pebljca lions Co 3pp 44607 097-44607 147 

-8803070089 Document$ concerns re Ir^sp Repi 50 445/95 07 & 50-446/95-05, per 
660325 & 0605 requests Concerns & draft memos re ASME Code requirements & ap 
plicanl comm ilmenis end 

HUNTER, DR Region 4, Ofc of Die Director 06/06/ 12 JOHNSON.E H Region 4, Ofc 
of Ihe Director, 18pp 44607 110 44607 127 


-0803070106 Drafl memo providing preliminary views ro matters treated by Ofc of In 
speclof & Auditor Rept 06 10 No intimidation or harassrnont substantiated No improp 
er intent or wrongdoing shown 

MARTIN, RD Region 4. Ofc of Ihfi Direclof 06/12/12 STELLO.V Ofc ol llie E)«ecu 
live Director for Operations 8pp 44607 129 44607 136 

-0803070112 Provides results of review of issues re deferral of ASME Code hydrostatrc 
test of Loop 3 cold leg pipe subassembly described in Insp Repis 50 4 45/95 0/ & 50 
446/85 05 Arlotlo rept does not adequately address two concerns on issue 
HUNTER.DR Region 4, Ofc of the Diroclor 87/00/31 MARTIN.RO Region 4 Ofc 
of Ihe Director 8pp 44607 137 44607 144 

-0803070118 Forwards OR Hunter 070831 memo & 070904 response re concerns on 
adequacy of insps performed during RCS hydrostatic tesf ol pipe 
subassemblies Unresolved item re exam of welds & base moial repairs should be ex- 
peditiously addressed 

MARTIN.RO Region 4, Ofc of the Director 07/09/04 GRIMES, CJ Ofc of Special 
Projects 2pp 44607 145 44607 146 

-8003070125 Responds lo 870 B3 1 memo re concorns on ASME Code hydrostatic icsl 
of RCS pipe subassemblies Concern that records reviews & discussions do nol pro 
vide evraence that wolds insps performed adequately referred lo Ofc of Special Pro 
grams 

MARTIN.RO Region 4. Ofc of Iho Direclor 87/09/04 HUNTER.DR Regton 4, Ole 
of the DiroclOf Ip 44607 147-44607 147 

0803070382 Forwards Insp Repis 60 445/B0 07 & 50 446/08 06 on 0BO2O1 05 No vio 
fafions or deviations noied 

WARNICK.RF Region 4, Ofc of the Direclor 00/03/03 COUNSIL.WG TU Efocfric 
(formerly Texas Ulifities Generating Co ) 4pp 44605 073 44605 009 

- 8003070306 Insp Repis 50 445/88 07 & 50 446/00 06 on 000201 05 No violations or 
deviations noted Ma/or areas inspected Ijconsoo radiological environ monJloriru pro 
gram including organization & mgt controls & training & qualificalions 
NICHOLAS.ja. MURRAY.B Region 4. OfC of the Diroclor 08/02/29 I3pp 
44605 077 44605 089 

8803000246 Notification of 080317 & 18 meetings w/iilil to discuss info ro open & unre 
solved iloms in Insp Repl 50 445/07-22 & complote revised safety ovalualion for im 
plemenlation of fire protecfion program for facilities 

MALLOY.M Ofc of Special Projects 88/03/03 GRIMES, C I Ofc of Special Proiecls 
5pp 44633 326 44633 330 

8003080329 Partial response lo FOfA request for documonts ro regional o valuation of 
plant Forwards App B documonts App A & B documonts ava^lallo m PDR 
GRIMSLEY.DH Division of Rules & Records (Post 070413) 80/03/04 CONNOR L 
Ooc Search Associates 6pp 44635 002-44035 329 

-0803080350 Forwards ’“Summary Rapt for Rogionaf Evaluation of Texas Ulils Electric 
Co.Comancbe Peak Sloam Electric Station.” per Insp Proceduro 943D0B 
OENiSE.RP Region 4, Ofc of Iho Oireclor 05/02/13 MIRAGLIA.F Division of L-i 
censing (800420 851124) 2pp 44635 147-44635 148. 

-8803080355 “Summary Repl for Regional Evaluation of Texas Utils Elociric 
COiComancho Peak Steam Electric Station ’’ 

♦ Region 4, Ofc of the Director 85/01/31 31pp 44635 149 44636 193 

-8003000359 Marked up “Summary Rept for Regional Evalualion of Texas Ulils Electric 
Co Comanche Peak Steam Electric Slalion “ 

• Region 4, Ofc of the Oiraclor 84/03/27 34pp 44635 194 44635 227 

-0803080363 Draft “Summary Repl for Regional Evaluation of Texas Uhls Electric 
Co.Comancho Peak Stoam Electric Slalion “ 

* Region 4, Ofc of fho Director 65/04/16 14pp 44635 228 44635 241 

-9003090365 Drafl "Summary Repl for Regional Evaluation of Texas Ulils Gcnoratirg 
Co, Comanche Peak Steam Elocfric Station “ 

• Region 4. Ofc of the Direclor 03/06/30 23pp 4463S 242*44635 264 

0803020036 NRC lr>fo Notice 88 007, "fnadvertonl Transfer of Liconsed Mall lo Uncon 
trolled Locations " Svc bsl on cl 

CUNNINGHAM, R E Oivisfon of Industrial & Medical Nuclear Safety (Post 870729) 
98/03/07 ConsoJidaled Edison Co of Now York, fnc 12pp 44873 001 44673012 

0803100066 Partial response to FOIA request for documont re util response Lo notice ol 
violation App B & portions of App A documenis available in PDR Homs 17,18.19 & 20 
ol lequosi do not exist 

GRIMSLEY.O Division of Rules & Records (Posf 870413) 80/03/07 WILUAMS.O 
JRA Associales 4pp 44668 321-44668 337 

••8003100076 Responds lo NRC 830609 Itr re Initial Prooperabonnl Radralion Protection 
Insp Ropts 60 445/G3 18 & 60 446/83 10 Detailed planned actions lo suppi prosenl 
radiation proteclion stall w/expenenced personnel end, 

QARY.RJ TU Eloclric (formerly Texas Utililios Generating Co) 63/07/06 
MADSEN, G L Region 4. Ofc of the Director 2pp 44668 325-44668 326 

-0803100079 Insp Repl 50 445/83-20 canceled 
JOHNSON.E H Region 4. Ole of the Director 84/04/02 SPENCE.W D TU Elecbic 
(formerly Texas Ulililies Generating Co ) Ip 44668 327-4466C 327 

• 8803100061 Requests response to listed questions re stated violations noted From 
Insp Ropf 50 445/84'08 re failure to perform insps of inslallation activities re rn^ain 
coolant sys crossover leg reatraints.per 840823 & 0907 Itrs 

HUNTER.D.R Region 4. Ofc of Ihe Direclor. 84/11/02 SPENCE.M D TU Electric 
(formerly Texas Utilities Generaling Co ) 2pp 44668.320-44668 329 

-B803 100085 Responds lo observations & concerns noted in Insp Ropts 50-445/05*12 
& 50*446/85 00 SAFETEAM designed as mgl tool lo concorns expressed by projcd 
employees 

COUNSfL,W*G TU Electric (formerly Texas Utilities Generaling Co) 86/05/14 
JOHNSON.E H Region 4. Ofc of Ihe Director. 7pp 44668 330 44668 336 

-8603100196 Ack receipt of 760604 response to 700406 fir re Hem of noncompliance 
noted in Insp Repts 50 445/78 06 & 50 446/78 05 More delailed info re posilfon that 
piping countarbored prior to 70O324,lechnjca!iy acceptable, needed 
SEIDlE.W.C Redon 4. Ofc of Ihe Direclor 78/05/12 QARY.R J TU Electric (former 
ly Texas Ubfilies Generating Co.) Ip 44688 337-44668 337 
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8003180010 Fomarils Insp Repls 50 445/08-13 & 50 446/80 13 on B70729 
880212 No violalions or devialions nolecl 

GRIMES.CI Ofc of SpGCial Projects 88/03/07 COUNSIL.WG TU Electric (formerly 
Texas Ulililtcs Generating Co ) 4pp 44736 121 44736 253 


8803250217 Summary ot 880205 meeting w/util in Rocksr^ItG.MD re NRC comments on 
Ebasco Svcs Inc jet atlenuation calculation CPE SI CA 0000 645 
MALLOY, M Otc of Special Projects 86/03/ 17 Ofc ot Special Projects 4pp 
44056 303 44856 312 


.0003180014 Insp Ropis 50 445/80 13 & 50 446/08 13 on 670729 800212 No viola 
tfons or deviations noted Major areas inspected interviews & discussions w/ 
managers, supervisors & onginnors, special tneolinys on & ollsilo & review of ASME 
documents 

WILLIAMS,CC, GRIMES.CI Ole ot Special Projects 08/03/04 126pp 44736 125 
44736 253 

3003170193 Ack receipt of 000201 Hr informing NRC ot slops taken to correct violations 
noted in Insp Repts 50 445/0/ 27 & 50 446/87 20 

WAHNICK.RF Ofc ot Special Prolocts 00/03/09 COUNSIL.WG TU Electric (lor 
merly Texas Utilities Generating Co ) 5pp 44730 035 44730 030 

6003040062 NRC Dullolin 00 003. ‘'Inndoqimio Lnirh Engagement in HEA Type Latch 
mg Relay Mfg by GE ’* Sve list end 

ROSSLCE Divisien ot Operational Events Assessment (Post 070411) 88/03/10 
Consolidated Edison Co of New York, Inc I28pp 446/3 192 44673 319 

8603160207 Responds to NRC 0001 12 Itr ro opon itrrms & unresolved issues noted in 
Insp Rept 50 445/07*22 Clariticntions to insp ropt slalemonts also end 
(ioUNSlL.W G , WOODLAN.D R TU Eloctric (formerly Toxas Utilities Generating Co) 
88/03/11 Oociimoni Control Drancft (Document Control Desk) t7pp 44720 077 
44720 093 

0803220301 forwards Insp Repls 50 445/00 09 & 50 446/08 07 on 680203 0301 No 
violalions or deviations noted 

W/\RNICK.R F Ofc ot Special Proierts 06/03/11 COUNSIL.WG TU Electric (tor 
merly Texas Utilities Genornlmg Co) 4pp 44769 253 44709 266 

♦8803220310 Insp Rents 50 445/00 09 & 50 446/00 07 on 600203 0301 No violations 
or deviations notoo Ma|or arons inspocted applicant actions on previous insp 
findings, corrective action program, revs to FSAR & gonoral plant area lours 
WAGNER.PC. LIVERMORE.HH Cfc of Special Projects 66/03/11 tOpp 
14789 257 44709 266 

8603240353 forwards drait ol Insp Rept 59 445/02 14 initially withheld on App D of 
NRC response to fOIA 04 210 & typirx) cover sheets or transmittal pages of several 
documents inilially withhold in rosjionso to fOIA 06 161 

MULLINS, C E Assistant Gonoral Counsel for Logislalron & Govornmonlol Rotations 
88/03/11 YOUNG.MC Oolanny & Young ip 44095 327 44695 351 

‘*8803280260 Draft ol Insp Ropt 50 445/62 14 originally withhold from fOIA 84-210 re 
sponsc & typing cover sheets or Irnnsmlttnl pages of documents withheld from FOIA 
86 161 response 

' Assistant Gonoral Counsel for Logislntion & Govornmontal Relations 60/03/11 
24pp 44095 320 44095 351 

8803080148 NRC Info Notice 00 OOO, "Chemical Rcadions W/Radwasto Solidification 
Ag^enls " Sve list or^d 

ROSSI.CE Division of Oporntional Events Assessment (Post 070411) 86/03/14 
Conselidalod Edison Co of Now York. Inc 120pp 44772 253 44773 012 

8603220093 Responds to NRC 6602 12 Itr ro violations noted In Insp Repls 50 445/07 
35 0 50 446/0? 26 Coffoclivo actions dibCropanl conditions doscrihod in Items 1 5 of 
notice examined by Chasco personnol & NRC inspector observations conlirmod 
COUNSIL.WG TLl Eloctric (formorly Toxab UliliKos Generating Co) 08/03/14 Docu 
menl Control Rranch (Document Control Desk) lOpp 44004 172 44604 101 

8803210221 final rosponso to fOIA roijiiosl for documents App I documents end & 
available in POR App J records totally withhold (rof FOIA Exemption 5) 

GRIMSLEY.DH Division ol Rules R Rocords (Post 870413) 60/03/15 BAUMAN.L 
Government Accountability PfO|cct 5pp 44737 324 44737 332 

• 8003210233 Requests legal analysis of facts in case re whether firing Atchison consti 
luted violation of App 0, including discussion concorning ability to prove that violation 
occurred Analysis requoslod as soon as possible 

AXELRAO.JA Enforcomonl Staff, IE (Pro 870413) 06/04/10 LIEBERMAN.J Region 
al Operations & Enforcomonl Division Ip 44737 330 44737 332 

8603220174 Advises ot revised doles for full compliance for violations noted in Insp 
Repls 50 445/66 31 & 50 446/86 25 Units 1 & 2 will bo in full compliance by fuel 
load 

COUNSIL.WG TU Eloctric (formorly Toxas Utilities Generating Co) WOODLAN.DR 
Texas Ulilitios Co 80/03/15 Oocumont Control Branch (Document Control Desk) Ip 
44775 111 44775 111 


6003140234 NRC Into Notice 08 009, Reduced Reliability ot Steam Dnven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors " Sve 
list end 

ROSSI.CE Division of Operational Events Asscssmeni (Post 670111) 69/03/ tQ 
Consolidated Edison Co of New York Inc I2ipp 11057 056 14857 178 

6803230019 Forwards revised response to notice of violation from Insp Rept 50 445/ 
8? 30 Corrective actions Sheet 1 & 2 ot vendor drawing replaced by TNE drawings & 
point to point wirinq venlication performed on diesel generator control panel 
COUNSIL,W G , MARSHALL, J S TU Electric (formerly Texas Utilities Generating Co ) 
08/03/10 Document Control Branch (Document Conliol Desk) 4pp 44849 185 
44849 1B8 

8803240013 Forwards Insp Repts 50 445/08 14 & 50 146/88 12 on 860203-0301 No 
violations or deviations noted 

WARNICK.RF Ole ol Special Protects 8B/03/1B COUNSILWG TU Electric Uor 
merly Texas Utilities Generating Co ) 4pp 44664 317 44664 327 

8803240030 Insp Repts 50 445/88-14 & 50 446/86 12 on 880203 0301 No violations 
or deviations noted Major areas inspected applicant actions on previous insp 
findings.ioltowup on events at other similar facilities & plant tours 
0URRISSP, BITTER.SO, WIEBE.JS Ofc of Special Projecls 88/03/18 7pp 
44064 321 44864 327 

8003240031 Forwards Insp Repts 50 445/08 15 & 50 446/80 it on 000203-0301 No 
violations or deviations noted 

WARNICK.RF Ofc ol Special Projects 88/03/18 COUNSIL.WG TU Efeclinc (for 
merly Texas Utilities Generating Co ) 4pp 44864 328 44864 344 

•8803240042 Insp Repts 50 44S/88 15 & 50 446/88 11 on 080203 0301 fJo viofations 
or devtaltons identified Major areas inspected applicant actions on previous insp find 
mgs & Comanche Peak Rept Review Group recommendations 
RUNYAN, MF, LtVERMOflE.HH Ofc o! Special Protects G9/03MB 13pp 
44064 332 44864 344 

0803240072 Foiwards Insp Repls 50 445/88 10 & 50 446/88 08 on 880203 0301 No 
violations or deviations noted 

WARNICK.RF Ofc ot Special Projects 68/03/16 COUNSJLWG TU Electric (for 
merly Texas Utilities Generating Co ) 4pp 44869 027 44869 051 

♦♦8003240078 Insp Repls 50 445/86 10 & 50 446/88 08 on 880203 0301 No violation 
or deviation noted Major areas inspected actions on previous msp findings, follow up on 
vjolalions/devialions. operations work order process & records mgt 
HALE.CJ, LIVERMORE, HH Otc of Special Projects 89/03/16 2lpp 44869031 
44669 051 

0803240305 Informs that completion of reinslruction of engineering personnel >& closure 
of deficiency repts revised to 680520 but reinslruction of quality engineering personnel 
already compleled.per Insp Repts 50 445/87 31 & 50 446/87 23 
COUNSIL.WG TU Electric (formerly Toxas Utilities Generating Co) 89/D3/16 Docu 
menl Control Branch (Document Control Desk) Ip 44849 2i7 44849 21 7 

8803240425 Final response to FOfA request Forwards App C documents App C docu 
menls also available in POR 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 08/03/21 CONNOR, L 
Ooc Search Associates 3pp 44655 203 44855 226 

0803240437 Advises that end memo should be issued to Board & parlies, per Otc Ltr 
19 Issuance of Board Notification 03 29 due by C 0 B 830302 
EISENHUT.DG Division of Licensing (800428 851 124) 83/03/02 NOVAK, T Assist 
ant Director for Licensing Ip 44855 207 44855 207 

8603280296 Ack receipt of util 870908 response to Bulfetm 07 OOl, ‘Thnning of Pipe 
Walls al Nuclear Power Plants" tnfo being used to determne extent of industry par 
ticipalion & impIemGnlalion of erosion/corrosion msp programs 
GRIMES,CI Ofc of Special Proiecis 69/03/21 COUNSILWG TU Efeciric (formerly 
Texas Utililtes Generating Co ) 3pp 44671 356 44871 360 

8003300201 Responds to NRC 080208 Ilf re violations noted in Insp Repts 50-445/87 
19 & 50 446/67-15 on 870003 0903 Corrective actions confirmation on equipment 
seismic toads will be removed when validated loads incorporated into calculations 
COUNSIL.W G TU Electric (formerly Texas UUliltes Generating Co ) 08/03/21 Docu 
ment Control Branch (Document Control Desk) 64pp 44901 340 44902 044 


8803220217 Provides rovisod date of full comphanco lor violations noted in Insp Repls 
50 445/67 1 1,50 446/07 09.50 445/07 30 & 50 446/07-22 Corrective actions & info 
will bo available ro later QB0615 „ , 

COUNSIL.W G , WOODLAN.D R TU Elcclnc (formorly Texas Utilities Qenoralmg Co ) 
08/03/15 Documont Control Branch (Document Control Desk) Ip 44775 112- 
44775 112 


8803220418 Forwards updated rosponso ro vtolalions noted In Insp Repls 50 445/87-16 
& 50 446/07-16 Corroctivo actions Non Conformance Ropt 87 A01243 written docu 
menling missing cotter pins & roinspoction of pipo supports initialed 
COUNSIL.WG , WOODLAN.D R TU Electric (formerly Toxas Utilities Generatiiig Co ) 
06/03/15 Documont Control Branch (Documont (Jonlrol Desk) 4pp 44789 102 
44709 105 


B80322013B Forwards Insp Ropts 50 446/08 12 & 50 446/80-10 on 080203 0301 & 
notice ot Violation , 

WARNICK.RF Ofc of Special Projects 88/03/17 COUNSIL.WG TU Electric (for 
merly Texas Utilities Gonoraling Co) 4pp 44787 101 44787 123 

♦ 8803220155 Notice of violation from map on 880203 0301 Violalion resporisible 
engineer failed to thorouqhiy review all related licensing documents 1o Idenlily poion- 
Hal conflicts 

WARNICK.R F Ofc of Special Projocls 88/03/17 2pp 44787 105 447B7 106 


8803300213 Responds to NRC Bullelin 88 002. “Rapidly Propagating Fatigue Cracks in 
Steam Generator Tubes" Eddy current msp activities will be performed prior to or 
during first refueling outage, per Tech Specs .. . ^ « . 

WAIKERRO. COIINSIL.VVC TU Electric (formerly Texas Utililies Ger^erating Co) 
88/03/23 MARTIN, RD Region 4. Otc of the Director 3pp 44902 099 44902 101 


8603280276 Responds to NRC 8B0223 Ur re violations noted in Insp Repts 50 445/66 
01 & 50 446/88 Ot Corrective actions Deficiency Rept C 88 00591 initiated to identify 
DCNs implemented without Level III approval ^ ^ 

COUNSIL.W G . MARSHALL.J S TU Electric (formerly Texas Utilities Gencraling Co ) 
86/03/24 Document Control Branch (Document CcrUfol Desk) 3pp 44912 073 
44912 076 

B803290298 Partial response to FOIA request for documents re rept App A document 

GRIMSLEYD° Division ol Rules a Records (Post 870413) 08/03/24 CONNOR.L 
Doc Search Associates 2pp 44892 335 44892 336 

8803290415 Partial response to FOIA request for documents App B documents end & 
available in FDR AddI documents subj to request available m FOtA 87 592 & FOIA 87- 

gViMSLEYD Division Of Rules & Records (Post 870413) 08/03/21 CONNOR L 
Doc-Search Associates 3pp 44097 {)63 44097 074 


•♦880322018B fnsp Repls 50 445/08 12 S 60 446/80-10 on 800203 03()1 Violations 
noted Major areas inspoctod followup of violalions/devialions.actlon on ib 
but toll ns. msp of masonry walls & gonoral plant insps mnn 

PHILLIPS.HS. LIVERMDRE.HH Ofc of Special Projects 88/03/17 18pp 
44707 107-44787 123 


-0003290422 Forwards comments & questions or> Paragraph 4 d mctusion in Insp 
rSo 445/06 08 & 50 446/86 06.JP Johnsor) 70O517Tlr & Exhibit 23 
PHILLIPS HS Region 4, Ofc of Ihe Director 67/03/18 GOWER.G NRC - No De 
tailed Affiliation Given 0pp 44897 067 44097 074 
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6803300386 Final response to FOIA ifeqees! lor documonls le Insp Repls 50 4<15/87-27 
& 50 446/&7 20 App B ciocurncnls ^ncl App A doci/me/i(s available m PDR 
GRIMSLEY.O Division of Rules S Records (Post 870413) 88703/25 BAUMAN, L 
Government Accoun lability Proiec I Ipp 4400S034 4490&061 

6603100056 FOIA request lor documents Nsted on end app re response to notice of 
violation 

WILLIAMS.OG JRA Associales 07/09/30 GRlMSLEY,OH Division of Rules & 
Records (Pofal 670113) 3pp 44 66Q 3 18 44666 320 


S Reportable occurrences, LERs & related correspondence 

6603010087 Final & fnlerim Deficiency RepI CPB6 22 for Units 1 & 2. respeclivelyr re 
safeguards area tan cooler fnilially reported on 870708 Unit 1 review scheduled for 
complelion by 080630 Next tepl tor Unit 2 will be submilted by 880715 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co) 68/02/24 Docu- 
menl Corvtrol Branch (Documoni Control Desk) ip 44542 126 44542 I26 

6802290333 Final Oefrctency Ropt CP 07-45 re reactor coolant pump motor backup 
circuitry Initially reported on 8001 1 1 Corrective actions will bo completed prior to Unit 
1 plant heatup scheduled for Dec 1968 S Unit 2 fuel loading 
COUNSIL WG TU Electric (formerly Teyas Ufililies Generating Co) 08/02/25 Docu 
mcnl Control Branch (Document Conifol Desk) tp 44552 189 44552 189 

aaosoiosas Final Oolicioncy Hopt CP 87 76 re inadequalo insp procedures for cable 
tray welds InitiafJy reported on 870826 Corrective action discussed under CP 87 
130 Inadequate procedures not reporlabio per lOCFRSO 55(e) 

WALKER, flO TU Electric (lorrnerly Texas Utilities Generating Co ) 86/02/26 Docu 
meni Control Brarsch (Documenl Control Desk) ip 44531 088 44531 08B 

0003010430 Final Deficiency Rept CP'07-130 ro field weldirrg of cable tray Initially re 
ported on 871230 EngineGfing, const & insp procedures issuQd or revised 
COUNSIL.W G , WALKER R D TU Electric (formerly Texas Utifities Generating Co) 
09/02/26 Document Control Branch (Document Control Desk} 3 dp 44531 119 
44531 121 

0803010444 Final Doficiency Ropl CP 03-09 rc polenlial for misoperolion of DS 416 re- 
actor trip switchgear undcrvoltacje atinchments Initially reported on 830420 Wcsling- 
houso replaced undervoltage & shunt trip coil assemblies 

COUNSIL.W G TU Electric (forniQily Texas Utilities General mg Co ) 88/02/26 Docu- 
mont Conirof Branch (Documonl Control Desk) 2pp 44531 127 44531 126 

8003020116 Supplemenlal Dcficioncy Ropl CP 36 16 ro dilficullics in starling & operat- 
ing safely chilled walcr chiller units Inilially reported on 660521 Unit 1 comploled by 
880226 Corriplation of corrective aclion for Unil 1 rescheduled 
COUNSIL.W e . WALKER.R D TU Electric (formerly Texas Ulilities Genoralmg Co) 
Bfl/02/26 Documonl Control Branch (Documenl Control Desk) IP 44548 206- 
44S48 206 

8003030030 Final Doficiency Ropl CP-B7 4B ro cable tray iransverso clamps Imtinlfy ro 
ported on 970021 Completion of Ur>il 1 corrective actions will bo commeriisufato w/ 
schedulo for post- const hardware vahdalion program 

WALKER.R D TU EJectnc ((ormedy Texas utilities Geroraimg Co) 08/02/26 Docu 
menl Conirol Branch (Document Control Desk) ip 44557 285 44557 295 

88030703 17 Inlerim Deficiency Rept CP-0/ 79 ro cable field installations inconsistent w/ 
cable £ -raceway dale sys calculations of percent lill & cable weight loading for cable 
Irays Evaluelion continuing Next repf expected 680429 

COUNSIL.W 6 TU Electric (formerly Texas Ulililics Gcncralirg Co) 88/02/29 Docu 
mcnl Control Brandi (Documonl Co/ilrof Desk) Ip 44604 264 44604 264 

8803100099 Interim Doficiency Rept CP-06 4 1 ro small break LOCA Mode 4 
operation Initially reported on 860528 Westinghouse Owners Group using PRA method 
& Will be dofjning operator response (imo for accidonl Noxl report will be submjllod by 
8800 12 

COL/NSIL.W G 7U Electric ff-ormerly Texas Utilities Generating Co ) 6B/02/29 Docu 
menl Conirol Branch (Documcnl Control Desk) Ip 44667 102 44667 102 

8003080209 Supplemental Delrtiency Repl CP 85 50 re use of improper welcfrno proc- 
esses rn mfg of cable tray tea filtinns Initially reported on 851 205 Complotien of repair 
ol deficient loos roschcdulod to 800614 for Unit I 

COUNSIL.W G . MARSHALL, J S TU Electric (formerly Texas Utilities Goneralrng Co) 
80/03/01 Documonl Control Branch (Decumcnl Conirol Desk) Ip 44643 338- 
44643 333 

0803080217 Supplcmonfal Deficiency Repl CP 87 03 re 6 9 Kv switchgear inslallatlon 
on struclura! embedments Initially reported on 880316 fnslalfalion complete & nssoci 
mod cables rote rmina led Toslir^ for swilengear reschodufed for 8B0320 
COUNSIL.W Q , MARSHALL, JS TU Electric (formerly Texas Utililies Generaling Co) 
88/03/01 Document Conirol Branch (Document Control Desk) Ip 44637 044 
44637 044 

8003980221 (nlerim Dolicioncy Repl CP 95 36 ro inslallalron of ron-safely rofaled con 
dull on non safety related dead weight supports Intialiy reported on 971105 Evaluation 
on corrective actions conlinuos Noxl repl expected by 000920 
COUNSIL.W G , MARSHALL.J S TU Eioclrtc (formerly Texas Utilities Generating Co) 
8B/03/01 Documonl Control Branch (Documonl Control Desk) Ip 44650 001 
44650 001 

0803000240 Deficrency Repls CP 86 68, CP-87-62 & CP 87 70 re weather protection for 
Class IE componcnls.Class 5 pipe supports A pre-bend pfpe wall 
Ihickness.respeclivelyCorreclive actions being ImplomonledNexl ropl wtll be submit 
ted by 88081 1 

COUNSIL.W G . MARSHALL, J S TU Electric (formerly Texas Ulllilies Goneraimg Co), 
80/03/01 Document Control Branch (Document Control Desk) 2pp 44643 329- 
44B43 330 

0803000242 Supplemental Dcfrcioncy Rept CP 85-39 re equipment conduit 
InterfacQ Initially reported on 8801 1 1 Unit 1 repair /rework of affectedf cabinets & cor- 
roction of equipment qualification documents will be completed by 800515, 
COUNSIL.W G . MARSHALL, J S TU Electric (formerly Texas Ulililios Generating Co) 
68/03/01 Document Conirol Branch (Document Conirol Desk) Ip 44637 043- 
44637 043 


0803080245 Final Deficiency Repl CP-66 67 rc pro operational piping vibration test 
program Initially reported on 870319 Steady state vibrational test will be co/nmensurat 
ed w/corresponcimg unit schedule for hot funclional testing 

COUNSIL.W G , MARSHALL.J S TU Eleclnc (lormerly Texas UlihliGs Generating Co ) 
80/03/01 Oocumonl Control Branch (Documonl Control Desk) ip 44643 331 
44643 331 

8803080247 Supplemental Deficiency Repl CP 87 59 re improper application of consi 
aidsfnilially reported on 670921 Roplacemenl of Unit 1 & common area cable iray 
fiUtngs rescheduled for 80081 1 

(iOUNSlL.WG , MARSHALL.J S TU Electric (formerly Texas Ulililies Generalmg Co ) 
86/03/01 Document Control Branch (Documenl Control Desk) lp 4463 B 254- 

44636 254 

8803000100 Supplemental Doirciency Repl CP 86 19 ro expansion in scope for pros 
sure insirumentalion mslallalions SOAR CP 86 19 lo incfwdo evalualion ol SDAR CP 
86 16 fniitalfy reported on 870320 Evaluation of CP-06 16 will be submilted by 600516 
COUNSIL.W G , MARSHALL, JS TU Electric (formerly Texas Utifities Gcrioralino Co) 
83/03/03 Document Control Branch (Oocumont Conirol Desk) ip 14643 340 

44643 340 

0803080106 Inlerim Deficioncy Repl CP 87-102 re cable Iray saparalion criteria Initially 
reporlod on 870911 Evaluation of issue continuing Next repl will ho submitied by 
890526 

COUNSIL.W G , MARSHALL.J S TU Eicctffc (formerly Texas Ulililios Generating Co) 
69/03/03 Documonl Conirof Branch (Document Controf Desk) ip 14637 055 

44637 055 

8003000111 Interim Ooficiency Rept CP 87 10 re control of dosinn mods InilialC/ report 
ed on 87051 1 Evaluation continuing Noxl rept will bo submillocTby 880601 
COUNSIL.W G , MARSHALL.J S TU Electric (formerly Toxab UlintiQS (Senoraling Co) 
08/03/03 Document Conirol Branch’ (Oocumonl Conirol Desk) ip 44637 054 

44637 054 

0803080113 Final Deficiency Repl CP 87-124 re Xomox valves Initially reported on 
871230 fnstallal ion of spacers in Unit 1 Xomox valve drive trains will bo compfeled 
prior to fuel load Unit 2 correclivo action will bo completed prior to fuel load 
COUNSIL.W G, MARSHALL.J S TU Electric (formerly Texas UliNlios Generating Co) 
88/03/03 Document Conirof Branch (Documenl Control Desk) ip 44637 053 

44637 053 

0803070310 Final Deficioncy Ropt CP 00 10 ro 15 kV bus ampncily ralmrj Inilially report 
ed on 8801 1 1 Correclivo dclion spocified in previOUb ropl will be completed by 090729 
for Unit 1 & prior to hot functronal testing for Unit 2 

COUNSIL.W G. BECK.J W TU Eloclnc (formerly Texas Ulifilies Generating Co} 98/ 
03/04 Documenl Conirol Branch (Oocumonl Control Dosk) Ip 44637093 
44637 093 

0803070343 Final Deficioncy Ropl CP 07 20 ro condonsalo storage rank 
overpressufizalion fnilially reported on 0/ 1202 Arfdilron of safety related control lea 
lure for levol transmillers will be comploled by 880516 for UnH l 
BECK,JW TU Electric (formerly Texas Unlilros Gonerolitig Co) 00/03/04 Document 
Conirof Branch (Oocumonl Control Dosk) Ip 44637 090 44637 090 

8803070363 Supplemental Deficiency Rept CP 87-22 ro impact Icsling of inalls^ a I 
lachod lo containment liner not implomontcd Initially r^orlod on 871027 Correci 
nunnbor for design change authorization Is DCA 49090 nol DCA 40089 
COUNSIL.W Q , BECkJW TU ElQclnc (formerly Texas Ulililios Generating Co) 88/ 
03/04 Oocumonl Control Branch (Documenl Conirol Dosk) lp 44637 091 
44637 081 

8803140160 Final Doficiency Rept CP-87 40 ro olocirreal isolation bolwoen Class IE 
and non Class IE equipment Initially reported on 070715 Isolation dovicos will be in 
stalled by 800800 for Unit 1 & by fuel date for Unit 2 

COUNSIL.W G TU Electric (formerly Texas Uldilios Gonoraling Co ) 88/03/07 Docu 
menl Conirol Branch (Document Control Dosk) ip 44727 026 44727 026 

8003140164 Final Oefrcloncy Repl CP 86 82 ro cable Iray hanger splico wolds IrHially 
foporlod on 870 106 Corrective actions will ho comploled by 800501 for Unit I & by 
date of fuel load for Unit 2 

COUNSIL.W G TU Electric (formerly Texas Ulililios Gonoraling Co) 88/03/07 Docu 
menl Control Branch (Documonl Control Dosk) lp 44727 027-44727 027 

8B03140172 Final Deficiency Rept CP 87-128 re loss of conirol pov/er Indication Initially 
reported on 671207 toss of control power monitoring indicalion addod to affoded cir- 
cuitry & survetllancpprocodure changes completion by 881023 
COUNS(L,W G TU Eleciric (formerly Texas Ulililios Generating Co ) 88/03/07 Docu- 
menl Control Branch (Document Control Desk) Ip 44709 343 44/09 343 

0803140179 Final Deficiency Rept CP 85-34 ro doficionclos in conduit support design A 
Inadequate site consl/inslallalion practices Iniliafly reporled on 861021 Unit 1 & 
common area conduit support sys verified & design criteria revised 
COUNSIL.WG TU Electric (formerly Texas Utllitfes Gonoraling Co ) 88/03/07 Docu 
menl Conirol Branch (Document Control Desk) 2pp 44714 223-44714 224 

8803140281 Final Deficiency Rept CP 86 76 & supplemental Deficioncy Repl CP 97-46 
re configuration & dimensions of Gould ballory racks dovlalinQ from drawjng 
requirements Inilially reporled on 861021 Evaluation completed 
COUNSIL.WG, BtCK.J W TU Efoclric (formerly Texas Ulililios Goneralino Co) 08/ 
03/08 Document Control Branch (Document Conirol Dosk) 1 p 44702 1 1 6 
44702116 

8003160149 Final Supplemental Deficiency Repl CP'85-10 re Inadequacy in const pro 
cedures concerning minimum spacing of concrele anchors from embedded 
angles fnilially reporled on 850611, Final ropl TXX-a0185 lists correclivo actions rc 
pacing 

(:OUNSlL,WG . MARSHALL, JS TU Efoclric (formerly Texas Ulililies Generating Co) 
88/03/10 Document Control Branch (Documonl Control Desk) 2pp 44716 295 
44716 296 

0803100161 Final Deftcfency Rept CP'87'51 re 480 V conlainmenl eleclrical penetration 
backup proleclion.lpilialfy reported on B70729 Corrective actions to resolve cJeficiercy 
Will be completed by 660601 & prior to fuel load for Unit 2 

COUNSIL.WG . MARSHALL, JS TU Electric (formerly Texas Ulililies Generating Co) 
88/03/10 Document Conirol Branch (Documenl Control Desk), lp 44721333- 
44721 333 



DOCKETED ITEMS 203 


8803160167 Final Oericioncy Repi CP 67 91 re overload capacily of starlup 
tmnsfofme^s Inilially reported on 870903 Corrective actions described in Baoill reel 
will be complelod by 080129 for Unit 1 & by hot funclional testing lor Unit 2 
COUNSIUWG . MARSHALL J S TU Electric {formerly Texas Ulililies Generating Co) 
80/03/10 Dociimonl Control Branch (Document Control Desk) ip 44716 394 
44716 294 

8803160197 Final Deficiency Rept CP 87 139 ro equipment qualificalion of terminal 
blocks inside & oolstdo of containmont Initially roporled on 871230 Replacement of 
Werdmuller terminal blocks will be complotod by 881001 
COUNCIL, WG TU Eleciric (formerly Texas Ulililios Gonoraltng Co) 88/03/11 Docu 
ment Control Branch (Documenl Conlrol Desk) Ip 44716 286 44716 286 

8603160442 Supplemenlal Dolicioncy Ropl CP 86 19 re instrument 
insiaflalions Completion data lor corrective actions ref in 880129 Itr ro steam sve pres 
sure transmitters changed from 88031 1 to 880708 Delay necessary duo to scope of 
work 

COUNSIL.W G , WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co ) 
89/03/11 Document Conlrol Branch (Document Conlrol Desk) ip 44726 336 
44726 396 

8603160446 Final Oeficioricy Ropl CP 07 40 ro solid stale safeguards sys internal wiring 
lerminakons Initially reported on 8001 1 1 Startup Work Packages 4146 a 4147 Initial 
ed to inspect for a reterminale Unit 2 sequencer defective wire crimp lugs 
C0UNSIL,WG TU Electric (formerly Texas Utilillos Generating Co) 80/03/11 Docu 
menl Conlrol Branch (Documenl Control Desk) Ip 44725 033 44725 033 

8603160449 Final Deficiency Repi CP 86 40 ro procurement and use oi nonqualified 
Agaslat relays Initrally reported on 861010 Vendor designed equipmonl drawings re 
vised to show use of pro qualified relays Other corrective actions discussed 
COUNSIL.W G TU Electric (formorly Texas Ulihtios Gonerating Co) 88/03/ 11 Docu 
ment Conlrol Branch (Document Conlrol Desk) 2pp 44725 040 44725 041 

6803230008 Final Deficiency Ropt CP 86 63 ro pipe support const Initially reported on 
861016 Completion dates tor Unit 1 will commensurate w/schedulo for completion of 
post const hardware validation program Unit 2 insp will bo performed 
COUNSIL.W G TU Electric (formerly Texas UUhliQS Gonorafing Co ) 88/03/14 Docu 
monl Cor\trol Branch (Documonl Control Desk) Ip 44044 039 44844 039 

6803230013 Interim Deficiency Ropt CP 06 48 ro adequacy of nonconformance repi 
dispositions Initially reporlod 880216 Evaluation continuing Next rept will bo submitted 
by 8006 15 

COUNSIL,WG TU Electric (formerly Texas Utilillos Generating Co) 88/03/14 Docu 
ment Conlrol Branch (Document Conlrol Desk) Ip 44040 189 44049 189 

8603230016 Interim Deficiency Repi CP 86 07 ro weld failure & coaling degradation in 
SVC water sys Initially reported on 8604 1 1 Implomonlalion of corrective aclions 
continuing Next ropt will bo sumitled by 080622 

COUNSIL.W G TL) Electric (lofinofly Texas Ulililios Goneroling Co) 08/03/14 Docu 
ment Conlrol Branch (Documonl Control Desk) Ip 44049 121 44849 121 

8803220100 Supplemenlal Doficioncy Ropl CPOG 73 ro Installaiion of A8ME snubber 
altachmeni brackets Initially roporled on 0/0320 Complelion of Unit 1 supports re 
scheduled for 880501 & Unit 2 supports will bo completed prior to fuel load 
COUNSlL,W G , WOODLAN.D R TU Efoctric (formorly Texas Ulililios Generating Co) 
86/03/15 Document Control Branch (Document Control Desk) Ip 44787 359 
44787 359 
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A Applicallon/conslructlon stage documents & correspondence 

8803(^0303 FOIA request for documents re Region IV status repts on plant readiness 
for OL & Region IV yearly operating plans & self evafuahons for 1974 87 
CONNOR, L Doc Search Associates 87/12/16 Division of Rules & Records (Post 
870413) ip 44635 001 44635 001 

8802250195 Generic Ltr 88 04 to ali nonpower reactor licensees re distribution of gems 
irradiated in research reactors Sve fist end 

MIRAGLIA.F J Associate Director for Protects (Post 870411) 88/02/23 Consolidated 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 

8803040173 Forwards surveillance repts associated w/Phase a independent assess 
ment program obtained during util review 

WILLIAMS, NH CYGNA Energy Services 88/02/23 ELLIS, J Citizens Association for 
Sound Energy Ip 44573 327-44574 067 

-*8803040178 Engineering Assurance Surveillance Rept TSR 87 B4 “Deficiency Report 
mg Procedures^’ 

MCCLELLAN.H M , SAUNDERS, A H TU Electric (formerly Texas Utilities Generating 
Co ) 87/ 1 2/ 1 8 4pp 44573 328 44 573 33 1 

-8803040183 Engineering Assurance Surveillance Repi EASR 87-60, “Lead Cor^Uac- 
tofs Compliance to Procedure ECE 101" 

MORELL.CO , SAUNDERS A H TU Electric (formerly Texas Utilities Genorairng Co ) 
87/12/18 9pp 44573 332 44573 340 ^ ' 

-8803040188 Engineering Assurance Surveillance Rept TSR 87 59, "Lead Contractors 
Compliance to Procedure ECE 101" 

MORELL.CD . SAUNDERS AH TU Electric (formerly Texas Utilities Generating Co ) 
87/12/15 lOpp 44573 341 44573 350 

-8803040190 Engineering Assurance Surveillance Ropl EASR 87 79, "Conlrol of Lead 
Conlraclor Procedures 

RANKIN, R . SAUNDERS, A H TU Electric (formerly Texas Utilities Gencralinq Co ) 
88/01/14 41 pp 44573 351 44574 031 

-8803040193 Engineering Assurance Surveillance Repi EASR 87-85, ' Preparation of 
Calculalions (EBASCO)^’ 

MORROW, K E , SAUNDERS, A H TU Electric (formerly Texas Utilities Gerieraltng Co ) 
08/01/12 8pp 44574 032 44574 039 

-8803040199 Engineering Assurance Surveillance Repi EASR 67 77. 'Lead Contrac- 
tors Compliance to Proededure ECE 1 01 " 

MORELL.CD . SAUNDERS, AH TU Electric (formerly Texas UWilres Generaling Co) 
87/12/29 13pp 44574 040 44574 052 

-8803040203 Engineering Assurance Surveillance Rept TSR 87 55, "'Lead Cooiractars 
Compliance to Procedure ECE 101" 

MORELL.CD, SAUNOERS.A H TU Electric (formorly Texas Ulilitres Genarating Co) 
67/12/04 15PP 44574 053 44574 067 

8803020019 Forwards Comanche Peak response team flosults flept Issue Speciic 
Aclion Plan VII a 9, "Adequacy of Purchased & Safety Related Mall & Equipment ’ & 
“Collective Significance Repi " 

COUNSIL.W G, TU Elecinc (formerly Texas Utilities Generaling Co ) 88/02/29 Docu- 
ment Control Branch (Documenl Conlrol Desk) 4pp 44607 194 14608 132 


8803220163 Supplomontal Doficioncy Ropt CP 8G 31 ro possible failure of rubber facing 
on fool valves mounlod m diosul gonoralor luLo oil sump tanks tnilialty reported on 
860822 Unil 1 roplocoment complotod & Unit 2 roschodulod 
COUNSIL.W G , WOODl AN.O R TU Electric (formerly Texas Ulililies Genorairng Co ) 
88/03/15, Documonl Control Branch (Documonl Cor^lrol Desk) Ip 44775107 
44775 107 

6603230329 Supplcmor^ial Doficioncy Ropt CP 8G 80 re torque values tor JC White 
lubtnp reslramls Oolaifs of cause & required corroctivo action for sub) deficiency pro 
ydea In corrospondonce associaiod w/SDAR CP 08 21 

COUNSIL,WG TU Electric (formerly Toxas Utilillos Generating Co) 80/03/17 Docu 
ment Conlrol Branch (Document Control Desk) Ip 44064 190 44864 190 

8803280219 Supplemenlal Dolicioncy Ropl CP 87-131 ro sloam gonoralor cubicle steel 
platform framing & prossunzor support slab Initially reported on 880205 Complelion of 
correct! VO actions roschodulod for 881001 

COUNSIL.W G TU Eloctnc (formorly Texas Utilities Genorating Co ) 80/09/21 Docu 
ment Control Branch (Documonl Conlrol Desk) Ip 4469B 349'44890 349 

8803290141 Final Doficioncy Ropl CP 80 07 ro Improper reactor coolant pump 
Wiring Initially reported on 880111 Corroctivo aclions for Unit 1 scheduled for comple 
..V *^00618 Unit 2 corroctivo actions wiif bo complotod prior to fuel reload 
9pUNSlL,W G , BECK.J W TU Eloctnc (formorly Texas uliliHes Generating Co ) 08/ 
03/25 Document Control Branch (Document Control Desk) Ip 44903 291- 
44903 291 


U. Congreasfonal/Executive Correspondence 

8a()3240456 Forwards quartorly ropl covering Fourth Quarter of 1987, In response to 
House Rent 97 850 

ZECH.LW Commissionors 88/02/29 BEVILL.T House of Rep, Appropriations 
14pp 44607 341-44607 334 


V. Operator Examinations 

®®®^250289 Discusses reactor operator & senior reactor operator licensing exams 
schedule for wks of 800606 & 13 UKl requosled to furnish approved ref mail listed in 
TAi I ^ guidance in effect during exam also end ^ 

CAILAN,L J Region 4. Ole of the Director 08/03/21 COUNSIL.W.G TU Electric (for- 
merly Texas Utilities Generaling Co ) lOpp 44913 154 44913 163 


-8803020022 Rev 1 to Results Rept Issue Specific Action Plan VII a 9, “Adequacy of 
Purchased & Safety Related Mall & Equipment " 

HANSEL, J L , BECK.J W TU Electric (formerly Texas Ulilitces Generating Co ) 88/02/ 
26 203pp 44607 196 44608 040 

* 8803020026 "Comanche Peak Response Team Collective Significance Rept " 

BECK J,W , HANSEL, J R . JERGENSON.E J TU Electric (formerly Texas Utilities Gen- 
erating Co) 86/02/26 92pp 44606 041-44608 132 

8803100112 Provides rebutial to NRC & NUMARC comments at B71201 meeting re 
status of implemenlation of Mness for duty program TVA also currently in process of 
evaluating random testing policy 

COUNSIL.WG TU Eieclfic (formerly Texas Utilities Generating Co) 88/02/29 
PARTLOW.JG Division of Reactor inspection & Safeguards (Post 870411) 2pp 
44895 169 44895 173 

-8803100116 Rev 1 to Nuclear Engineering & Operations Policy Statement 28. “Drug & 
Alcohol Abuse " 

COUNSIL,WG TU Electric (formerly Texas Utilities Generating Co) 86/02/20 3pp 
44895171 44895 173 

8803070074 Parltal responso to FOIA request App C documents end & available in 
PDR App D documents re Inyj Ropls 50 445/85 07 & 50-446/85 O5.0fc of Inspector 
& Auditor Rept 86-10 & ASME Code hydrosialic test end & availabTe m PDR 
GflIMSLEY.DH Division of Rules & Records (Post 870413) 88/03/02 AIROZO.D 
McGraw Hilt Publications Co 3pp 44607 007-44607 147 

-8803070078 Draft memo advising of assignment of JQ Davis as chairman of review 
group to resolve issues identified In Ofe of Inspector 8 Auditor Rept 86 10 Rept re- 
quested by 870130 

STELLO.V Ofc of the Executive Director for Operations 86/12/17, DAVIS.JG Office 
of Nuclear Material Safety & Safeguards.Director Ip 44607 109 44607 109 

-0803070106 Draft memo providing preliminary views re matters treated by Ofc of In- 
spector & Auditor Rept 86 10 No intimidation or harassment substantiated No improp- 
er intent or wrongdoing shown 

MARTIN RO Heglon 4, Ofc of the Director 86/12/12 STELLO.V Ofc of the Execu- 
tive Director for Operations 8pp 44607 129 44607 136 

8803070177 Parllal response to FOIA request for documents.mcluding HR Denton 
060103 ftr to HG Pams re TVA position on App B reouiremenls End App O docu- 
ments also available in PDR App P documents totally wilnheld (ref FOIA Exemptions 5 

GRIMSLEY.OH DiVJsron of Rutes & Records (Post 670413) 88/03/02 WANN.L 
Times Printing Co 5pp 44609 024 44609 206 
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^ 8602210556 Sumrnafizcs siall posUion on weld insps through carbo zinc primer, m te 
sponse to 860206 requesi ro alleged TVA vioialronsFor tmtia! accoptanco AVVS D1 1 
code requires insp of welds prior to application of coaling 

THOMPSON.HL Oflice of Nuclear Reactor Reguiatm Director (&51 125-670*1 1 1) 
86702/13 HA'/ES.BQ Office of Investigations Ip 44609 207 44609 209 

8803076336 Nohlication ol 880316 & 17 meetings in RockvilteMD w/ulil to discuss 
QlQCtncal topics including cable separalioo. spfices & pulling 

MALLOy W Ofc of Special Projects 68/03/02 GRiMES.CI OIc ol Special Projects 
6pp 44610 052 44610 057 

8803080063 Forvi.ards communications repis associated! w/piping/pipe supporl audils 
williams, NH CYGN A Energy Services 80/03/03 ELLJS.J Cilizens Association for 
Sound Energy lOpp 44622 022-44622 031 

8803080164 Forwards commumcalions ropts associaled w/civil/siruc.lural audils 
WiLUAMS.N H CYGN A Energy SorviCGs 80/03/03 ELLIS, J Cilizens Association for 
Sound Energy 27pp 44626 1 12 44626 138 

6003080161 Forwards communjcation repis re cable Iray audils.per indeponrienl as 
sessmenl program 

WILLIAMS NH CYGN A Energy Services 88/03/03 ELLIS.J Citizens Associalion for 
Sound Energy 124pp 44623 059 44623 182 

8803880502 Forwards communications repis associated w/mdependenl assessment 
program conduit audits 

WPLLIAMS,NH CYGNA Energy Services 8B/03/03 ELLIS, J Citizens Association for 
Sound Energy 83pp 44623 321 44624 046 

8803080329 Partial response to FOIA request for documents re regional evaluation of 
plant Forwards App B documents App A & B documents available rn PDR 
GRIMSLEV.D H Division of Rules & Records (Post 070413) 38/03/04 CONNOR, L 
Doc Search Assecrates 6pp 44635 002 44635 362 

-.0704080262 Forwards LJ Chandler 870305 memo rc questing info on drafi repis re fa 
ctlily QA/OC Response requested by 870416 

GRIMES, Ci Ofc ol Specrat Projccis 67/04/06 TRAMMELL.C, VIETTtCOOKA, 
BARNES, I NRC - No Get ailed! AffiJiation Given 2pp 44635 330 44635 362 

.*8803000335 Requesls NRR position re applicability of IEEE 450 1975 during consl S 
prior to conducting preoperatienal load test of station ballerjQ5,based on B30511 
meeting \v/IE 

GAGL(ARDO.J E Region 4. OIc of Ibe Director 03/06/06 EISENHUT.DH Division of 
Licensing (600428 051121) Ip 44635 008 44635 000 

*-8803080345 Forwards Region iV operalrng plan for FYB5!lems which mgl should 
focus atVentiorv on tialed Audi opsrat'ng plans enut 

FOSTER, WH Region 4, Ofc of the Director 85/11/11 MARTIN.HD Region 4, Ofc 
of the Director 130pp 14635 009-44635 1146 

8803090020 Staff requirements memo re briefing on status of near term operating li. 
censes on 860224 Staff committed to provide Commission w/uliJ proieclcd response 
dale to questions on polenliaf upgrading of conlainmeni bldg 
CHfLK.SJ Office of the Secretary of the Corrmissjon 68/03/04 STELLO,V Ofc of 
the Executive Director for Operations Ip 44657 272 44657 272 

8003090206 AppJicalion for amend to CPPR 126 S CPPR 127 & amend to applications 
for OLs to reflect revised ownership 

BECKJW TU Electric (formerly Texas UlifitiDs Genoraling Co) 08/03/04 Oocumerti 
Control Branch (OocuiriGnl Control Desk) I36pp 44665 003 44665 107 

8803180063 Forwards requesi (or addi info to coniplato review of FSAR Amend 
59,60,62 & 64 re radiation protoclion organization Info should bo provided wilhin 14 
days of Itr date 

GRIMES, C I Ofc of Special Projects 88/03/10 COUNS!L,WG TU EJecIric (formorly 
Texas Utilities Goneralmg Co) 7pp 44736 094-44736 100 

6303160324 Advrsos lhal preliminary results of jet impingmonl analyses indicate addI 
analyses required Completion anlrcipatcd by 660325 

COUNSIL,W G 7U Electric (formerly Texas Utilities Genoraling Co ) 6B/03/1 1 Oocu- 
menl Conlrol Branch (Oocumont Control Desk) ip 44721 331 44721 331 

8603180823 Final response lo FOiA requesi for documents Forwards App F 
documents Apps E & F documents available In PDR 

eRIMSLEY,DH Division of Rules & Records (Post 070413) 08/03/14 AIROZO.D 
McQraw Hill Publications Co 3pp 44773 088-44773 093 

-8603180026 Forwards complete Ofc of inspector & Audjlor ropl on Region IV mni ac- 
tions re facility W/o end 

STELLOV Ofc of the Executive Dire c lor tor Operations 86/12/09 WESTEflMANJ , 
PHILLIPS.HS. HUNTER, DR Region 4, Ofc of the Diroclor Ip 44773 093 
44773 093 

8003220350 Nblifies NRC that decuments sliff being collecled for files supporting cJocu 
menialron for RbsuIIs Repl VII a 9 & celJeclive significance ropl for public 
insp licensee will provide NRC notice of availability when documonls aro ready 
COUNSIL.WG TU Elec Inc (formerly Texas Utilities Generating Co ) 08/03/14 Docu 
meat Control Branch {DocumenI Control Desk) Ip 44789 100 44789 100 

6883210417 Notilrcalioh of 880321 meeting vv/ulil in Rockvijro,MO lo discuss develop* 
mont & attenuation of jefs from high energy line breaks 

MALLOY.M Ofc of Special Projects 89/03/16 GRIMES.CI Ofc of Spociaf Profocts 
4pp 44771 317-44771 320 

8803220460 Submits assessment ro design deficiencies Idontilied In correclivo action 
program. per 060122 request Cofreclive & provenhve acUons taken reviewed lo verify 
lhal potential root causes adequately addressed 

BECK.JW TU Electric (formerly Texas Utilities Generating Co) 88/03/16 Oocument 
Control Branch (Document Conlrol Oesl<) 1 1pp 44850 13D 44650 141 

8803220364 Generic Ltr 88 05 to all license as of operating PWFIs & holders ol CPs for 
corrosion of carbon steel reactor pressure boundary components 
in PWR plants Sve fist end 

MIRAGLfA.F Associate Direcloir for Projects (P^osl 87041 f) 88/03/17 Consofidnled 
Edison Co of New York, Inc 43pp 44879 084 44879 126 


0803230142 Forwards errata to listed project stalus repis Errata tab & ends should be 
at end of appropriate procurement status rept ASLB will be notilied of Irrinsnuttal by 
separate ftr from attys 

COUNSIL W e TU tiociric (formerly Texas Ulilities Generating Co ) 06/03/17 Docu 
ment Control Branch (Document Control Desk) 1 tpp 44067 105 44067 112 

8803250217 Summary of 800205 meeting w/ulil in Rockville.MD re NRCI commenU on 
Ebasco Svcs.lnc jel attenuation calculation, CPE SI CA 0000-646 
MALLOY, M OIc of Special Projecls 80/03/17 Ofc of Special Projects 4pp 
44056 303 44856 312 

0803230025 Provides addi info ro compliance w/Rov 1 of AMSAC generic des-gn 
package, per 880302 lelcon AMSAC currenlly scheduled lo bo implemented by 601031 
lor Unit 1 & before fuel load for Unit 2 

COUNSIL.W G . MARSH ALL, J S TU Electric fformorly Toxas Ulifitios Generating Co ) 
68/03/ tB Document Control Branch (DocumenI Conlrdl Desk) 2pp 4404D177 
44849 17B 

8803230034 Submits fisted rtems as detailed descriptions of Amend 69 to FSAR & for 
wards page by page description ol changes 

COUNSIL.WG TU Electric (formerly Texas Ulililios GGnoraling Co) 08/03/18 Docu 
ment Conlrol Branch (Document Conlrol Desk) lOpp 44043 283 44043 300 

80O323OO4B Forwards errata pag^es lo App D of colloclive evalualion rept (CER) to re 
place oxisling pages within CER 

COUNSIL.WG , MABSHALL.J S TU Eleciric (formerly Texas Uldilios Generating CoJ 
00/03/18 DocumenI Control Branch (Document Conlrol Debk) 230pp 44813 049 
44843 202 

6003240175 Final response lo FOIA requests for documonls.including 031105 'Inde 
pendent Assessment Program for Plant," final ropl End App A cfocuments maintained 
among PDR fifes App B documonls tolally withhold (rof FOIA Exemption 5) 
GRIMSLEV.D H Division of Rules & Records (Posi 670413) 68/03/21 CONNOR, L 
Doc-Search Associaios 4pp 44856 222 44056 225 

6003240425 Final fospenso lo FOIA request Forwards App C documonls App C docu 
menis also available in PDR 

GRIMSLEV.D H Division of Rules & Records (Post 870413) 08/03/21 CONNOR I 
Doc Search Associates 3pp 44855 203 44855 226 

•0803240451 "Near-Torm OL Review Mgl Ropl " 

•NRC No Delailod Affiliation Given 04/12/31 17pp 44055 209 44055 22G 

8003290287 Forwards errata lo small & largo boro piping & pipe support status mpts 
transmitied by 871102 llrs 

COUNSIL.WG . WOODLAN.D R TU Efeclric (formerly Texas Ulililios Goneralmg Co J 
00/03/24 DocumenI Control Branch (Document Conlrol Dosk) 13pp 44910 012* 
44910 024 

8003280337 Forwards info ro safety Issues mgt sys, adding oiriillod nonoric Issues appli 
cable to plant & providing best ostimatod date for complotion/implemoniation of each 
aspect ol Identified Issue, per Cl Grimes 071106 ltr 

CC)UNSIL.W G . BECK.J W TU Electric (formerly Toxas Ulililios Gor^eraimg Co ) 63/ 
03/26 DocumenI Control Branch (Document Cohirol Desk) 20pp 44913 1=64 
44913 192 


£, NRC Safety Evaluation Report (SER), euppis & corrospondonco 


8803240 162 FOIA request for documents ro plant SSER 5 
CONNOR, L Doc Soarch Associates 87/12/16 NRC - No Detailed Alfilinlion Given 
ip 44856 220-44856 220 

8003240166 Update to FOIA request for documonls ro plant SSER 5 
CONNOR.L Ooc-Soarch Associates 88/01/21 GRIMSLEY.DH NRC - No Dolailed 
Affiliafion Given ip 44056 221 44856 221 

8603290104 Forwards SSER 14 lo NUREG 0797 conlnlnmq details of NRC evaluation 
of applicant correclivo action program for largo & small boro piping & boro 
supports W/o end 

GRIMES.C I Ofc of Special Projects 80/03/24 COUNSIL.W G TU Elodric (formeily 
Toxas Utilities Generating Co) 4pp 44093 037 44893 040 

0003200039 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF THE 
COMANCHE PEAK STEAM ELECTRIC STATION, UNITS I AND 2 Docket Nos 50 445 
& 50 446 (Texas Ulililies Generating Company) 

• Ofc of Special Projecls NUREG 0797 S14. 88/03/31 t0Opp 44005 !9S 
44089 066 

♦.0803230134 Forwards package of documonls for entry Into DCS Documents being 
placed in PDR for discovery purposes & not being docketed Documents should net bo 
placed in docket S&W 0606 1 9 itr lo util forwarding "CPPP-5 Small Boro, Waikdown" 
end 

MOORE. J NRC No Detailod AffiJiation Given 08/03/18 BL ANTON, J NRC No De 
laifod AlfillaUon Given I2pp 44886 012-44086 023 

-6003280056 Rev 4 to Proceduro CPSP-12, "As Built Verillcalion ’* 

WRUCKE.R R , FONSECA.C A , BERRY, R A Slone & Webster Engineering Corp 87/ 
09/03 24pp 44086,029 44806 052 

'8803280069 Rev 0 to "Justification of Design Load for Slruls/Snubbors & Lugs Used 
in Comunctlon W/Rlser Clamp," 

ROZINSKV.L, LIN, CL Slone & Webster Engineering Corp GENX-042 ROO 06/04/ 
04 22pp 44806 095 44086116 

.♦8803200086 Design Adequacy Program DAP EP 068, "DiHorenlial Snubber Lockup of 
Dual Snubber Assemblies " 

• TU Eloctfic (formerly Texas Ulifilies Genoraling Co) DAP-EP 068 87/07/15 25pp 
44866 122 448B6 146 

-8003260094 Rev 0 lo "Potential Binding of Lugs In Axial Supports " 

TIEN.YL, HO.KR Slone & Webster Engineering Corp GENX-281 ROO 07/11/19 
12pp 44886 147-44006168 
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-8803280100 Rov 0 lo "Evaluation o( Fluid Transient Culotf Forces & Development o1 
Screening Criteria lor Piping Sys " 

BUDLONG.L a , BAIN.R A Stone & Webster Engineering Coro GENX-207 ROD 87/ 
05/22 49pp 44086 159 44QBG 207 

-8803280130 Rev 2 to “Development of Method for Evaluating local Stress in Pipe 
Support Members ’* 

ROZINSKY.L, KAWAI.RG. LIN, cl Stone & Webster Engineering Corp GENX023 
R02 86/08/28 149pp 44006 200 44886 357 J k 


0803040130 Forwards Comanche Peak response team Results Rept Vila 9, 'Adequacy 
o1 Purchased Safety Related Mall & Equipment" & cofleclive spgmficance repi Related 
correspondence 

WOODRIDGE, R A fU Electric, (formerlv Texas Utilities Generating Co 1 

WOODRIDGE R A Worsham, Forsythe Sampels & Wootndge (formerly Worsham 
& Sampels) j^/108 5731 88/02/29 BLOCH P 8 MCCOLLOM.K A . 

JOROAN.WH Atomic Safety and Licensing Board Panel 300pp 44563 001- 
44563 300 


-8803280164 Design Adequacy Program DAP-E P 070, "Review of Calculation GFNX 


• TU Eleciric (formerly Texas UMities GonoraUng Co) DAP E P 070 67/05/08 
237pp 44006 358 44887 196 


-0803200172 Rov 0 to 'Tallguo Cycle Determination for Pipe Supports " 

LEE,S . LIAW,J . LIN.C Stone & Webster Engineering Corp GENX-103 ROO 86/09/ 
16 35pp 44887 197-44807 231 


-8003280178 Rev 2 to "Documenlation of Use of Low Strength A5B3 Grade A Double 
Nuts on High Strength SA 193 Gratfo 8-7th D Rod lor Richmond Insert Bolt Connec 
lion ■' 

PARIKH,0 M , OGDEN.F L Slone & Webster Engineering Corp GENX OOB R02 66/ 
09/10 6pp 44887 232-44067 237 


-880328010? Rov 2 to "Use of Low Strength (A 563 Grade A) Nut W/High Strength 
(SA 1930 7) " Latest rov approval dato (llegibto W/copyrighled mail 
* TENERA Corp (subs of TERA Corp) DAP C P 004 R02 87/03/13 18pp 
448B7 238 44887 250 


-8803280194 Undid marked up "ASME Codo Stress Intensification Factors for Coman- 
che Peak Steam Electric Station Units 1 & 2 ” 

MOORE,SE Oak Ridge Nolional Laboratory 86/03/31 49pp 446B7 251 44887 293 

•8803280251 "Tosl Rept, Shear & Tension Loading of Richmond Ir^serts 1 1/2 Inch 
Type EC 6W.1-(nch Tyne EC-2W ” 

MCBEG,SG, KISSINGER,RM TU Electric (formerly Texas Utilitlos Generating Co) 
84/04/19 109pp 44667 204 44606 042 

•8803280267 Rev 1 to "Stress Inlonsilication Factors for Lateral Branches Fabricalod 
From 'Welded In’ Piping lo be Used in ASME Class 3 & ANSI Q31 1 Pipe Stress Anal* 

?1AGHAVEN,L . ARENA, G Slono & Webster Englneonng Corp 75 R01 82/04/21 
28pp 44806 043 44606 070 

8003280285 Rov 30 to Procedure Ql OAP 11 1 28, "rabricalion & Inslallation Insp of 
Safely Class Compononl Supports " 

* Brown & Root, Inc (subs ol Halliburton Co) 67/10/09 65pp 446D8 071- 
44868 136 


■8803260294 Rov 0 to “Invosligation of SIF for Wold Shrinkage " 

PETERSON,NS, SKVIRSKY^ , LlAW.J Stono & Webster Engmooring Corp GENX 
283 ROO 66/01/21 60pp 44086 136 44086 221 


8603040120 Answers to Board 14 questions (memo proposed memo of 860414) re 
Action Plan Results Rept VII c* Responses provided lo Action Plan Vile re const 
reinsp/documentation review plan Supporting documentation & Certificate of Sve 
end 

SCHAUF.d M . HANSEL, J L TU Elecinc (formerly Texas Utilities Generating Co } 
#108 5728 00/03/01 160pp 44563 339 44564 138 

8803070043 Notice of availability ' Documents ref in project status rept available for 
review & will be placed m LPDR & computer link between LPDR 8 util dala base es- 
lablished Certificate of Sve end Related correspondence 

EGDAR.GL TU Electric (formerly Texas Ulilities Generating Co) EDGAR G L 
Newman & Hollzinger #186 5733 88/03/03 5pp 44576 161 44576 165 

8803090081 Applicant tenth progress rept* Progress rept covers period of 871225 
080229, per Board 860606 memorandum & order Next rept wilt be issued on 
080429 W/Cerlificale of Sve 

EDGAR, G L TU Elecinc (formerly Texas Utilities Generating Co) EDGER G L 
Newman & Holtzinger #188 5769 86/03/G4 63pp 44630 081-44630 143 

8803110021 Applicant motion to cor^solidale proceedings * Law fads & interest of judi 
cial efficiency dictate that Board exercise discretion & issue order consolidating two 
proceedings W/ Certificate ol Sve 

EDGAR, G L TU Electric (formerly Texas Utilities Genoraling Co) EDGAR GL 
Newman & Hollzinger #160 5783 66/03/08 Atom'C Safely and Licensing Board 
Panel 27pp 44661 190 44661 224 

8833140116 Answers 'o Board 14 questions (memo,proposDd memo of B60414) re 
Action Plan Results Rept 11 d * Answers to rept re control room ceiling Supporting doc 
umenlation & Certificate of Sve end 

STREETER, P , ARROS.J K , LEVIN,H A TU Electric (formerly Texas Utilities Generat- 
ing Co) #100 5B05 06/03/10 Atomic Safety and Licensing Board Panel 29 qp 
44668 202 44668 230 

8803210166 Forwards corrected Ur transmitting SSER 14 lo Board & parties Date of Ur 
changed to 6803 10 

MOORE, JE Assistant General Counsel for Hearings #108 5880 86/03/14 
BLOCH, P B , JOHNSON,E B , MCCOLLOM.K A Atomic Safety and Licensing Board 
Panel Ip 44731 236 44731 238 

-8803210176 Forwards SSER 14.NUREG 0797 8 documents used by NRC m prepara 
lion of SSER 14 W/o encis 

MOORE, JE Assistant General Counsel for Hearings 88/03/10 QLOCH.PB, 
JOHNSON.EB, MCCOLLOM.K A Atomic Safety and Licensing Board Panel 2pp 
44731 237-44731 238 


-8803280307 Rev 1 to "Parallel Snubbers " 

HO.KR Stone & Webster Engmooring Corp GENX-242 ROI 88/01/21 65pp 
44B08 222 44089 066 


F. Security, medical, emergency & fire protection plans 


8803230053 Forwards util 880314 Itr informing that licensee still collecting documonis 
for files containing documentation for Result Ropt VII a 9 

W00L0RID6E.R A Worsham, Forsythe, Sampels & Woolndge (formerly Worsham, 
Forsylhe & Sampels) #168 6916 88/03/14 BLOCH P B . JORDAN, W H 

MCCOLLOM.K A Atomic Safely and Licensing Board Panel 2pp 44779 174- 
44779 175 


8003080246 Notilicalion of 860317 & 16 mootings w/util to discuss Info ro open & unro 
solved iloms in Insp Rept 50 445/87-22 & complete revised safety evaluation for im 
plementalion of firo protection program for facilities 

MALLOY, M Ofc of Special Projects 06/03/03 GRIMES, C I Ofc of Special Projects 
5pp 44633 326 44630 330 

8803240373 Postpones full participation emergency exorcise originally achoduted for 
880329 & dress rohoarsal scheduled for 680329 New dates for full participation 
emergency oxercise will be provided as soon as delormmod 

COUNSIL,WG TU Eloclfic (formerly Texas Utilities Generating Co) 86/03/18 Docu 
merit Conlrol Branch (Document Control Desk) Ip, 44069 026 44869 026 


0803230085 CASE tenth progress rept ’ Provides tenth progress repl.per Board 860606 
memorandum & order Certilicate of Sve end 

ELLIS, J Citizens Association tor Sound Energy #188 5917 80/03/14 5pp 
44779 165 44779 169 

BB03290046 Forwards Itr of even dale from util to NRC which transmits copies of errata 
prepared for project status rept re "Cable Tray & Cable Tray Hangers" & 'Condubl 
Supports Tram C 2 Inch Diameter & Less ‘ 

WOOLDRIDGE, R A Worsham. Forsythe. Sampefs & Woofridge iformerfy Worsham, 
Forsylhe & Sampels) #188 5927 88/03/17 BLOCH.PB. JORDAN, WH 

MCCOLLOM.K A Atomic Safety and Licensing Board Panel 2pp 44871 101- 
44871 102 


Q. Adjudicatory correapondonce 


8003210098 Forwards SSER 14,NL)REG-0797 ro operation of facility SSER address cor 
reclive action program concerning design of largo & small boro piping Suppl sub) to 
ASLB 071 116 scheduling order 

MOORE, J E Assistant Gonora) Counsol for Hoanngs #168 5883 07/03/10 
BLOCH, P B . JOHNSON, E 0 . MCCOLLOM.K A Atomic Safely and Licensing Board 
Panel 2pp 44731 307 44731 308 


8B03040036 Forwards PSR on instrumonlalion & controls Sve list onci W/o onci Related 
corrospondonCG 

EDGAR, Q L TU Eloclric (formerly Texas Ulilltios Goneralmg Co ) EC){^R,G L 
Newman S Holtzlngor #168 5727 80/02/24 BLOCH.PB, McJCOLLOM.K A , 

JORDAN.W H Atomic Safely and Liconsing Board Panel 3pp 44564 183 44564 185 

8803040057 Forwards llconseo sixth submission of responses lo "Notices of yiolalion 
& ‘ NolicGs of Daviattons" for 680127 0225 por ASLB 870612 request W/CerlifiCale of 
Sve 

EDGAR.G L TU Electric (formerly Texas Utilities Generating 
Newman & Hollzinger #188 5730 88/02/26 BLOCH.PB, MCCOLLOM.K A, 
JORDAN.W H ^omic Safely and Licensing Board Panel 36pp 44563 301 
44563 33e 


B0O323OO47 Informs that on B0O314.CASE filed tenth progress rep! w/ Board & urged 
Board lo review transcript of public moolmos held between CASE & applicants in 
which Walsh/ Doyfo issues discussed W/Certificale of Sve Related correspondence 
NEWMAN.JR Newman & Hollzinger #188 5914 80/03/18 BLOCH.PB 

JORDAN.W H. MCCOLLOM.K A Atomic Safety and Licensing Board Panel 4pp 
44779 168 44779 171 


8803230087 Forwards four addi chronologies of confirmed issues per Board 860808 
request Chronologiea Inadvertently omitted from applicants Imal submittal on 
880229 Certificate of Sve enct 

EDGAR, GL TU Elecinc (formerfv Texas Utilities Generating Co) EDGAR.G L 
Newman & Hollzinger #188 5915 68/03/18 BLOCH.P 0 . MCCOLLOM K A Atomic 
Safety and Licensing Board Panel JORDAN.W H Affilialion Not Assigned 40pp 
44780084 44780 123 


8803230103 Forwards WG Counsil 680318 Hr to NRC transmitting SRT approved errata 
pages to collective evaluation rept & completed external source issues matrix Related 
correspondence _ . , « 

WOOLDRIDGE, R A TU Electric (formerly Texas Ulililies Generating Co ) 
WOOLDRIDGE, H A Worsham, Forsylhe. Sampels & Woolndge (formerly Worsham, 
Forsylhe & Sampels) #188 5919 88/03/18 BLOCH.PB JORDAN.W H, 

MCCOLLOM.K A Atomic Safety and Licensing Board Panel 231pp 44700 124- 
44780358 


8803040064 Forwards ficonseo final submittal of confirmed issues chronologies per 
ASU3 860808 requosiW/Corfdicato of Sve ^ , mr'Abr'i 

EDGAR.G L TU Eloclric (formerly Texas Utilities Generating Co) EDGAR^G-L 
Newman & Hollzinger #188 5729 88/02/29 BLOCH.PB, JORDAN WH, 

MCCOLLUM.KA Atomic Safely and Liconsing Board Panel 43pp 44564 210 
44684 255 


8803230043 Forwards transcripts of meeting held on 871217-18 & 6B0218 between 
CASE 8 util W/o end W/Certif]cate of Sve 

SCHMUTZTA Newman & Hollzinger #188 5918 80/03/21 BLOCH.PB, 

JOROAN.WH. MCCOLLOM.K A Atomic Safely and Licensing Board Panel 4pp 
44779 164 44779 167 
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a&a324QQ58 Ap^jlicarit supplementation to ansv/ets lo CASE inlerfog atones lo applicant 
1870023) • Ceftilicate of Svo end Related correspondence ^ . 

EDGAR G L TU Electric llormerly Texas UtiNlies Generating Co> EDGAR G L 
We/vman & Holtzingor /y 169 5922 80703/22 Citizens Association for Sound Energy 
iCpp 4-1797 44797 205 


6003290076 NRC Staff lOlh annual progress rept & annotated l>ibliography ' List ot 
NRC documents to applicants & Certificate of Svc end 

MOORE.JE Assistant General Counsel for Hearings Afl80 5934 88/03/24 26pp 
44871 058 44071 OBI 


8803310141 Forwards util 680324 Itr transmitting errata prepared re project status rept 
for large bore piping & pipe supports & small bore piping & pipe supports Inilialfy 
transmitted on 871 >02 

WOOLDRIDGE.R A TU Electric (formerly Texa& Utilities Generalrng Co) 
WOOLDRIDGE.R A WorsPam, Forsythe, Sam pels & Woolndge (formerly Worsham, 
Forsythe & Sampels) il^lBQ 6966 88/03/24 BUOCirtPB. MCCOUbOM.K A , 

JORDAN \V H AlomcC Safety and Licensing Board Panel 2pp 44&9fl029 44B9B030 


8803080177 Advises that completion date of common conduit sloeve identificatjon final 
vaNdalion revised to 80t020Comptelion ot cofroctive actions lor CAR 0B3 resched- 
utedfor 881020 

COUNSIL WG . MARSHALL, J S TU Eleclnc {formerly Texas Ulililies GQnoraing Co) 
80/03/01 Document Control Branch (Documont Control Desk) 2pp 44895 165 
44895 186 

8803070074 Partial response to FOIA repuesl App C documents end & available in 
PDR App 0 documents re Insp Repts 50 445/85 07 & 50 446/85 OS.Ofc of Inspocloi 
& Auditor Rept 06-10 & ASME Code hydrostatic test end & available in POR 
GRIMSLEY.DH Division ol Rules & Records (Post 870413) 80/03/02 AIR02O D 
McGraw Hill Publications Co 3pp 44607 097 44607 147 

-8B03070089 Documents concerns re Insp Ropt 50 445/85 07 & 60 446/05-05, per 
660325 & 0605 requests Concerns & draft memos re ASME Code rcquiremenls i ap- 
plicant commitments end 

HUNTER, DR Region 4, Ofc of the Director 86/00/12 JOHNSON, E H Region 4, Ole 
of the Direclor lOpp 44607 1 10 44607 127 


8603310036 AnMvers to ASLB 14 questions (memo.proposed memo of 060414) re 
action plan Results Rept VII b 3 * Ccrhfjcale of Svc enci 

TABLERIOU,J P HANSELJ L TU EPectric (formerly Texas Utililies Generating Co) 
^188 5965 8B/O3/20 15pp 44B90 046-4469B 060 

8803310026 Forwards utl responses to cerlatn comments & questions from NRC arising 
out of 871209 pubfic free ling lor rnfo Cerhltcale ol Svc end Related correspondence 
EDGAR G L TU Electric (formerly Texas Utilities Generating Co ) EOGAR,G L 
Neumans HoUzinger //IBB 5967 08/03/29 BLOCH,P B , MCCOLLOM,K A Atomic 
Safety and Licensing Board Panel JOHNSON E B Oak Rrdge Naliortal Laboratory 
200pp 44098 074 44898 327 


■8003070106 Draft memo providing preliminary views re matters treated by Ofc of fn 
spector & Auditor Rept 86 10 No intimidation or harassment substantiated No improp 
er intent or wrongdoing shown 

MARTIN,RD Region 4, Ofc of the Director 86/12/12 STELLO.V Ofc of the Exocu 
tive Director for Operations Bpp 44607 129 44G07 136 

‘0003070112 Providejv results of review of issues re deferral of ASME Code hydrostatic 
lost of Loop 3 cold leg pipe subassombly described in Insp Repts 50 445/85 07 & 50 
446/85 05 Arfollo rept does not adequately address two concerns on issue 
HUNTER, DR Region 4. Ofc of the Director 87/00/31 MARTIN, RD flogion 4, Ofc 
of the Director app 44607 137 44607 144 


K UlilUy Ffnal Safety Analysis Report (FSAR) & amends 

8003220010 Amend 69 to FSAR for Comanche Peak Steam Electric Station W/a803ia 

COUNSILWG TU Electric (lornierly Texas Utilities Generating Co) 80/03/14 
550pp 44645 324 44648 019 


0003070118 Forwards OR Hunter 870831 memo & 870904 response re concerns on 
adequacy of insps performed during RCS hydrostatic tost of pipe 
subassomblios Unrosolvea item re exam of welds & base metal repairs should bo ex- 
peditiously addressed 

MARTfN.RO Region 4. Ofc of the Director 87/09/04 GRfMES.C J Ofc of Special 
Projects 2pp 44607145 44607 146 


Q Inspection reports, IE Bulletins & correspondence 

0893040143 fOIA request lor documents ro Insp Rep1& 50-445/07-23 A 50 446/67- 
1 7 Info required as paR of ongoing momlonng project 

BAUMAN, L Government Accountability Project 07/12/08 NBC - No Detailed Allili 
alion Given Opp 44581 353-44501 355 

0893300389 FOIA request for documents re 871231 Insp Repts 50-445/87-27 & 50 
446/87 20 & notice of violation 

BAUMAN, L Government Accountability Project 88/01/05 NRC No Deljilcd Aflili 
atioa Given 2pp 44906 032- U906 033 

6003290295 FOIA request for documents re repi on performance ol Rogcon IV in in 
spectiffl ubi 

CONNCjR.L Doc Search Associates 86/01/10 Divisron ol Rules & Records (Posi 
B704 13) Ip 44092 334-44892 334 


0803070302 Forwards Insp Repts 50 445/00 07 & 50-446/00 06 on 000201 05 No vio 
lations or deviations noted 

WAnNICK.RF nogion 1, Ofc of the Direclor 80/03/03 COUNSIL,WG TU Electric 
(formerly Texas UliUtiQS Gonernling Co ) 4pp 44605 073-44605 000 

-00O3O7O3O6 Insp Repts 50 445/88 07 & 50 446/08 06 on 000201 05 No violations or 
deviations noted Major areas inspected Irconseo radiological environ monilorirg pro 
gram including organizalion & mgt controls & training & qualifications 
NICHOLASJD. MURRAY.B Region 4, Ofc of the Director 08/02/29 13pD 
44605 077 44605 089 

0803090248 Notification of 860317 & 18 mootings w/ulil to rilsGUss info ro open & unro- 
solved (terns in Insp Rept 50 445/07-22 5 complete revised safely evaluation for Im 
plomontation of fire protection program for faciMies 

MAHOY.M Ofc of Spoefal Projects G8/03/0J GRIMES.C I Ofc of Special Projocis 
Spp 44033 326 44631330 


8803010229 Forwards Insp Repts 50-445/68 01 & 50 446/08 01 on 880106 0202 & 
notice of violation 

WARNICK.RF Ofc of Special ProJecls 08/02/23 COJNSIL.WG TU Electric {for 
merly Texas Utilities Generating Co) 6pp 44551 151-4455) 109 


0003020036 NRC Info Notice 08 007, “fnadvorlonl Transfer of Liconsod Mat! 10 Uncon 
trolled locallons ” Svc fisl end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070729) 
88/03/07 Co nsolidatad Edison Co of Now York, Inc 12pp 44673 001 44673012 


-0893010241 Notice of violation from msp on 880106 0202 Violation noted Design 
Change Notice 3 lo Procedure NQA 3 (39 501, "Insp of Inslrumonlalion Compo 
nonls,'* issued w/o approval of discipline Level III inspeclor 
WARNICK.RF Ole ol Special Projecls 68/02/23 2pp 44551 157 44551 156 

-6803010254 Renidenl Saloty Insp Repts 50 445/80 01 & 50-446/00 0) on 800106 
0202 Violations noted Major areas inspected actions on previous insp findrngsifollowup 
on violations/ deviations, techmea) audit program & aWogalion lollowirp 
HALE.CJ, HARRELL.PH . LIVERMORE.H Ofc of Spacral Projocls 88/02/22 3tpp 
44551159 44551189 

8903D10454 Responds to violations noted m Insp Repts 50-446/06-07 & 50 446/06 

05 Corrective actions required field work & subsequent incorperfllion of Rev 1 lo DCA 
31,277 into Drawing 2323-El 0156 estimated for completion by 081 130 
COUNSIL.W G TU Eleclnc (formerly Texas UIjIiIigs Generating Co) 88/02/24 Docu 
monl Control Branch (DocumenI Control Desk) ip 44542 147 44542 147 

0893090276 Ack reciepl of 080224 Ur rnlorming NRC of steps taken to correct violalions 
noted in Insp Repis SO 445/07 32 & 50-446/07-24 Correctivo actions will be reviewed 
during future insp to delermino achieve meni of full compliance 
WARNICK.R F Ofc of Special Projects 88/02/25 COUNSfL.W.G TU Efectric (for 
merfy Texas Ulibties Generating Co ) Opp 44676 357 44678 359 

8003020006 Advises that completion of mod S rework of Unit 1 cable tray hangors re- 
vised lo 080811 

COUNSIL.W G . WALKER.R P TU Eleclnc (formerly Texas Ulililies Generaling Co) 
BC/02/26 Documenl Control Branch (Documenl Conirof Desk) Ip 44590 292- 
44590 292 

8602230035 NRC Info Nolice 88-006, "Forejgn Objects in Steam Generators Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/02/20 
Consolidated Edrson Co of New York, Inc IIOpp 44654 '253-44655 OQ9 

8603040154 Final response to FOIA rcquosl for documents re Insp Repts SO 446/07-23 

6 SO 446/87-17 Forwards App B document App A & B documents available in PDR 
GRIMSLEY.DH Division of Rules S Records (Post 870413) 06/03/01 BAUMAN.L 
Government Accountability ProjBcl 3pp 44657 231-44657:234 

-8803940157 Exit notes for Insp Repts 50 445/87-23 & 50-446/07-17 
' NRC - No Detailed Affiliation Given 88/03/01 lp 44657 234-44657 234 

9803080166 Advises lhat completion of Unil I envir-on qualification venfrcation program 
revised lo 68081 1 ^ ^ 

■ MARShfALLJ S TU Electric (formerly Texas Utilities Generating Co ) 
&a/{J3/0i Documenl Control Branch (Document Control Desk) In 44641 172- 
44641 172 


8003100066 Parliat rosponso lo FOIA ronuost for documont ro util rosponso lo nclico ol 
violation App B & portions of App A documonls available in PDR Homs 17.18,19 & 20 
of request do not exist 

GRIMSLEY.D Division of Rutos & Records (Posl 870413) 88/03/07 WILLIAMS.O 
JRA Associates 4pp 44660 321 44668 337 

8803100076 Responds to NRC 830609 Itr ro initial Prooperalionat Radiation Proicciion 
Insp Ropts SO 445/83-16 & 50 446/83 10 Detailed planned actions to suppi prosoni 
radiation protection staff w/oxpenoncod personnol oncf 

QARY.RJ TU Efoclric (formerly Texas UtiliKos Generating Co) 03/07/06 
MADSEN, G L Region 4, Ofc of the Director. 2pp 44660 325 446C8 326 

-0803100005 Responds lo observations & concerns noted in Insp Ropts 50 445/85-12 
& 50 446/85 08 SAFETEAM designed as mgl too) to concerns expressed by project 
employees 

COUNSIL.W G TU Electric (formorty Texas Ulilltios Generaling Co) 06/05/14 
JOHNSON, E I \ noglon 4, Ofc of the Otroclor 7pp 44668 330 4466D 336 

-0803100196 Ack receipt of 760504 response to 760406 Hr re item of noncomplranco 
noted in Insp Ropts 50 445/78 05 & 50 446/78 05 More detailed info ro position that 
piping countorbored prior to 780324, technically acceptable, needed 
SEIOLE.WC Region 4, Ofc of the Director 70/05/12 GARY.R J TU Etoctric (former- 
ly Texas Utililios Generaling Co ) Ip 44660 337 44666 337 

0803180010 Forwards Insp Repts 50 445/00-13 & 50 446/88-13 on B70729- 
0GO2)2 No violations or deviations noted 

GRIMES, Cl Ole of Special Projects 88/03/07 COUNSIL.W G TU Electric (formerly 
Texas Utilities Generating Co) 4pp 44736 121-44730 253 

-8803100014 Insp Ropis 50 445/08-13 & 50 446/88 13 on 070729-080212 No viola- 
tions or deviations noted Major areas Inspected Interviews & discussions w/ 
managers, supervisors & engineers, special meetings on & ollsite & review of ASME 
documents 

WILLIAMS.CC , GRIMES.C I Ole of Special Projects 88/03/04 126pp 44736 125 
4473B 253 

8803170193 Ack receipt ol 880201 Hr informing NRC of stops taken lo correct violations 
noted in Insp Repts 50 445/87-27 & 60-446/87-20. 

WARNICKRF Ofc of Special Projecls 80/03/09 COUNSIL.W Q TU Electric (for- 
merly Texas Utilities Generating Co ), Spp 44730 035 44730 039 

8803040062 NRC Bulletin 00 003, “Inadequate Latch Engagement in HFA Type Latch- 
ing Rofay Mfo by GE “ Svc (isl anct 

ROSSI.CE Division of Oporplional Events Assessment (Posl 870411) 80/03/10, 
Consolidated Edison Co oT Now York. Inc 120pp 44673 192-44673 319 
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8B0S22Q3O1 Forwards Insp Repls 50 ^45/88 0‘J S 50 448/08 07 on 8B0203 0301 No 
violations or d«>vialions nolod 

WARNICK,RF Ofc of Special Proiocts 88/03/11 COUNSIL.WG TU Eleclric (for 
merty Texas Utilities Genoralinfj Co ) 4pp 44780 253 44789 266 

-8803220310 Insp Repls 50 445/88 09 & 50 446/88 07 on B80203 0301 No violalions 
or (ievralions nolod Mnior areas inspected applicant aclions on previous insp 
(irdings.correciivo action program, revs to FSAR & gcnoral plant area lours 
WAGNER.PC, LlVERMORE,HH Ole of Special Projects 08/03/11 lOpp 
44789 257 44709 266 

08O3OBO14B NRC Info Notice 08 008, Chemical Reaclions W/Radwaslo Solidilication 
Aoents " Sve list end 

ROSSI ,CE Division of Operational Events Assessment (Post 870411) 88/03/14 
Consolidated Edison Co of New York. Inc 12Qpp 44772 253 44773 012 

6603220093 Responds to NRC 080212 Itr ro violations nrited in (nsp Repts 50 445/87 
35 & 50 4 46/87*26 Corrective aclions discrepant conditions described in Items 1 5 of 
notice examined by Ebasco personnel & NRC inspector observations confirmed 
COUNSIL.WG TU Eleclric (formerly Texas Utilities Generating Co) 80/03/14 Docu 
ment Control Qranch (Document Control Desk) tOpp 44804 172 44804 181 

6803210221 Final response to FOIA request for documenlsApp I documents onci & 
available in PDR App J records totally withhold (ref FOIA Exemption 5) 

GRIMSLEY.OH Division of Rules & Records (Post 870413) 88/03/15 8AUMAN,L 
Government Accounlabilily Project 5pp 44737 324 44737 332 

-B0D32 10233 Requests legal analysis of facts in case ro whethor firing Atchison consti 
luleri violation of App B, including discussion concerning ability lo prove that violalior^ 
occurred Analysis requested as soon as possible 

AXELRAD,JA Enlorcomenl Staff, IE (Pro 070413) 86/04/10 LIEDERMAN.J Region 
ai Operations & Enforcernenl Division Ip 44737 330 44737 332 

8803220174 Advises o1 revised dales for full compliance lor violations noted in Insp 
Ropts 50-445/86 31 & 50 416/86 25 Unils 1 & 2 will be in full compliance by fuel 
load 

COUNSIL.WG TU Eleclric (formerly Texas Uiihiies Generaling Co) WOODLAN.O R 
Texas Utilities Co 08/03/15 Oocumonl Control Branch (Documenl Conirol Desk) Ip 
44775 111 44775 111 

0803220217 Provides revised dalo of full compliance for violalions noted m Insp Repls 
50 445/87-11,50 446/87 09,50 445/87 30 & 50 446/87-22 Corrective aclions a info 
will be available no lator 680615 

COUNSIL.W G , WOODLAN,D R TU Electric (formerly Texas Utilitios Generating Co) 
88/03/15 Document Control Branch (Documenl Control Desk) tp 44775 112 
44775 112 

0803220418 Forwards updated response ro violations nolod in Insp Ropis 50 445/87 16 
S 50 446/87 IGCorroclivo actions Non Conformance Rrpl 87-A01243 written clocu 
mentmg missing colter pins & roinspoclion of pipe supports initialed 
COUNSIL.W G , WOOOLAN.O R TU Eloclrio (formerly Texas Ulililios Generaling Co ) 
88/03/15 Document Control Branch (Document (Jonlrol Desk) 4pp 44769 102 
447B9 105 

8803220138 Forwards Insp Ropts 50 445/88-12 & 50 446/88 10 on 880203-0301 & 
nolicQ of violation 

WARNICK.RF Ofc of Special Prolocls 86/03/17 COUNSIL,WG TU Cloctric (for 
merly Texas Ulifilies Generating Co) 4pp 44787 101 44767 1?3 

-8803220155 Notice of violation from msp on 800203 0301 Violation noted rospon&iblo 
onginoer failed lo thoroughly review all rofolorJ licensing documonls lo Identify poten 
tial conflicts 

WARNICK.R F Ofc of Special Pro|ecl8 06/03/17 2pp 44767 105 44787 106 

-0803220166 Insp Repls 50 445/86 12 & 60 446/88 10 on 080203 0301 Violations 
noted Major areas inspected followup of violnlions/dovialions.aclion on IE 
bulletins, Insp of masonry walla & general plant maps 

PHI4.LIPS.HS, LIVERMORE, HH Ofc of Special Pfojocis 68/03/1.7 18pp 
44707 107-44787 123 

8803250217 Summary of 080205 mGeling w/ulll In Rorkvillo.MO re NRC comments on 
Ebasco Svcs.tnc jot attenuation calculation, CPE SI CA 0000 645 
M ALLOY, W Ofc of Special Proiocts 88/03/17 Ofc of Special Projocis 4pp 
44856 303 4AB5e312 

8003140264 NRC Info Notice 08 000, "Roducod Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Inslabllily of Woodward PG PL Typo Governors “ Sve 
kst end 

ROSSI, C E Division of Operational Events Assossmenl (Post 870411) 86/03/10 
Consolidaled Edison Co of New York, Inc 12ipp 44857 058 44057 170 

0003240018 Forwards Insp Repls 50 445/88-14 & 50 446/88-12 on 880203 0 301 No 
Violations or deviations noted 

WARNICK,RF Ofc of Special Prolects 80/03/18 COUNS!L,WG TU Electric (for 
merly Texas Utilities Qoneratmg Co) 4pp 44864 317 44864 327 

-6 803240030 Insp Reels 50 445/88 14 & 60 446/88 12 on 8B0203 0301 No violations 
or deviations noted Major areas inspected applicant actions on previous Insp 
findings, followup on events at other similar facilities & plant tours, 

E3URRIS.SP. BITTER.SD, WIEBE.J S Ofc of Special Projects 80/03/10 7pp 
44B64 321 44864 327 

8603240031 Forwards Insp Ropts 50 445/80-15 & 50 446/88-11 on 800203 0301 No 
violalions or deviations nolod 

WARN!CK,RF Ofc of Special Proiects 88/03/18 COUNSIL,W G TU Efoclnc (for- 
merly Texas Utilities Generating Co ) 4pp 44864 328 44864 344 

-8003240042 Insp Repls 50 445/08 15 & 50 446/88 11 on 0B0203 0301 No vrolatlons 
or deviations identified Major areas inspected applicant actions on previous Insp find- 
ings & Comanche Peak Ropt Review Group recommendations 
RUNYAN.MF, UVERMORE.H H Ofc of Special Projocis 88/03/10 13pp 
44B64 332-44G64 344 

0803240072 Forwards fnsp Repts 50-445/06-10 & 50 446/88 06 on 88020 3 0301 No 
violations or deviations noted 

WARNICK.R F Ofc of Special Projects 80/03/10 COUNSIL.WG TU Elocinc (for 
merly Texas Utilities Generating Co) 4pp 44869 027-44869 051 


-8003240070 Insp Repts 50-445/68 10 & 50 446/68 06 on OQO203 0301 Nq violation 
or deviation noted Major areas inspected acUons on previous insp findings followup on 
violations/deviations. operations work order process & records mgl 
HALE.CJ. LIVERMORE.NH Ofc of Special Proiects 08/03/18 2lpp 44669 031- 
44B69 051 

8003240305 Informs that completion of remstrucuon of engincerrng ptvsonnol & dosuro 
of deficiency repls revised to 680520 but reinstruction of qiralrly r^ngmoering porsonnul 
already completed, per Insp Repts 50-445/87 3l & 50 446/67-23 
COUNSIL.WG TU Electric (formerly Texas Utilitios Generating Co) 88/03/18 Docu 
menl Control Branch (Document Control Desk) l p 44849 217-44849 2 1 7 

8003240425 Final fosponso to FOIA requesl Forwards App C documents App C docu 
monts also available in PDR 

GRIMSLEY.DH Division of Rules & Records (Posi 670413) 66/03/21 CONNOR.L 
Doc Search Assoc<ate5 3pp 44855 203-44855 226 

- 8003240437 Advises that end memo should bo issued lo Board A parlies, pgr Ofc Lir 
1 9 Issuance of Board NolificaUon 63 29 due by C O B 830302 
E1SENHUT.DG Division of Licensing (800428 851 1 24) 83/03/02 NOVAK, T Assist 
ant Director for Licensing Ip 44055 207 44955 207 

0003280296 Ack receipt of util 670908 response to Bullolin 87-OOt ' Thinning ol Pipe 
Walls at Nuclear Power Plants" Info being used to dete/mine extent of industry par 
Ucipation & implementation of orosion/corrosion msp programs 
GRIMES.CI (Dfc of Special Projects 68/03/21 COUNSILWG TU Electric (formorly 
Texas Utilities Generating Co ) 3pp 44871 359 44871 360 

8803300201 Rosponds to NRC 660208 Ur re violations noted in Insp Repts 50 44 5/07 
19 & 50 446/67-15 on 870803 0903 Corrective actions confirmation on equipment 
seismic loads will bo romoved when validated loads incorporated inlo calculations 
COUNSIL.WG TU Electric (formerly Texas Utilities Generaling Co) 88/03/21 Docu- 
ment Control Branch (Documenl Conirol Desk) 64pp 44901 340 44902 0 14 

6003280276 Ro-^ponds lo NRC 680223 Ur ro violations noted in Insp Repts 50 44 5/98- 
01 & 50-446/88 01 Co/rectw© actions Deficiency Repl C 88 00591 imliated to rdenlify 
DCNs implemenlod wilhoul Levet III approval 

COUNSIL,WG, MARSHALL, J S TU Electric (formerly Texas Ulilibes Generating Co) 
80/03/24 Document Control Branch (Document (:cnlrol Desk) 3pp 44912 073- 
44912076 

8803290298 Partial response lo FOIA request for documents re rept App A docuiTbont 
available In PDR 

GRIMSLCY.D Divisior^ of Rules a Records (Post 870413) 08/03/24 CONNOR.L 
Doc Search Associalos 2pp 44892 335-44892 336 

6803290415 Partial response lo FOIA requesl for documonls App B documents oriel & 
availablo m POR AddI documents sub| to request available in FOIA 07 592 & FOIA 07 
677 

GRIMSLEY.D Division of Rules & Records (Post 070413) OB/03/24 CONNOR.L 
Doc Search Associates 3pp 44897 063-44897 074 

-8803290422 Forwards commonls & queslions on Paragraph 4d inclusion in Insp 
Repls 50 445/06 OB & £0 446/86 06, JP Johnsor> 70051 7 Ttr & Exhibit 23 
PHILLIPS.HS, Region 4, Ofc of the Director 87/03/18 GOWER,G NP=tC No Do 
tailed AffiliallOh Given 8pp 44897 067 44897 074 

0803300385 Final rosponso lo FOIA requesl for docurronls ro Insp Repts 50-445/87-27 
& 50 446/87 20 App B documents one! App A documents availablo in PDR 
GRIMSIEY.D Division of Rules & Records (Post 870413) 08/03/25 BAUMAN.L 
Government Accounlabilily Project 4pp 449C6 034 44906 061 

6003100066 FOIA request for documonls listed on end app re rosporse lo notice of 
violation . 

WILLIAMS, OG JRA Associates 87/09/30 GRIMSLEY.DH Division of Rules & 
Records (Post 070413) 3pp 44668 318-44666 320 


S. Reportable occurrences. L£Rs & related correspondence 

8803010087 Final & Inlorim Deficiency Repl CP 86 22 for Units t & 2. raspectively re 
safeguards aroa fan cooler Initially roported on 870708 Unit 1 review senoduEed for 
complelion by 060630 Next ropt for Unit 2 will bo submitted by 88071 5 
COUNSIL,WG TU Eteclnc (formerly Texas Uli lilies Generating Co) 88/02/24 Docu 
ment Conirol Branch (Document Control Desk) ip 44542 126-44542 126 

8002290333 Final Deficiency Rept CP-87‘45 re reactor coolant pump motor backup 
circuitry Initially reported an 8601 1 1 Corrective actions will be complotcd prior fo Unit 
1 plant heatup sclieduled for Dec 1988 & Uml 2 fuel loading 

COUNSIL.WG TU EEeclric (formerly Texas Utilities Gonorating Co) 8B/02/25 Docu 
monl Control Branch (Document Control Desk) lp 4456 2 180 44552 189 

8003010393 Final Deficiency Rept CP-87 78 re inadequate msp procedures for cable 
fray welds Initially reported on 870826 Corrective aclior^ discussed under CP 87- 
138, Inadequate procedures not reportable per iOCFflSO 55(o) 

WAIKER.R D, TU Electric (formerly Texas Utifities Ganerating Co) 88/02/26 Docu 
menl Conirol Branch (Document Control Desk) ip 44531 080 44531 08 B 

8003010430 Final Deficiency Rep! CP'B7-130 re field welding of cable Iray Initially re 
ported on 071230 Engmeedng, const & fnsp procedures issued or revised 
COUNSIL.WG, WALKER, RD TU Electric (formerly Texas Ulilities Generaling Co) 
88/02/26 Documenl Control Branch (Document Control Desk) 3pp 44531 119- 
44531 121, 

8803010444 Final Deficiency Rept CP 83-09 re potential for misoperahon of DS 416 re 
aclor (rip switchgear undervollage attach merits Initially reported on 030420 Westing- 
house replaced undervoltage shunt trip coil assemblies 

COUNSIL.WG TU ElocUw (formerly Texas Utilities Generating Co) 88/02/26 Docu 
ment Control Branch (Document Control Desk) 2pp 44531 127-44531 128 

0003020116 Supplemenlal Deficiency Repl CP-as 19 re difficulties in starting & operat- 
ing safely chilled water chiller units fmtially reported on 660521 Unit 1 completed by 
B80226 Completion of corrective action for Unit 1 reschedufed 
COUNSIL.WG, WALKER, RD TU Eleclric (formerly Texas Utililios Generating Co) 
88/02/26 Documenl Conirol Branch (Document Conirol Desk) IP 44548 206 
44548 206 
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8803030930 Final Deliciency RepI CP 87 10 re cable (ray (ransverse clamps initially re 
ported ori 870821 Ccinplelion ol LTnil 1 corrective actions will he comnnonsuraiG 
schedule for post const hardware validation program 

WALKER. R D TU Electric (lo/rnerly Texas Utilihes Generating Co) 86/02/26 Docu 
rnenl Control Branch jDocumenl Control Desk) ip HSS? 205 44557 285 

0803070317 Interim Defciency Rept CP'87-79 re cable field rnstaliations inconsistent w/ 
cable & raceway data sys calcufalions ol percent lill & cable wergbl loading for cable 
trays Evaluation continuing Next rept expected 680429 

COUfJSlL.W G TU Electric {formerly Texas Utilities Generating Co) 86/02/29 Docii 
merit Control Branch (Document Control Desk) Ip 41604 264 44604 261 

8003100099 Irterim Deficiency RepI CP 86*41 re small break LOCA Mode 4 
operation Initially reported on 860528 West inghousc Owners Group using PRA method 
& will be defining operator response lime for accident Next report will be submitted by 
890812 

COUNS1L.WG TU Elcclnc (formerly Texas Ultlilies Generating Co) 88/02/29 Docu 
ment Control Branch (Document Control Desk) ip 44667 l02 44667 102 

8803000209 Supplemenlal Deficiency Rept CP 85 50 re use ol improper welding proc 
esses in mfg ol cable tray teo litlings Initially reported on 851205 Comprouon of repair 
of cloficienl toes rcBcbe-duled to 8B0614 for Unit 1 

COUNSIL.W G , MARSH ALL, J S TU Electric (formerly Texas U till lies Generaling Co ) 
08/03/01 Oocurrtent Control Braoeb (Document Conlrol Desk) ip 44643 333 
44643 333 

8803080217 Supplemental Daliciency RepI CP 87 03 re 6 9 Kv switchgear installation 
on structural embedments (nilially reported on 860316 Installation complete & associ- 
alod cables rcterminatcd Testing lor switchgear rescheduled for 880320 
COUNSIL.W G , MARSHALL, J S TU Electric (formerly Texas LUilitms Generating Co ) 
08/03/01 Document CoVilrol Branch (Documoni Control Desk) ip 44637 044- 
44637 044 

8803080221 Intofinn Deficiency Rept CP-85-36 re inslalfation of non safely related con 
dull on non safely related dead weigh! supports Initially reported on 071105 Evalualion 
•on corrective actions continues Next rept expected by 660920 
COUNSIL.W G . MARSHALLJ S TU Elociric (formerly Texas UliFilios Generaling Co) 
0&/O3/O1 Document Control Branch (Document Control Desk) Ip 44650 001 
44650 001 


B803070363 Supplemental Deficiency Rept CP-87-22 re impact lesling of matls al- 
tached to conlainmenl liner not implemented Initially reported on 87102? Correct 
number for design change authorizatfon is OCA 49098 not DCA 49009 
COUNSIL.W G , BECK.J W TU Electric (formerly Texas Ulilittes Generaling Co] 66/ 
03/04 Documenl Control Branch (Document Control Desk) ip 44637 001- 
44637 061 

8803140160 Final Deficiency Rept CP 87-40 re olectrical isolation between Class IE 
ard non Class IE equipment IniliaFly reported on 870715 Isolation devices will bo ir 
stalled by 080808 lor Unit 1 & by fuel dale lor Unit 2 

COUNSll.WG TU Electric (formerly Texas Uliliiies Generaling Co) 80/03/07 Docu 
ment Control Branch (Document Control Desk) Ip 44727 026 44727 026 

6003140164 Final Oelicioncy Rept CP 86 02 ro coble tray hanger splico welds Initially 
reported on 870106 Correclivo aclions will bo complelod by 880501 tor Unit 1 A by 
date of fuel load for Unit 2 

COUNSIL.W G TU Electric (formerly Texas Utililies Generating Co) 80/03/07 Oocu 
menl Control Branch (Documenl Control Desk) Ip 44727 027*44727 027 

8003140172 Final Deficiency RepI CP 87 128 re loss ol conlrol power mdicalion fniCialJy 
reported on 871207 Loss of conlrol power monilonng indication added to affeclod cir 
cuitry & surveilJance procedure changes complotion by 801023 
COUNSIL.W G TU Efoclrtc (formerly Texas Ulilities Generating Co ) 08/03/07 Docu 
menl Control Branch (Oocumont Conlrol Desk) Ip 44709 3*13 44709 343 

8003140179 Final OeficiG/icy Rept CP 05 34 ro doficioncios in conduit support design & 
InadequalG site consl/installatlon practices fnilially reported on 061021 Unit 1 & 
common area conduit support sys verified & design criteria revised 
COUNSIL.W G TU Electric (formerly Texas Utilities Gonoraling Co ) 08/03/07 Docu 
ment Control Branch (Document Conlrol Desk) 2pp 44714 223*44714 224 

8803140261 Final Detrcioncy Rept CP 06-76 & suppiomonlal Deficiency Pepl CP 87-46 
re configuralion & dimensions of Gould baltory racks deviating from drawing 
reguiremonls Inilialjy roporlerl on 061021 Evaluatron completed 
COUNSIL.W G , BECK.J W TU Eioctrrc (formerly Texas Utilities Generating Co) 80/ 
03/08 Document Control Branch (Documoni Control Desk) in 44702 116 
44702 116 


6803080240 Deficiency Repls CP-OG 68 CP 87 62 & CP 67 70 re wcalhcr protection for 
Class IE components, Class 5 pipe supporls & pro bend pipe wall 
thickness rospoctivofy CorrecUve acltons being implemented Next rept will be submit 
led by 80OB11 

COUNSIL.W 6 . MARSHALL.JS TU Electric {formerly Texas Ulilities Generaling Co ) 
68/03/01 Documenl Conlrol Branch (Document Control Desk) 2 pp 44643 329 
44643 330 


8803160149 Final Supplcrnental Doficiency RepI CP-05 10 ro inadequacy in const pro 
cedures concornmg minimum spacing of concrolo anchors from embedded 
angles Initially reported on 050611 Final rept rXX*08l65 lists correclivo aclion*, re 
spacing 

COUNSIL.W G. MARSHALL.JS TU Electric (formerly Texas Ulililios Generating Co) 
88/03/10 OocumonI Conlrol Branch (Document Conlrol Desk) 2 pp 44716 295 
44716 296 


8603000242 Supple menial Deficiency Ropl CP 85 39 ro equipment conduit 
inteifaco Inilrally reported on 060111 Unit 1 ropair/rowork ol affected cabinets & cor- 
rection of oqurpmer^t qualification documents will bo completed by 880515 
COUNSIL.W G , MARSHALL.JS TU Electric (formerly Texas Utililies Generating Co ) 
08/03/01 Document Conlrol Branch (Document Conlrol Desk) to 44637 043 
44637 043 


B803160161 Final Oelicioncy Ropl CP 07 51 ro 400 V conlainmenl oJcclrical ponolfaCior 
backup pfotoclion Inlially reported on 870729 Corructivo actions to resolve doficiorcy 
will be complelod by 000601 & prior to fuel load for Unit 2 

COUNSIL.W G, MARSHALL.JS TU Elociric (formerly Texas Ulilifios Goncfahng Co) 
00/03/10 Document Control Branch (Documoni Control Desk) Ip 44721 333 
44721 333 


8803080245 Final Deficiency Ropl CP 86 67 re pre opera lionni piping vibralion losi 
progrann Initially reported on 670319 Steady slate vibrational test will bo commensurat- 
ed w/correspondmg unit schodulo for hoi funcltonal tostmg 
COUNSIL.W G 3 MARSHALL, J S TU Eleclric (formerly Texas Utilities Generating Co ) 
88/03/01 Document Conlrol Branch CDocumoni Conlrol Desk) ip 44643 331- 


0803080247 Supplemcnlal Deficiency Rept CP 87 59 re improper application of const 
aids Inilially reported on 070921 Replacomanl of Unil 1 & common area cable tray 
iiUinns rescnoduled lor 88081 ) 

COUNSIL.W G , MARSHALL.J S TU Electric (formerly Texas Utililies Generating Co ) 
88/03/01 Documenl Control Branch (Documenl Control Desk) Ip 44636 254 
44636 254 


0803160167 Final Ooficiency Ropl CP 87-0 1 ro overload capacily of startup 
transformers Initially roporled on 0/0903 Corroctive actions described in 080111 rept 
will bo complelod by 800120 for Unit 1 & by hoi funclional Kwlino (or Unit 2 
COUNSIL,WG , MARSHALL.J S TU Elociric (formerly Texas UliTilios Gonoratinci Co ) 
68/03/10 Documoni Conlrol Branch (OocumonI Conlrol Desk) Ip 44716 294 
44716 294 


0803160197 Final Doficlortcy Ropl CP-87 130 ro oqulpmonl quolificniion of tormlndl 
blocks inside & outside or containment Initially roporled on 871230 Replacement of 
Wofcimuller Idrmfnaf blocks will bo completed by 001001 

COUNCIL.WG TU Elociric (formorly Texas Ulililios Gonoraling Co) 88/03/11 Docu 
monl Conlrol Branch (Documenl Conlrol Desk) Ip 447 1 6 286 4471 6 206 


8003000100 Suppiomonlal Dcliciency Ropl CP 86*19 re expansion in scope for pros 
sure inslrumentalion mslallations SOAR CP as 19 to include evaluation of SOAR CP 
86 16 Initially reported on 870320 Evaluation of CP 06 16 will be submilted by 880516 
COUNSIL.W G . MARSHALL.J S TU Electric (formoriy Texas Ulilitms Gonoraling Co) 
08/03/03 Documenl Conlrol Branch (Documoni Conlrol Desk) Ip 44643 340 
44643340 

8003080106 Interim Deficiency Repi CP'87-102 re cable fray separation criteria fr^ilialiy 
reported on 870911 Evaluation of issue continuing Next rept will bo submitted by 
080526 

COUNSIL.W G , MARSHALL.J S TU Hleclric (formerly Texas Ulililias GerOfOling Co) 
80/03/03 Document Control Branch (Documenl Control Desk) ip 44637 055- 
44637 055 


0003080111 Interim Deficiency Rapl CP 87-10 re controi of design mods Initially report- 
ed on 870511 Evafualion continuing Nexi repi will be submilterfby 8G0601 
COUNSIL.W G . MARSHALL,J S TU Electric (formorly Texas Ulilities Generating Co) 
88/03/03 Documenl Control Brandi (Document Control Desk) Ip 44637 054- 


0803000113 FInaP Deficiency Ropl CP 87-124 ro Xomox valves fndially roporled on 
871230 Installation of spacers in Unit 1 Xomox vafve drive trains will be completed 
prior 1o fuel load Unit 2 corrective aclion will be comploled poor to fuel load 

® ' MARSHALL.J S TU Electric (formerly Texas Ulilities Generating Co.) 
88/03/03 Document Control Branch (Documenl Control Desk) Ip 44637 053- 


0803070318 Fin^ Deficiency Rept CP-SO-IO ro 15 kV bus ampaaly rating Inilially report- 
ed on 0801 1 1 Corrective action specified m previous ropl will ho completed by 8G(5729 
for Unit 1 & prior to hot functional testing for Unil 2 

^ ' BECK.J W TU Eleclric (formerly Texas Ulllilies Generating Co) 80 / 
. Control Branch (Documenl Control Desk) Ip 44637 093- 


0003160442 Supplemental OGficioncy Rapt CP 86 19 ro instrument 
installations Completion date for correclivo aclions ref in 880 1 29 Ur ro slonm sve pres 
sure transmitters changod from 880311 1 o 88O7D0 Delay necessary duo to scope ol 
work 

COUNSIL.W G , WOODLAN.D R TU Elociric (formorly Toxas Ulililios Gonoratirg Co) 
60/03/11 Document Control Branch (Oocumon! Conlrol Desk) Ip 44726 336 
44726 336 

8003160446 Final Deficiency Ropl CP 07-49 ro solid stale safeguards sys internal wumg 
terminal lons.lnitlally reported on 880111 Slartup Work Packages 4146 & 4147 iniliat 
ed to inspect for & rGlermlnalo Unit 2 soquorcor dofoctivo wire crimp lugs 
COUNSIL.W G TU Electric (formorly Texas Ulilitios Gonoraling Co ) 80/03/1 1 Docu 
ment Conlrol Branch (Documoni Conlrol Desk) 1 p 44725 033 44725 033 

0803160449 Final Oeficiertcy Rept CP -86 40 ro procuromenl and uso of ronqualified 
Agastal relays Inilially reported on 061010 Vendor designed equipment drawings ra- 
vised to show use of pro qualified relays Olhor corroctive actions discussod 
COUNSfL.W G TU Efoctrrc (formerly Texas Ulililios Generating Co ) BB/03/11 Oocu 
menl Control Branch (Documenl Conlrol Desk) 2 pp 44725 040 44725 041 . 

0803230000 Final Deficiency Rept CP 86 63 re pipo support const Inilially roporled on 
061016 Completion dales tor Unit 1 will commensurate w/schodule (or corripletion ol 
post-const hardware valJdalion program Unit 2 msp will be performed 
COUNSIL.W, G TU Efeclric (formerly Texas Utiiilios Generating Co ) 88/03/14 Docu- 
ment Controi Branch (Document Control Desk) Ip 44844 039 44844 039 

80032300 T3 fntorim Deficiency Rept CP 86 40 ro adequacy of nonconformance ropl 
dispositions (nilialJy reported 880216 Evaluation continuing Next rept will bo submilled 
by 86061 5 

COUNSIL,WG TU Electric (formerly Toxas Utilities Generating Co ) 08/03/14 Docu- 
ment Conlrol Branch (Document Control Desk) Ip 44049 189 44049 189 


8003070343 Final Deficiency Rept CPB7 2B ro condensate storage u 
overpressuniationlrtilrally reported on 87)202 Addition of safely related control f 
lure for level IransmiUers will be completed by 800516 for Unit 1 
BECK.J W TU Electric (formerly Toxas Utilities Ganoralrng Co) 6B/03/04 Docum 
Control Branch (Documoni Conlrol Desk) lp 44637 099 44637 090 


8003230016 Inlerim Deficiency Rept CP'06 07 ro wold failure & coaling dogradalion In 
SVC water syslniliafly reported on 860411 Implementation of corrective actions 
continuing Next ropt will bo sumitled by 880622 

COUNS!L,WG TU Elociric (formerly Texas Utililies Generating Co ) 88/03/14 Docu 
ment Control Branch (Document Control Desk) lp 44849 121-44849 121 
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8503220100 Supple mental Deficioncy Rept CP 06 73 re installalion of ASME snubber 
attachment brackets Initially reported on 870320 Completion of Unit I supports ro 
scheduled for 860501 S Unit 2 supports will be complotod prior to fool load 
COUNSlLpWG . WOODLAN.D R TU Electric ftormerly Texas Utilities Generating Co) 
88/03/15 Document Control Branch (Document Control Oosk) Ip 44767 359 
44707 359 

8503220153 Supplemental Deficiency Rept CP 86 31 re possible failure of rubber facing 
on fool valves mounted in diesel generator lube oil sump tanks Initially reported on 
660822 Unt 1 replacement completed & Unit 2 roschodulod 
COUNSIL.WG , WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co) 
80/03/15 Document Control Branch (Documont Control Desk) ip 44775 107 
44775 107 

8003230329 Supplemental Deticiency Rept CP 86 00 ro torque values for JC White 
tubing restraints Details of cause S required corrective action for subj deficioncy pro 
vided m correspondence associated w/SDAR CP 00 21 

COUNSIL,WG TU Electric (formerly Texas Utilities Generaling Co) 80/03/17 Docu 
menl Control Branch (Document Control Desk) Ip 44664 190 44B64 190 

8803280219 Supplemenlal Deficiency Rept CP-87-131 ro steam generator cubicle slool 

C latform framing & pressurizer support slab Initially reported orr 680205 Completion o1 
'Alt 1 corrective actions rescheduled for 081001 

COUNSli.WG TU Eleclnc (formerly Texas Utilities Goncralmg Co) 68/03/21 Docu 
ment Control Branch (Document Control Desk) Ip 44898 349 44898 349 

8603200195 Final Deficiency Rept CP 06-72 ro scope of plant mods resulting from 
pro|ect pipe suppoM validation program Initially submitted on 660609 Detailed analy- 
ses of individual supports will Identify other areas 

BECK,J W TU Eteclfic (formerly Texas UliliKos Generating Co) 00/03/22 Document 
Control Branch (Document Control Desk) Ip 44903 140 44903 140 

8803280198 Final Doliciency Rept CP 86 36 re scope of plant mods resulting from 
project pipe support validation program Initralty roporlod on 8G0609 Requirod support 
mods on Unit 2 will bo completed prior to hot functional lost 
BECK.JW TU Electric (formerly Toxas Utilities Genorating Co) 80/03/22 Document 
Control Branch (Document Control Desk) Ip 44898 346 44898 346 

6503290141 Final Deficiency Ropl CP 80 07 ro improper reactor coolanl pump 
wiring Irilrally reported on 080111 Corrective actions for Unit t scheduled for compio 
tion by 800618 Unit 2 corroclivo actions will be complotod prior to fuol reload 
COUNSIUW G , BCCK.J W TU Electric (formerly Texas Utilities Generating Co ) 88/ 
03/25 Document Control Branch (Document Control Desk) Ip 44903 291 
44003 20 1 


U CoagreaBlonal/Executivo Correspondence 

0603240456 Forwards quarterly ropl covoring Fourth Quarter of 1987, In rosponso to 
House Reel 97 850. 

ZECH.LW Commissioners 88/02/29 BEVILLJ Mouse of Rep. Ap prop rial tons 
Hpp 44807 341-44807 354 


DOCKET STN-SO-447 QESSAR.230 


A. Appllcatlon/constructlon stage documonts & correspondence 

8803210431 Informs ol relocation of NRR to slated address in Rockvillo, MD 
RUBENSTEIN.L S Standardization & Non Power Roactor Proiocl Dirocloralo 80/03/ 
16 ARTIGAS.R General Electric Co 3pp 44746 350 44746 352 


DOCKET STN-60.454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

6802Z9001B Rov 2 lo Emergency Plan Implomonlinn Procedure B2P 100 T6. “Slorcs 
Director (Chocklist of Initial GSEP Rosponslbilitios) 

* Commonwealth Edison Co 08/02/16 6pp 44539 129 44539 134 

9603150286 Rovlsod omergoncy plan implomenling procedures, Including Rev 4 lo DZP 
50O-T2, "Byron Station Slrotchor & Blanket Inventory" & Rov 7 to BZP 500 T4, 
"^rort: Station. First Aid Ktl Invontory " 

* Commonwealth Edison Co. 80/03^4 6pp 44713 183 44713 107 

9693140310 Forwards Safeguards & Special Reactive Insp Ropis 50 4 54/08 04 & 50- 
455/80 05 on 880120 0218 Violations noted Notice of violation & insp details with- 
held (ref 10CFH 73 21(c)(2)) 

MALLETT.B S. Region 3, Ofc of the Director 08/03/00 REED.C CammonwoaUh 
Edison Co 2pp 44710 009-44710 012 

•*8903140314 Partially withheld Physical Security & Special Reactive Insp Rep Is 50* 
454/88 04 & 50 450/88 05 on 880128-0212 Violations noted Ma)Of areas 

inspected prole cted area barriers & detection alds.assessmont aids, lighting, rocords & 
rents 

PIRTLE.GL . CREED, JR Region 3. Ofc of the Director 08/03/04 2pp 44710 011- 
44710012 


J. Insurance A Indemnity Information 

0693010000 Forwards Endorsements 1 & 2 to NELIA Certificate NW-170 ■& Endorse 
meats 1 A 2 to MAELU Certificate MW 84 

OSTEFt,J Commonwealth Edison Co 88/02/24 DINITZ,! Office of Nuclear Reactor 
Regulation^ Director (Post 870411) 21pp 44530 249 44530 269 

9993220401 Provides onsilo property damage Insurance at listed facilities, per 
10CFR50 54(w)(4) which requires licensees lo rep! presonl sources & fevel of insur- 
ance 

MORGAN, WE Commonwealth Edison Go 88/03/15 Document Control Branch 
(Documont Control Desk) Ip 44789 101-44789 101 


P Oporallng ficonse stage documents & correspondence 

0802260195 Generic Hr 86 04 to all nonpowor reactor licensees ro distfihuhon of ()unu» 
irradiated rn research reactors Sve hst end . 

MIRAGLIA.FJ Associate Director for Projects (P(>stfl/04!t) «8y{)?/23 <;ont.olidaUKl 
Edisorr Co of New York, tnc 1 1 pp 44553 345 44553 355 

0803070325 Forwards Rev 49 lo CE 1 A. "OA Program for Nucliiar Ooncr.Unu) fVo 
grams," consisting of listed revised pages Rov ref fuels orgfifuztdion A Ittfu ( hnnijn^ ii-j 
well as changes resufting from mock ASME survoys 

MORGAN.W Commonweallh Edison Co 88/02/26 Docurnonl Control Branch (Ooru 
ment Control Desk) ip 44604 306-44604 325 

0603140162 Applicalton for amends lo Licenses NPF 37 NPF 66,NPr 72 & NPr-/5,fn 
ducing conlainmonl tendon ilosiqn stresses to in corporate ntkfl (fpsign margin f no 
paid 

HUNSADER.SC Commonweallh Edison Co 88/03/02 MURLEY.TE Offiui of Nii 
clear neaclor Regulation, Diroctor (Post 870411) 3pp 44714 214 44/14 ?PP 

**8803140184 Proposed Toch Specs reducing contain ment tendon dosiqn strnssus lo 
incorporate addl design margin 

* Commonweallh Edison Co 88/03/02 T>pp 44/14 217 44714 22? 

8B03150116 Forwards rcqucsl for addl sirurtiwdl tnlo on plant spent Urol 
cxpansion.per util 671222 revised licensing rept in suppurl of proposed arnond lo in 
crease storage capacity 

OLSHAN.L N Project Drreclorato III 2 88/03/08 BUTTER FlFt D.L CoiTimorwonllh 
Edison Co 5pp 44689 149-446B9 151 

8803160178 Forwards Sargonl & Lundy Rev 3 to "ATWS Miligalion Sys Spucilic Oosigti 
for Byron /Braidwood Stations," containing listed design changos.nor uhl 871110 & 
1201 lolcons w/NRC 

AINGER.K A Commonweallh Edison Co 88/03/08 Document Conlrol Crancl)! (Docu 
ment Control Desk) Spp 44703 317-44703 344 

-8803160193 Hov 3 to '’ATWS Mitigation Sys SpociUc Design for f3yron/ Braldwnod 
Stations " 

* Sargent a Lundy, Inc 80/02/29 26pp 44701 3 1 9 44703 344 

0003160110 Application for amends lo Liconsos NPF 37,NPF 66,Nf^l -72 A NPF /'j ro 
vising Tech Specs governing operation of 6 Inch containment purge supply A oxhaiisi 
isolation valves to allow simultaneous oponmti of valves for lirnilod ronsonsFon paid 
AINGER.K A Commonwealth Edison Co 88/03/10 Document Con Irol Rranrh (Doru 
ment Control Desk) 2pp 41716 240 44716 260 

-8803160124 Proposed Toch Spccs.revising governing operation of fl inch con Inin menl 
purge supply & exhaust iso'ation vnivos. lo allow sirnullaneous opnnirxj of valvr»s lor 
iimdod reasons 

* Commonwoollh Edison Co 88/03/10 Hpp 44716 200 44716 260 

8S03210172 Application for amends lo Llconsub NPF 37 A NFF-GOjovisinq Torh SfiiiCb 
lo reduce onsite nuclear safety group min staffing roqiiircnierit from four lo throe eniji 
noers 

AINGER,KA Commonweallh Edison Co 86/03/10 Dociimenic:onlrol Efranch (Docu 
monlConlrol Desk) 3pp 44793 022 44793 030 

-0603210160 Proposed Tech Spec G 2 3 2, reducing onsito nuclear anfoly group min 
staffing requirement from four to throe engineers 

* Commonwoflilh Edison Co 68/03/10 Gpp 44793 025 44793 030 

0003230105 Forwards response to Generic Ltr 08-02, "ISAP II " Partial listinr) ol ISAP 
resourco requiremonls also end 

MORGAN.W E Commonwealth Edison Co 6Q/03/1C MURLCY.T E Office of Nuclear 
Reactor Regulation, Oiroclor {Post 870411) 3pp 44049 095 44849 09/ 

8003220364 Qonofic Ltr 80 05 to all licensees of operating PWRs & holders of CPs for 
PWRs ro boric add corrosion of carbon steel reactor pressure bourd(i,rv coinponent=; 

In PWR plants Sve list end 

MinAGUA,F Assocralo Direclof for Projects (Post 870411) 68/03/17 ConsolirJotud 
Edison Co of Now York, Inc 43pp 44879 084 44879 I2fi 

9803310289 Forwards nolico of issuance of Amend 15 lo Licenses NPF 37 & NPF 66 A 
Amend 6 to Licenses NPr-72 & NPF 75 Amend rovjsod Toch Specs lo add two radi* 
alion monitors for each station & to add roquiremeril that compoailo sample to sump 
effluent 

OLSHAN.L Project Diroctorale 1 11-2 88/03/25 BUTTE RFIELD.L Corrmonwealtli 
Edison Co 3pp 44920 076-44920 OBI 

-8803310293 Notice of consideration of issuance of amend to liconses NPF-37,NPr. 
66,NPF-72 A NPF-75 & proposed NSMC dolormi nation & opportunity for 
hearing Amend adds to radiation monitors for each slalion & adds roquiremonl ro 
composite sample 

MULLER, DR Project Directorate 111*2 88/03/25 2pp 44920 079-44920 081 


Q Inspection reports, IE Bulletins & correspondonco 


0803010140 Forwards Safety Insp Repls 50 454/8B02 & 50 455/8B 02 on 880101 
0211 & notice of violation 

FORNEY, Wt Region 3. Ofc of the Director 00/02/24 REED.C Commonwonltli 
Edison Co 2pp 44535 311-44535 323 

-8903010140 Nolice of violation from insp on 800101-021) Violation noted zero & span 
adjusting screw protecting covers for relucting walor slorago tank Level Transmltlor 
1 LT-0032 not installed 

FORNEY, W L Region 3, Ofc of the Director 88/02/24 1 p 44535 3 1 3 44535 3 1 3 

-6903010170 Safety Insp Ropts 50 454/08 02 A 50 455/08-02 on 800101 0211 Viola 
tion noted Major areas inspected previous insp fmdinqs,LERs,opQral<ons> 
summary.lrai rung, surveil lance, mainl A operational safety.hSF sya waikdown A in.fo no 

HINDS, JM Region 3, Ofc of the Director 80/02/24 lOpp 44536 314 44535 323 
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Ba02?aQW5 NRC Info Noiice &a 006. “Foreign Obiecis in Stoam Generators" Sve list 

RCDSSI.CE Division ol Operational Evenis Assessment (Post 070411) 8B/02729 
Cons oil cfali3<i Edison Co ol New York, Inc 1 18pp 14554 253 44555 009 

8803070340 Forwards Insp Pepls 50 454/66 03 & 50*155/68 03 on 8B0111 0217 & 

notice ol vjolation ^ 

HARRISON JJ Region 3. Ofc of ihe Diicclor 68/02/29 REEDC Commonweallh 
Edison Co 2pp 44605 108-44605 123 

-'a89307034'9 NoUco of violalion. Irom insp on 8B01 11-02 17 Viofalion noted one ASCO 
solenoid vaCve & two NAMCO linnil switches associated w/conlainment isolalion valve 
IPROee urqualilied past equipment quafilication deadline 

HARRISONJJ Region 3, Ole ol the Director 60/02/29 ip 4*1605 110 44605 110 

■ 0803070366 Insp Repts 50 454/08 03 & 50-455/86 03 on 8B0I11 0217 Violaltons 
noted Major areas inspected licensee action on previously iderilified finding, SER/tech 
meal evalualion repl corrmitmont & environ qualilicalion program compliance 
GAUTAM.AS. GARDNER.R N Region 3. Ole of the Director 88/02/26 13pp 
44606 It 1-44605 123 

8803020036 NRC Into Notice 88-007, Inadvertent Transfer of Licensed Mall to Uncon 
trolisd Locations “ Sve list end 

CUNNINGHAM R E Division of Induslnal & Medical Nuclear Safety {Post Q70729) 
B8/03/07 Consolidalod Edison Co of New York, Inc 12pp 44673 001 44673 012 

8803140310 Forwards Safeguards & Special Reactive Insp Repfs 50 454/68 04 & 50 
455/86-05 on 880128 0218 Violations noled Notice ol viofalion & insp delails wilh 
helcJ<ref l0CFR73 2McK2)} 

MALLeTT,BS Region 3, Ole of the Director 88/03/08 REED,C Commonwealth 
Edison Co 2pp 44710 009 44710 012 

-8803140314 Partially withheld Physical Security a Special Reactive Insp Repts 50 
454/86 04 & 50 455/88 05 on 880 126 0212 Violations nolcrfMa|Of areas 

inspected protected area barriers & delect ron aids.assessmenl a ids, lighting, records & 

PINTLE .G L , CflEED.J R Region 3 Ofc ol the Director 06/03/04 2pp 447t0 0t1 
44710 012 

8003160017 Forwards add I info re insorvice insp program,pBf 800119 tetcon Attachment 
contains inlo on uEil commitment to volumetncatly examine 7 sampto ol welds in 
conlainmenl spray sys & revised reliel roquesl re HXs 

AINGER.K A Commonwealih Edison Co 88/03/09 Documonl Control Branch (Docu 
meal ConlrOt Desk) 8pp 44694 27144694 2/6 

8803040062 NRC Bulletin 08 003, "Inadequate Latch Ertgagornenl tr> HFA Typo Lalch 
ing Relay Mfg by GE " Sve lisl encP 

ROSSI, C E Division of Opcralicnal Events Assessment (Post 070411) 00/03/10 
Cohsofidated Edison Co of Now Yorh, Inc 12app 44673 192 44673310 

8803210013 Forwards SALP 7 app containing no changes, per 060120 incoting & util 
890229 response to ropt 

DAVIS, A B Region 3, Ofc of the Director 88/03/11 REED.C Commonwealth Edison 
Co 2pp 44778 346 44778 351 

-8803210015 App 1o SALP Repts 50 454/B8 01 & 50 455/08 01 for Nov 1906 Oct 
1987 

' Region 3, Ofc of the Director 87/10/31 3pp *14778 340 44778 350 

-8803210016 Drscusses 800120 meeting w/NRC ro SALP 7 Board Repl Ulil places 
special emphasi-s on improved productivity •& good regulatory porlormanco, while main- 
laming excellence in overall operations 

BUrTERFIELD.L Commonwealth EefisonCo 86/02/29 DAVIS.A8 Regions, Ole of 
the Director Ip 44778 35144770 351 

8003080148 NRC Info Notice 88-000, "Chemical Reaclrons W/Radwastc Soltdificalion- 
Agenls " Svc list end 

ROSSLG E Division ol Operational Events Assessment (Post 670411) 80/03/14 
Consolidated Edison Co of Now York. Inc 120pp 44772 253 44773 012 

8003t4Q2B4 NRC Info Notice 08 009, ' 'Reduced Relrabifily of Steam Driven Auxiliary 
Feedwater Pumps Caused by Inslabifily of Woodward PG-PL Type Governors ’’ Svc 
list end 

ROSSt.CE Division of Operational Evenis Assossmeni (Posi 670411} 80/03/10 
Cojisolidated Edison Co of Now York. Inc 121pp 44857 056 44057 178 

8803300358 Forwards response to NRC 000205 Bullelrn 68-001 requesling holdors of 
OLs or CPs for WesUngheuse designed nuclear power reactors w/ steam generators 
having carbon steel support plates, iinptement actions specified in bulletin 
MORGAN.W E Commonwealth Edison Co 00/03/24 DAVIS, A 0 Region 3, Ofc of 
the Director 6pp 44913 212-44913 217 


R. Periodic operaling reports & related correspondence 


8803030112 ■■Eflluenl & Waste Disposal Semiannual RopI, Jut-Doc 1087 " W/68020fl Itr 
QUERIO.R E Commonwealih Edison Co 87/12/31 DAVIS.AB Region 3. Ofc of Iho 
Director t4pp 44602 254 44602 26? 

8802180332 Monthly operating repts for Jan 1980 W/080210 Itr 
SP|T2ER,D J . QllERfO.n E Commonwealih Edison Co 88/01/31 14pp 44580235- 
44560 24B 

8803040861 Forwards occupational radiation exposure po fliers of plant operating repts 
KOYACH.T J Commonwealih Edison Co 80/02/29 DAVIS.B Region 3, Ofc of the 
Orrectof Ip 44612 317-44612 338 

"86031)80391 "1987 Rept of Occupational Personnel Radtallon Doses" W/ 600219 Itr 
QUERIO,RE Commonwealih Edison Co BRP 1100 16 ROl 07/12/31 DAVIS,AB 
Region 3, Ofc of the Director 4pp 44612 334 44612337 

0803140107 Monthly oporalmg rept tor Feb 1960 W/080310 Hr 
SPITZER,DJ. PLENIEWfCZ.R Commonwealth Edison Co 08/02/29 I4pp 
44709 329 44709342 


8003240430 Forwards annual lOCFRBO 59 rept lor l907,consisl<ng of iiem dDScripbons 
& respeclive safety evalualions,(ncliiding changes made to features of fire prolectian 
program not previously approved by Commission 

PLENIEWICZ.R Commonwealih Edison Co 08/03/07 MURELYJ Office of Nuclear 
Reactor flegulalian. Director fPost 670411) 33pp 44600 167-44060 199 


S Repoflable occurrences, LERs & related correspondence 

8003080513 LER 08 001 00 on 880209.conlfol room vontilatfon actuation occurred due 
lo mam conirof room outside air intake 0 process radiation monitor gas channel 
spiko Cause unknown Venlilalion sys relumed lo normal W/000303 Itr 
HORNBEAK.F, PLENIEWICZ.R Commonwealih Edison Co 80/03/03 4pp 
44650 002 44650 005 

8003160075 PNO III 00 OlOAon 860310, licensee notified Region Ilf that investigation 
into lirewalch record discrepancies completed & concluded that 51 walchman failed 
to perform duties, per procedures Licensee awarded conlracb lo anolhor contractor 
CREED.J, MALLETT,0 Region 3, Ofc of the Director 06/03/11 )p 44725 016- 
44725 046 


V. Operator Examinations 

8803250009 Forwards revs to quirlanco for Inal NRC rcqunlificaticn exams ro lessons 
foarnod from exams a! H8 Robinson plant W/o onci 

WRIGHT, GC Region 3, Ole of the Dircclor 88/03/16 REEO.C Commonwealth 
Edison Co 2pp 44001 095 44881 096 


DOCKET STN-50 455 BYRON STATION,' UNIT 2 


F, Security, medical, emergency & firo protection plans 

8002290018 Rev 2 to Emergent Plan Implernonlmg Procedure SZP lOO T5, Stores 
Director (Chocklisl of fnilial GSEP Rosponsibililies) 

* Commonwealth Edison Co 00/02/16 6pp 44539 129 44639 134 

8803150206 Revised emergency plan implomonling procoduros, including Rev 4 to 0ZP 
500 T2. "Byron Slalion Slretcher & Glankol Inventory" 0 Hov 7 lo D2P 500-74 
"Byron Station First Aid Kit Inventory " 

’ Commonwealth Edison Co 00/03/04 6pp 44713 163 44713 187 

8003140310 Forwards Safeguards & Special Roactivo Insp Repts 50-454/06 04 A 50 
455/60 05 on 060128 02(8 Violations noled Notico of violation & insp details with 
hold (ref I OCFR 73 21(c)(2)) 

MALLETT,0S Ronron 3, Ofc of Iho Director 06/03/08 REED.C Commonwealih 
Edison Co 2pp 44710 009 44710 012 

0803140314 Pariially williheld Physical Security & Spocial Roactivo Insp Repts 50 
454/00 04 & 50 455/60 05 on 080126 0212 Violations rolofjMnior areas 

inspected prolocled area barriers & detection aids.assossmont alds.fighlirg, records & 
repts 

PI RTLE.G L Region 3. Ofc of Itie Director 06/03/04 2pp 44710 011 44710012 


J Insurance & Indemnity Information 

0803010000 Forwards Endorsoments 1 & 2 lo NELIA Cortilicalo NW-t70 & EndDise 
mcnls 1 & 2 lo MAELU Cortificalo MW 64 

OSTER.J Commonwealth Edison Co 60/02/24 DINITZ.I Offico of Nuclear Reactor 
Rogulotion, Direclof (Post 870411) 21pp 44530 240 44530 269 

0803220401 Provides onsilo properly damage insiiranco at listed facilities per 
10CFn50 54(wj(4) which requires ticonseos lo ropt present sources & level of rnsur 
ance 

MORGAN.W E Commonwealth Edison Co 00/03/15 Document Control Drench 
(Document Control Desk) Ip 44769 101 44769 101 


P, Operating llconae stage documents & correspondence 

0802250195 Generic Ltr 06 04 to all nonpower reactor licensoos ro distfibulion of gems 
irradiated in research reactors Svc list end 

MIRAGIIA,FJ Associate Director for Profocls (Post 87041 1) 60/02/23 Consolidated 
Edison Co of Now York, Inc I Ipp 44553 345-44553 355 

8003070325 Forwards. Rev 49 to CE-1-A, "QA Program for Nuclear Gonoraling Pro 
grams," consisting of listed revised pannes Rev reflects organization & titio changes as 
wolf as changes resulting from mock ASME survoys 

MORGAN.W Commonwealth Edison Co 00/02/26 Documonl Control Branch (Docu- 
ment Control Desk) Ip 44604 306-44604 325 

6803140102 Application for amends lo Licenses NPF'37,NPF-66,NPF-72 & NPF 75, re 
ducing containment tendon dosfgn stresses to incorporale addi design margmFeo 
paid 

HDNSADER,S C Commonwcatlh Edison Co 66/03/02 MURLEY.T E Oifico ol Nu- 
clear Reactor Regulation. Director (Post 870411) 3pp 44714 214 44714 222 

-0003140164 Proposed Tech Specs reducing conlainmenl londen design stresses to 
incorporate addI design margin 

‘ Commonwealth Edisor> Co 68/03/02 6pp. 44714 217*44714 222 

30031501 16 Forwards roquesl for add! slruclural info on plant spent fuel pool 
expansion, per util 671222 revised licensing ropt In support of proposed amond lo in 
crease storage capaevty, 

OLSHAN.Lhf Prefect Oiroclorale IJI-2 86/03/08 DUTTERFIELD.L Commonwealth 
Edison Co 5pp, 44689 149 44689 153 

0803160170 Forwards Sargent & Lundy Rev 3 lo “ATWS Mitigation Sys Specific Design 
for Byron/Braidwood Stations,*’ conlaining listed design cnangos.per util 071110 8 
1201 teJeons w/NRC 

AINGEH.K A Commonwealth Edison Co 08/03/08 Document Control Branch (Oocu 
ment Control Desk) 2pp 44703 317-44703 344. 



DOCKETED ITEMS 2TI 


• BB03160193 Rev 3 lo "ATWS Miligalion Sys Specific Design for Byron/ Qraidwood 
Slaiions" 

• Sargent & Lundy. Inc 80/02/29 26pp 44703 319 44703 344 

86031601 10 Appficalton lor amends lo Licenses NPF 37,NPF 6G.NPF 72 & NPF-75 re 
vising Tech Specs governing operalion o1 8 inch containmenl purge supply & exhaust 
isolalior^ valves lo allow simultanoous opening o1 valves lor limiled reasons Fco patd 
AINGER.KA Commonwealth Edison Co 88/03/ 10 Document Control Branch (Docu 
ment Conlro! Desk) 2pp 44716 240 44716 260 

- 8803160124 Proposed Tech Specs, revising governing operation ol 0 inch containment 
purge supply & exhaust isolation valves to allow simultaneous opening ol valves for 
iirrited reasons 

‘ Commonwealth Edison Go 88/03/10 tlpp 44716 250 44716 260 

8803210172 Application lor amends to Licenses NPF 37 & NPF 66, revising Tech Specs 
to reduce onsile nuclear safety group min staffing requiromonl from four to Ihreo engi 
neers 

AINQERiK A Commonwealth Edison Co 88/03/10 Document Conlrol Branch (Docu 
mont Control Desk) 3pp 44793 022 44793 030 

-8803210130 Proposed Tech Spec 6 2 3 2, reducing onsilo nuclear safely group mm 
stalling requiremonl from four to three engineers 

* Commonwealth. Edison Co 88/03/10 6pp 44793 02G 44793 030 

BB03230105 Forwards response to Generic Lir 08 02, *'ISAP II ’’ Parlial listing of ISAP 
resource requiremenls also end 

MORGAN.VVE Commonwealth Edison Go 80/03/16 MURLEY.TE Olfico of Nuclear 
Reactor Rogufation. Director (Post 8704 1 1) 3pp 44049 095 44049 097 

8803220364 Generic Ltr 88 05 to all licensees of opornting PWRs & holders ol CPs lor 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary compononis 
in PWR plants Sve list end 

MIRAGIIA.F Assocralo Director for Projects (Post 070411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 084*44879 126 

Bfl03310209 Forwards notice of Issuance of Amend 15 lo Licenses NPF 37 a NPF 66 a 
Amend 6 to Licenses NPF 72 a NPF*75 Amend revised Tech Specs lo add two radi 
ation monitors for each station a to add requirement that composite sample lo sump 
elflucnl 

OLSHAN.L Project Dirodoralo 111*2 88/03/25 BUfTERFIELD.L Commonwealth 
Edison Co 3pp 44820 076 44920 001 

• 8803310293 Notice of consideration ol issuance ol amend to Licenses NPF 37, NPF 
66, NPF 72 a NPF*75 a proposed NSMC dolorminalion & opportunity for 
hepring Annend adds lo radiation monitors for each station a adds requirement re 
composite sample 

MULLER.DR Projocl Directoralo III 2 88/03/25 2pp 44920 079 44920 001 


Q, Inspection reports, IE Qulletlns & correspondonco 

8803010140 Forwards Safety Insp Ropls 50 454/88 02 a 50 455/00 02 on QOOlOl- 
021 1 A noltco of violation 

FORNEY.W L Region 3, Ole of the Director 88/02/24 REEO.C Commonwealth 
Edison Co 2pp 44535 31 1*44535 323 

”8003010170 Safety Insp Reptb 50 454/08 02 a 50 455/88 02 on BQ0101 021 1 Viola* 
lion nolod Major areas inspoctod previous insp findings, LG Rs, operations 

summary, training, surveillance, maint a operational safoty.ESF sys waikdown a info no 
I ices 

HINOS.J M Region 3, Ofc of Iho Director 08/02/24 lOpp 44535 314 44535 323 

8802230035 NRC Info Notice 88 006, "Foreign Objects in Steam Generators” Sve list 
end 

nOSSI,C E Division of Operational Evonib Assessment {Post 070411) 80/02/29 
Consolidated Edison Co of Now York, Inc IIOpp 44554 253*44655 009 

0003070340 Forwards Insp Repls 50 464/88 03 a 50 455/88 03 on 880111 0217 a 
nolico ol violation 

HARRISON, J J Region 3, Ofc of the Dircclor 88/02/29 REED.C, Commonweallh 
Edison Co 2pp 44^05 108 44605 123 

"8003070349 Notice of violation from msp on 880111*0217 Viol altor^ noted one ASCO 
solenoid valve & two NAMCO limit switches associated w/conlainment isolation valve 
1 PR 066 unqualified past oquipmonl qualification deadline 

HAHRISON.JJ Region 3, Ofc of the Director 88/02/29, Ip 44605110 44605 110 

"0803070366 Insp Repts 50 454/08 03 a 50*455/80 03 on 000111 0217 Violations 
nolod Major areas inspected llconsoo action on previously idonliliod 1indjng,SER/tech 
meal evaluation rept commitment a environ qualification program compliance 
GAUTAM.AS. GARDNER.RN Region 3. Ofc ol the Director BD/02/26 1 3pp 
44605 111*44605 123 

0003020036 NRC Info Notice 08 007, "Inadvortonl Transfer of Licensed Mall lo Urtcon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safety (Post 870720) 
80/03/07 Consolidated Edison Co of New York, Inc I2pp 44673 001 44673 012 

0803140310 Forwards Safeguards a Special Reactive Insp Repls 50 454/88 04 & 50 
455/08 05 on 680128 02i8 Violations noted Notice ol violation & insp details with 
hotel (ref 10CFR73 21(c)(2)) 

MALLETT.B S Region 3, Ole of the Director 88/03/08 REED.C Commonweallh 
EdisonCo 2pp 44710 009 44710 012 

"6803140314 Partially withheld Physical Security & Special Reactive Insp Repls 50* 
4S4/0OO4 & 50-455/88-05 on 880120 0212 VioJallons noled Major areas 

mspocted protected area barriers & detection aids,as‘iessment aids,lighling, re cords & 
repls 

PIRTLE.GL, CREED.JR Region 3, Ofc ol the Director 88/03/04 2pp 44710 011* 
44710012 

88031 S0017 Forwards addi tnfo re inservlce insp program, per 000119 lelcon Allachmom 
contains Info on util commitment lo votumetrically examine 7 5% sample of welds in 
containment spray sys & revised relief request re HXs 

AINGER.K A Commonwealth Edison Co 86/03/09 Document Control Branch (Docu 
ment Control Desk). Opp 44694 271*44694 278 


0303040062 NRC Bullolin 06*003, “Inadequalo Lalch Engagement in HFA Typo Lolch 
inq Relay MIq by GE ” Sve list end 

ROSSI ,C E Division of Operational Events Assessmenl (Post 870411) 08/03/10 
ConsQlidaled EdisonCo of Now York, Inc 128pp 44673 192-44673 319 

8803210013 Forwards SALP 7 app conlaining no changes.per 680129 mooling & u1d 
880229 response lo ropt 

DAVIS, A B Region 3, Ofc ol the Diroctor 88/03/1 1 REED.C Commonwealth Edison 
Co 2pp 44778 346 44770 351 

--08O321OO15 App to SALP Ropls 50 454/88 01 & 50-455/88 01 for Nov 1986 - Oct 
1087 

* Region 3. Ofc of the Director 07/10/31 3pp 44778 346 4477Q 350 

"8803210016 Discusses 880129 meeling w/NRC ro SALP 7 Board ReptUlil places 
special emphasis on improved prodirclivdy & good regulalory performanco.whilo main 
laming excellence in overall operations 

BUTTERFIELD.L Commonwealth Edison Co B0/02/2D DAVIS,A fl Region 3, Ofc ol 
the Diroctor Ip 44778 351*44770 351 

B0O3O8O148 NRC Info Notice BfiOOO. “Chemical Reactions W/Hadwasle Solidilicatfon 
Anenis "■ Sve list onci 

ROSS1,CE Division ol Operational Evenis Assessment (Post 670411) 80/03/14 
Consolidated EdisonCo of New York, tnc 120pp 44772 253 44773 012 

8803140284 NRC Into Notice 88 009, "Reduced Reliability of Sieam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward Pe PL Type Governors" Sve 
list end 

ROSSI, CE Division of Operational Evenis Assessment (Post 670411) 88/03/16, 
Consohdatod Edison Co of New York. Inc 121pp 44857 050 44857 176 

0803300360 Forwards response lo NRC 680205 Bulletin 80-001 requesting hoiefors of 
OLs or CPs for Wostinghouso designod nuclear power reactors w/sleam generators 
having carbon blael support pfatos.imptemenl actions specified in bulletin 
MORGAN.WE Commonwealth Edison Co OB/03/24 DAVIS, A a Region 3, Ofc of 
the Director 6pp 44913 212 44313 217 


R Periodic oporaling reports & related correspondence 


8863030112 “Eflluonl & Waste Disposal Semiannual Ropl.Jul Dec 1987 " W/800200 Mr 
QUERIO,R E Commonwealth Edison Co 87/12/31 DAVIS, A 8 Region 3, Ofc of the 
Director 14pp 44602 254 44602 267 

0002180332 Monthly operaling repts for Jan 1980 W/6&0210 ltr 
SPITZEfl,D J. OUERIO,R E Commonwealth Edison Co 88/01/31 Mpp 44680 235- 
44580 248 


0003140167 Monthly operaling r^l for Fob 1900 W/8Q0310 Hr 
SPITZER.OJ, PLENIEWIC2,R Commonwealth Edison Co 68/02/29 Upp 
44709 329 44709 342 

0803240430 Forwards annual 10CFR50 59 ropl for 1987, consisting of item descriptions 
& respcclwo safoly ©valuations, including changes made lo foalurea of hr© proloction 
not proviously approved by Commission 

IEWICZ,R Commonweallh Edison Co 80/03707 MURELY.T OfliCQ of Nuclear 
Reactor Regulation, Director (Post 0704 1 1) 33pp 44Q80 167 4 4880 199 


S. Reportabte occurrences, LERs & relalod correspondence 


0803100071 LER 88 001 00 on 68021 2, feedwater pump 2G tripped resulting in toss of 
invonlory in sloam generators & reactor trip on low steam generator level Caused by 
failure of servovalve which alfowod governor valvo lo fait open W/8B-030a (tr 
JOYCE, T. PLENIEWICZ.R Commonweallh Edison Co 88/03/06 4pp 44778 225* 
44778 22B 

8003160075 PNO II 1*88*0 10A on 060310, licensee nolilied Region III that Investigation 
into firowalch record discrepancies completed & concludod that 51 watchman failed 
to porlorm duties, per pro-oedures Licenseo awarded contracts to another contractor 
CREED.J, MALieTT,B Region 3, Ofc of the Director 88/03/11 Ip 44725 046* 
44725 046 


V, Operator Examinations 


8003250089 Forwards revs to guidance for trial NRC requaliticalion exams re lessons 
learned from exams at HB Roomson plant W/o end 

WRIGHT.GC Region. 3, Ole of the Diroctor 06/03/ 10 REED.C Commonwealth 
EdisonCo 2pp 41081.095 44061096 


DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 


F. Socurlly, medical, emergency & fire protecllon plans 


8003009479 Rov 7 to Proceduro BwZP 5CIO-5A1. "App A,TSC Inventory Checklist " 
•Commonweallh EdisonCo 88/02/22 4pp 14631.040-44631 043 

8803160106 Revised emergency plan implementing proceduras.lncluding Rev 9 (o 
DwZP 600*2. "Station Em^oyoe Lisl," Rev 10 lo BwZP 600 3, "Support Group Direc- 
tory" & Rev 10 to BwZP 600-3A7, "‘Food & Motel Phone Lisi " 

GOER ING, R S Commonwealth Edison Co 80/03/03 28pp 44729 255-44729 282 

0803210261 Forwards results of review to delermlne safely significance of unmanned 
lirewalches.per C^E Noretius 6B0212 request Plant & public safoly not affected sinco 
(tre detection sys available Documented training session conducted 
HUNSADER.SC Commonwealth Edison Co 88/03/10 DAVIS, A B Roglor^ 3, Ofc ol 
Ihe Director app 44724 317*44724 319 



212 DOCKETED ITEMS 


Q AdjtKtlcn tory correspondonce 

‘=“"‘='^‘^'"9 pail«lm.ual decison LBP 87(4,26 NRC 
a<lO Licensing Appeal Panel #188 5947 8B/03/25 

j liisurnnco & indomnUy l«rorinalioji 


8&03020036 NRC Info Nolico 88 007, ‘ Inadvertenl Transfer of Licensed Watl lo Uncen 
Ifolled Localions " SvC lisi end 

CUNNiNGHAM.n E Division of Industrial & Medical Nuclear Safety (Post 870729) 
80/03/07 Consolidated Edison Co of New York. Inc I2pp 44673 O0M4673 012 

8003160060 Forwards Safely fnsp Repls 50 456/88 06 & 50 457/88 00 on 880216 
25 No violations noted 

HARRISON, J J Region 3. Ofc of the Diroctor 88/03/09 REED,C CommonweaflJi 
Edison Co 2pp 44726321-44726 328 


E-»Kfors<3inents 1 to NELIA Ccrtilicales MW 186 MW 20. NW 
ppUNVv'lo NW 10f3.Endorsemer^ts 2 lo MAELU Certificates MW98,MW5.MW 


^ l:ntiorsomenl 3 to MAELU Certificate MW 37 
J)h1f fl I t.nininonwoiillh Edison Co ae/02/29 DINITZ.l Oflice of 
Hoiliil.ilion Dirpt kjr (Po"it H704 1 1J 10Spf> 44573 165 44573 269 


Nuclear Reactor 


8803220401 onsilo properly damage insurance al listed facilities, per 

K)t.| Mill ]4(w)f4) Wifiich requires licensees lo rept present sources i& level of insur 

•> 

MOFKiAN.W E: Cdmrnoiriwcallh Edison Co 80/03/15 Document Control Branch 
iflofiitiirnl Control Oobik) ip 44709 101-44789 101 


P. OporalliiQ license slriQe dociimerit& & correspondence 

8802250106 OoiKmc I tf 69 04 to all donpower reader licensees re disiribulron of gems 
irrrttimUMJ in rnsmirch ru^iclors Sve list enci 

MIHAtil lA.f d Assoi'inlo Director lor Projects (Post 8704 tl) BD/02/23 Consolidated 
1 t,c> o1 Nt)W York, toe 1 1 pp 44553 345 44553 355 

OBOJ070325 I oiwjutls flov 49 lo CH-t-A, OA Program for Nuclear Generating Pro 
ijrdm'h " (oiisi'dinii ol listed rovisod pages Rev rellects orgamzaiion & title changes as 
will! as I htiricp", rosirlhnq from -rrock ASME surveys 

Mt^lK'iAN.W Cninrnonwuiillh EdisoP Co 80/02/26 OocumenI Control Branch (Oocu 
(lUHil toiilrol Divik) 1|> 44604 306 44604 325 

0003080102 f oryvuKls ‘ Etroidwood Unit 1, Cycle 1 Startup Repi," per Tech Spec 69 13 
K I ovnri Ini (in I ( riltcniily 

tlUNSAIH H.SC t'ornrnonsveaMh Edtson Co 80/02/29 DAVIS,AB Rogion 3, Ofc of 
Uii) l)jr<i< tor Ip 44623 183 44623 236 

Q8030Q0160 'Ri.utfwpotl Unit I.CycIo 1 Startup RepI" 

• Cdriiinunwihilth Cdison Co 00/02/29 53pp 44623 184-44623 236 


-8003160065 Safety Insp Repts 50 456/88 06 A 50 457/80 08 on 880216 25 No viola 
lions or deviatfons noted Major area inspected licensoo implemonlation of Generic Ur 
03 28 in areas of equipment classification & vendor interfaco 
NEISLER.J H , GARDNER.R N Region 3, Ofc of the Director 00/03/03 6pp 
44726 323 44726 328 

8803040062 NRC Bulletin 08 003, "InadequaiG Latch Engagement in UFA Typo Lalch 
mg Relay Mfg by GE ” Sve list end 

ROSSI.CE Division of Oporatfonal Events Assessment (Post 870411} 60/03/10 
Consolidated Edison Co of New York. Inc 12flpp 44673 192 44673 319 

8803170203 Forwards Safety Insp Repts 50 456/88 04 & 50 457/06 05 on 860113 
0216 No violations noted 

SHAFER, WO Region 3, Ofc of the Director 00/03/10 REED.C Commonwealth 
EdisonCo 2pp 44781 124 44781 137 

-8803 170205 Insp RcpIS 50 456/80 04 & 50-457/88-05 on 800113 0216 No viorations 
or devialions noted Major areas Inspected oporational radiation prelection 
program, including licensee aclion on previous insp findings & organization 
GRANT.WB, GREGER.LR Region 3. Ofc of Ihe Director 60/03/09 12pp 
44781 126 44781 137 

B80308014B NRC Info Nolico 80 008, "Chemicaf Reactions W/Radwasle Solidification 
Agents " Sve list end 

ROSSI.CE Division of Opcralional Events Assessment (Post 870411) 8EJ/03/H 
Consolidated Edison Co or Now York, fnc I20pp 44772 253 44773 012 

8803220127 Forwards SALP 7 Board Repts 50-456/08 01 & 50 457/68 01 for Dec 
1906 Dec 1987, for review prior lo 000406 mooting SALP hoard assessmcnl 
reviewed Concurs w/assignod ratings 

DAVIS. AS Region 3, Ofc of the Director 08/03/17 REED.C CommonwDallh Edison 
Co 3pp 44786 230 44706 267 


8003140102 Application (or nnionds to Licenses NPF-37,MPF 66.NPF-72 & NPF 75,ro- 
tltinng Hiiilainniuril tornlon dosign stresses lo incorporate arfdl design margin Fee 
imlii 

hliiNSADI H,S C ('cnviionsvOiatHi EdisonCo 88/03/02 MUflLEY,TE Office of Nu 
dear Flngulnlion, Director (Posi 070411) 3pp 44714 214-44714 222 

-O0O3H[>ia4 fhofjo'iod Tech Specs reducing containment tendon design stresses to 
KKOPporntu aifdl dnsicjn margin 

‘ |i(iiPirnunvv<»aUti Edison Co OB/03/02 6pp 44714 217 44714 222 


0003 too 178 f nrwu fils Snrtjonl & Lundy Rev 3 lo ''ATWS Miligalion Sys Specific Design 
lor llyrcn/Hralrlwcjncii SInlions." conlaming frsted design cnanges.per util 871110 & 
1201 h'Uon'p w/NRC 

AiNfil RK A (.oinmionwonlth Edison Co 08/03/08 Document Control Branch (Docu~ 
MinnlCrinlrol IK'isk} 2p(» 44703 317-44703 344 


•0803160193 Ikiv 3 It) "ATWS WiliyaUun Sys Specifre Design for Byron/ Braldwood 


^Stiitmini “ 

‘ Rmiinnl A I unity, Fnc 


39/02/20 26pp 44703 319-44703 344 


80631001 ID AnnlK.alion for anneods to Lreensos NPF 37, NPF 66 NPr-72 & NPF-75 ro- 
vr.infi Tt'th Spin 'i Rovornang oporalton of B-Inch conlainment purge supply A exhausl 
iQolulion v4lvp"» to fiNow simultaneous opening ol valves for limited reasons Fee paid 
AINGf HK A Comm on wealth Edison Co 68/03/10 Documeni Conlrol Branch (Docu- 
riinni Coniml Dohk) app 44716 24^-44716 260 


• 8003100124 !^f£)|)OscrJ Tech Specs, revising governing operation of 8 inch containmenl 
purr JO i,u(jp1y & oxhnu&l IsolaOon valves lo allow simultarjeous opening of valves for 

* (Swmmwo.?llh l-dison Co 60/03/ »0 lipp -(<1716 250 W16 260 


DQO32301O5 Forwards ro9ponao lo Generic LIr 80 02. ‘fSAP 11" Partial listing of ISAP 

83/03/16 MURLEY.T E Office ol Nuclear 
(Post 070411) 3pp 44849 095 44049 097 

0803220364 Gonofic Hr 00 05 lo all licensees of operating PWRs & holders of CPs for 
F^wr^s ro iKJifc acid corrosion, of carbon steel reaclor pressure boundary components 

consol, da(Gc. 

f di'Jun Co of New York, Inc 43pp 44 879 084 44079 126 

08031 1Q200 I'cirwerd^ notreo of issuarco ol Amend 15 lo Licenses NPF-37 & NPF-BB & 
SSmo A NPF-75 Amend revised Tech Specs lo add two radi- 

al icnlrimiilors for oarh slatron & lo add requiremeni that composite sampPo to sump 

aLSMANL Promcl Diroclorato III-2 60/03/26 0UT7ERFIELD.L Commonwealth 
l-diHoriCo Opp 44020 076 44920 OBI 

ftfiniaio?ni NoljfO of considorahon of issuanw of amend to Ltcensos NPF37.NPF 
fir?NPr & Mf>F-75 & proposed NSHC (fetermrnation & opperlunily for 

flooring Amend ndrfs lo radiation monitors for each slahon & adds requirement re 

KSonToloct Difeclo/alo III-2 88/03/25 2pp 44920079 4 4920 0S1 


0 IntpecKon ropofts, IE Bultellns * corrMpoodence 

0802230035 NRC Info Wolreo 09-006. "Foreign Objects in Steam Generalers " Sve list 

nSliqi r i n.^,Q,on of OnorabonaF Evonia Assessment (Post 87041 1) 88/02/29 
^owYor^rJne liepp 44554 2 53 44555 009 


-8803220135 SALP Repls 60 456/80 01 & 50 457/08 01 for Doc 1986 Doc 1967 
* Region 3, Ofc of the Oireclor 08/03/17 33pn 44786 233 44786 267 

8803230166 Confirms 0BO328 enforcoment conforonco in Glon Eflyn.lL lo discuss fmd- 
inos re mod to conlrol room vonHlalion per 0003 1 6 discussion 
GREENMAN.EG Region 3, Ofc of the Diroclor 80/03/17 REED.C Commonwoallh 
Edison Co 2pp 44667 096 44067 007 

8603140284 NRC Info Notico 80 009, "Roducod Roliabllily of Slonm Driven Aoxihary 
Feedwater Pumps Caused by Instability of Woodward Pu PL Type Governors " Sve 
list end 

ROSSI.CE Division of Operational Events Assassmont (Post 070411) 08/03/10 
Consolfdalod Edison Co of Now York, Inc 121pp 44857 050 44857 170 

8003300358 Forwards response to NRC 080205 Bullotin 00 001 requesting holders of 
OLs or CPs for Weslingnouso designed nuclear powor roaefors w/sloam genera lors 
having carbon steel support plates, Implement actions specified In bull elm 
MORGAN, WE Commonwealth Edison Co 80/03/24 DAVIS, A B Region 3, Ofc ol 
the Director 6pp 44913 212 44913 217. 


R. Periodic operating reports & related correspondence 

8803160298 "Semiannual Effluenl Ropl for Jul Doc 1907 " W/880205 Itr 
FIT2PATflfCK,E Commonwealth Edison Co 87/12/31 DAVIS.AB Region 3, Ofc of 
Iho Director Opp 44716 337 44716 345 

6803040081 forwards occupational radiation oxposuro portions of plant operatirg repts 
KOVACH,! J Commonwealth Edison Co 00/02/29 DAVIS, B Region 3, Ofc of tho 
Director Ip 44612 317-44612 330 

-8803080403 Advises lhal Initial annual oporating rept is being submitted prior lo Mar 1 
of year following Initial criticality Recorued annual whole body external oxposuro (or 
CY07 indicates no Individual exposure of 100 mrem or moro 
FITZPATRICK.E Commonwealth Edtson Co 08/02/16 DA VIS, B Region 3. Ole of 
tho Director Ip. 44612 330-44612 338 

8803170184 Monthly operating repls for Feb 1980 W/080310 Itr 
PETERSON,MW. QUERIO.R E Commonwealth Edison Co 00/02/29 I4pp 
44731 145 44731 150 

8803210456 "Head quarters Dally Rept for 880314 *’ 

* Radialion Protection Branch 08/03/14, 63pp 44759 351-44760 054 


S Reportable occurrences, LERs & related correspondence 


8803090010 LER 88 005 00 on B80204, diesel generator 1A start on safely Injection 
signal instead of undervoltage signal Caused by mlscornmunlcation between 
operators Generator secured & operators counsefod W/080303 Itr 
SMITH,R A, FITZPATRICK.E Commonweallh Edison Co 08/02/23 4pp 44874 220 
44674 223 

0003220238 LER Q0-007-00on 87021 5, unit entered Mode 4, on 880218, pumps 1B,2A i 
20 declared inoperable due lo dlscovory lhal lower motor boaring vibration readings 
for RHR nol current Caused by programmatic deficlBncY,W/8B0316 Hr 
ENGEN.M R , QUERfO.R E (Do mm on wealth Edison Co 08/03/13 5pp 44786 277 
44786 281 
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8B03>40393 Discusses 880315 Operaiing Roaclors Events Meetkng 88 11 Lisi of 
allencfees.evonls discussed & tabulation of long term followup assignmonis dela'^ed m 
ends 

BANNING, W Events Assossmont Branch 80/03/15 ROSSI.CE Division of Ooer- 
ational Events Assessment (Post 870411) 17pp 44890 284 44890 300 


V Operator Exannlnatlons 

8803210004 Requests 1 wk oxlonsion lo lime limit imposed by 10CFR55 re annual on 
eraiing exams for licensed operators 

RTZPATRICK.E Commonwoatlh Edison Co 88/03/02 BURDICK, T Reqion 3 Ofe el 
IheDirectcr 1p 44724 316 44724 316 ^ 

8803250009 Forwards rovs lo guidance for trial NRG requalificalion exams re lessons 
learned from exams a1 MB Robinson plant W/o end 

WRIGHT .GC Region 3, Ofc of the Director 88/03/18 REEO,C Commonwealth 
Edison Co 2pp 44801 095 44BQ1 096 


docket STN-BQ-457 DRAIDWOOD STATION. UNIT 2 


F Security, medical, emergency & fire protecUon plans 

88030B0479 Rev 7 to Procedure QwZP 500 bAl, "App A.TSC Invoniory Checklist" 

‘ Commonwealth Edison Co 88/02/22 4pp 44631 040 44631 043 

8803160186 Revised omorgoncy plar^ implemenUng procedures.inctudinQ Rev 9 to 
BwZP 600 2, '‘Station Employee List," Rev 10 lo BwZP 600 3, "Supporl Group Oirec* 
tory" & Rov 10 lo BwZP bOO 3A7. "Pood & Motel Phono List '' 

GOERING,RS Commonwealth Edison Co. 88/03/03 2flpp 44729 255 44729 282 

B603210261 Forwards results of review lo dotermmo safely significance of unmanned 
firewalches.por CE Norelius 880212 request Plant & public safely nol affected since 
fire dotoclion sya available (Documeniod training session conducted 
HUNSADER.aC Com mo nwoaUh Edison Co 08/03/10 DAVIS.AB Region 3, Ofc of 
the Director 3pp 44724 317 44724 319 


6 Adjudicatory correspondence 

8803290067 Dociaion * Affirms concluding partial Initial decision, LBP'87 14,25 NRC 
461 Served on 860326 

SHOEMAKER, CJ Atomic Snfoly and Llconsing Appeal Panel //108 5947 68/03/25 
3jpp 4467) 019 44671 049 


J. Insurance A Indemnity Information 

88Q3220401 Provides onsilo properly damage insurance at listed facililios.per 
10CFR50 54(w)(4) which requires llconsoos to ropl prosonl sources level of insur 
arreo 

MORGAN,WE Commonwealth Edison Co 68/03/15 Document Control Branch 
(Document Centrol Desk) Ip 44709 101 44769 101 


P. Operating license stage documents & correspondence 


0002250195 Goneric Llr 68 04 lo all nonpower roaclor licensees re distribution of gems 
irradiated In rosearch reactors Sve list end 

MiflAQLIA,r J Associato Direclor (or Projects (Post 870411) 86/02/23 Consolidated 
Edison Co of Now York, Inc 11 pp 44653 345 44563 355 

6803070325 Forwards Rov 49 to CE t-A. "QA Program for Nuclear Generating Pro- 
grams," consisting of listed revised panes Rov rellocts organizalion & title changes as 
mil as changes resulting from mock ASME surveys 

MORGAN,W Commonwealth Edison Co 68/02/26 Document Control Branch (Docu 
ment Control Desk) Ip 44604 306 44604 325 


8803140182 Applicaiion for amends to Licenses NPF*37,NPF 66,NPF-72 & NPF-75,re 
ducing containment tendon design stresses to incorporate addi design margin Fee 
paid 

HUNSADER.SC Commonwoalth Edison Co BO/03/02 MURLEY.TE Office of Nu- 
clear Reactor Regulation, Director (Post 6704 U) 3pp 44714 214 44714 222 

■■0003140184 Proposed Tech Specs reducing containment tendon design stresses lo 
incorporate addI design margin 

' Commonwoallh Edison Co 86/03/02 6pp 44714 217 44714 222 


8003090020 Staff requirements memo re briefing on slatus of near ferm operating li 
censes on 080224 Staff commillod to provide Commission w/ulll projected response 
dale lo questions on potential upgrading of containment bldg ^ ^ 

CHILK.SJ Office of the Secretary of llio Commission 88/03/04 STELLO,V Ofc o 
Iho Executive Director for Operations Ip 44657 272-44657 272 


8003160170 Forwards Sargent & Lundy Rov 3 to "AlWS. Mitigation Sys Specific Design 
for Byron/Braid Wood Slallons,” conlaininn listed design cnan9es,per util 871110 & 
1201 telcons w/NBC 

AtNGER,KA Commonwoallh Edison Co 80/03/08 Document Control Branch (Docu 
monl Control Desk) 2pp 44703.317 44/03.344 

-0803160193 Rov 3 lo "ATWS Miliaation Sys Specific Design for Byron/ Braidwood 
Stations " 

* Sargent & Lundy, Inc 88/02/29 26pp 44703 319 44703 344 

0003160110 Applicaiion for amends to Licenses NPF 37,NPF 66,NPF»72 & NPF-75 re 
vising Tech Specs governing operation of 8-inch containment purge supply & exhaust 
Isolation valves to allow simultaneous opening of valves for limited reasons Fee paid 
AfNGER,K A Commonwealth Edison Co 66/03/10 Documenl Control Branch (Doce 
menl Control Desk) 2pp 44716 248 44716 260 

■•8693160124 Proposed Tech Specs, re vising governing operation of 8 inch containment 

C supply & exhaust isolation valves to allow simultaneous opening of valves lor 
i reasons 

* Commonwealth Edison Co 88/03/10 11pp 44716 250 44716 260 


0003210053 Describes slatus of actions taken, per licensee commitment llrs attached to 
Lfcen-se NKF-75jnciuding complelion of staled re-iesls & Dtoset Generator 2A Tech 
Specs 

HUN5AOERSC Common wealih Edison Co 68/03/14 MURLEV.TE Office of Nu- 
clear Reactor Regulation, Director (Post 870111) 2pp 44724 359 44724 360 

0803230105 Forwards response to Genenc Llr 88 02 PSAP II ’ Parlial listing o1 ISAP 
resource requirements also end 

MORGAN WE Commonwealth Edison Co 88/03/16 MURLEY.TE Office ol Nuclear 
Reacior Regulation Direclor (Post 8704 1 1j 3pp 44819 095 4.4849 097 


nuTo or operaiing r-WMS & noiaers Ol UHs for 

HVVHs fs boric acid corrosion ol carbon sleel reactor pressure boundarv cornoonents 
in PWft plants S VC lisle ncl 

MIRAGUAF Associate Dirt;ctor tor Projects (Post 870411) 86/03/17 Consolidated 
Edison Co of Ntw York, Inc 43pp 44879 084 14879 126 


0803300405 Provides addi mfo to support environ qualification per 10CFR50 49 of 
Bunker Ramopr 880322 telcon Atlachmenl I identifies Bunker Ramo instrumentation 
peritilration inlo Addi mlo will be transmitted as described 

HUNSADER.SC Common.\ealth Edison Co 88/03/23 MURLEYTE Olfice of fJu 
Clear Realtor Regulanon, D.rector (Post 870411) 40pp 4490? 273-44902 312 


BB033102B9 Forwards notice ol issuance ol Amend 15 10 Licenses NpF 37 & NPF-0b & 
Amend 6 to Licenses NPF 72 & MPF 75 Amend revised Tech Specs to add two radi 
*0' each staiiori & to add require me ni that composite sample lo sump 

OLSHAN.L Project Directorale 1112 08/03/25 aUTTERFlELO.L Common weailh 
Edison Co 3pp 44920 076 44920 Q81 


•8803310203 Notice ol consideration ol issuanse Of amend to Licenses NPF-37,NPF 
66,NPF‘72 & NPF 75 & proposed NSHC detormination & ooportumt/ Jo; 
hearing Amend adds lo radraiion monitors tor each station S adds reouitement re 
composilo sample 

MULLER, DR Project Directorate 111 2 08/03/25 2Dn 44920 079 44G20 OBI 


Q Inspection reports, IE Bulletins & correspondence 

8803070355 Forwards Relief Request 2NR15 & intenm repi Bvafuation of Indication in 
Unit 2 Loop 1 Elbow to Valve Weld Region, " for review & acceptance in conjunction 
w/review ol SC Hunsader 670923 Hr to TE Murley on prescrvice insp prooram 
HUNSADER.SC Commonwealth Edison Co 88/02/23 MURLEY.TE Office o I Nu 
clear Reacior Regulation, Director (Post 870411) 4pp 44605 121 44605 152 

• 08O3O7O3S7 ‘ Evaluation of Indication in Uml 2 Loop 1 Elbow lo Valve Wold Reg on 
interim repi 

BAMFORO.WH. WITTFJ, JOHNSON FR V/eslinghouse Eleclnc Corp 86/02/29 
26pp 44605 1?8 44605 152 

8803070384 Responds to violations noted in Insp Repl 50-457/87-45 Correcliwe 
actions temporary procedure change pul in place to direct Unit 2 operators to use Unit 
2 procedures & permanent procedure being prepared 

BUTTER RELD.L Commorwvealth Edison Co 08/02/26 DAVIS A Q Region 1 Ofc of 
the Director 2pp 44604 231 44604 232 

0802230035 NRC Info Nolice 88 006. ‘Foreign Objects m Steam Generators ' Sve list 

RQSSI.CE Division of Operalional Events Assessment (Post 670411) 86/02/29 
Consolidated Edison Co ol New York, tnc l I8pp 44551 253 44555 009 

0803100108 Provides further basis for fatigue crack growth evaluation supporting 
6B0223 requeM for relief from preservice insp requirements of ASME Section Xf Final 
repl on analysis to be submitted 30 days after issuance of full power OL 
AINGEH,KA Commonwealth Edison Co 88/03/04 MURLEYJE Office of Nuclear 
Reactor Regulation. Director (Post 870411) 2pp 44632 140 44662 141 

0603020036 NRC Info Notice 86 007, 'Inadvertent Transfer ol Licensed Mali to Uncon- 
tfOHed Localtans " Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
88/03/07 Consolidated Edison Co ol New York Inc t2op 44673 001 44673 012 

8803160060 Forwards Safety Insp flcpis 50 156/80-06 & 50 457/88 OB on B802 te- 
as No violations noted 

HARRISON, JJ Reqion 3, Ofc of the Director 88/03/09 REED,C Commonwealth 
Edison Co 2pp 44726321 44726320 

-8803160065 Safely Insp Repls 50 456/68 06 & 50 457/83 00 on 8B02 16 25 No viola- 
tions or deviations noted Major area inspected licensee tmpleimeniaiion of Gersenc Llr 
63 26 in areas of equipment crassificaiion & vendor interface 
NEISLER.JH, GARDNER.RN Region 3 Ofc of the Oireclor 69/03/09 6pp 
44726 323 44726 328 

0803040062 NRC flulleim 88 003, ’‘Inadequate Latch Ergagemenl in HFA Type Latch 
mg Relay Mfo by GE " Sve list end 

ROSSl.CE Division of Operational Events Assessment (Post 670411) 88/03/10 
Consolidated Edison Co of New York, Inc I28pp 44673 1&2 44673 319 

0803170203 Forwards Safely Insp Repts 50 456/88 04 & 60 457/88 05 on 800113 
0216 No violations noted 

SHAFER WD Region 3, Ofc ol the Director 88/03/10 REED.C Commonwealth 
Edison Co 2pp 44781 124 44781 137 

”0003170205 Insp Repts 50 45b/88-04 & 50 457/00 05 on 809113-0216 No violalons 
Of devisJions noted Major areas inspected operational radiation protection 
program, including licensee aclion on previous insp findings & orgamzatton 
GRANT.WB GREGERLfl Region 3 . Ofc of the Director 80/03/69 12pD 
44701 126 44781 137 

SB03Q8014B NRC Info Notice 88 008, ’Chemical Reactions W/Radwasie Solidili cation 
Agents " Sve list end 

ftOSSlCE Division of Operational Events Assessment (Post 870111] 89/03/14 
Consolidated Edison Co of New York. Inc l20pp 44772 253 44773 012 
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fi0O322O127 Fofwarc/s SALP 7 Board Repts 50 4S6/8B 01 & 50 457/86 01 for Dec 
1996 - Dec 1087, for review prior lo G-00405 moeling SALP board assessmcnl 
roviQwed Concurs w/assigned raUngs 

DA\/IS.A8 Region 3, Ofc of the Oireclof 86/03/17 REEDC Commonweallh Edison 
Co 3pp 44706 230 44786 267 

“8803220135 SALP Repls 50 456/68 01 & 50 457/00-01 for Doc 1986 Dec 1987 
’ Region 3, Ofc of IhD Direclor 88/03/17 33pp 44706 233 44786 287 

0003230156 Confirms 8B0328 enforcement conference m Glen Ellyn,! L to discuss (md 
rngs re mod to confrol room vcnlifalion per 080316 discussion 
GREENMAN,EG Region 3, Ofc of Ihe Director 00/03/17 REED^C Commonwealth 
Edison Co 2pp 44867 038 44867 097 

8003140284 NRC Info Notice 00 009, “Reduced Reliability of Sleam Driven Auxiliary 
Foedwaler Pumps Caused hy fnstability of Woodward PG PL Typo Governors Sve 
list end 

ROSSLC E Division of Operational Events Asscssmont (Post 070411) 68/03/10 
Consolidated Edison Co of Now York, Inc 121pp 44857 056 44657 176 

8803300358 Forwards response to NRC 880205 Bulletin 66 001 requesting holders of 
OLs or CPs lor VYostinghouse designed nuclear power reaclors w/steam generalors 
having carbon steel support piates.implemeni actions specified in bulfetm 
MORGAN, WE Commonwealth Edison Co 86/03/24 DAVIS A Q Region 3, Ofc of 
the Director 6pp 44913 212 44913 217 


R Periodic operating reports & related correspondence 

8603160298 ’'Somiannual Effluent Rept lor Jul Dec 1987 ” W/660205 Itr 
FITZPATnfCK,E Comm on wealih Edison Co 87/12/31 DAVIS, A 8 Region 3. Ofc of 
the Director 9pp 44716 337-44716 345 

0003040061 Forwards occupal tonal iradrafion dJtposure portions of plant operating repts 
KOVACH,T J Commonwealth Edison Co 08/02/29 DAVIS, B Region 3, Ofc of tho 
Director Ip 44612 317 44612 338 

“0803080403 Advises that initial annual oncraling repi is being submitted prior to Mar 1 
of year following initial criticality Recorded annual whole body oxternal exposure for 
CY87 indicates no individual exposure of 100 mrom or moro 

FIT2 PAT RICK, E Commonwealth Edison Co 08/02/16 DAVIS, 3 Region 3, Ofc of 
the Direclor Ip 44612 330 44612 338 

6003170164 Monthly operaling repts lor Feb 1988 W/680310 Hr 
PETERSON.M W, QUERIO.R E Commonwealth Edison Co 80/02/20 I4pp 
44731 145 44731 158 

6003210456 “Headquarters Daily Ropl for 680314 " 

• Radial ion Protection Branch 00/03/14 63pp 44759 35144760 054 


S Reportable occurrences, LERs & related correspondence 

9803018414 LER 88 004 00 on 800t29,emorgoncy cfiosol genoralor aulo-slartcd due to 
undervolllage signal generated by inadvertent removal of Bus 241 potonlial fusos by 
operator Caused by oporator error Operator counseled W/080226 Hr 
HfLL.H, FiTZPATRICK.e Commonwealth Edison Co 80/02/25 4pp 445311 14- 
44531 117 

1603840343 LER 00 003 00 cm 880 131, Inadvertent loss of power to Insirumcnl Bus S 12 
ro suiting in a reactor trip Caused by personnel error Bus reenergized, painters told lo 
discontinue work on inverter cabinol & fuse roplacod W/080229 Hr 
HILL,H. FITZPATRICK,E Commonwealth Edison Co 88/02/29 4pp 44613 264- 
44613 267 

1803160209 LER 0QOO6-OOon 0802 10, auxiliary feedwater pump 2A auto 
slarted Caused by personnel error Exit procedure 6 pump initial conditions roostab- 
lished & operator refrained In correct voH Ohm meter application W/000309 Hr 
MELONE,C. QUERIO.RE Commonwealth Edison Co 08/03/04 4pp 44725 029 
44726 032 

003150328 PNO III 08 017 on 600308, unit achieved iniliat criircaldy Conditions at criti 
calily as OKpectod NRC Inspectors monitored preparation for criticalily OL permitting 
fuejl loading & low power testing issued on 07 1218 

HINDS.J. FORNEY .W Region 3, Ofc of the Direclor 86/03/08 Ip 44710 206 
44716 206 

003220277 LER GB 007-00 on 060216,reaclor vessel flange inner 0 ring leak (fetoclion 
manual Isofalion valve 2RC60698 discovered closed Caused by personnel error Sys 
con figuration restored lo re<wircd lineup W/880314 Hr 

ZAPINSKI.SM, QUERIO.RE Comrnonweallh Edison Co 80/03/09 4pp 44709 044 
44709047 


. Operator ExamInpCIons 

003210004 Requests 1 wk extension to time limit Imposed by 10CFR55 re annual op 
eralrng exams for licensed operators 

FITZPATRICK ,E Commonwealth Edison Co 88/03/02 BURDICK, T Region 3, Ofc d 1 
Wio Direclor Ip 44724 316-44724 316 

003250089 Forwards revs to guidance for trial NRG ro qualification exams ro lessons 
learned from exams al HB Robinson plant W/o end 

WRIGHT.GC Region 3. Ofc of the Director 80/03/10 REED.C Conimonwcaflh 
Edison Co 2pp 44881 095 44081 096 


OCKET 50-468 RIVER SEND STATION, UNIT t 


Secorily, medfeal, emergency * ffre protection plana 

03070230 Fonwards 8B0224 emergency planning exercise scenario Mods lo scenario 
will be provided at 8B0224 controller/evoluator bnofirtg. 

BOOKER, JE Gulf States Ufllities Co 88/01/08 Document Control Branch (Docu- 
ment Control Desk) 2pp 44597 314 44590 020 


• 8803070235 “River Bend Statior^ 1960 Emergency Preparedness Evaluated Exercise 
on 600224 ’■ 

* Gulf Stales Utilities Co 38/02/24 65pp 4459/316 44598 020 

0803010460 Forwards responso lo Insp Ropt 50 458/87 23 End wilhheld (ref 
lOCFR 73 21) 

DEDDENS.JC Gull Slates Utililics Co 06/02/26 Document Control Branch (Docu 
ment Control Desk) Ip 44531 137 44531 137 

8803100175 Responds lo violations noted in Insp Hopt 50 450/87 30 Corrective 
aclions sbiM supervisors & control foremen completed aff annual emergency lrain.ng0 
batisfactorily passed exam requirements 

DEDDENS J C Gulf States Ulililios Co 08/03/04 Document Conirol Brandi (Ooclt 
menl Control Desk) 6pp 44681 185 44601 190 

B0O329O214 Forvzards Insp Ropt 50 458/08 05 on 680200-12 Violations noted Notice of 
violaiion wilhhold (rol 10CFR73 21) 

CALLAN.L J Reyion 4. Ole of Iho Director 60/03/(0 DEDDENS.JC Gulf Stales Util 
itics Co 2pp 44904 094 44904 096 

- 8803290217 Parlially withheld Insp Ropt 50 458/88 05 on 890200 12 (rd 
10CrR73 21) Violations identified inadequate personnel access control S inadequais 
compensatory measures Major areas inspected vital area detection aids 
CALDWELL.RA, EVERETT RJ Region 4, Ofc of tho Direclor (10/03/11 Ip 
44904 096 44904 096 

80032901 15 Forwaids Insp Rept 50 450/80 07 on 000222 25 Deficioncios in emergency 
preparedness program noted Util should provide NRC w/schodulo for corrocting deli- 
cicncies v/ithin 30 days after receipt of Itr 

CALLAN.L J Region 4. Ofc of Iho Director UQ/03/22 DEDDENS.JC Gull Stales U3j1 
ilies Co 2pp 44904 1 1 1 44904 110 

-B0O329O121 Insp Ropt 50 450/08 0/ on 080222 25 Doficioncies noted Mafor areas 
inspecled annual omergoncy proparedrif\s5 exercise 

TERC.NM, FISHER.WL Region 4, Ofc of Iho Direclor 88/03/15 6pp 44904 113 
44904 1 18 


P OperoHng license stage documents & correspondonco 


0603070041 Application for amend lo License NPF 47, revising mam sleam safety/reliof 
valvo safely (spring) set pressure loloranco 

DEDDENS.JC Gulf States Utilities Co 88/02/10 Documenl Control Branch (Occu 
monl Control De&k) 7pp 44C04 085 44604 002 

- 8803070046 Proposed Tech Specs.rovisinq main steam safely /rollof valvo safety 

(spring) sot pressure tolerance 

* Gulf Stales Utilities Co 00/02/10 tp 44604 092 44604 092 

0003010002 Forwards util responso to OL-00 02, “ISAP It ” AddI info prior lo decision lo 
parlicipalo m program roquosletf 

COOKER, JE Gulf Stales Ulililios Co 08/02/19 DonumonI Conirol Branch (Docu 
mont Conirol Desk) 3pp 44551 057 44551 059 

0002250105 Generic Llr 08 04 to all nonpowor reactor licensoes ro distribution of gems 
irradiated in roseorcli reactors Sve list one! 

MIRAGLIA.F J Associate Direclor lor Projects (Post 87041 1) 08/02/23 Consolidalod 
Edison Co of Now York. Inc I Ipp 44553 345 44553 355 

88022002S4 Discusses concerns ro granting unescorted accobs to ulil errplo/aes w/o 
compiying w/niness for Duty Program Deparluro from program would do subslantiar 
damage to method of actiioving increased safety at nuclear fncililios 
MAmiN.RO Region 4. Ofc of the Director 08/02/23 DEDDENS.JC Guff Stales 
Ulililios Co 2pp 44552 168 44552 169 

8003020294 I loadquartcrs doily rept for 680225 

• Ofc of Special Projects 80/02/25 lOpp 44566 030 44566 040 

0003070160 Notifies that Rev 1 to Offsito Doso CalculationnI Manual is acccplabfo 
ref Enel technical ovalualion rept lists discrepancies & suggestions Requests listed 
points be considered In next rov witliln 6 rnonlfis of llr dato 
PAULSON.WA Project Ofrecloralo IV 08/02/29 DEDDENS.JC Gulf States U I iHies 
Co 3pp 44610 133 44610 157 

- 8602260079 “Technical Evaluation Ropt for Evaluation of Offsite Dose Celculatioa 
WanuaI.Rov ItRIvor Bond Station Unit 1 " 

SERRANO. W. BOHRTS EG&Q Idaho. Inc (subs of EG&G. Inc) BOHN.TS Maho 
National Enplnoenng Laboratory FIN D 6034 EGG PHY 0003 88/02/29 NRC • No 
Delaifod Atfiliallon Givon 22pp 44610 136 44610 15/ 

8803000329 Partial responso lo FOIA request for documents re rogronal ovalualion of 
pfanl Forwards Ann Q c/ocumonts Apn A & B documcnls avaiinblo In PDR 
GRIMSLEY.DH Division of Rules & Records (Post 870413) 88/03/04 GONNOR.L 
Doc-Search Assoclatos 6pp 44635 002 44635 329 

“0803080345 Forwards Region IV operating plan lor FY05 Itoms which mgt shouW 
focus attention on /isted Add! oporalmg plana one) 

FOSTER.WH Region 4, Ofc of tho Direclor 85/11/13 MARTIN.R D Region 4, Ofc 
Of tho Director 130pp 44635 009 44635 146 

0003180179 Notification of 8B0324 mooting w/ulll In Rockvilio.MD lo discuss util 
070605 licenso amend request to modify allowable average drywefi area lamp, mam 
Sleam tunnel area temp monitoring & main stoam tunnel temp isolntfon 
PAULSON.WA Project Direcloralo IV 88/03/10 CALVO.J A Project Oircctoiaie IV 
3pp 44737*154 44737 156 

0003210094 Advises that util post trip review data & Info capability accoptablo based on 
util 880204 summary of 860410 tolconjn responso lo Horn 1 2 of Generic Ltr 63-28, 
“Required Actions Dasod on Generic Implications of Salem ATWS Events “ 
PAULSON.WA Project Dfreclorata IV 88/03/10 DEDDENS.JC Gulf Slates UlililJes 
Co 5pp 44737 300-44737 310 

0803100220 Forwards addi Info ro 070618 submittal to amend License NPF 27 Tech 
Specs.per NRC 080304 request 

BOOKER.JE Gulf States Utilities Co 08/03/11 Documorit Control Branch (Docu- 
ment Control Desk) 4pp, 44701 235 44781 230 



8803220364 Generic Llr 80^05 lo all licensees of operating PWRs & holders ol CPs for 
PWRs re bone dcid corrosion ol carbon steel reactor pressure boundary components 
in PWR plants Sue list end 

MIRAGL'A,F Associate Director for Projects (Post 870411) 08/03/17 Consolidaled 
Edison Co of New York Inc AGpp 44879 004 44879 12G 


8803300184 Forwards revised Tech Spec Pace 3/4 4-7, correcting typo in Tech Specs 
in 880210 application for amend lo License NPF 47 

DEODENS.J C Gulf Slates UUliUos Co 88/03/22 OocurnGnt Control Branch (Docu 
merit Control Desk) 2pp 44901 327 4490 1 320 


•8803300189 Corrected Tech Spec Page 3/4 4-7 re RCS safety /relief valve setpoints 
' Gull Slates UlililiDS Co 88/03/22 Ip 44901 129-44901 329 


8803300279 Requoslb for ndtJl inlo ro responso lo Generic Llr 83 20. Item 2 l(Parl 1), 
Equipment Classification Program (Program lor Reactor Trip Sys Components)’ Ro 
sponso requested wntiin 45 days ol Hr receipt 

PAULSON, W A Project Dirertoralo IV 88/03/24 DEDDENS.JC Gull Slates UtililiQS 
Co 5pp 44905 00/ 44905 011 

8803300416 Requests addl into fo application for amend lo license, changing mam 
Bieam tunnel lemp isolation actuation inslrumontation solpoints Principal concerns 
identilied in AtlachmenI 2 will servo as agendo for 060329 mooting 
PAULSON.WA Project Dircctorafo IV 8U/0J/24 DEDDENS.JC Gull Slates Uti lilies 
Co 21pp 44914 152-44914 172 


0 Inspection reports, IE Oullctins & correspondenco 

68031)70199 Summarizos 080217 18 moelings w/liconseo to discuss liconsoo inservice 
insp program re live roliol requests not grarrted by NRC in 871020 Itrlnfo provided 
satisfaclory & suppi lo safely ovalualion planned AUendees & request Ins 1*1 end 
PAULSON.WA P^roject Oircclornto Iv 60/02/22 Project Dircolorato IV 22pp 
44607 025 44607 046 

8802230035 NRC Info NoUco BO OOG, “Foroign Objoclb h Steam Ganeialors " Sve lisl 
end 

ROSSI.CE Division of Operational Events AssossmonI (Post 8704 M) 86/02/29 
Consolidaled Edison Co of Now York, Inc 1 18pp 44554 253 44555 039 

8693030265 forwards tnsp Ropl 50*450/08 02 cn 0801 19 22 No violaltons Of dovi* 
aticins noted 

CALLAN.LJ Hogton 4 Ofc ol tho Direcicir 00/02/29 DEDDENS.JC Gull Slates Ulil- 
iliesCo 3pp 44565 290 44566 300 

♦ 8803030266 Insp Ropt 50 450/86 02 on 8601 10 22 No violations or deviations 
noted Major areas inspected liconsoo actions ro IE Oullotin 65 003 
NORMAN DE , AZUA.R V, mCLAND.R E Region 4. Ofc of the Diroclor 86/02/23 
Bpp 44565 293 44565 300 

8803090194 Discusses Insp Rrpl 50 450/87 28 on 6/1101 21 & lorwords nolice ol 
violation Civil per^alty not proposed because of prompt idanlilicniion 8 repo fling ol vio- 
lation & prompl & extensive corrective actions 

MARTIN.RD Rogior 4. OIr of tho Director 86/03/04 DEDDENS.JC Gulf Stales 
Utilities Co 2pp 44657 293 44667 297 

-8803090200 Notice ol vnolntion from insp on 671101-21 Violation noted ono of two 
channels in ono trip sys lor RPS initralion & two of lour channels for HPCS initiation 
were inoperable whon ir^slrumonl Hoot Volvo IRCS VI 22 closed 
MARTIN, R D Region 4, Ofc of Iho Director 68/03/03 3pp 44657 295 44657 297 

8803100176 Responds to violations noted rn Insp Rapt 50-458/67 30 Cofrectivc 
aclions shift supervisors & control foromon complolad all annual emergency training & 
salislaclorily passed oxam require montb 

DEDDENS.J C Gulf Slates Ulililiob Co 66/03/04 Document Control Qranch (Docu 
ment Control Desk) Gpp 44601 165 44681 100 

8803920036 NRC inlo Nolico BB 007. ‘'Inadvortunl Transfer oi Liconsod Matl lo Uncon 
Iroltcd Localions*' Sve list one! 

CUNNINGUAM.R E Division of Indusirial & Medical Nuclear Safely (Post 870729) 
8B/03/07 Consolidaled Edison Co of Now York. Inc 12pp 44673 001-44873 012 

8003170018 Forv/ards Insp Ropt 50 456/08 01 on 060101-0215 & nolico of violaliorr 
CALLAN.LJ Region 4, 0(c ol iho Director 68/03/09 DEDDENS.J C Gull States Util- 
ities Co 2pp 44725 047 44725 0G1 

8803170020 Notice of violation from insp on 000 1 01 0-215 Violation potedon 
0001 21, specified corrr'ctivo aclton had not boon complolcd for nonconforming condi 
lien identified by licensee on 8604 12 

• Region 4, Ole of the Director 68/03/09 Ip 44725 049 44725 049 

-8B03170026 Insp Ropt 50 458/00-01 on 880101 0215 Violation noted Major areas 
inspocledNRC Bullotin 87-002. lOCrR21 ropts. sitrveillarico lost observation, rnalnl 
observation, safely sys walkrfown & oporalional safoly vcnlicalior> 

CtlAMBERt AIN, (5 . JONES, W B . HOLLER, EJ Region 4, Ofc ol tho Oifoclor 86/03/ 
04 12pp 44725 050-44725 OGl 

8803049062 NRC Oullotin 88 003, "tnadoquato Latch Engagemoriit in HFA Typo Lalch 
inq Relfw Mfo by GE ” Sve list one) 

ROSSI.CE Division of Operational Events Assessmanl (Post B70411) 88/03/10 
Consolidated Edison Co of New York, fnc 120pp 44673 192 44673 310 

8803210177 Concludes lhal no furlhor plant-specific action necessary ro NRC Bulletin 
87 001, 'Thinning of Pipe Walls at Nuefoar Power Pianls," per util 870911 response 
PAULSON.WA Project Directorate IV 88/03/11 DEDDENS.JC Gulf States Ulililios 
Co 3pp 44737 190-44737 192 

8803080148 NRC Info Nolico 66 000, "Chomical Reactions W/Radwasto Solidilicolion 
Agents " Sve list end 

ROSSI.CE Division of Operational Evants Assessment (Post B704U) 88/03/14 
Consolidaled Edison Co of Now York, Inc 120pp 44772 253 44773 012 

8803230136 Ack receipt of 660222 Itr re violations fiolod in Insp Repl 50 458/87 29 on 
880129 Reply reviewed & found rcsponsivo lo concerns raised In nolico of violallon 
CALLAN.LJ Region 4. Ofc ol Iho Direclor 08/03/15 DEDDENS.JC Gulf Slates Util- 
'liesCo 2pp 44667 103 44667 104 



214 DOCKETED ITEMS 


060:3220127 Forwards SALP 7 Board Repls 50 456;88 01 & 50 <157/80 01 for Dec 
1906 Dec l9B7,lor review prior to 880405 rnoeting SALP board assessmeni 
reviewed Concurs w/asSBgnod ratings 

DA VIS, A 0 Region 3 OJc of Iho Director 00/03/17 REEO,C Commonwcallh Edison 
Go 3pp 4-1766 230 44786 267 

-8803220135 SALP Reptb 50-456/80 01 & 50 457/89 01 lor Dec 1996 Dec 1907 
‘ Region 3, Ofc of Ihe Direcior 80/03/ 17 33pp <14786 233 44786 267 

6QO3230156 Confirms 880328 onforcemonl conference in Gfen Ellyn.lL lo discuss find- 
ings re mod to conirol room vontilabon per 880316 discussion 
GREENMAN,EG Region 3. Ofc o^ tflo Director 08/03/17 REED,C Commonwealth 
Edison Co 2pp 44867 096-44B67 097 

8803140284 NRC Info Nolico 88 009, ^'Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG PL Typo Governors " Svc 
fisl end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/03/10 
Consolidated Edison Co of New York, Inc 12lpp 44B57 050-44857 170 

8803300358 Forwards response to NRC 860205 Gulletin 80 001 requcBling holders of 
OLs or CPs for Wostinghouso designed nuclear power reactors w/sieam generators 
having carbon steel support plate s.impleinenl actions specified rn bullelin 
MORGAN, W B CommonwoaUh Edison Co 88/03/24 DAVIS, A B Region 3. Ofc of 
the Director 6pp 44913 212 44913 217 


R Periodic operating reports & related correspondence 

8603160290 "Semiannual Effluent Rept for Jul Dec 1997 ' VV/6G0205 Hr 
FiTiPATRICK.E Commonwealth Edison Co 87/12/31 0AVPS.A& Region 3, Ofc of 
the Direcior 9pp 44716 337 44716 345 

8003040061 Forwards occupational radralion exposu/c portions of plant operating ropts 
KOVACH, T J CommonwoaUh Edison Co 88/02/29 DAVIS.B Region 3. Ofc of lha 
Director Ip 44612 317 44612 330 

•*8803080403 Advises that imlial annual operating rept is being submillod prior to Mar 1 
of year following initial crilicaNiy Recorded annual whofo body oxlernal exposure for 
CY87 indicates no individual exposure of 100 mrem or mofo 

FirZPATRICK.C Commonwealth Edison Co 89/02/16 DAVIS.B Region 3, Ofc of 
the Direcior Ip 44612 330 44612 330 

0803 170104 Monthly oporafmg ropts for F ob 1908 W/OQ0310 fir 
PETERSON.MW, OUERt6,nE Cominonweallh Edison Co 89/02/29 t4pp 
4-1731 145 44731 150 

0803210456 "Hoadquarters Daily Rept (or Q00314 ’’ 

* Radiation Prolcclton Branch 60/03/14 C3pp 44759 361 44760054 


S. Roportablfl occurrences, LERs & related correspondence 

0003010414 LER 88 004 00 on 8 80 129, emergency diesel gonorator auto started duo lo 
undorvoltago signal goneralod by inadverloni removal o( Bus 241 potential fuses by 
operator Caused by operator error Operolor counseled W/8&0226 Itr 
HILl.H, FirZPATRICK,E Commonwealth Edison Co 08/02/25 4pp 44531 114 
44531 117 

8803040343 LER 88 003 00 on 0801 31 jnftcJvortonl loss of power to Inslrumonl Bus 212 
resulting in a roaefor InpCausad by personnel error Pus reonergi/e(l,ppinlofs told to 
disconlinuo work on invertor cabincl A fuse roplocciJ W/860229 Itf 
HILL.H. FITZPATpfCK.E Commonwealth Edison Co 08/02/29 ipp 44CI3 204 
44613 267 

6003160209 LER 80 006 00 on 8 002 10, auxiliary feedwater pump 2A auto 

started Caused by porsonnof error Exit procedure & pump initial conditions roostab 
lishod & operator rolramed in correct veil Ohm mo ter applicalton W/0 80309 Itr 
MELONG.C, QUERIO.RE Commonwealth Edison Co 06/03/04 4pp 44725 029 
44726 032 

8609 15 0320 PNO III 88 017 on 0 80300, u nil achieved Initial cnticafily Conditions at criti 
caMy as expected NRC rnspoclors pnonitored preparalion tor crilicaf ity OL pormilling 
fuel loading & low power tdstinn issued on 071218 

HINDS.J, FORNEY, W Region 3, Ofc of Ihe Director 88/03/08 In 44716 206 
44716 208 

0003220277 LER 80 007-00 on 880216,/Gactor vessel flange inner 0 ring leak dotoclion 
manual isolation valve 2RC0069B discovered closed Caused by personnel error Sys 
confrnuralion restored to required linoup W/flB03l4 Itr 

ZAPiNSKI,S M . QUERIO.R E Comm onweaMh Edison Co 88/03/09 4pp 44789 044 
44709 047 


V. Operator Examinations 

0803210004 Requests 1 wk oxtonslcn to time limit Imposed by 10CFR55 ro annual op 
orating exams for licensed operators 

FITZPATRICK, E Commonwoalih Edison Co 88/03/02 BURDIGK.T Region 3. Ofc of 
the Director Ip 44724 316 44724 3 16 

0803250009 Forwards revs lo guidance for trial NRC requalification oxams ro lessons 
learned from exams at H0 Robinson plant W/ooncI 

WRIGHT, GC Region 3, Ofc of Iho Director 08/03/10 REED.C Commonwealth 
Edison Co 2pp 44881 095 44881 096 


DOCKET 50*458 RIVER BEND STATION, UNIT t 


F Security, medical, emergency & fire protection plans 

8003070230 Fonvards 880224 emergency planning oxordso scenario Mods to scenario 
will bo provided at 880224 coni rollor/o valuator briefing 

BOOKER.J E Gulf Stales Utilities Co 68/01/08 Document Control Branch (Oocu 
mont Control Desk) 2pp 44597314 44598 020 


-8003070235 "River Bend Statior^ 1988 Emergency Preparednehs Lvalii,tb’d 1=^' ^ ' 

on 080224 " 

• Gulf Slates Ulifilies Co 38/02/24 65pp 44597 316 44599 020 

0803010460 Forwards response to Insp Repl 50-460/87 23 Fnci wnfitirhf 
10CrR73 21) „ 

DEDDENS.JC Gull Slates Utilities Co 00/02/25 Document Control llftiiu M (f7<Ji-'-' 
menl Control Desk) Ip 44531 137 44531 137 

8003100175 Responds lo violations noted in Insp Ropl 60 4611/(1/ ,!i) ( 'c "ii ^ ^ 

actions shift supervisors & conirol foremen compfoied all annual emiinjeiKy nil * 

salislactonly passed exam requirernonls , 

OCDDENS.JC Gulf Slates UliNtios Co 08/03/04 Docurncnl ConIroP llmnei> tf '•* 
nrent Conirol Desk) 6pp 44661 186 44681 190 

0003290214 Forwards Insp Pop! 50 458/98 05 on 080208 IZVioInliOMS rmled 
violation Withheld (ref 10CFn73 21) 

CALLAN.LJ Region 4. Ofc of the Director 88/03/10 DEDDENS.Jf. Gulf J>i. 

(ties Co 2pp 44904 094 44904 096 

-8803290217 Partially withheld fnsp Ropt 50 458/08 05 on fllKUklJ! 1 
10CFR 73 21) Violations identified inadoquale personnel access control A 
compehsalory measures Maior areas inspected vital area delcclion iihIh 
CAL bWELL,RA, EVERETT, RJ Region 4, Ofc of Iho Diroclnr Ilii/OI/M * F’ 
44904 096 44904 096 

6803290115 FofW^Otds Insp Rept 50 458/80 07 on 880222-25 Ooficmnrms IM offnrTijr n-.y 
pfoparednoss program noted Utif should provide NRC w/schcdule for cniriM rmtj 
ciencies Withm 30 days after receipt of Itr 

CALLAN.LJ Region 4, Ofc of the Director 88/03/22 DEODENS.Jfl ( mil iJ'-' 

ilies Co 2pp <11904 1 1 1 44904 1 18 

-8003290121 Insp Repl 50 458/08 07 on 080222 25 Ooliciortnos noUid M.^nr i»i<“<.»^ 
inspected annual emergency proporcdnqss oxorciso 

TERC.NM, FISHER WL Region 4, Ofc of the Director 08/0'l/t'i lipp 4 \ rf 

41904 1 18 


P. Oporaifng license sfago documents & corrcspondonco 

6003070041 Application for amend to Licofibc NPF 47.rGvisin(j main steam : 'if 

valvG safoly (spring) sot pressure toloranco 

DEODENS.JC Gull Stales Utilities Co 08/02/10 Document Conlrul lifiiMiJk fl ir 
moni Control Desk) 7pp 44604 005 44604 092 

-0003070046 Proposed Tech Specs, revising mnin sicam snloly/mlml v,ilwr» 

(spring) sol nrossuro tolerance 

• Gulf Stales Utiiilios Co GO/02/18 fp 44G04 092 44604 092 

0003010002 For>Vtirds util rosponso lo GL 80 02, "ISAP II ” AddI inlo prior (u dni i- ■ ir> bj 
parlicipato in program roquostod 

BOOKER.JE Gulf Stales UliliUos Co 08/02/19 Document Controi llfuinri (E *. o 
rnonl Control Desk) 3pp 44551 057 44551 059 

80022501(95 Generic 1 1r 00 04 lo all nonpower reactor licensees re rfistriliutiun lH 
irradialed in research roaclofs Svc list end 

MiRAGLIA.F J Associate Director for Projects (Post 870411) 8H/02/1M ^ J I 

Edison Co of Now York, Inc 1 1pp 44553 345 44553 355 

0002290254 Discusses concerns ro yranliruj unescorted accosb to ulil 
compfying w/Filncss for Duty Program Departure from program would do "uiT.^r m* 

ra ‘ o lo mothod of achieving incronsod safoly at nudear fnoililio'i 

N,no Rogion 4. Ofc of Iho Olroclor 08/02/23 OEDDLN’vfC tmir ".I'lr, i 
Utilities Co 2pp 44552 168 44552 169 

0003020294 Hoadnuarters daily ropt for 000225 
• Ofc of Special Projocts 00/02/25 lOpp 44566 030 44566 049 

8003070100 Nolifios that Rev 1 to Offsilo Doso Calculationfll Maminl i<i anii '.j. 
ref End technical ovalualion ropt fists discropanefow & suqqoslion'i Requ'i'iK t nisp 
points bo considorod in next rov Within 6 months of Itr dalo 

PAULSON.WA Pfoloct OirectoralQ IV 08/02/29 DEODENS.JC Gull hini«‘n iPr ^ i 
Co 3pp 44610 133 44610 157 

-0002260079 'Technical Evaluation Ropt for Evaluation of Offsilo Oo'iii (idu/ ti. -ri 
Manual.Rov 1, River Bend Slation Unil 1 " 

SERRANO, W , BO>lN,T S EG&G Idaho, Inc (subs o1 EG&G, Inc) bOntl IS M j 
Naliona( Enginoonng Laboratory FIND 6034 EGG PM Y 8003 08/02/28 NIM, 

Dolailod Affiliation Given 22pp 44610 136 44G 10 157 

0803000320 Parlial response lo FOIA roquesl for documonis ro rogionni uvfl’u'Pi.. t t 
plant Forwards App D documonis App A & B documents available in f^OH' 

GRIMSLEY.D H Division of Rules & Records (Post 870413) 00/03/04 (4 ).NP»t 
D oc Search Associates 6pp 44635 002 44635 329 

-0803080345 Forwards Region iV operating plan for FYOGIlems which fi’(|t t.t - -Kk| 
focus allantion on listed AddI operating plans onci 

FOSTER.W.H Region 4. Ofc ol the Direcior 05/11/13 MARTIN, RO lh‘gun 
of the Director I30pp 44635 009 44035 146 

8003100179 Notification of OOOJ24 mooting w/util in RockviHo.MD lo iL'.'if^n 
070605 license amend request lo modify allowable averngo drywelf area ti iMi> iKa-nn 
sloam turtnel area temp monitoring & mam steam tunnel tamp Nofnlion 
PAULSON. W A Project Directorate IV 60/03/10 CALVO.J A Projfl(.1 0ir(xli'»nSk iv 
3pp 44737 154 44737 156 

0003210094 Advises that util post trip review data S info capability ncccplob.’H ^ 
ulil 800204 summary of 860410 tolconin rosponae to item 1 2 of Gononi |tr I' | 
“Roquirod Actions Based on Genoric Implications of Salem ATWS Events ' 

PAULSON, W A Project Directoralo IV 86/03/ 10 DEODENS.JC Gulf Shiti"* U' ^ 
Co 5pp 44737 300 44737 316 

6003100220 Forwards addi info re 670618 bubmdinl to amend Lfcon-iO NFi Yt , "-j 

» or NRC 680304 roquesl, 

R.JE Gulf Slalos Uitlilies Co 08/03/11 Document Control Bmnfh d k. 
meat Control Desk) 4pp 44761 235 44781 238 




214 DOCKETED ITEMS 


0803220127 Forwards SALP 7 Board Reptb 50 456/68 01 & 50*457/86 01 for Dec 
1986 - Doc 1987 for review prior to 800405 meeting SALP board assessment 
reviewed Concurs w/assrgned ratings 

□AVISTA B Region 3 Ofc of the Director 08/03/17 REED.C Commonweatlh Edison 
Co 3pp -M/aeaOO 44786 267 

*•8003220135 SALP Repis 50 456/BO Of & 50 457/08 01 for Dec 1906 Dec 1987 
• Region J. Ofc of the Director 80/03/17 33pp 14786 233-44706 267 

8803230156 Confirms 080328 enforcement conference in Gten ENyn.tL to discuss find 
ings re mod to oonirol room venirlation per 880316 discussion 
GREENMAN,EG Region 3 Ofc of the Director 86/03/1/ RECD.C Commonweallh 
Edison Co 2pp 44867 096 44867 097 

8003140284 NRC Info NoIicg 88 009, Reduced Roliobtlily o# Steam Driven Auxiliary 
Feedwater Pumps Caused by fnslabilily of Woodward PG PL Typa Governors ’ Sve 
list end 

ROSSI, CE Division of Operaltonial Evonis Assessment (Post 670411) 68/03/16 
Consolidated Edison Co of New York, Inc 121pp 44057 058-44857 176 

8003300358 Forwards response to NRC 860205 Bullelin 68 001 requesting holders of 
OLs or CPs lor Westinghouse designed nuclear power reaclors w/s learn generators 
having carbon stool support plaies.irnplemenl actions spocifiod m bulletin 
MORGAN, WE Commonwealth Edison Co 88/03/24 DAVIS.AB Region 3. Ofc of 
Ihe Director 6pp 44913 212 44913 217 


R. Periodic operating reponts & related correspondence 

8803160298 "Semiannual Effluent Repl for Jul Dec 1967 " W/800205 ftr 
FITZPATRICK, E Common woallh Edison Co 87/12/31 DAVIS, AD Region 3, Ofc of 
Iho Director 9pp 44716 337-44716 345 

8603040061 Forwards occupational radiation exposure portions of pfant operating repts 
KOVACH.T J Commonwealth Edison Co 86/02/29 DAVIS. 0 Region 3. Ofc of the 
Director Ip 44612 31/44612 330 

-8003080403 Advises that initial annual operating rept is being submilted prior to Mar 1 
of year following milial criticality Recoraed annual whole body external exposure for 
CY67 indicates no individual exposure of 100 mrom or more 
FITZPATRICKE Comrnonweallh Edison Co 68/02/16 OAVPS.B Region 3, Ofc of 
the Director Ip 44612 336 44612 336 

8803170184 Monthly operating ropis for Fob 1968 W/8B0310 Ilf 
PETERSON.MW. QUERIO,RE Commonweallh Edison Co 88/02/29 Mpp 
44731 145 44731 156 

B0O321O456 "Headquarters Daily Rept for 800314 " 

* Radidlion Protection Branch 68/03/14 63pp 44759 351 44760 054 


S Reportable occurrences, LERs & related correspondence 

8803010414 LER 08 004 00 on 66 01 29. emergency drosel goneralor aulo-slarled due to 
undorvollMo signal generated by fnadvorlonl removal of Bus 241 polontiaf fuses by 
operntor Caused oy operator error Operator counseled W/08022G fir 
HILL.H , riTZPATRICk,E Commonwealth Edison Co 68/02/25 4pp 44531 1 14- 
44531 117 

8803040343 LER 88 003 00 on 880131 .inadvorlonl loss of power lo Inslrumenl Bus 2t2 
rosulling m a reaclor trip Caused by personnel error Bus reonergiiod.pjinlors loftf lo 
disconlinue work on invertor cabinet & fuao replaced W/080229 Hr 
HlLL.H, FtTZPATRlCK.E Conuroiwoabb Edison Co 86/02/29 4pp 44613 2C4 
44613 267 

6803160209 LER 86 006 OQ on 0602 1 0.fluxifiary feedwater pump 2A auto 
started Caused by personnel error Exit procedure S pump Initlaf condilrons rooslab 
fished & operator rolrainod rn correct volFOhm meter flppficalion W/Ba0309 Hr 
MELONS, C, OUERfO.RE Commonweallh Edison Co- 68/03/04 4pp 44725 029 
44725 032 

08O31SO328 PNO III 68 01 /on 880308, unif achieved initial criticafily Condilfons at criti 
cality as oxpoctodNRC inspeclors monitored preparalion for crilicality OL permitting 
fuel loading & low power tosIrnQ lasuod on 87?21G 

HINDS, J, FORNEY, W Region 3. Ofc of the Direclor OB/03/05 Ip 44716 206 
44716 206 

8803220277 LER 88 007 00 on GQ02 16, reader vessel flange inner O ring leak detection 
manual isoJalion valve 2RC00696 discovered closed Caused by personnel o/rorSys 
configuration restored to required Pineup W/6803H Hr 

ZAPiNSKI.S M , OUERIO.R E Commonwoaith Edison Co 68/03/09 4pp 44769 044* 
44789 047 


/ Operator Examinations 

1803210004 Requests 1 wk extension lo lime limit imposed by J0CFR55 ro annual op 
GTabng exams for licensed operators 

FjrZPATRiCK,E. Commonwealth Edison Co 80/03/02 DUflDiCK J Region 3. Ofc of 
Iho Director Ip 44724 316 44724 316 

B032S0089 Forwards rovs to guidance lor trial NRC rcqualificalion oxams ro lessons 
tearnofl from exams al HB Robinson plant W/t> end 

WRIGHT, G C Region 3, Ofc pi tho Director 00/03/18 REED.C Commonwealth 
Edison Co 2pp 44861 095 44001 096 


OCKET 60-458 RIVER BERD STATION, UNIT 1 


Security, medical, emergency 4 lire prolecllon pfana 

.03070230 Forwards 060224 emergency planning exercise scenario Mods to scenario 
Will be provided at 800224 conlrolfer/evaloator briefing 

BOOKER, J E Gulf Sfalos Utilities Co CB/OI/OB Document Control Branch (Docu 
menl Conlrof Desk) 2pp 44597 314 4469B020 


•*8803070235 "River Send Slation 1908 Emergency Pfoparednoss Lvalualuei 
on 660224 " 

* Gulf Slates Utilities Co 68/02/24 65pp 44597 316 44598 020 

8803010460 Forwards response to Insp Rept 50 450/67 23 Eru I wiEtil>^L'1'l t'*"' 
10CFR73 21) 

DEDDENS.JC Gulf Slates Utililres Co 68/02/25 Documoni Conlrof 
ment Controf Desk) Ip 44531 t3/ 4453t 137 

8803100175 Responds to violations noted in Insp Repl 50 458/67,10 t 
actions shift supervisors & control foremen completed nil annual cmi’fijunr y 1/ J ^ 
satisfactorily passed exam requiromonis 

DEDDENS.JC Gull Slates Ulifilies Co 80/03/04 Documoni Conlrol BrnricH 
ment Control Desk) 6pp 44681 185 44601 190 

8803290214 Forwards Insp Repl 50 450/06 05 on 88020Q 12 Violaiions nalL'Cl 
violation wilhheid (ref lOCFn73 21) 

□ALLAN L J Region 4, Ofc of the Director 88/03/16 DEODENS JC (UtH k/! i 

itios Co 2pp 44904 094 44904 096 

-8003290217 Partially withheld Insp Rept 50 450/88 05 on fliiO/OiJ ■ * 

10CFfl73 21) Violalcons identified inadequate personnel access contmi A 
comnonsalo^ measures Maior areas inspected vilaf area deteclmn aids 
CALDWELL.RA, EVERETT, RJ Region 4, Ofc of the Director (in/hl/ tl 
44904 096 44904 096 

6003290115 Forwaids Insp Repl 60 458/80 07 on 880222 25 Doficlunolos in 
preparedness program noted Util should provide NRC w/schotiulo for correx tr^ksj 
ciencies witfiin 30 days after receipt of Itr 

CALLAN.L J Region 4. Ofc of Iho Director 00/03/22 OEDDENS,JC (mil SUkto^ IN 4 
itlOS Co 2pp 44904 111 44904 118 

- 8803290121 Insp Rept 50 450/80 0/ on 800222-25 Deficiencies notuilMiiJ-rT/ 
inspected annual emergency preparerlncvss exorcise 

TERC.NM, FISHER, WL Region 4 Ofc of Ifie Director 06/03/15 butj 44<>i>1 1 f ** 
44904 118 


P. Operating ffeense stage documents & correspondence 

8003070041 Appljc«ilion for amend to License NPr-47, revising main slanm eafi* ly f 
valve safely (spring) sol pressure tolcranco 

DEDDENS.JC Gull Stales Utilities Co 08/02/18 Documonl Conirol IlftUicIi HJsku 
mont ConlfOt Desk) 7pp 44C04 065 44604 092 

-6003070046 Proposed Tech Spocs.revismg main steam satoly/reliof viilvir if*'fy 
(spring) sot pressure tolerance 

• Gulf Stales Uhllttes Co 88/02/18 Ip 44604 092 44604 092 

0803010002 Forwards util response lo GL 88 02. "ISAP II " AddI info firtor lothn ri^ • in In 
participate in program requested 

BOOkER.JE Gulf Stales Ulrlilics Co 80/02/10 DocumenI Control (Iraiuli (IVkiii 
mont Control Oosk) Bpp 44551 057 44551 059 

8802250105 Gonoric Llr 88 04 to all nonpowor reactor licensees ro ditilnbulion i>r q- 
irradiated in rosoarch reactors Sve list end 

MIRAGLIA F J Assoc rate Director for Projects (Post 070411) 08/02/23 (,un*.c>i . -.1 

Edison Co of New York, fnc 1 Ipp 44553 345 44553 355 

8002290264 Discusses concerns ro granting unoscortod access lo ulil oiniifo/t i--* w/o 
complying w/nincss for Duly Program Oeparturo from prourarn would (fo Mih*i,t i#i* il 
damage lo method of achieving incroasod safety at niicfoar faciiilies 
MARTIN, RO Rogion 4, Ofc of the Direclor 08/02/23 OEODENtJ,JC (udl ■‘il % 
Utilities Co 2pp 44552 166 44552 109 

0803020294 Haadciifartcrs daily repl for 080225 

• Olt of Special Projects 88/02/ 25 fOpp 4456C 030 44566 049 

8803070160 Notifies thal Rev 1 to Offsito Ooso Calculnlfonai Manual I'l 
ref Enel technical evaluation repl lists discrepanclos & suggosttons floquit'iinj 
points bo considered in next rev within 6 months of Itr dale 

PAULSON, W A ProSecI Diiectoraio IV 08/02/29 DEDDENS.JC CmlJ Swtui \iv\tu h 
C o 3pp 44610 133 44610 157 

-0802260079 "Technical Evafuatfon Repl for Evaluation of Offsite Dooe Caimans -fn 
Manual. Rev uHivor Bend Station Unit l/' 

SERRANO, W,. 60HN.TS E6&G fdoho, Inc (subs of EG&G, Inc) BOIIN.TS I.TjThj 
N ational Enginooring Laboratory FIND 6034 EGG-PHY 8003 00/02/29 NPlf: rj > 
DoloJled AtfiTiabon Given 22pp 44610 136 44610 157 

0803080329 Partral response to FO)A request for documents ro regionai ovnht^Mnm tj I 
plant Forwards App Q documents App A & B documents avallablo in PDfj 
GRIMSLEY.OH Division of Rules & Records (Post 870413) 80/03/04 i 

Doc-Soarch Associates 6pp 44636 002 44035 329 

-8803080345 Forwards Ronlon IV operating plan for FY85 Hems which nigl sfimri.l 
focus allontlon on hslod AddI oporating plans end 

FOSTER.WH Region 4, Ofc of the Director 85/11/13 MARTIN, RO Rrfjion 4.. Ofc 
of Iho Director 138pp 44635 000 44635 146 

8803180179 Nolilicalion of 860324 meeting w/utif in Rockvillo.MD lo (li5Cii^?t .un 
870605 hcensti amend request lo modify aifowablo average dryweii area tenkp ty,s^ 4^ 
steam tunnel area temp moniloring & mam steam tunnel temp isolation 
PAULSON.WA Projecl Direcioralo IV 00/03/10 CAL VO. J A Prejoct OinWaUi iv 
3pp 44737 154 44737 166 

880321009i| Advises lhat ultl post-tnp review (lata & info capabilily acceptablo bits Oil 
util 080204 summary of 060418 lelcon.in response to Item 1 2 of Gononc Hr Bj 
‘‘Required Actions Based on Generic Implications of Salem ATWS Evenis " 

PAULSON, W A ProlQcl Diroclorale IV 08/03/10 DEDDENS.JC Gulf Status Ui,r,t ^ 3 
Co 5pp 44737 300-44737 318 

8803180220 Forwards add) info re 070618 submittal lo amend License NPf ?7 Tti'-Jx 
Specs,per NRC Q80304 request 

BOOKER.JE Gulf Stales Utilities Co 68/03/11 Document Control Branch 
ment Control Desk) 4pp 44781 235 44781 230 



DOCKETED ITEMS 215 


G803220-3&<) Generic Llr 08 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re boric acid corrosion of carbon steel reactor pressure boundary components 
in PWR plants Svc list end 

MIRAGUA.F Associate Director for Pro|GCls (Post 870411) 88/03/17 Consolidated 
Edison Co of New York, Inc 43pp 44879 084 44879 126 

5003300104 Forwards revised Toch Spec Page 3/4 4 7, correcting lypo in Tecb Specs 
in flB0218 application for amend to License NPF 47 

DEDDENS.JC Gull Slates UliNlies Co 88/03/22 Document Conirol Branch (Docu 
ment Control Desk} 2pp 44901 327-44901 329 

-8603300109 Corrected Tech Spec Pago 3/4 4 7 re RCS safely/ relief valve setpoinis 
' Gulf States Utihlies Co 80/03/22 Ip 44901 329 44901 329 

8303300279 Requests for addi info ro response to Generic Llr 83 20, Itern 2 1(Part 1), 
Equiprnonl Classification Program (Program for Reactor Trip Sys Components) ” Ro 
spanse requested within 45 days of Itr receipt 

PAULSON.WA Proieci Directorate IV 88/03/24 DEDDENS.JC Gulf Slalos Ulilitios 
Co 5pp 44305 007 44905 011 

8803300410 Requests addI info ro application for amend to license, changing mam 
steam tunnel temp isolation actuation inslrumenlalion setpoints Principal concerns 
identilied in Attachment 2 will serve as agenda for 080329 mooting 
PAULSON,WA Proioct Directorate IV 80/03/24 OEODENSJC Gull Stales Ulililios 
Co 21pp 44914 152 44914 172 


Q. Inspection reports, IE Bulletins & correspondence 

8803078199 Summarizes 800217 18 meetings w/licensee to discuss licensee inservtco 
insp program re live relief roquosls rot granted by NRC tn 871020 llr Info provided 
saiisfaclory & suppi to safety evaluation planned Attendees & request lists end 
PAULSDN.WA Projocl Oirecloralo IV 88/02/22 Proieci Diroclorate IV 22pp 
44607 025-44607 046 

8802230035 NRC Into NoUce 80 006, ‘Foreign Ob|Gclb in Steam Goneratorb” Sve list 
cnef 

ROSSI, C E Division of Operational Events Assessment <Pos1 870411) QB/02/29 
Consolidated Edison Co of Now York, Inc 1 18pp 44554 ?53 44555 009 

0003030265 Forwards Insp Rnpl 50 458/88 02 on DB0119 22No violations or dovi 
aliens noted 

CALLAN.L J Region 4. Ofc of the Director 68/02/29 DEODENS.J C Gull Stales Ulil 
iUgsCo 3pp 44566 200 44565 300 

-0003030266 Insp Rnpl 50 458/08 02 on 8801 19 22 No violations or deviations 
noted Wdtor areas inspected licensee actions ro IE Bulletin 05 003 
NQRWAN.D E , AZUA,n V . IRELAND,R E Region 4, Ofc of the Director 08/02/23 
Qpp 44565 293 44565 300 

6003090194 Discusses Insp Rept 50.456/87*28 on 871101.2t & forwards notice of 
violation Civil ponalty not proposed because of prompt idonldtcalion & reporlincj of vio 
lation & prompt & oxlonsivo corrective actions 

MARTIN.RD Region 4. Ofc of the Director 80/03/04 DEDDENSJC Gulf States 
UhliliesCo 2pp 4465/ 293 44657 297 

-•0803090200 Notice of viofallon from msp on 871101 21 Violation noted one of two 
channots in one trip sys lor RPS initiation & two of lour channels lor HPCS mitialion 
wero inoperable when instrument Root Valvo 1RCS VI 22 closed 
MARTIN, R D Region 4. Ofc of the Director 08/03/03 3pp 44657 295 44657 297 

0803100175 Responds to violations noted in Insp Rept 50*450/67-30 Corrective 
actions shill supervisors & control foremen completed all annual emorgoncy training & 
solisfaclorily passed exam requiromenls 

DEDOENS.J C Gulf Stales Ulililios Co 08/03/04 Document Control Branch (Docu 
monl Control Desk) fipp 44681 185 44681 190 

0803020036 NRC Info Notice 88 007, “Inadverlont Transfer of Licensed Matl to Uncon 
trolled Locations " Sve list end 

CUNN INGHAM, R E Division of Industrial & Medical Nuefoar Safely (Post Q70729) 
08/03/07 Consolidated Edison Co of New York, Inc I2pp 44673 001«44673 012 

e&031700l6 Forwards Insp Rept 50*458/88 01 on 880101*0215 & notice of violalion 
CALLAN,L J Region 4, Ofc of the Director 88/03/09 DEDDENS.J C Gulf States Util 
dies Co 2pp 44725 047-44725 061 

-0803170020 Notice of violation from insp on 880101 0215 Violalion noiedon 
880 121, specified corrective action had not been completed for nonconforming condi 
lion Identified by licensee on 860412 

" Region 4, Ofc of the Director 88/03/09 1p 44725 049 44725 049 

-*0803170026 Insp Rept 50 458/68 01 on B80101 0215 Violation noted Major areas 
inspoctod NRG Bulletin 87 002,10CFR21 repls, surveillance test observatbn.malnl 
observe lion.safety sys waIKdown & operational safety verification 
CHAMBERLA1N,D , JONES.W 8 . HOLLER.E J Region 4. Ofc of the Director 88/03/ 
04 12pp 44725 050 44725 061 

08O3O4OQC2 NRC Bulletin 88 003, “Inadequate Latch Engagement in HFA Type Latch 
ing Relay Mfg by GE “ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) flG/03/10 
Consolidated Edison Co of New York, Inc, I28pp 44673 192 44673 319 

0803210177 Concludes that no further pfant-speciftc action necessary ro NRC Bulletin 
07-001, “Thinning of Pipo Walls at Nuclear Power Plants,” per ulil 870911 response 
PAULSON, W A Proiect Directorate IV 88/03/11 OEOOENS.JC Gulf Slates Ulilities 
Co 3pp 44737 too 44737 192 

08O3OBO148 NRC Info Notice 80 008, “Chemical Reactions W/Radwasie Solidiitcalion 
Agents " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 88/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253 44773 012 

8003230136 Ack recemt of 860222 Itr re violations noted in Insp Rept 50 458/87 29 on 
800129 Reply reviewed & found responsive to concerns raised in noiice of violation 
CALLAN.L J Region 4. Ofc of the Director 88/03/15 DEDDENS.JC Gulf Stales Util- 
ities Co 2pp 44867 103 44067 104 


0003140204 NRC Info Notice 88 009 ‘Reduced Reliability of Steam Driven Auxiliary 
Teeciwaler Pumps Caused by Irtbtabilily ol Woodward PG PL Type Governors ' Sve 
list end 

ROSSI.CE Division ol Operational Events Assessment {Post 070411} 80/03/18 
ConsoNdatdd Edison Co of New York, Inc 121pp 44857 058-44857 178 

88D3290214 Forwards Insp Rept 50 458/66-06 on 880208 1 2 Violations noted Notice of 
violation withhold (rel IOCFR73 21) 

CALLAN.L J Region 4, Ofc of the Director 88/03/ 18 DEDDENSJC Gull Stales Ulil 
dties Co 2pp 44904 094 44904 096 

-0803290217 Partially Withheld Insp Rept 50 4 58/80-05 on 880208 12 (rol 
10CFR73 21) Violations idenlilieci inadequate porsonr^el access conirol & inadequate 
compensatory measures Major areas inspected vital area dotoction aids 
C/LDWELL.RA, EVERETT, R J Region 4, Ofc of the Director 88/03/ 11 ip 
44904 096 44904 096 

8803290115 Forwards Insp Rept 50 45B/08-07 on 680222 25 Ooficicncies In emergency 
preparedness program noted Ulii should provide NRC w/schedule for correcling dofi 
ciencics within 30 days alter receipt ol hr 

CAILAN,L J Region 4. Ofc ol the Director B8/03/22 DEODENS.J C Gulf States Ulil 
dies Co 2DO 44904 1 1 1 44904 118 

.*8803290121 Insp Rept 50 458/0D 07 on 660222 25 Deficiencies noted Major areas 
inspected annual omergenev prooarednoss e,<erciso 

TERC.NM. FISHER, WL Region 4. Ofc of the Director 88/03/ 15 6pp 44904 113 
44904 1 18 


n Periodic operating reports & related correspondence 

8803010064 CorrecloJ monthly operating rept for Jan 1980 W/8&02t6 Itr 
COLE.RE, BOOKER JE Gulf Stales UWiIigb Co 88/01/31 5pp 44531347* 

44531 351 

8803080410 Forwards ’'Scjrniannual Radioactive Effluent Release RopI Jul Dec 1987“ 
Gaseous pathway douo calculaiton molhadology currently bcbng evaluated 
BOOKER, J E Gulf Slalos Utilities Co 88/02/29 Documanl Control Branch (Docu 
menl Control Desk) ip 44611 075 44611 336 

**8603040065 “Semiannual Radioaclivo Eifluont Release Ropt.Jul-Dec 1907 “ 
FANTACCl.CL. CARGIL.EM Gull Stales Utilities Co B7/12/3t 263ap 446110/6 
44611330 

0803100188 Monthly operaling rept for Feb 198OW/Q0O315 llr 
CQLE.RE. BOOKER, JE Gull States Uuhtios Co 68/02/29 5pp 44771 142 

44771 M6 


S Roportabllo occurrences, LERs & rQlated corrospoiKtence 

8802290017 PNO IV-OB 013A on QH022 1 .reactor scram occurred during shell warming of 
mam lurbmo Caution addod in turbine startup procedure ro possibility of reactor scram 
because of lurbine first slop pressure during shell warming 
HOLLER.E Region 4. Ofc of the Director OS/02/22 2pp 44539 143-44539 144 

0003040302 Special rept on 660 128, monthly surveillance test on Div II diesel generator 
terminated duo to invalid failure caused by oil leak m lube oil cooler Caused by twisted 
pacKmq Racking replaced w/ Neoprene channef & sheff packing 
BOOKER, JE Gulf Stales Ulililios Co 88/02/26 Document Conirol Branch (Docu 
monl Control Desk} 3pp 44637 282 44637 284 

6003070255 LER 08 003 00 on 060 12 8, mam turbine runbatk occurred during umi pownr 
operation Caused by vibration induced failure of temp controller Stator temp controller 
repaired & fefoc«dcd to bldg slruclural member for proloclion W/000226 Hr 
KING.R . BOOKER.J E Gufl Slates Ulililies Co 88/02/26 5pp 44596 053-44596 057 

6003040251 LER 87 028 01 on 871 106.RHR pump A tripped Caused by high diMcrentiat 
temp from RHH pump A room (oak detection sys due 1o natural convoclivo air How 
through unit cooler Cooler & RHR loop A roiurned to sve W/8B0229 Ur 
KtNG.RJ, BOOKER.JE Gulf Stales Utilities Co OB/02/29 5pp 44G12 339- 
44612 343 

8803040293 LER 86-030 01 on 86 01 05. elec Inca I breaker Ir^pped after operator allempt 
ed to opon feedwater isolalion valve IFWS'MOVTB Caused by inadequate boiling on. 
motor operated valves Procedure CMP 1251 revised W/8eo 229 llr 
KING.R , BOOKER ,J E Gull Slalos Utilities Co 08/02/29 5pp 44637 290 44637 294 

8803000394 LER 88 004-00 on 600202,04 & 23,RCIC sys isotalion occurred due 1o in- 
advoflent shorbng of leads Caused by procedural error Related STP rovicvrod & ro- 
vised ac( ordingty W/fl8()303 Ur 

KING.R . BOOKER.J E Gulf States Utilities Co 88/03/03 5pp 44641 012*44641 016 

8803160159 Advises that addi Info re correclive actions noted in Rev 1 to LER 87-008 
wil be submilted by 880415 

BOOKER.JE Gulf States Utilities Co 88/03/11 Document Conirol Branch (Docu- 
ment Control Desk) ip 44798 099-44708 099 

8803220483 LER 88 005 00 on B80211,ttip occurred cr> 230 kV transmtssion line sup- 
plying power from offsile transmission grid to Div II snfoly related bus Caused by 
phase lo ground fault Faulted grounding transformer replaced W/&88314 llr 
ENGLA ND.L A, BOOKER.J E GuK Slates Utitilies Co 88/03/14 6pp 44844 200- 
44644 205 

0803210462 NPDES nohcomplianco nolificalion on BBOSIO.analysIs of sample collected 
indicated total residual chlonne of loss than 0 1 mg/ 1 resulting in 5 h of 
noncompliance Caused by higher flow associated w/ rainfall 

DEDDENS.JC Gulf States Ulililios Co 08/03/15 GIVENS.J D Loulskana, Stale of. 
2pp 44844 194 44844 195 

00Q328O121 LER 80-006-00 on 88021 0.reaclor rocirculalion pump motor trip occurred 
requiring reactor shutdown by Tech Specs Caused by flasbover ol B phase lo ground 
due lo moisture intrusion from leaking sve water valve W/ 8 803 is Hr 
ENGLAND.LA, BOOKER.JE Gulf Slates Ulililtes Co 88/03/18 4pp 44916.182- 
44916 105 
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8803290255 LER 08 007 00 on 880221 .aulomalic reactor scram jniiiaied due to closed 
lurtune stop valves closure comcdeni w/ greaier lhan <10'* <» power Caused by person 
neJ error Personnel trained W/a80322 Itr 

ENGLAND LA BOOKER J E Gulf Slates UM it jqs Co 86/03^22 4pp ^4904 051 
<1490 <t 051 


DOCKET SD-.J60 WPPSS NUCLEAR PROJECT. UNIT 1 


A AppllcationJconstructlon stage documents & correspondence 

8802250195 Generic Hr 08 01 to aPI nonpo.ver reacior licensees re distribution of gems 
ir radrated in research reactors Sve list enci 

MIRAGUiA.r J Associate Dj reel or for Projccis (Post 870411) 88/02/23 Consolidated 
Edison Co of New '/ork Inc 1 Ipp 14553 345 41553 355 

8803220364 Generic Lir 00 05 10 all licensees ol operating PWRs & holders of CPs for 
PWRs re bone acfd cotroaion of carbon steel reactor pressure boundary componenis 
in PWR plants Sve Pi&t ercl 

MIRAGLIAF Associate Director lor Projects (Post 870411) 0d/O3/t7 Consolidated 
Edison Co of flew York, Inc 43pp 41079 08*1 1 1879 126 


O. Inspection reports. tE Gultetins A correspondence 

8803080439 Informs that response to NRC Bulletin 68 001, Defects m Woslirghouse 
Circuit Breakers delayed until after restart of const 

SORENSEN, G C Washrnigton Public Power Supply System 88/03/04 Documont 
Conirol Branch (Document Control Dosk> ip 4.1679 134-44679 I3<l 


DOCKET 50-461 CLINTON POWER STATION. UNIT 1 


F Security, medical, emergency & fir-e protection plans 

aeoso/OlSO Notifies that facility chosen (or safeguards regulatory effecliveness -rovrow 
(HER) during vvk of 860104-00 Provision of appropnaie plant support personnel for 
throo RER learn subgroups during revtev; requested 

MALLETT,B S Region 3. (3fc of Ihe DJreclor 88/03 *^01 GERSTNER^WC Illinois 
Power Co 2pp 44600 023-44600 02*1 


J. Insurance & Indemnity Information 

8803160013 Forwards EndorsQmenIs 13 & 15 lo MAELU Policy MF-121 & Endorse 
rnents 32 & 34 lo NELIA Policy MF 261 W/o Endorsemonls 32 & 34 
TURNER, C L fitinois Power Co 68/03/09 DINITZ.I OKfCC ol Nticfear Realtor Renu 
la lion Director (Post 870411) Upp 44694 216 44694 226 

8003300173 Proyrties fist of present levels of property damage insurance & sources ol 
insurancoper l(ICFR50 54(w)(4} 

SPANGENBERGF flhnois Power Co 88/03/24 Document Control Branch fOocu 
meat Conirol Desk) ip 4.1901 284 44901 284 


P Operating (Icenae stage documents & correspondence 

8803090162 Forwards notice of consideration of issuance of amend lo bconso NPF 
62, in response to util 871039 request lo amend Tech Spec Seciion 40 2 1 ro emer- 
noiicy dc ballcry loads 

STEVENS, J A Project Directorate III-2 68/02/22 SPANGENBERG.F Illinois Power 
Co 2 pp 44652 330 44652 335 

* 8803090165 Notice of consideralioh of issuanco of amend lo License NPF 62 & op 
gDdunitv for hearing Amond changes Tech Spec 482 1 re emergency dc baltory 

MULLER, D R Project Direcl orate jj 1-2 80/02/08 4pp 44652 332 14652 335 

8802250195 Generic Ltr 88-04 lo all nonpower reactor licensees ro distribution of gems 
irradiated in resoa/ch reactors Sve fist end 

MfRAGLiA,F J Associate Director for Projects (Post 870411) 60/02/23 Con&oirddled 
Edison Co of Now York, Inc 1 1pp <14553 345 44553 355 

8803-910224 Applicatfon for amend to License NPF-62,chariQJrg Tech Specs onsite or- 
ganizcilion chart & rcialed specs, per proposed organizalional reslructurirg Foe paid 
HALL.DP Iffmois Power Co 88/02/23 Document Control Branch (Documoni Control 
Desk) 4pp 44531 247 44531 250 

-8803010228 Proposed Tech Specs changing onsilo organizalron chart & related 
specs, per proposed organizational reslr-iicturirio 

• Illinois Power Co 68/02/23 8 pp 44531 251 44531 258 

8803020294 Headquarters daily rept for 880225 

' Ofc of SpecraP Projects 98/02/25 IDpp 44566030 44666 049 

8803140400 Forwards Rev 4 lo ‘■Pirmp & Valve Testing Program Plan," per JA Stevens 
880121 request for adrtl info re inservreo leslrng program Program changes due to 
Gllher cfQSign chafes or programmatic improvements listed in Attachment 4 
SPANGENBER 6 ,F tlfmois Power Co 80/03/08 Oocument Conirol Branch (Oocu 
imcnl Control Desk) flpp 44727 082 44727 227 

-8803140404 "Pump & Valve Testing Program Plan" 

* IlfinOPS Rower Co flS/OG/Ol 145pp 44727 0 90 4472 7 227 

8803280302 Provfdos resolutions to Iwo concerns noted rn NRC 871230 Hr ro oper- 
ations QA manual Chapter 3 of manual states that design veriticalron wrl! be compiel 
ed prior to rolyrng upon cprrpor>ont,sys or structure to perform Intended funciron 
SPANGENSERG.F Illinois Power Co 80/03/10 DAVIS, A B Regron 3. Ofc of (he Di 
rector 3pp 44912 039-44912 041 

8803220364 Generic Ltr 88 05 to all licensees of operating PWRs & holders ol CPs for 
PWRs re boric acid corrosion of carbon sleo) reactor prosBure boundary components 
in PWR plants Sve lisl one) 

MIRAGLfA.F Assocrale Director for Projects (PosI 870411) 08/03/17 Consolidated 
Edison Co of Now York, Inc 43pp 44S79 084 44879 126 


8803280114 Forwards Amend 1 to License NPF-62 & safely evaluation Amend le, 
Tech Specs 44322 & 4612 to extend specified valve local leak rale lest? i 
first re/uofing outage lo be iniliatod by 890228 

STEVENS,JA Project Directorate III 2 88/03/10 SPANGENBEflG F Nfinois Po 
Co 2 pp 44890 173 44590 194 

- 8803280120 Amend 1 to License NPF 62,ammondm(j Tech Specs App A & env 
prolectton plan in App B 

MULLER, DR Project Directorate III 2 08/03/18 5pp 44890 175 44090 179 

-8803280127 Safety evaluation sujjportmg Amend 1 to License NPF 62 
‘ PfOjGcl Directorate III 2 08/03/18 4pp 44890 180 44090 194 

8803290170 Discusses util 8801 13 request for exomptron from )0CFR5(>, App J Sect 
fl!D3 requirements lo perform Typo C test at each reactor shutdoi^r 
rolueling Exemption granted 

MULLER, DR Project Directorate 1112 00/03/10 SPANGENBERG.F Illinois Pi.>.i 
Co 3 dp 4489J041 44893 050 

-8803290173 Exemption from tOCFRSO.App J, Section 11 / D 3 to perform Typo C 
during oaeh reactor sluildown for refueling, but in no case at inlorvafs oroator than 
yfs 

CRUTCHFIELD D Division of Reactor Projects lll,)V,V & Special Projacis (Pl 
570411) 88/03/18 Illinois Power Co 7pp 44093 044 44093 050 

88032903D9 Forwards Amcnef 2 to License NPF 62 & safely ovalualfon Amend rtvs* 
Tech Spoc Section 3 6 4 & Table 3 6 4 1 rn order to add lest connoclions upstream 
certain excess (low check valves 

STEVENS, J A Project DiroclOfnto (112 80/03/21 SPANGENBERG F Illinois Poa, 
Co 2pp 4.1896 325 44896 336 

‘8003290328 Amend 2 lo Liconso NPF 62 amending Tech Spec 36*1 & Tabfc 364 
rn order to add test conncctrons upstronm of excess flow check vaivos 
MULLER, D R Project Direclorale III 2 88 / 0 J /21 7pp 44896 327 44896 333 

-8803290332 Safely ovalualion supporting Amond 2 lo Lrcoose NPF 62 

Orfico of Nuclear Reacior negulalion Director (PosI 870411) 88/03/21 3pt 
44896 334 44896 336 ^ 


Q Inspoctloh fopofts, (E Oufletlns & correspondence 

8803020182 Provides addi info ro concern on qualification of insp personnel oxpfe&s(h 
in Insp RepI 50 461/87 35 Inspector cortiticalion program & use of waivers tor ejtprn 
enco sab&idctorily meet ANSI rcqurromonls 

SPANGENBERG.F Illinois Power Co 05/02/23 DAVIS,A 0 Region 3 Ofc of Ike (i 
rectot Ip 44595 250 44595 250 

8003030109 Forwards Safely Insp Rept 50 461 /GO 03 on 000111 0217 & notico of vio- 
lation 

KNOP,nC Region 3, Ofc of the Director 80/02/26 GERSTNCR.WC iJlinois Power 
Co 2pp 44602 lOG 44602 21 1 

- 8803030113 Notico of violation from rnsp on 80011 1 0217 Vrofalion noted diesci gch 
erator made inopernbfo w/o vorifyinq wilhin 2 h that Div I hydrogen rccomb ner opira 
bio 

KNOP.R C Region 3, Olr of the Director 88/02/26 Ip 44002 IflO 44602 100 

-0003030115 Safely Insp Root 50 461/00 03 on 000111 0217 Violation nolec# M 3 ,>c-r 
areas rnspoctedinfo noirco & ijonoric Itr followup, onsilo followup of wriKen repts cf 
nonroi.itino events at power reactor facifiticb & operational safety 
KNOP.RC Region 3, Ofc of the Director 00/02/20 23pp 44G()2 IflO 44602 21 1 

8803030091 Forwards Operational Roadinoss Toarn Insp Ropi 50 46t/Q7 10 on 
070302 07,0330 0402 & 880207^17 

FORNEY, WL Region 3, Ofc of Ibo Director 08/02/27 G£RSTNER,WC Pfhna.s 
Power Co 2pp 44602 212 44602 236 

-8003030101 (nsp Rept 50 461/87-10 on 070302-07,0330 0402 & 000207 17 Noncom 
pliancob nolod Major areas (hspoclod operations, surveillance 
to&lrng,mflin1.LERs,fadialion conlrols.chomislry controls, nuclear onginoer activities & 
traimnn 

FORNEY,WL Region D. Ofc of tho Director 80/02/27 23pp 44602 214 44602 236 

0802230035 NRC Info Notice 00 006, "Foreign Objects In Sloam Generators " Sve l.st 

ROSSI, CE Division of Oporatronal Events Assossmoni (Post 070411) 88/02/29 
ConbOlrcfated Edison Co of New York, Inc 1 18pp 44554 253 44555 000 

8803090058 Approves first ton year interval inscrvico Insp program Relief from insorv 
ice Jnsp requrremonis granted for Roliof Roquosls 4001,4002 & 4003 & tJenred for Re 
quests 5001 & 5002.Safely evaluation onct 

MULLER, DR Projocl Direcloralo III-2 08/03/01 SPANGENBERG.F Illinois Power 
Co 3pp 44649 337-44649 350 

-G603090062 Safely evaluation re first ten year interval msorvico insp program Grants 
relief from ASME Code Seciion XI roquiromonls for Requests 4002,4001 6 4003 i 
demos RoqiiesIs 6001 & 5002 Program acceptable & In compliance w/ 
10CrH50 65a(g) 

* Office of Nuclear Reacior Regulalron, Director (Post 070411) 68/03/01. lipp 
44640 340 44649 350 

8803020036 NRC Info Notico 00 007, "Inadvertent Transfer of Licensed Mail to LTneon 
trolled Locations " Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safdty (Post 370729) 
G8/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001 44673012 

0803040062 NRC Bulletin 88 003, "Inadequalo Latch Engaflomenl In HFA Typo Latch 
ing Ralay Mfg by GE " Sve list end 

HOSSI,C E Division of Operational Events Assessment (Post 070411) 88/03/10 
Consolidated Edison Co of New York. Inc, 128pp 44673 192-44673 319 

0893080148 NRC Info Notice 08-008, "Chemical Reactions W/Radwaslo Solidification 
AgenCs " Sve list end 

HOSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/14 
Consojidaied Edison Co of New York, Inc 120pp 44772 253 44773 012 
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BB03 140284 NRC Inlo Notice 0Q 009, "Reduced ReliabiNty ol Steam Driven Auj<t1iary 
Feedwater Pumps Caused by Instability of Woodward PG PL Type Governors” Svc 
list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 68/03/18 
Consolidated Edison Co ot New York, Inc 121pp 44667 056 44857 176 


R, Periodic operating reports & related correspondence 

BGD2290019 Monthly operating rept tor Jan 1980 W/6Q0210 Itr 
SPANGENBERG,F jllmoib Power Co 68/01/31 6pp 44567 305 44567 310 

8803140077 Monthly operating ropl for Feb 19BQ W/G80309 tlr 
SPANGENBERG,F Illinois Power Co 88/02/29 6pp 44702 275 44702 280 


S Reportable occurrences, LERs & related corrosponder^ce 

8603010080 LER 86 004 00 on 860 1 29 discovorod that manipulation ol mcorrcci temp 
controller resulted in inoperablo Div 1 primary containment hydrogen rocombinor w/ 
Djv II diesel generator inoperable Caused by operator error W/660223 Itr 
SCHALLER.RF, SPANGENBeRG,F Illinois Power Co 88/02/23 4pp 44551 194 
44551 197 


-8803030205 Insp Rept 50 462/87 33 on 671119 680103 Violations noted Ma|or areas 
inspected plant startup from refueling, operational safely verificalion,monthly mainl ob 
servaiion. monthly surveillance observation & cathodic protection sys 
CUMMINS, J E . BARTLETr,BL, HAnRELL,P Region 4. Otc ol the Director BB/02/ 
23 I2pp 44565 204 44565215 

8603080516 Ack receipt ol util 671230 Itr clarifying 861022 commitment made in re 
sponse to NRC 060926 notice of violation Cornmilmenl responsive to requirements ol 
10CFR73 7I 

CALLAN,LJ Region 4. Ole ot the Director OB/03/04 WITHERS, BO Wolf Creek Nu 
clear Operaling Corp 2pp 44631 262 44631 266 

8803140026 Forwards Insp Ropl 50 482/88 05 on 0801 25 29 Violation noted Actions 
takers on previously idenlilied insp also examined Notice of violation witliheld ref 
(tOCFR73 21) & insp rept partially withheld 

CAILAN,LJ Region 4, Ole of the Direclor 08/03/07 WITHERS, B D Woll Creek Nu 
dear Operating Corp 2pp 44694 022 44691 024 

-8003140030 Padialty withheld tnsp Rept 50 402/00-05 on 680125 29 Violations 
noted Major areas inspected physical security program including vital area barriers & 
detection aids, compensatory measures, alarm stations & communications 
CALDWELL,RA, EVERETT, RJ Region 4, Ole of the Oireclof 88/02/22 Ip 
44694 024 44694 024 


V. Operator Examinations 

8803240405 Forwards revised guidance for trial NRC rcquaNftcation exams Revs reflect 
lassons learned Irom exams adminislerod al I IB Robinson plant m Dec 1987 Final 
version shall be incorporated into Examiners Slds (NUREG I02t} 

WRIGHT,GC Region 3, Ofc of the Director 88/03/18 GERSTNER.WC Illinois 
PowerCo Ip 44080 152 44080 152 


DOCKET 50-462 CLINTON POWER STATION. UNIT 2 


A Appllcatlon/construcllon stage documents & correspondence 

8003020294 Headquarters daily rept for 880225 

' Ofc o( Special Projects 08/02/25 lOpp 44566 030 44566 049 


8803140086 Advises that 080217 changes to emergency plan consistent w/ provisions 
of 10CFR50 54(p) & accepiabfe 

CALLAN,L J Region 4. Ofc ol the Director 88/03/08 WITHERS,B D Woll Creek Nu 
clear Operaling Coip 2pp 44698 088 44690 069 

B8031S0121 Forwards Rov 12 lo physical security safeguards contingency & security 
training plans Rov wilhholrf (ref 10CFR73 2t) 

WITHERS.BD Wolf Greek Nuclear Operaling Corp 88/03/1 1 Document Conliol 
Branch {Document Control Desk) 2pp 44716 356 44716 359 

0803210145 Revised radiological emergency rosponso plan implementing 
(jrocedures, including Rov 1 lo EPP Ot t 0 "Control Room Organization, ' Rev to EPP 
01 3 1, "Immediate Notifications” & Rev 8 to EPP 01 3 5 'Emergency " W/8B03t6 
Itr 

WITHERS BO Wolf Creek Nuclear Operating Corp 86/03/16 227pp 44796 271 
44799 124 


DOCKET STN'50.470 CESSAR SYSTEM 00 


A. Appllcatlon/constructlon slago documents & correspondence 

8803210550 Informs of rolocnlion ot NRR to slated address in Rockvillo.MD 
HUBENSTEIN.L S Standardization & Non Powor Reactor Project Oiroclorato 08/03/ 
15 SCHERER, A E Combustion Engineoring, Inc 3pp 44760 130 44760 140 

8803280316 Forwards ntidi info ro chomical & vol control sys for Sys 80 t TM sid 
design, per 871217 roquosl Proposod rov to C E Std SAR, "Design Cortification ’ also 
■onci 

SCHERER, A E Combustion Engineering, Inc 86/03/18 V!SSING,G S Standardize 
tion & Non Powor Reactor Project Dirocloralo 16pp 4491? 152 44912 167 

8003280228 Forwards responso to NRC 071200 request for addi info ro rog guides that 
appear In CESSAR DC.QA Suggest that mooting w/NRC staff bo scheduted to allow 
overview program changes 

SCHERER.A t Comijustion Engincoring, Inc 08/03/22 VISS1NG,G Standardization 
& Non Power Reactor Project Directoralo 3pp 44912 029 44912 031 


F Security, medical, emergency & fire protccllon plans 

0003290052 Responds lo NRC roquosl for addI info ro Chapter 1 concerning 
safeguards Proposod revision to C E ongincoring std SAR & responses lo spccilic 
questions also oncI 

SCHERER, A E Combustion Engineering, Inc 68/03/18 VISSING.GS Standardize 
lion & Non Power Reactor Project Directorate 14pp 44910 025 44910 038 


DOCKET STN-50.4B2 WOLF CREEK GENERATING STATION 


0003290064 Forv/ard*) Insp Ropl 50 402/80 01 on 860104 0214 & notice of violation 
CALL AN, I J Region 4, Ole of Iho Director 08/03/18 W1THERS.D D Wolf Creek Nu 
clear Oporatinq Corp 2pp 44904 001 44904 015 

-8003290082 Insp Rept 50 402/66 01 on 800104 02 1 4 Violations noted Major areas 
inspected onsite event followup, ESF sys waIkdownPart 21 followup, physical security 
verification & radiotogical protection 

BAnTLETT,Bl FARRELL, R E Region 4, Ofc ol the Director 08/03/09 1?pp 
44904 004 44904 015 


8803300120 Responds lo util 860126 response to 871229 notice of violation & 860304 
tolcon & confirms 860404 mecUng lo discuss corrective actions adilressing gradual 
degradation of closed circuit television sys 

CAtLAN.l J Region 4, Ole ol the Dimclor 80/03/21 WITHERS.B D Wolf Creek Nu 
clear Operating Corp 2pp 44901 191 44901 193 


K Utility Final Safety Analysis Report (FSAR) & amends 

8803170139 Rov 1 lo Uj)daled FSAR for Wolf Crook Nuclear Oporatirig Station W/ 
800311 Itr 

WITHERS.BD Wolf Creek Nuclear Opoialiny Corp 80/03/11 1 500pp 44749 254 
44754 126 


P Operating license stage documcnis & correspondence 

B803180042 FOIA request for documonis ro mvosligauon into wrongdoing issues at 
listed plant 

HAYS,JA Wichita Eagle Deacon, Wichita, KS 67/11/25 ROBINSON, L Freedom of 
information & Privacy Acts Branch Ip 44734 026 44734 026 


F. Security, medical, emergency & fire protection plans 

8B03030122 Advises of social iniliative in late stages ol planning onlilfod, "Emergency 
Operating Procedure (tOP) Insp Program " Purpose of insp to verify that EOPs loch 
nically accurate & actions can be moanlngfully accomplished 
CALLAN.L J Region 4. Ofc of the Direclor 88/02/24 WITHERS.BD Wolf Crook Nu 
clear Operating Corp 2pp 44608 353-44608 354 

8003030194 Forwards Amend 15 to License NPF-42 & safely evaluation Amend revises 
Tech Specs m order to remove certain fire proteclion requirements from Tech Specs 
S place them in plant procedures for USAR 

0’CONNOR,P W Project Directorate IV 88/02/24 WITHERS.B D Wolf Creek Nude 
ar Oporaling Corp 3pp 44558 080 44558 119 

- 8803030197 Amend 15 to License NPF 4 2, revising Tech Specs In order lo remove 
certain fire prolGctlon requiremonls from Tech Specs & place them in plant proce- 
dures for USAR 

CALVO.J A Project Directorate IV 88/02/24 33pp 44550 083 44558 115 

-8803030201 Safety evaluation supporting Amend 15 to License NPF-42 

* Office of Nuclear Reactor Regulation, Director (Post 87041 1) 08/02/24 4pp 
44558116 44558 119 

8803070269 Informs that radiological emergency preparedness excorcise for 1988 
scheduled for wk of 881205 

WtTHERS,9D Wolf Crook Nuclear Operating Corp 88/02/26 Document Confrol 
Branch (Document Control Desk) Ip 44596 049 44596 049 

68 03030 193 Forwards Insp Rept 50 482/07-33 on 071119 880103 & notice of violation 
CALLAN.L J Region 4, Ofc of tho Director 80/03/01 WITHERS.BD Wolf Creek Nu 
clear Operaling Corp 2pp 44565 201 *44565,2 15 


8803170176 FOIA request for ropl prepared by Ofc of fnvQstigalions ro plant const 
phase & quality lirst program & two page summary of findings according lo Kansas 
City Slar/Timos 

ARNST.D Sierra Club Legal Dolenso Fund, fnc 67/1 1/30 Region 4, Oic of the Di 
rector Ip 44725 310 44/25 310 

8002250195 Generic Ltr 68 04 lo all nonpower reactor licensees ro distribution ol gems 
irradiated in research reactors Svc list end 

MIRAGLIA.FJ Associate Director for Pfojocts (Post 07041 1) 88/02/23 Consolidated 
Edison Co of New York, Inc I Ipp 44553 345 44553 355 

8883030194 Forwards Amend 15 to License NPF 42 & safety evaluation Amend revises 
Tech Specs in order to remove certain fire protecliori requirements from Tech Specs 
& place them in pfant procedures for USAR . , 

O'CONNOH.PW Project Directorate IV 88/02/24 WITHERS.BD Wolf Crook Nude 
ar Operating Corp 3pp 44558 080 44568 1 19 

-B803030197 Amend 15 lo License NPF 42.rQvisin9 Tech Specs in order lo remove 
certain fire protection requirements from Tech Specs S place Ihom in plant proce- 
dures for USAR 

CALVO.J A Project Directorate IV 8B/02/24 33pp 44550 083 44558 115 

"8803030201 Safely evaluation supporting Amend 15 to License NPF 42 
‘ Office ol Nuclear Reactor Regulation, Director (Post 870411) 80/02/24 4pp 
44558 116 44558 119 


8803030015 Partial response to FOIA request for documents re Sequoyah pressure 
transmitter Forwards App F documents App F documonis also available in PDR 
GRIMSLEY.O Division of Rules & Records (Post 870413) B8/02/26 CONNOR, L 
Doc Search Associates 2pp 44503 082 44583 162 
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-'8803030275 Forwards mfo re reqLirOJTienls of AWS 01 1 Sf 10CFR50,App B concern 
ng siQcl welds at pram 

TAYLOR, J M Ofc Dl tnspeclron & Enrorcemenl, Diro'Ctor (820201-070413} 85/06/12 
MVCRSTI House of Rep , Inierror 8 fnsular Afla»rs 1 1pp 445B3 224 445B3 234 

8803070158 Application for amend to License MPF'42, allowing slorage of fuel assem 
falies o1 up to 4 5 weighl % U 235 Fee paid 

WITHERS, B D Wolf Creek Nuclear Operating Corp 6B/02/26 Document Control 
Branch (Documem Conirot Desl<]| lOpp 44627 169 44627 261 

- 8B830701G3 Proposed Tech Specs, allowing storage of fuel assemblies of up lo 4 5 
wejghl U-235 

• Wolf Creek Nuclear Operatmg Corp 86/02/26 7pp 44627 179-44627 165 

8803070166 'Spenl Fuel Storage Rack CfiticalUy Analyses For Wolf Creek Generaling 
Sralion ' 

WARSICO.P J Pickard, Lowe & Garrick, rnc PLG 0589 67/12/91 62pp 44627 166 
44627 347 

8803070170 'New Fuel Storage Rack Crdicalily Analysis For Wolf Creek Generating 
Stalson 

WARS1COPJ Pickard. Lowo A Garrick. Inc PLG 0590 B7/12/31 I4pp 44627 246 
44627 261 

8803080099 Application (or amend lo License NPF 42, revising Tech Spec Tigures 6 2- 
l,e 2 2 A Sec lion 6 5 1 2 re organization Fee paid W/stated end 
WITHERS B D Wolf Creek Niiclear Operating CoFp 80/02/26 Document Conirol 
Branch ^Documenl Control Desk) 13pp 44622 134-44622 152 

-8603080109 Proposed Tech Specs, revising Tech Spec Figures 6 2-1,6 2-2 A Section 
6 5 1 2 re crganrzatiori 

* Wolf Creek Nuclear Operating Corp 08/02/26 6pp 44622 147 44622 152 

8003080430 Application for amend lo License NPF 42 revising Tech Specs 3/4 7 6.3/ 
4 7 7 & 3/4 9 13 ro eme/gercy ventilation /exhaust sys Fee paid 
withers BD WoH Creek Nuclear Operating Corp 86/02/26 Document Conirol 
Branch (Docuiiioni Control Desk) 9pp 44624 079 44624 106 

- 0803000431 Proposed Tech Specs 3/4 7 6,3/4 7 7 & 3/4 0 13 re emergency venlila 
tion/cxhaust sys 

■ Wolf Creek Nucloar Oporaiing Corp 88/02/26. 19pp 44624 088 44624 106 

G603070'368 Notificalion of 860316 meoling w/Umon Eleclnc Co & Wolf Creek Nuclear 
Opcraling Co rn Rockvillo.MD to discuss conlainment tendon Tech Specs 
O'CONNOR, P Pfoieci Directorale W 08/03/03 CALVO,JA ProjecI Direclorate IV 
4pp 44610 074 44610 077 

B8030B0329 Partial response lo FOiA regucsl for documenis ro rcgronal ovafualion o( 
plant Forwards App B documents App A A B documents available in PDB 
GRIMSLEY.DH Division of Rules & Records (Post 670413} 8B/03/04 CONNOR.L 
Dog Search Associates 6pp 44635 002 44635 329 

•8803080345 Forwards Region IV operaling plan for FYas Items which mgl should 
focus atlcrlion on listed Add I oporaimg plans end 

FOSTER, W H Region 4, Ofc of the Direclor 05/11/13 MARTIN, RO Region 4, Ofc 
o1 Iho Direcio; 138pp 44635 009 44635 U6 

8003170101 Final response lo FOIA rcq.uost for documenis Ofc of Invesligalions Case 
4-8G-004 addressed in resporrsa to previous FOIA Request FOIA 67 600 Response to 
lhai requesl available m PDR & at listed LPDRs 

GRIMSLEV.D Division of Rules & Records (Post 6704 13) 86/03/14 ARNST.O 
Sierra Cfub Legal Dofonse Fund Inc Ip 44725 319 44725 319 

8603189054 Final rosponso to FOIA request lor documents ro invosligalion of util at 
feged mafi false statement App A/11 oocument in PDB Remaining App A documenis 
partially d cnlirely wilhheW (ref F03A Exemptions 6 d 7) 

GRIMSLEV.D H Division of Rules d Records (Posl 870413) 80/03/14 HAYS.JA 
Wichila Eagle Beacon, Wichjia, KS 3pp 44734 027-44/36 060 

. 6803100117 Wolf Creek Nuefear Operating CorpAlfeged Mall False Slalement by 
Kansas Gas & Eleclrrc Mat, ' Case 4 06 004 

G RIFF IN. H B . ORISKILL.D D Region 4, Ofc of the Director HAYES.Q B Office of In 
vestigations 07/11/10 120pp 44735 312 44736080 

8803220364 Generic Llr QB-05 lo all licensees of operaling PWRs & holders of CPs for 
PWRs ro boric acid corrosion of carbon slcel reactor pressure boundary components 
in PWn plants Sve list end 

MIRAGLIA.F Associate Direclor for Projects (Post 670411 J 08/03/17 Consolidated 
Edison Co of New York. Inc 43pp 44B79 004 44070 126 

6803300167 Forwards requests for relief from certain requiremenis definoated in Section 
Xf of ASM E Boiler & Pressure Vessel Code Firsl request concerns case in which Code 
required N 2 mfg data form missing for listed coinponenl Fee paid 
BAILEV.J A Wolf Creek Nuclear Operating Corp 88/03/22 Document Control Branch 
(DocumanI Control Desk) I2pp 44901236-44901:247 


Q. Inspection reports, IE BiilfeKns & correspondence 

8803019431 Ack receipt of 800129 Hr informing NRC of steps taken to correcl violation 
noted in (nsp Repi 50'462/87-36 NRC Will review implementation of correclive actions 
during fulufo Insp to detormine full compljance achieved & mainlainod 
CALLAN,LJ Region 4. Ofc of the Director 88/02/23 WITHERS, BO Wolf Creek Nu 
clear OporSling Corp 2pp 44595 277 44595 281 

0803030155 Forwards fnsp Repl 50 402/OB-O3 on 830125 29 No vJoJations or dovi 
(ilions noted 

CALLAN.L J Region 4. Ofc of the Director 88/02/23 WITHEflS.B 0 Wolf Creek Nu- 
efear Operaling Corp 2pp 44500 223 44560 229 

-8803030159 Insp Ropl 59 462/88 03 on 880125-29 No violations or deviations 
holed Mapr areas inspected radiolooical environ monitorino program 
WISE.R, MURRAY, B Region 4. Ofc of Ihe Direclor 68/02/19 5pp 44580 226- 
44500 229 

8803030166 Forwards Insp Repl 60 482/86 02 on 6801 19 22 No vfolairons or cl<jvi- 
afpons noted 

CALLAN.L J Region 4. Ole of the Director 8B/02/23 WITHERS, B D Wolf Creek Nu 
clear Operaling (jorp 2pp 44580 208 445B0 222 


-0003030171 Insp Ropt 50 402/QG 02 on 8801 19 22 No violalions or denial; 
noted Maior areas inspecled liquid & gaseous radwasie mgl programs 
NlGHOLAS,J8, MURRAY, B Region 4 01c of tfio Diroctof 86/02/12 13d 

44500 210 44580 222 

8803030122 Advises of special initialivo in tale stages ol planning untitled, Emerg-Li 
Operating Procedure (EOP) Insp Program ” Purpose of msn to verify ihat EOPs let 
nically accurate & achons can be* meaningfully accomplished 
CALLAN.L J Region 4, Ofc ol the Director 08/02/24 WirHCHS Q C Woll Creek ft 
clear Operating Corp 2pp 44600 353 44608 354 

8803040207 Forwards safety ovaliralion accepling utij 6b0404 evalLfaiiorn ol cn^'i. 
qualification of equipment considering stiporhoal olfccts of high energy jjno bresks i) 
planls,per IE Info Notice 84 90 

0'CONNOR,PW Project Directorate fV 88/02/25 WITHERS.QD Wolf Creek tJucI 
ar Operating Corp 2pp 44504 093 44584 097 

-8803040212 Safety evaluation accepling util 060404 evaluation of environ quaMical o 
of equipment considering superheat erfocts of high ororqy lino breaks for olantsD- 
IE Info Nolico 04-90 

’ Office of Nuclear Reactor rtegulation, Director (Post 870411) 88/02/25 3 a 
44504 095 44584 097 

8002230035 NRC Info Nolico 80 006, Forotyn Objects in Steam Goner alors ' S^c I « 
oncl 

ROSSI, CE Division of Oporalional Evruits Assessment (Post 070411) 88/42/29 
Consolidated Edison Co of Now York Inc 1 lOpp 44554 253 44555 009 

8803030193 Forwards fnsp Rept 50 482/87 3 J on 8/1 1 19 880103 & notice of vioincon 
CALLAN.L J Region 4, Ole of iho Dimclor 80/03/01 WITHERS.B D Woll Creek Nu 
clear Operaling Corp 2pp 44566 201 44566 215 

-8803030198 Nolico of violation from insfj on 871119 60010't Violalion noted liccns?k 
failed to notily NRC that Tram A emergency dioscil gonunilor discovered to he inopcr 
abfe on fi7}209 

• Region 4, Ofc of the Direclor 80/03/01 tp 44665 20J 44565 203 

-8003030205 Insp Ropt 50 402/0/ 33 on O'' M 19 800103 Viola linns noletl Major ait/is 
inspected plant startup from refueling operational safety verificalion.nionthly mjiinl 
servation, monthly survotllanco observation & cathodic proinction sys 
CUMMINS.JE, BARTLETT.Ol , flARRELL.P Region 4, Off* of the Director 80/02/ 
23 12pp 44565 204 44505 215 

6003080155 Forwards responso to NRC BuJJotin 88 001, ' Dofuols in Wosling house D' 
cud Breakers " All five broakors had pofo shafh roplacnd during second refuel ng 
outago because of suspect wolds 

WITHERS, a D Wolf Creek Nuclear Operating Corp 88/03/01 MARTIN.n D negen 
4, Ofc of Iho Director 4pp 44656 067 44656 0/0 

0UO3O8O516 Ack receipt of ulif 871230 llr clarifying 861022 commdmerl niarfo in rc 
sponso lo NRC 860925 notice of violation Coinmilrncnl rf’sponsivo to requverrerds ol 
10CrR73 71 

CALLAN.L J Region 4. Ofc of Iho Direclor 80/03/04 WITMrns.R D Wolf Creek Nu 
ePoar Opofaling Corp 2pp 44631 '282-44631 286 

8003020036 NRC Inlo Nolico 80 007, “Inadvorlcnt Transfer of I u ensed Mall to IJncon 
Uollcd Locations ’ SvC l»s1 onci 

CUNNINGHAM.R £ Division of Industrial & Medical Nu(,f(>ar Safety (Posl 870729) 
80/03/07 Consolidated Edison Co of Now York. Inc 12()p 44673 001 44671 012 

8003140018 Forwards Insp Repl 50 402/88 04 on 080125-0212 & notice a I vinLihoi 
CALLAN.L J Region 4, Ofc of tho Director fl«/03/07 WIHIERS GO Wolf rrei'k Nu 
clear Operating Corp 2pp 44702 142 44/02 158 

-8803140019 Nolico of viofalion from insp on 880125 29 & 0208 12 Viol-ation 
noted Pfoceduro QCP 7 I.Rov 1 not aniJroprialo lo circurnstnric<*s in lhal amhgiious 
mslruc lions provided which rusullod m failuro lo properly perform functions 
‘ Region 4. Ofc of tho Diroctor 88/03/0/ Ip 44702 144 44702 144 

-0003140022 lf>sn Ropt 50 482/00 04 on 800125-29 A 0208 12 Viofation nolGfJ Major 
areas Inspoctcd licensee action ro ruporled leak from roaclor vessel lo vos-iCf hraJ 
souls, review of liconsoo QA program Implemcntalian includnq area ol aucld programs 
ELLERSHAW.L E , TAYLOR.RG, BARNES.I Rogiun 4. Ofc of Ihe Director Q&/03/ 
03 14pp 44702 146 44702 158 

8803140026 Forwards Insp Ropt 50 482/80 05 on 880125 29 Violation noted Actons 
taken on previously idenlifiod insp also examined Nolico of viola lion wilhhcfd rcl 
(10CFR73 21) A insp ropt pnriiafly withheld 

CALLAN.L J Region 4. Ofc of Iho Diroctor 80/03/07 WITHERS.D D Wolf Creek Nu 
cloar Operating Corp 2pp 44694 022 44604 024 

-8803140030 Partially wrlhhold Insp Repl 60 482/88 05 on 8B0125 29 Violatioiis 
noted Major areas mspeclod physical security program including vital area barriers A 
deiection aids, componsalory measures, alarm stations A communications 
CALOWELL.RA, EVEREfT.RJ Region 4, Ofc of tho Director 88/02/22 Ip 
44694 024-44694 024 

8803160327 Forwards Insp Repl 50 482/88 08 on 080208-12 No- viafalions or davi 
alions noted 

CALLAN.L J Region 4, Ofc of tho Diroctor 00/03/09 WITHERS, B D Woll Creek Nu 
clear Operaling Corp 2pp 44607 065 44697 065 

-8803160335 fnsp Repl 50 482/08 08 on 880208 12 No vioJatiorib or deviations 
noted Major areas Inspected actions taken In response lo )E Bullolin 85 003 A rovc/v 
of ©valuation of recent componGnl cooling waterhammor probfom 
NORMAN.OE, IRELAND.R £ Region 4. Ofc of Iho Director 8B/03/0D 9pp 
44697 057 44697 065 

B0O3O-4OO82 NRC Bulfelin 88 003, "fnadequale Latch Engagement in HFA Typo Latch 
ing ReJ^ Mfg by GE " Sve fist end 

ROSSI, CE Division of Operational Events Assossmonl (Posl 870411) 88/03/10 
Consolidated Edison Co or New York. Inc 120pp 44673 192-44673 319 

8B032 10357 Advises that no further plant specific required, per util 870910 response lo 
NRC Bulletin 87-001, "Thinning of Pipe Walls at Nuclear Power Plants " 
O'CONNOR.PW Project Directorate IV 88/03/10 WJTHERS.B D Woll Creek Nude 
ar Operaling Corp 3pp 44755 226 44755 228 



DOCKETED ITEMS 219 


6803080148 NRC Info Notice Q8 008, Chemicat Reactions W/Radwasle Soliditication 
/AgfiOis ' Svc jisJ end 

ROSSI CE Division of Oporationat Events Assessment (Post 870411) 88/03/14 
Consolidated Edison Co of Now York, Inc 120pp 44772 253 44773 012 

6803210526 EN 8B 022 on or about B8031 7,nolice o1 proposed imposition of civif penal- 
ty in amount o1 $100,000 issued to util based on examples ol significant procedural 
control weaknesses resulting in improper maint on salcty related eguipmeni 
WONG.H, UEBERMAN.J Ole of Enforcement {Post 870413) 88/03/17 tp 
44003 100 44003 100 

8603140284 NRG Info Notice 08 009, “noUuced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Typo Governors Svc 
list end 

ROSSI.CE Division ol Oporalional Events Assessment (Post 870411) 68/03/ IB 
Consolidated Edison Co of New York, Inc I21pp 44857 058 44857 178 


“8803100113 Sanitized version of investigative interview ot GL Koesler on 870513 re 
investigation ol util 

Nuclear Operating Corp 87/05/13 52pp 44735 260 

^4735 31 1 


DOCKET STN 50*403 CALLAWAY PLANT, UNIT 1 


F Securlly, medical, emergency B, fire protection plans 

8BQ30300B2 Forwards Rev 13 lo physical security plan Rev acceptable per provisions of 
10CFR50 54(p) Rev wilhheld 

aCHNElL.DF Union Electric Co 88/02/19 DAVIS, A B Region 3. Ofc of the Direc- 
tor 2pp 44895 056 44895 059 


8803230350 Responds to NRC 600217 ttr ro violations noted in Insp Rept 50 482/68 
06 Corrective actions enninooring ovaluation reqiJOst issued to provido add! methods 
for RCS level indication durinn RCS dram down a procoduros reviewed 
WITHERS, B D Wolf Crook Nucloar Operntinq Corp 00/03/ 10 Documont Control 
Branch (Document Control Desk) 3pp 44890 332 44090 334 

8803290064 Forwards Insp Ropl 50 402/80 01 on 6B0104 0214 & nolico of violation 
CALLAN,L J Region 4, Ofc of tho Dircclor 08/03/18 WITHERS, BD WoH Creok Nu 
clear Operating Corp 2pp 44904 001 44904 015 


8B03030036 Fonwards Rev 1 \ lo plant radiological emergency response plan. merging 
interim emergency operations facility (EOF) & corporate emergency organizations into 
tOF emergency organization & changing emergency action levels 
SCHNEU.,OF Union Eleciric Co 80/02/26 Document Control Branch (Document 
Control Desk) Ip 44555 239 44556 146 


-6803030077 Rev 1 1 to Callaway plant radiological emergency response plan 
Union Electric Co 08/02/26 267pp 44555 240 44556 146 


8803290066 NqHcq o1 violation from insp on 80O1O4 0214 Violation noted failure to 
comply w/plant change procedure ro RHR sys piping 
' Region 4, Ole ol the Direr tor 80/03/10 Ip 44904 003 44904 003 

- 68D329D062 Insp Ropt 50 402/00 01 on B00104 0214 Violations noted Major areas 
inspected onsite event followup, ESF sys waIkdown.Parl 21 followup, physical security 
verification & fadiofoqtcal pfolccUcn 

BARTLETT.B L , FARRELL, RE Region 4, Ole of the Director 88/03/09 12 do 
44904 004-44904 015 

8803280245 Forwards rosponso lo NRC 800224 Ur re violations noted in Insp Repi 50* 
482/87 16 Rosponso withhold (rof 10CFfl/3?t) 

BAILEY.J A Wolf Crook Nucloar Onernling Corp 00/03/21 Oocumenl Control Branch 
(Document Cohlrol Desk) Ip 44912 101 44912 101 

8803300125 Responds lo util 000128 response to 8/1229 notice ol violation & 860304 
tolcon & confirms 8Q0404 meeting lo discuss corrective actions addressing gradual 
degradation ol closed circuit television sys 

CALLAN.L J Region 4, Ole of tho Director 88/03/21 WITHERS.BD Wolf Creek Nu 
clear Operating Corp 2pp 44901 191 44901 193 


n. Periodic operating reports & related correspondence 

8803040062 ' Semiannual Radiological Effluent Release Rent 6,jul Doc 1987 “ W/ 
080226 Ur 

WITHERS.BD Wolf Crook Nuclear Oporalmg Corp Q// 12/31 34pp 44001 098 


8803070108 "Annual Oporaling Ropl 3 for 1907 " W/080220 Ur 
fiAILEY.JA Wolf Crook Nucloar Operating Corp 87/12/31 16pp 44599 330- 
44599 345 

8803070207 "Annual Summary ol Safoly Evaluations Rept 3 lor 1087" W/8B0303 Hr 
WITHERS.BD Wolf Creek Nuclear Operating Corp 87/12/31 59pp 44628 239 
44620 297 

8803180090 Monthly qpornlmq rept for Fob 1988 W/8B0314 Ur 
WILLIAMS.M G , WITHERS, B D VVolf Crook Nuclear Operating Corp 08/02/29 7pp 
44771 135 4477M41 


8803080079 Revised emergency plar> implemenltng procedures, including Rev 3 to ElP 
ZZ CO0 15. Activation ot Backup Emergency Operations Facility ' & Rev 7 to ElP ZZ 
00101, "Classification of Emergencies " 

' Union Electric Co 68/02/26 5?pp 44613 297 44613 348 

8BD3080500 Rev 4 to Emergency Plan Implementing Procedure ElP 22 C0020, "Cailoul 
ot Emergency Operations Facility Organization " W/revised index 
LEWIS, D , BLOSSER Union Electric Co 88/02/29 t Ipp 44626 196 44626 206 

08O3O9O3S6 Revised emergency plan implemenling procedures.including Rev 6 lo ElP 
Z2 COO to, "Emergency Operations Facility Operations” a ElP 72 00102, "Emergency 
Implementing Actions ' Revised emergency procedure index end 
HARVEY, SP Union Electric Co 88/03/04 80pp 44666 287-44667 006 

0803160224 Rev ? lo Emergency Plan Implementing Procedure ElP Z2-00212, ' Protec- 
tive Action Decision Flew Chari " 

WHITE, A Union Electric Co 68/03/07 4pp 44723 023 44723 026 

0803210229 Advises that 660219 Rev 13 lo physical security plan consistent w/provi 
sions of 10CFR50 54(p) & acceptable Nolilicalion of results of NRR review of 
changes applicable to 10CFR73 55 will be provided in separate Itr 
MALLETT.BS Region 3, Ofc of the Director 68/03/11 SCHNELL.DF Union Electric 
Co 2pp 44724 345 14724 346 

0803220323 Forwards Safeguards Insp Rept 50 483/86 05 on 880218 0303 No viola 
lions noted 

MALLETT.B S Region 3, Ofc of the Director 88/03/18 SCHNELL,DF Union Electric 
Co 2pp 44844 196 44644 196 

• 8003220329 Partially withhold Insp Rept 50 483/68 05 on 8802180222*26 & 0303 (rel 
1QCFR73 21)No violations noted Major areas inspected mgl effectiveness * security 
program, records, protected area barriers & alarms & lighting assessment aids 
PIRTLE,GL, CREED, JR Region 3, Ole of the Director 88/03/17 ip 44644 198 
44844 198 

8803290139 Revised emergency plan imDIemenling procedures including Rev 9 to Pro 
ceduro EIP-ZZ 00230, ’ Accountability & Evacuation,” Rpv 7 lo ElP ZZ-00240, ‘En^er 
gency Preparedness" & table ol contents 

FAULKNER.M R Union Electric Co 08/03/21 6lpp 44910 258 44910 319 


S Reportable occurrences, LERs & related correspondence 

8803070372 LER 88 003 00 on 080215 control room ventilation isolation sigf>al 
occurred Caused by chlorine monitor indicating tilgh chlorine level Control bldg HVAC 
sys secured & returned lo normal W/000228 Ur 

WIlUAMS.MG , WITHERS.BD Wolf Crook Nuclear Operating Corp 08/02/26 6pp 
44605 (53 44605 150 

8603240393 Discusses 000315 Operaling Reactors Events Meeting 80*11 List ol 
attehctoos.ovents discussod 8 tabulalion ot long-term followup assignments detailed in 
ends 

LAnniNG.W Events Assessment Branch 88/03/15 ROSSI.CE Division ot Oper* 
alional Events Assessment (Post 87041 1) t7pp 44090 284 44890 300 


0803310060 Replacement Page 1 ot 2 to Attachment l to Rev 7 lo Emergency Plan 
Implementing Procedure EIP-ZZ'00212, “Protection Action Decision Flow Chart " 

• Union Electric Co 88/03/21 2pp 44015 352 44915 353 

8603290076 Ack receipt of M Stiller 860310 Itr re scope & objectives for emergency 
preparedness exercise scheduled for 880606 Comments will be provided once entire 
scenario package received & reviewed 

SHAFER, W D Region 3. Ofc ot the Director 88/03/23 SCHNELL.DF Union Electric 
Co Ip 44911 122 44911 122 

8003290153 Advises lhat 860226 Rev 11 to physical security plan consistent w/provi- 
sions of 10CFR50 54(p) & acceptable 

SHAFER, W D Region 3. Ofc of the Director 88/03/23 SCHNELL,D F Union ElaclhC 
Co 2pp 44910 060 44910 061 


T. Hearing transcripts on non-antltrust matters 


8803180054 Final response lo FOIA roquost for documents re Investigation of util al 
leged mall false sialomoni App A/1 1 document in PDR Remaining App A documents 
P^liaily & entirely withheld jroi FOIA Exemptions 6 & 7) 

GRIMSLEV.DH Division of Rules & Records (Post 870413) 88/03/14 HAYS, J A 
Wichita Eaglo Beacon. Wichita. KS 3pp 44734 027-44736 080 


“88031B0097 Sanitized version ot 860821 testimony of OL Thero m Lebo.KS re investi- 
gation ot util 

THERO, O L Quality Technology Co, 86/08/21 67pp 44734 030 44734 095 

“8003180102 Sanitized version of investigative interview of C Hill taken by DD Driskill 
ori 860627 re plant quality first program 

HILL.C Affiliation Not Assigned 80/06/27 g4pp 44734 096 44734 189 


■*8803180109 Sanitized version of invosligative interview of RL Scott conducted by HB 
on 870603 ro ulil investigation 

SCOTT, R L Affiliation Not Assigned 87/06/03 I49pp 44734 190 44734 338 

“8003100111 Sanitized version of inlerviow of C Snyder by HB Griffin on 870512 in 
Ik , w ^ ® 'n vestf ga f ran 0/ uf rf 

S^VOER.C Wolf Creok Nuclear Operating Corp 87/05/12 282pp 44734 339- 


8803300183 Responds to NRC 880223 Itr re violations noted in Insp Rept 50 483/88- 
03 Corrective actions inventories of emergency kits completed & property documented 
in accordance w/Plant Procedure HTP-zZ-06022, "Emergency Equipment Inventory" 
SCHNELL.DF Union Flectric Co 88/03/24 Documenl Control Branch (Document 
Control Desk) 3pp 44901 324 44901 326 


0, Advisory Committee on Reactor Safeguards reports & correspondence 

8003290272 Advises (hat ACRS review of proposed power uprating for facility 
complete, based on evaluation of concern raised in 88031 7 memo License amend will 
bo issued shortly 

CRUTCHFIELO.D Division of Reactor Proiects * IIIIV.V & Special Projects (Post 
870411) 86/03/24 FRALEY, R F ACRS - Advisory Commitlee on Reactor Safe 
guards 2pp 44896 323-44896 324 


P Operattng license stage documents & correspondence 

0802290316 Informs of util inlent to leave reinforcing steel projecting from emorgency 
svc water cooling tower as is 

SCHNELL.DF Union Electric Co 88/02/17 Document Conirol Branch (Document 
Control Desk) 3pp 44552 183 44652 tB5 
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8002250291 Advises lhal one open superheat review item re qualification M SI V/ main 
feedwater isolation valve control cable wiring & lugs resolved Closeout safety evalua 
tion issued to licensee or B802l&Upraling review can proceed 
ALEXfON.T Project Directorate III-3 88/02/22 CRUTCHFIELD.O . HOLAHAN.G M 
fIRC Mo Detailed Alfiliation Given 2pp 4*1524 009 44524 091 

"8802250305 Informs that A Pa s swat er. manager ol licensing & fuels at plant OKpressed 
interest in meeting w/G Holahan on 080211 to discuss status of upraling review 
ALEXIONT NRG - No Detailed Alfiliaiion Given 08/02/09 HOlAHAN.G NRC No 
D etailed Affiliation Given tp 4*1524 091 ‘*14524 091 

0802250195 Generic Ltr 68'04 to all nonpower reactor licensocs re dislnbulron of gems 
irradiated in research reactors Sve list ei^cl 

MIRAGLIA F J Associate Director for Projects (Post 870411) 80/02/23 Consolidated 
EcJjbon Co of New York, Inc 1 1pp 44553 345 41553 355 

0803080095 Responds to Generic Ltr 08-02, ISAP If’ Util undecided on whether to 
participate in PSAP It 

SCHNELL D F Union Electric Co 68/03/02 Oocumeni Control Branch (Document 
Conlrol Desi*) 3pp 1*1641072*14641074 

0803070360 Notificalion of 860316 meeting vv/Umon Elec Inc Co & Wolf Creek Nuclear 
Operalmg Co rn RockvilPe.MD to discuss coPiainrren-t lendon Tech Specs 
OCOfJNOR.P Project Direclo rate IV 88/03/03 CALVO.JA Project Oireclorate IV 
4pp 44610 074 44610 077 

8003220364 Generic Ltr 88 05 to all licensees ol operaling PWRs & holders of CPs for 
PWRs re bone acid corrosion of carbon stceP reader pressure boundary components 
in PWR plants Sve Nst oncl 

MIRAGLIA.F Associate Director lor Projects (Post 870411) 80/03/17 Consolidated 
Edison Co of Now York Inc 43pp 14879 084 44879 126 


Q Inspection reports, IE Bulletins & correspondence 

8803040207 Forwards safely evaluation accepting ulil 660404 evaluation of environ 
qualification ol equipment considering superheal effects ol high'Onergy line breaks for 
plants, per lE Jnlo Notice 04 90 

O'CONMOR.PW Project Directorale IV 08/02/25 WITHERS, B D Wolf Creek Nude 
ar Operating Corp ?pp 44584 093 44504 097 

■•8803040212 Safety evaluation accepting ulrl 860404 evaluation of environ quafificalton 
of equipment considering superheat effects of high energy line breaks for plants, per 
IE Info Notice 04*90 

' Office of Nuclear Reactor Regulation Director (Post 070411) 00/02/25 3pp 
44504 095 44584 097 

8002230035 NRC Info Nolico 80 006, *'Forepgri Objecls in Sloarn GGnorators" Sve lisl 
oncl 

ROSSI, C E Divrsion of Oporational Events A-ssossment (Post 070411) 08/02/29 
Consoirdated Edison Co of New York, Inc 1 10pp 44554 253 44556 009 

8803150025 Forwards Special Rept 07 04 ro second steam generator tube insorvrco 
insp Propneiary Eddy Current S Mochanicjl Plugging Fteld Sve Repl 070407 17” 
onct 

BLOSSERJ D Union Electnc Co 88/03/04 Documoni Conlrol Branch (Document 
Control Desk) tfpp 44913 241-*14913 251 

8003020036 NRC Info Notice 88 007 '’Inadvcrlenl Transfer of Liconsotf Mall to Uncon- 
trolled Locations ” Sve list end 

CUNNINGHAM R E Divrsion ol Iriduslrial & Medical Nuclear Safely (Post 670729) 
08/03/07 ConsoNdaled Edison Co of Now York Inc I2pp 44673 001 4 4 673 012 

8803040062 NRC Bulletin 08-003, "Inadequate Latch Engagement in HFA Typo Latch- 
ing Relay Mfg by GE Sve list end 

ROSSI, C E Division of Operalionaf Events Assessment (Post 07041 1) 88/03/10 
Consolidated EdisonCo of New York, Inc f28pp 44673 192 44673 319 

0893060140 NRC Info Notice 08 OOB, ’’’Chemical Reactions W/Radwasto Solidificalron 
Agonts Sve lisl oncl 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 08/03/14 
Consolidated Edison Co or Now York, fnc l2Dpp 44772 253 44773 012 

0BO314O204 NRC Info Nolice 88 909. "Reduced Roliabifily of Steam Driven Auxiliary 
Food wafer Pumps Caused by Instability of Woodward PG PL Typo Governors ” Sve 
Fist end 

ROSSLC E Division of Oporalionaf Events Assessment (Post 070411) 80/03/10 
Consolidated Edison Co oi New York, Inc I21pp 44067056 44857 176 

8803220323 Forwards Safeguards Irisp Repl 59 483/88 05 on 860218 0303 No viola* 
lions noted 

MALLETT.BS Region 3, Ofc ol Ihe Dirocior 89/03/18 SCHNELL, DF Union Electric 
Co 2pp 44044 196 44044 190 

--B0O 3 220329 Partially withhold Insp Rapt 50 483/80 05 on 000218.0222 26 & 0303 (ref 
10CFfl73 21)No violations noledMaror areas Inspected mgl offeclivenoss • socurily 
pro gram, records, protecled area barriers & alarms & frghting assessment aids 
PIRTLE.G L . CREED, J R Region 3, Ofc of fho Director 68/03/17 ip 44844 198 
44844 1 90 

B0O33OO183 Responds 1o NRC 880223 ltr ro violafrons noted in fn&p flepl 50 463/88 
03 Correclive actions inventories of emergency kits completed & properly c/ooumenled 
in accordance w/Planl Procedure HTP-ZZ-06022, “Emergency EquipmonL Invenlory" 
SCHNELL,D F Unron Efeclric Co 88/03/24 Oocumenl ConlroS Branch fPocumenl 
Conlrol Desk) 3pp 44901 324 44901 326 


R, Periodic operating reports & related correspondence 

8003140240 Monthly ryerating repl for Fob 1908W/8B0307 ltr 
MOOSE.J M , 8LOSSER,J D Union Electric Co 08/02/29 7pp 44693 316- 
44693 322 

0803210003 Forwards ' Semiannual Radioactive Effluent Reloaso Repl " for Second 
Half 1 967 & proprietary roam solidification formulas 

SCNELUOF Union EfeclnC Co 60/02/29 Oocumenl Control Branch (Documom 
Control Oosk) 3pp 44792 167.44792 359 


8003210119 “Semiannual Radioactive Effluent Release Rept for Jut - Doc 1987 
* Union Electric Co 07/12/31 200pp 44792 170-44792 359 


S, Reportable occurrences, LERs & related correspondence 

8803000076 LER 88 003 00 on 800202, discovered lhal containment high ranae rad 
alion monitor had missing heat shrink moisture seals Caused by failure ol aichiceclirral 
engineer to identify need for seals W/80030J Ur 

PRICE.J M , BLOSSER.J D Union Electric Co 08/03/03 7pp 44637 Q69 44637 074 

0803220474 LER 68 004 00 on 80O213,turbine/reaclor top on shorted Jumper occurred 
during turbine testing & safety injection actuated following trip Caused by linkage gji 
cessive free play & operator error Bypass switch inslallod W/000314 lir 
TAYLOR.ME, BLOSSERJ D Union Efedric Co 80/03/14 Qpp 44B09 049 
44009 056 


V Operator Examinations 


8003240421 Forwards revised guidance for inal NRC requafification exams, rclJeclmg 
lessons learned from exams admimslered at HQ Robinson m Dec 1907 f-inaf vers'on 
shall bo incorporated into examiners Bids (NUREG 1021) W/o oncl 
WRfGHT.GC Region 3, Ofc of iho Dirocior 00/03/18 SCHNELL.D F Union Electric 
Co Ip 44099 331 44G9D331 


DOCKET STN-50 406 CALLAWAY PLANT, UNIT 2 


F. Security, medfcal, emergency & fire prolecllon plans 

8803090356 Revised emergency plan implemonling procDduros.mcludmg Rev G lo EIP 
ZZ C0010, ’"Emergency Operations Facility Oporalions" & EfP Z2 00102, "Emerijoncy 
Implomonling Actions Revised emergency nrocoduro index end 
HARVEY, SP Union Electric Co 88/03/04 flOpp 44608 287 44667 006 


DOCKET STN‘50-49a SOUTH TEXAS PROJECT, UNIT 1 


E NRC Safety Evafuatlon Report (SER), suppis & correspondence 


0003220178 Advises that mam cooling reservoir (MCR) remedial work rof in SSERs 2 & 
4 completed in Feb 1908 Ulil will provide results of porformanco of MCR embankmcnl 
under seepago control sys at \ 49 ft 

MCBURNETT.MA Houston Lighling & Power Co 08/03/15 Docuniont Conlrol 
Branch (Document Conlrol Desk) 3pp 44803 140 44003 142 

8803200203 Responds lo concerns expressed in NRC Jul 1987 SER ro SPDS (nstme 
lions issued lo control room sta(( lo ensure llial safoly status boxes wifi bo continu 

S ' displayed on at least ono SPOS consoles 

LIRNETT.MA Houston Lighting & Power Co 08/03/10 Document Conifol 
Branch (Document Control Desk) 26pp 44912 045 449(2 070 


F. Security, medical, emergency & fire protection plana 


0DO3O4O225 (Revised emergency plan implomonting procodures.includirg Rev / to 
OEPP01-ZA 0001, "Emorgency Classification,'' Rov 3 lo OEPP01 ZA 0002 'Emer- 
gency Oireclion" & Rev 2 to OEPPOl ZA 0012, “Protoclive , '" W/fl00301 ltr 
MCBURNETT.MA Houston Lighting & Power Co 08/03/01 182pp 44571 003- 

44571 189 


0803000191 Forwards Rev 11 lo physical security plan, Rov 1 1 to training & qualifpcalion 
plan & Rov 7 lo contingency plan Plans withhold 

MCBUflNETT.MA Houston Ughting & Power Co 00/03/04 Oocumenl Control 
Branch (Oocumenl Control Desk) 3pp 44656 001*44656 003 

0003100003 Forwards SALP Repls 50 490/87 65 & 50-499/87 05 for 1967 Overall per 
formance satisfactory Emergency preparedness doficionclos noted during previous 
SALP period corrected WocKnosses noted in areas of plant oporalions &. sociiniy 
MARTI N,R 0 Region 4. Ofc of the Direclor 80/03/1 1 GOLDBERG, J H Houston 
Lighting & Power Co 4pp 44765 044 44755 101 

-8803180005 SALP Hepls 50'490/87-G5 & 50 499/87-65 for 1987 

• Region 4, Ofc of the Director 88/03/11 54pp 44765 040 44755 101 

0803170033 Approves 880219 emergent plan changos 
CALLAN.LJ Region 4, Ofc of Ihe Direclor 08/03/14 GOLDBERG,JH Houston 
Lighting & Power Co 2pp 44731-138 44731 139 

0803230126 Forwards Insp Repts 50 498/88 00 & 50 499/88 08 on 880125-28 A notice 
of vIolalionSix deficiencies requiring reply & schodulo for corrective actions idanliNed 
,CALLAN,LJ Region 4, OfC of the Director 80/03/16 GOLDBERG, JH Houston 
lighting & Power Co 3pp 44864 243-44064 252 

-8803230130 Notice of violation from insp on 080125 28 Violation noted licorsce had 
not submitted changes made lo procedures since obtaining OL on 870821 

* Region 4, Ofc of the Director 88/03/16 Ip 44064 246 44864 246 

-8803230131 Insp Repls 50-490/08-00 & 50-499/00 08 on 080125-28 Violation 
noted Mafor areas inspected operational status of licansee emergency prepardenoss 
program 

TERC,N,M, FISHER.WL Region 4. Ofc of tho Direclor 00/03/09 6pp 44864 247 
44864 262, 

8603250265 Forwards Insp Repls 50 498/88-13 & SO 499/88-13 on 880301 03 No vio- 
lations or deviations noted Proficiency of shift supervisors to implamoni emergency 
plan examined 

CALLAN.L J. Region 4, Ofc of the Director 88/03/21 GOLDQERG.J H Houslon 
Lighling & Power Co, 3pp 44921.033-44921 038 
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.8603250280 Insp Repts 50 490/OB n a 50 499/08 13 on 080301 03 No violations or 
deviations noted Ma|or areas inspocled proficioncy ol shift soporvisors to implement 
hconseo emergency pfan 

TERCNM. FtSHER.WL Region 4. 01c of the Director 08/03/16 3pp 44921 03B 
44921 036 


G Adjudicatory correspondence 

8BD3160106 Urges Commission to deny GAR 880126 petition re plant Petition does not 
movide adequate basis for remedy GAF^ seeks, dons not seek remedy v/ithin scope ol 
)0CFR2 202 a not addressed to director of NRR W/Cortilicate ol Sve 
NEWMAN.J R Houston Liqhlinq & Power C.o NEWMAN.J R Newman a Holtzingcr 
#168 5633 80/02/08 CtTiLK.SJ Office ol th(3 Secretary of the Commission 4pp 
44606 355 44606 358 

BB0321Q1Q1 Requests delay of Commission ( onsideralion ol facility lull power license 
for 7 days, pending review a comment on NRC Safely Signmcanco Assessment Team 
rept 

GARDE.DP Govornmont Accoun1alnli1y Project //180 5H86 00/03/16 ZECH.LW 
Commissioners fp 44731 3fC/ 4473f 3f0 

8603230058 Petition of Earth rirst>,Gray Pantiinrh ol Austin, I one Star Green Public 
C;l! 2 eri,South Texas Cancettntion Campaign. Travis County IJemocratic Women's 
CommiUee ' Wifbhofdtnq of ^ssjarn-Q of ficonsr rngcjnstcd 

OUGELBY.B Earth First' HARRISON, D South Texa^ Cancellation Campaign 
BAKER.LA Lone Star Green //188 590? 88/01/1/ 6pp 44779 179 44779 164 

BB03230123 Responds to 8803 16 Hr rociunblirK) / days delay of 860121 meolmg.so 
GAP can evaluate NRC Safely Stqnificaiil Assossmenl Team ropi Request denied & 
GAP not allowed to address Commission at rnroling 

CHILK.SJ OMico of the Secretary of ifie Commission //1 06 5005 80/03/17 
GARDE,BP. CONOIT,RE Government Accountability Project Ip 44781 051 
44761 05t 

3803240101 Submits response to pulilion of GAP requesting df'lay in Commission lull 
power vote on lacilily ro alloqed ilelinont los in ongoing review ol allegations received 
through GAP 

STELIO.V Ole ol Iho Executive Diroclor for Operations 88/03/17 ZECH. ROBERTS, 
BERNTHAL Commissioners 12f)i) 44007 0?5 4480/ 04/ 

8803230044 Requests rojccliun ol GAP 000321 ploadinq & consideration of lull licons 
ing of l/rtif t w/o dofay Corfdicalo of Sve oriel 

NtWMAN.JR Houston Lmhting A Power C-o NEWMAN.J R Nowman & Hollzinger 
#106 5686 00/03/21 CHILK.SJ Ollico of ifio Secrolary ol the Commission 3pp 
44781 084 44 78 1008 

8603230088 Forwards appeal of WffOffO (J,un tors OoffSion (DD88 3J Requests 48 f» 
slay of Commission decision, lur tiulhrjrs to sock immediate review in Court ol 
Appeals, should roqiiosi lor immedinle review ol DD BO 3 bo domod 
GAROE.B R . CONOIT.R E Govornmont Act oiinlabllily F^fO|et t //1 68 5804 86/01/21 
CHILK.SJ OtfiCQ of the Socrrjtary of itiu Commisbion tp 44781 002 44781 036 

'•8BD3230110 Appeal ol direclor's derision on Soulliorn Texas Prolorl * Requests that 
Commission considor appeal A slay hrensinr] decision until sufitcioni evidence ac 
quired to supporl imf decistori 

GARDE.B P , CONDIT.n Government Act ountability Project BB/03/21 Commission 
ers 34pp 44781 003 4478 1 036 


H. General correspondonce 

8003020021 Nolifios of robirjnalion of senior ru,ictor operator, MA Wosirick.oflGCtivo on 
871215 

VAUGHN, G E Houston Llghlint) A Power Co 88/02/21 Oocumont Control Branch 
(Documem Control DqsK) 2pp 44b44 106 44844 10/ 

8B03100003 Ack rocoipi of Itr forwarding concerns expressed by D Harrison ol South 
Texas CancDllQtion Campaign re nllorialions made by workers al plant Somo alleged 
concerns not invosligated duo to msuJficionl mlo 

ZECH.LW Commissioners 08/03/0? PICKLE, JJ Houso ol Rop 4pp 44662 120 
44662 12/ 

“B0O31OOOO0 Porwards D Harrison Hr oxprossmg conrorn ro NRC refusal to invesiigalo 
allegations made by workers nl plant duo to nllogers remaining anonymous NRC 
should inform author of niatis to invostiyato any nllogalion 

PtCKLE.JJ Houso of Rop 88/01/13 ZEOH.l W Commissioners 3pp 44662124- 
44662 127 


J. Insurance & Indemnity Information 

8803290D26 Forwards Liconso NPF 76.Fn nolico A Amend 2 to Indomlnity Agreement 
B 108 License authorizes operation ol Unit 1 al core power levels not exceeding 
3,000 MW1 

CRUTCHFIELD, D Division ol Ronclor Proiocls III IV,V A Special Projects {Post 
670411) 68/09/22 GOLDBERG, J H Houston Lighlmg A Power Co 5pp 44806*232 
44896 274 

'‘6B03290037 Noiico Of issuance of Liconso NPF 76 Amend 2 to Indemnity Agreement 
B-100 end 

CALVO.J A Pfoloct Directorate 1V 88/03/22 lipp 44896 264 44896 274 


P Operating license stage documents A correspondence 

Requests rov of sve list for listed documents ^ , 

MCBURNETT.M A Houston Lighting A Power Co 80/02/18 Document Control 
Branch (Documonl Control Desk) 2pp 44531 125 44531 126 

^903040 Q2 Forwards Rov 21 of OA assurance program description for design A const 
phase of facllily Rov roflccls reorganizatioir A roassignmonl of responsibilities within 
uH nucirsar assuranco organization A resolves NRC comments to Rov 20 
GOLDBERG.J H Houston Lighting A Power Co 80/02/10 Document Control Branch 
(Documenl Control Desk) lOpp 44572 186 44573 073 


-8803040152 Ftev 21 to South Texas Project Electric Generating Station OA Dufmg 
Design A Const 

‘ Houston Lighting A Power Co 80/02/10 48pp 44572 196 M572 213 

-8603040167 Rev 21 to South Texas Project Etcclnc Gcnr rating Station OA Dunne 
Design A Const" 

* Bechtel Group, Inc 86/02/18 79pp 44572 244 44572 323 

-8003040247 Rev 21 to ' South Texas Project Ekctric Gencralinq Station OA Dunnq 
Design A Const '' 

MAZO, HR Ebasco Services, Inc (subs ol Ensorch Corp) 08/02/18 llOpp 
44572 324 44573 073 

®®03020179 Responds to 080120 Generic Ltr 88 02 re util interest in participating in 
ISAP II Util does not have interest in pnrtiup-iting in pfograrn al present 
time Response to questionnaire end 

MCBURNETT.MA Houston Lighting A Power Co 80/02/19 Document Control 
Branch (Document Control Desh) 4op 44555 033 4 1555 03b 

8602250195 Generic Ltr 88 04 to all nonpOwer reactor licrnstjes ro dislntiuliori ol gornb 
irradiated in research reactors Sve list end 

MIRAGLIA.FJ Associate Director for Projects (Post 870 11 1) 00^02/23 Consohdairfj 
Edison Co ofNey/Yoils Jnc Upp 44553 345 4455J 355 

6B03010412 Requests discretionary cniorcemcnl lo allow operation m Mode 3 until tur 
bine driven auxiliary feedwater pump returned to operable status Plant ncjtr critical 
w/no decay heal A imposes no risk by remaining m Modt 3 
VAUGHN, G E Houston Lighting A Power Co 08/02/24 Region 4 Otc of the Director 
3pp 44542 199 44542 201 

8603020222 Application for arnend to License NPF 7 1, removing failure of listed radi 
ation monitors From ESFAS Fee paid 

VAUGHN.G E Hous'on Lighting A Power Co 08/02/24 Document Control Branch 
(Document Control Desk) 6pp 44571 320 14574 340 

-6B03020226 Proposed Tech Specs, romowng failure of radiation monitors From ESFAS 
Houston Lighting A Power Co 08/02/24 6pp 44574 334 1457 1 339 

6803020294 Headquarters daily repl for 880225 
‘ Ofc of Special Projects 86/02/26 lOpp 44566 030 14566 019 

8003040304 Ack granting of 080224 enforcement discrcliori providing temporary leiit^l 
until 880226 from operability requirements ol Tech Spe^ 3 7 12 Action Statement 
b,lor Mode 3 operation of turbine driven auxiliary feedwater pump 
MARTIN, JM Region 4. Ole of the Director 88/02/29 GOLDBERG JH Houston 
Lighling A Power Co 2pp 44574 174 44574 175 

6803090056 Ack receipt of 680126 petition requesting Commission delay vole on full 
power OL until investigation ol allegations completed A repi disposing allegations re 
feasetf to public Pelifion treated per tOCFR2 206 

MURLEY.TE Office ol Nuclear Reactor Regulation Director {Post 970411) 89/02/ 
29 GARDE, B P . CONDIT.R E Government Accountability Project 5pp 44662 029 
44662 082 

-0803090064 Forwards GAP 860126 petition requesting NRC delay voting on lull power 
operation for util until GAP recommended investigations completr^d for appropriate 
action under 10CFR2 206 flecommondaiions requested 

CHILK.SJ Office ol the Secretary of Ihe Commission 80/01/28 SFEtLOV Ole of 
Iho Executive Director for Operations tp 44662 031 44662 052 

• B8D3110042 Confirms results ol 871119 moeling re certain allegations Meeting began 
by talbling senes of talking points re objectives of meeting A summary of how GAP 
will handle allegations received 

REHM.T A Ofc ol the Executive Director for Operations 67/1 1/24 GARDE, B Gov 
ernment Accountability Project 2pp 44662 053 44662 054 

0003110052 Discusses status ot review of plant worl-er allegations Review follows 
8?tl19 preliminary meeting in which agreement made that learn of non Region IV 
NRC personnel bo permitted to access certain alfeqers tiles w/allegers permission 
GARDE, P G . CONDJT.R E , OTTNEY.E F Government Accountability Project 87/12/ 
04 CALVO.J NRC No Dalailed Afliliaiion Given 4pp 44662 055 44662 056 

-8601190209 Discusses NRC completion ol initial review of GAP files ro allegations ol 
salGly problems al facility Data reviewed indicates that allcqalions are general in 
nature & not ol immediate safety significance 

REHM.T A Ofc ol the Executive Director lor Operations 80/01/12 GAROE B P Gov 
ernment Accountability Project 9pp 44662 059 44662 06 1 

-8603110056 Forwards plan for evaluation A resolution ol plant allsgalions provided by 
GAP A NRC Safety Significance Assessment Team preliminary review ol allegations A 
associated malls from GAP olcs Certificate of Sve end 

CALVO.J A Project Directorate IV 88/01/04 REHM.T A Ofc ol the Executive Oirec 
lor for Operations MURLEY.T E Oifico of Nuclear Reactor RegulaUcn. Director (Post 
870411) M1RAGL)A,FJ Associate Director for Projects (Post 870411) 2ipp 
44662 062 44662 082 

8803020072 Forwards "Readiness lo Begin Ascent to Full Power Seft- Assessment 
Rept " Rept describes bases lor util conclusion lhal lacitily ready lo proceed w/opo/ 
ations at power levels above 5®<i 

GOLDBERG, JH Houston Lighting A Power Co 88/03/01 Document Control Branch 
(Document Control Desk) 3pp 44575 121 44575 169 

- 8803020076 "Readiness to Begin Ascent lo Full Power Sell Assessment Rept ' 

* Houston Lighting A Power Co 86/02/29 25pp 44575 124 44575 148 

-8803020084 Responds lo violations noted in Insp Rept 50 496/08 01 Corrective 
actions Procedure 1POP02-SI 0002 revised to correct Forms 3,7 A 11 to indicate 
proper liandswitch alignments for all modes 

VAUGHN.G E Houston Lighting A Power Co 80/03/01 Document Control Branch 
{Oocumenf Confrof Desk) 2fpp 4 1575 f 19H i57S {69 

8003060329 Partial response to FOIA request tor documents re regional evaluation ol 
Diani Forwards App B documents App A A B documents available in PDR 
GRIMSLEY.DH Division of Rules A Records (Post 870413) 88/03/04 CONNOR L 
Ooc Search Assoctafes 6pp 14635 002 14635 320 
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- 8S03080345 Fomafcls Region IV operalmg plan for FYasiiems which mgl shotld 
focus aHenhon on lislod Aedl oporahng plans end 

FOSTER.WH Region A, Ole of Ihe Direcior 85/11/13 MARTIN, RD Region 4, Ofc 
Of the Direcior 130pp .14635 009-44635 146 

0803090020 Slaff requiremenls memo re bnefing on status of near term operating Ij 
censes on 8 B 0224 Staff com milled to provide Commission! w/utr projected response 
dale to quesPons on potential upgrading of containmeni bldg 

CHILK.SJ Office of the Secretary of Ihe Commission 68/03/04 STELLOV Ofc of 
Iho Executive Director for Opcraiions ip 44657 272 44657 272 

0803150297 Provides revised response to Operational Readiness Review Observalion 
14 re limiling conciitiion for operation status board id control room 
VAUGHN.G E Houston Lighting & Power Co 86/03/07 Document Control Branch 
(Document Control Desk) 3pp 44602 355 44602 357 

8003140047 Advises thal B80202 changes to QA program consistent w/ IOCFR50,App 
B & acceptable 

CALLANXj Region 4. Ofc of Ihe Director 0B/O3/O0 GOLDBERG.JH Houston 
Lighting & Power Co 2pp 4469B 123 44698 124 

0803140191 Applicalion for amend to License NPF-71 ►authorizing separate power 
supplies, split annunciator.rclocalion of sample point, rev of aclualion logic S deleting 
hydrazine from Tech Specs 8 FSAR as monilored/isoloted actuation chemical Fee 
paid 

VAUQHN.G E Houslon Lighting ■& Power Co 00/03/06 Document Control Branch 
(Document Conlrol Desk) 12pp 44709 272 44709 300 

-8003140195 Proposed Tech Specs, reflecting separate power supplios.splil 
annunciator, rolocalion of sample poinl,revisod actaalion logic & delation of hydrazine 
From FSAR & Tech Specs as rronitored/isofalod aclualion chemical 

* Houston Lighting Power Co 88/03/08 l6pp 44709 284 44709 300 

8803140210 Appfrcalion lor amend to License NPF 7 1 .charging Tech Specs 5 6, fuel 
storage to incite ate tolal uncertainty value applied to value of kofl for new storagd 
racks S. to show nominal clr to clf distance for now racks Fee paid 
VAUGHN,G E Houston Lrghting & Power Co 80/03/1)8 Document Control Branch 
(Docurnonl Control Desk) 14pp 44701 165 44702 065 

-B80314021B Proposed Tech Specs 5 6 re fuel storage.indrcaiing tolnl uncartainly value 
applied to value of keff for new storage racks, showing nominal clr to clr dislance for 
new racks & defining onrichmeni/burnup requirement for storage of fuel 
' Houston Lighting 8 Power Co 30/03/06 4pp 44701 179 44701 182 

*•8003170058 “High Density Sponi T uel Racks SAR “ 

' Houslon Lighting S Power Co 88/03/00 2{)0pp 44701 163 44702 065 

0003160005 Forwards annotated changes to FSAR seclion 7 7 1 92 ro bollom mounted 
instrumenlation thimble vibration 

MCBURNETT.M A Houston Liqfiling & Power Co 00/03/08 Document Conlrol 
Branch (Documeni Control Desk) 5pp 446 94 211 44 6 94 2 IS 

6003170001 Forwards armotatod FSAR pages rcllecimg organizationat changes per 
NRC 880128 rcqucsl 

MCBURNETT.MA Houston Lighting & Power Co 08/03/00 Documoni Control 
Branch (Document Conlrol Desk) 46pp 4471 1 188 4471 1 233 

8603160453 Discusses 800221 test of lurbme driven aiixifinry feodwalcr pump to verify 
operability after enliy into Mode 3 Turbine tripped on ovorspecd & pump (ieclared 
inoperable Operabifily test performed on 800224 Pump doefarod oporabfG on 880226 
VAUGHN.G E Houston Lighting & Power Co 88/03/09 Region 4, Ole of iho Director 
3pp 44725 213 44725 215 

8003160160 Forwards marked*up Tech Spec Page 6 4 6 revised Figure 6 2-2, resolving 
NRC commcnls & ituficaling licensed opGfators,fQapoclivQly,pGf request concerning 
800120 applications lor amend lo License NPr*71 

VAUGHNhG E Houston Lighting & Power Co 88/03/10 Document Control Branch 
IDecumGnl Control Desk) 6pp 44703 1D5 44703 IDO 

8803160280 Certifios lhat listed applications for amend to License NPF-71, changing 
Tech Specs, accurate & refJocI currenl design 8 operating commilmonls S bases 
stated in FSAR Summary of proposed changes end 

VAUGHN.G e Houslon Lighting & Power Co 88/03/10 Docunient Control Branch 
(Document Conlrol Desk) 6pp 44703 290 4 4703 295 

0003160296 Revised appircation for amend to Licenao NPF-71,fGllccling changes of 
litloa for nuclear safety review board duo to organization changes 
VAUGHN.G E Houston Lighting S Power Co 00/03/10 Documoni Conlrol Branch 
(Document Conlrol Desk). 6pp 44703 296 44703 301 

0803180189 Ack /ecoipi of 800212 Ilf requesting explanation ol NRC invostigalions on 
allegations re faciNly Request treated as suppi to 800216 petition & issues raised will 
be addressed in direcior decisron under l0CrR2 206 

MURLEY.TE Office ot Nuclear Reactor Regufalion, Director (Post 070411) 88/03/ 
10 GARDE.BP Government Accountability Prolect 4pp 44737 150-44737162 

0803220278 Application for amend lo License NPF-71,dfllBling Surveillance Require 
menl 4 5 1 Id requlr4ng verificalion that each safety injection accumufater isolation 
valve opens automalrcally when RCS pressure axcoeeJs P-11 Fee pard 
VAUGHN.G E Houston Lighting & Power Co 00/03/11 Documoni Control Branch 
(Document Control Desk) 5pp 44603 057 44803 064 

-8803220281 Proposed Tech Spec deteling Survoiltanco Requiremeat 45 1 Id which 
requires venficalion that each SI accumulator isolalion valve opens automalically 
when aclual or simulalcd RCS pressure slgr^at exceeds P 11 setpoint 

* Houslon Lighting & Power Co 86/03/1 1 3pp 44803062 44803 064 

8003220333 Advises thal root by Safely Significance Assessment Team ro allegations 
received Ihrough GAP will bo provided under separate cover No substanlive safely 
issue Chat would warrant delay in NRC consideralion of full power license 
CALVOJA Project Directorate IV 80/03/ IS GOLDBERG.JH Houslon Lighting & 
Power Co 6pp 44789 309 44789 313 

8803210422 Addresses issues re mgl of fan ess for duly program causing dissatisfaclion 
among workers & compotenco of workers participating in final const slagos^per 
880127 Ilf No safety rolafed mailers on which action can be lokon exist 
MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 870411) 88/03/ 
16 GREENBERG, J Aflihatlon Not Assigned 6pp 44759 329 44759 350 


“8803210436 Conlnbules issues to NRC deliberations on licensing cons'dcratien < 
tisled faciMy Deteriorating ailitudo of lop mgl & cornpelenco of personnel in f.n, 
stages of const discussed 

GREENBERG, J Aflifialion Not Assigned 88/01/27 NRC No Dotailed Alf/iat'S 
Gwen 16pp 44759 336 44759 350 

0803220487 Submits rev to FSAR Seclio/i 14 2 fnitiat Startup Test 33 Controls 
Margin to Saluralion " Bowsed prerequisite changes number of reactor coolani purp 
in operation from one lo two 

MCBURNETT.MA Houston Lighting & Power Co 88/03/16 Document Cortre 
Branch (Documoni Control Desk) 9pp 44705 163 44785 171 

8003220364 Generic Hr 88 05 to all licensees of operating PWfls A holders of CPs rp 
PWBs re bone acid corrosion of carbon steel reactor pressure boundary coinponerl* 
in PWR plants Sve list end 

MIHAGLIA.F Associale Director for Proiecls (Post 870411) 88/03/17 Consolida'a 
Edison Co of New York, Inc 43pp 44079 004 44879 126 

8803220447 Slide prseniation entitled, ’Commission Briefing on Full Power Lrcensuig o 
South Texas ProjecLUnit t ’ 

KAQAM&I.NP NRC No Detailed Affiliation Given 88/03/18 t3pp 44789 323 
44789 335 

0803280083 Forwards Director's Docision DD 80 OO.denying GAP 8Q0126 requc&l p^i 
IOCFR2 206,to delay Commission licensing actions on plant W/o FR notice el de^i 
Sion 

MURLEY.LE Office of Nuclear Reaclor Rogulalion, Director (Post 870411) 88/03/ 
10 GARDE.QP, CONDI T, H E Government Accountabilily ProjecI 6pp 4488^095 
44085 171 

0803260202 Director’s Decision DD 00 OT.donying 10CFR2 206 pctiliOif} requcslng 
delay of Commission meeting to consider full power licensing for facilily, based on at 
Isced deficiencies in NRG review of allogntions 

MUnLEY.TE Office of Nuclear Roaclor Rcquialion, Direcior (Posi 870411) 00/03/ 
m I4pp 44865 102-44085 110 

“8803280074 Requests explanation re wholher or not NRC inlands to initiate firrlhcv 
investigation Recenf newspaper article in whir ft quoted aflegalions re pfani equipmcnl 
ifivestinalGd by NRC end 

GARDE.G P. CONDfT.R E Govornmonl Accountability Pro|ect 80/02/12 2ECHI YV 
Commissioners ?pp 44885 1 16 44005 171 

0003280268 Informs of ulil plans lo repair oxtornol loakago on charging & allcrna’o 
chargrng header chock valves by installafion of oncapsulalion dovico prior to exceed 
ing 30® <» power Leaks will not affect safe operation ot unil before repairs corivplded 
VAUGftN.G E tfouslon Lighting & Power Co 00/03/ 18 Ronion 4, Ofc of the D reclor 
2pp 44012 149 44912 150 

0003290026 Forwards License NPF-76.rn notico ft Amend 2 lo Indomimly Agicemcnt 
0-IOG License authorizes onorolion ol Unil 1 at core power levels not exceed na 
3.800 IvlWt 

CRUTCHFIEIO.D Division of Reactor Projects 111,1V, V & Special Projects (Post 
070411) 08/03/22 GOLDBERG.JH Houslon Lighting & Power Co 5pp 44B35232 
44096 274 


-0803290032 License NPF-7G for facility 

MURLEY.TE OHico of Nuclear Reactor ncquialion, Oiroclor (Post 870411) 63/03/ 
22 7pp 44896 237-44896 243 

* 8803290034 "Environ Protection Plan (Nonradiologicnl) " 

* Offreo of Nudocir Reactor Regulation, Diroclor (Post 870411) 80/03/31 20pp 
44806 244-44896 263 


-0803290037 Nofree of issuancQ of License NPF-76 Amend 2 lo Indemruly Aqreerrsnt 
6 100 end 

CALVO.J A Project Oirectoralfl IV 88/03/22 1 fpp 44896 264 44006 274 

8003310307 Responds to 880217 appeal of DH Grimsioy 000204 denial ef portions of 
two records aubj lo FOIA request AddI portion of rocoro on end app being made pub 
tidy available Portion of second document still wilhhokf (rof FOIA Exorrpllon 6) 
STELLO.V Ofc of Ihe Exocutivo Direcior for Oporalions 88/03/25 SHARPE, C Alfi'i 
allon Not Assigned 2pp 44920 335 44920 337 


Q. Inspection reportSi IE Bulletins & correspondence 

0003020098 Responds lo notico of violatfon 8 proposed imposition of civil penalty En 
fofcemont Aclion EA-07 240 Corrective actions high head aafoly injeclion cold leg 
valves opened & plant sirrveiltanco procedures revised lo correct solpoinl 
VAUGHN.G E Houston Lighting & Power Co 08/02/19 Ofc of Enforcement (Post 
070413) 6pp 44544 110 44544 115 

8003030140 Forwards Insp Repts 50 498/87-75 S 50 499/87 75 on 871201- 31 & 
nolICQ of viofalion Two unresolved items icfontified in Paragraphs 5 & If of rep I 
CALLAN.LJ Region 4, Ofc of the Director 88/02/23 GOLDBERG.JH Houston 
Lighling & Power Co 3pp 44602 096 44602 117 

“0003030150 Notice of viofalion from Insp on 871201-31 Vfolalion noted failure lo 
comply w/Tech Specs re chemical dolcction ays operabiliiy 
* Region 4, Ofc of Ihe Director 88/02/23 Ip, 44602 099 44602 099 

-8803030152 Insp Repts 60 490/07*75 & 50 499/07 75 on 871201 31 No Violations 
noted Major areas inspected slave refay surveillance cJoficiGncy (fire lo pefsonf>el 
erfOr.TMl & Generic Hr 83-28 nclton item toffowup & IE circulars 
CARPENTER.D R , BESSJ E , HILDEBRAND.E P Region 4. Ofc of the Director 86/ 
02/22 fOpp 44602 100 44602 117 

8803020155 Responds lo deviations noted in Insp Repl 50 498/87 77 Correclive 
actions pfoceduro change issued to 0P0P03 ZQ 0030, "Mainl of Plant OpeiatJons 
Logbooks" on 871216 requiring entries in reactor operators logbook 
VAUQHN.G E Houslon Lighting & Power Co 88/02/26 Documeni Control Branch 
(Document Control Desk) 9pp 44595 |04 44595 f 12 
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Q802230035 NRC Into Notice 88 006, ' Foreign Objects m Steam Generators “ Svc list 
one I 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/02/29 
Consolidated Edison Co ot New York, Inc 1 lOpp 44554 253 44555 009 

B803020072 Forwards Beadinoas to Begin Ascent to Full Power Sell- Assessment 
Rept ’ Repl describes bases tor util conclusion ibat lacility ready to proceed w/oper- 
afions a( power levels above 5% 

GOLDBERG, J N Houston Lighting & Power Co 88/03 /Ot Document Control Branch 
(Document Control Desk) 3pp 44575 121 44575 160 

-8803020084 Responds to violations noted m Insp Rent 50 490/88 01 Corrective 
actions Procedure 1POP02-SI 0002 revised to correct Forms 3,7 & 11 to indicate 
proper tiandswilch alignments lor all modes 

VAUGHN, G E Houslon Lighling & Power Co 88/03/01 Documont Control Branch 
(Oocumcnl Conirol Desk) 21 pp 44575 149 44575 169 

8803150227 EN 88 018 on 880309, notice of proposed imposition of civil penally m 
amount ol $50,000 to bo issued to Itcensoc based on violations ot licensee commit 
menis concerning physical security program, including mulliple oxamples of violations 
ROSANO.RP, LIEBERMAN.J Ofc Of Entorcement (Post 670413) 88/03/04 Ip 
41715326 44715326 

8303020036 NRC Info Notice 88 007. “Inadvertent Transfer of Licensed Malt to Uncon 
IroHed locations *' Sve list onci 

CLiNNfNGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
88/03/0/ Consolidated Edison Co ol Now York, Inc 12pp 44673 001 44673 012 

B603140041 Forwards tnsp Repts 50 498/88 14 & 50 499/68*14 on 880216-19 No vio 
lations or deviations noted 

CAILAN,LJ Region 4. Ole ot the Director 88/03/08 GOLD0EflG.JH Houston 
Lighting & Power Co 2pp 44694 015 44694 021 

- 0883140043 Insp Repts 50 490/80-14 & 5Q.499/00 14 on 660216 19 No violations or 
deviations noted Major areas inspocted startup program.preoporational procedure 
review & surveillance procedure review 

MCKERNON.T O . JOHNSON.A R SEIDLE.W C Region 4. Ofc ol Iho Director 88/ 
03/03 5pp 44694 017-44694 021 

8003170154 Forwards Insp Repls 50 498/68 09 & 50 499/68 09 on 080110* 0210 & 
notice ol violation 

CALLAN.Ld Region A. Ofc ol Iho Director 88/03/09 GOLOBERGJH Houston 
Lighting & Power Co 3pp 44710 328-44710 345 

**8803170156 Notice ol violalion from tnsp on OQOl 18 0210 Violations noted surveillance 
requirernents not met during operational modes or other conditions & failuro to initiate 
cooldown & meet reguiiement lo bo in Mode 4 
' Region 4. Ole olthe Director 88/03/09 2pp 44/10 331 44710 332 

-8803170160 tnsp Repts 50 498/88 09 & 50 499/88 00 on 880118 0210 Violations 
noted Major areas inspeclod operational safely vcrilicalion, onsite followup of 
events, prechUcal startup 8 testing obsorvations Unit 2 insp not conducted 
SMITH.WF , M1CHAUD.P W . PLETTNER.E A Regior^ 4. Ole ol the Oiroclor 80/03/ 
08 I3pp 44710 333 44710 345 

8803040062 NRC Quilotin 08 003, '“Inadeguato Latch Engagomonl in UFA Typo Latch 
ing Relay Mfg by GE “ Sve list oncl 

ROSSI.CE Division of Oporoiional Events Assossmont (Post 870411) 88/03/10 
Consolidated Edison Co of Now York, Inc 12Bpp 44673 192*44673 319 

8603180003 Forwards SALP Ropis 50 498/97-65 & 50 499/87 65 tor 1987 Overall per 
formanco salislaclory Emergency preparedness dolicioncios noied during previous 
SALP period corrected WoaHiiossos noted in areas of plant operations & security 
MARTIN.RD Region 4, Ofc of the Oiroclor 88/03/11 GOLDBERG, J H Houslon 
Lighting & Power Co 4pp 44755 044 44755 101 

- 8803180005 SALP Repls 50 498/87 65 & 50-499/87*65 for 1987 

* Region 4, Ofc of the Director 88/03/1 1 54pp 44755 048 44755 101 

8803000140 NRC Info Notice 80 008, “Chomical Roacllons W/Radwosto Solldilication 
Agents “ Sve list end 

ROSSI, C E Division ol Operational Events Assessment (Post 870411) 88/03/14 
Consolidated Edison Co or Now York, Inc 120pp 44772 253 44773 012 

6003210312 Forwards Insp Repts 50 408/80 05 & 50 499/OB 05 on 800119 22 a notice 
of deviation 

CALLAN.LJ Region 4. Ofc ol the Dlroctor 08/03/15 GOLDBERG.JH Houston 
Lighting a Power Co 2pp 44782 OQo 44702 104 

0803210354 Nolico of deviation from insp on 8B0119 22 DovlaUon noted failure lo in 
elude use of reactor vessel head vent sys In Emergency Procedure IPOP05'EO- 
ES03.Rev 2, as committed 

‘ Region 4. Ofc of the Director 08/03/15 Ip 44782 100 44782 lOO 

“8803210363 Insp Ropts 50 490/88 05 a 50 499/88 05 on 000119 22 Deviaiton 
noted Mdor areas Inspected licensee compliance w/ Generic Lir 01*21. "Natural Cir- 
culation Cooldown," involving Safety Issue Mat Sys Horn MPA B 66 
PjCK.GA, GAGLIARDO.J E. Region 4. Ofc of the Director 88/03/11 4pp. 
44782 101-44702 104 

8803230126 Forwards Insp Repls 50 498/80 06 & 50 499/00 00 on 880125 28 & notice 
of violation Six deficiencies requiring reply & schedule for corrective actions identiiled 
CALLAN.LJ Region 4, Ofc ol the Director 80/03/16 GOLDBERG.JH Houslon 
Lighting & Power Co 3pp 44864 243 44864 252, 

--0803230130 Notice of violatior^ from insp on 880125*26 Violation noted licensee bad 
not submitted changes made lo procedures since obtaining OL on 070821 

* Region 4. Ofc of llio Director 88/03/16 Ip 44884 246*44864 246 

-8803230131 Insp Repls 50-498/88 08 & 50 499/88*00 on 880125 28 Violation 
noted Major areas inspected operational status of licensee emergency prepardeness 
program 

TERC.N M . FISHER.W L R&glon 4. Ofc of the Director 88/03/09 6pp 44864 247 
4486a 252 

3603230200 Forwards Insp Repts 50 498/88-06 & 50 499/88 06 on 880105-15 & 26 
29 No violations or deviations noted Two significant concerns identified re LERs 87-12 
& 87*17 Concerns discussed during onforcemenl contorenca on 871230 
CALLAN.LJ Region 4. Ofc of the Director 88/03/16 GOLDBERG.JH Houston 
Lighting & Power Co 3pp 44863 153 44863 163 


-8803230203 Insp Repts 50 490/88 06 & 50 499/68 06 on 380105 IS A 26 29 No vio 
lations noted Major areas inspected LERs, written repls performed in Region IV A at 

EVANS.RJ, HUNTER,OR, GAGLIARDO.J E Region 4, Ofc of the Director 80/03/ 

11 Opp 44863 155 44653 163 

8803220204 Requests addl info ro IE Bullotin 85 003 , '’Motor-Operated Valve Common 
Mode Failures During Plant Transienta Duo to Improper Switch SollinQs," to orksure 
accoptabilily of program lo assure vatvo operability 

CALLAN.LJ Region 4, Ofc ot iho Director 08/00/17 GOLDBERG.JH Houston 
Lighting & Power Co 4pp 44706 273 -14 786 276 

8803140284 NRC Info Notice 88 009, "Reduced Rolrabitii)' of Steam Driven Auxiliary 
Feedwater Pumps Caused by Inslabilily of Woodward PG PL Typo Governors *’ Sve 
list oncl 

ROSSI.CE Division ol Operational Events Assnssmoal <f^ost 870411) 80/03/10 
Consolidated Edison Co ol Now York, Inc 121pp 44047 050 44857 178 

8803230012 Advises that limiting condition for oporalion trnckimj sys dec Inrod 
operationalper Operational Readiness tnsp Observation 24 llrhancomonls holnjj 
planned to allow sys to more accurately rQllecl plant conditions during rjvoluhom 
vAC/GhN,GE Houston Lighting S Power Co fl8/0j/18 Docunienl Control Gninclr 
(Document Control Desk) 3pp 44843 3-1/ 44843 349 

8003230015 Forwards response to NRG Compliance fiullclifi G7 001 ro (tilnring Of pipe 
walls in nuclear power plants 

GOLDBERG.JH Houslorr Lighting & Power Co 08/03/19 Documont Cor^trol Branch 
(Document Control Desk) 66pp 44866 3lG 44867 OP 1 

80032Q0195 Forwards Insp Repts 50 490/86 07 & 50-499/06-07 on 000125 29 & 0208 

12 & notice ol viotalion 

CALLAN.LJ Region 4, Ofc of the Director 08/03/18 GOlDncnGJH Houston 
Lighting & Power Co Opp 4491 1 314 44911 334 

-8603290199 Notice ol violation Irom hr^sp on 880125 0?1? Violation nol(3dlnHufn to 
designate record custodian A properly control records & to lost welding mail (or rJiflnr- 
ont post weld heat Ireaimont applications 

* Region 4 Ofc of the Director 88/03/18 2pp 44911 3174 4 911 3lfl 

-8003290203 Insp Repls 50 490/88 07 & 50 499/86 0/ on 080125 29 & BD0208 12 No 
violations noted Major areas insiicctatl structural bteel wording, pip « »>u|jports & 
rostraints,nuclGar welding, prcopcrationa I vvckling & on silo de^>ujn chnngos 
STEWART.R C , GILOEAT.L D , HUNNICUTT.D M RrMjton 4, Ole of the Diroclor OB/ 
03/16 16pp 44911 319 44911 334 

8803280255 Forwards Insp Repls 50 490/00-13 & 50-409/08 13 on 880)01 03 No vio 
lations or deviations noted Proficiency of shift supor visors to imjjlomnnl omurgoncy 
plan examined 

CALLAN.LJ Region -t, OfC ol the Diroclor 8fl/03/?l GOLQDtnCi.j H Houston 
t/gh}*ng A Power Co 3pp 44^21 033 4 4931 038 

*-8003250280 Insp Repts 50 408/88 13 A 50 499/60 13 on 860301 03 No violations or 
deviations noted Major areas inspected prolicloncv of shill supervisors lo Implomonl 
licensee emergency plan 

TEflC,NM. riSHEn,WL Region 4. Ofc of (lie Direcfor 88/01/10 3pp 44921036 
44021 038 


B, Periodic operoling reports & related correspond once 


8803040033 "Personnel Monitoring Annual Statisticnl Rojk for 198/" W/flno2?9 Itr 
MCOURNETT.MA Houston lighting & Power C'o 11//I2/31 3pp 440/1 3?U* 
44571 331 

8803210456 "Headquarlors Daily Ropt for 8003 14 " 

* Radiation PfOlGction Branch 00/03/14 G3pp 417G9 351 44/GO 054 


S. Reportable occurrences, LERs & related correspoiidonca 


8002250349 Forwards "Supplemonlal Repl on Invosllgnllon of Hydraulic Traimtonl 
Events in Auxiliary roodwator Sys" Unit 1 test rosulta w/innchanicnl hlopa InstalkHl 
prove auxiliary feedwater sys can maintain steam gonorolor lovol 
MCBURNETT.MA Houslon Lighting & Power Co 88 / 02/19 Document Conirol 
Branch (Document Conirol Oosk) 3pp 44570 320 44570 337 

-8802250351 "Supplomonlal Repl on Invosltgalien of flydmultc Transient Evunta Irt 
Auxiliary feedwater Sys ' 

* Houslon Lighting & Power Co 88/02/28 Ibpp 44570 323*44579 337 

8803020048 LER 86 010 00 on 870923.mftlnl work roquost prepared at0lin(} that chnra* 
ing header pressure indicator reading 1,000 psi more ttmn local process jjrnasuro 
gauge Caused by lack of idenlification in Tech ro sub] loop W/aB0225 Hr, 

AYALA, C , VAUGHN, G E Houston Lighting A Power Co 86/02/25 5np 44509 128* 
44589 132 

8603070091 LER 88 011 00 on 880 127, nonperformance of scliodulod survoillancQ lost 
on essential chitted water pump 1 IB discovered Caused by maclequalo control ol lost 
packages Procedure rev underway W/Q00226 Hr 

AY ALA, C Houston Lighting A Power Co flB/02/26 Gpp 44509340 44599 351 

8803030134 PNO IV 88 016 on e0022O.roactor trip occurred w/conlrol rods posilionod 
for initial criticafify A boron ditution was m prog rasa Caubod by spurious signal from 
Loop 3 to lo temp cold Tost procedures modified to reblarl loslirg 
CALLAN,L J . MARTIN, R D Region 4, Ofc of llio Diroclor 88/02/29 2pp 44557'254 


8603080005 LER 88 012 00 on 680 129, limiting value for stroke limo on valvo GV fCV* 
0205 f(wnd omitted from insowico lest plan Caused by inadonLinlo admlnslfativo 
control Tompqrary procedure ITSPOa CV-O001 corrected doljciency W/880229 Jl/ 
AYALA, C, VAUGHN, GE Houston Lighting A Power Co 68/02/29 Qpp 44622 003* 
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0803070353 Supplemenial deftciency rept on eleclncal spljces using Raychem heat 
shrink insulalion matl Initially reported ori 070219 Revjew of cables & lerminations 
listed as no I having sptice performed to assure proper Iransmission of inlo 
GOLDBERG.J H Houston Lighting & Power Co 08/03/01 Oocumenl Control Branch 
(Document Control Desk) 6pp 44637 082'44637 087 

8003110023 LER 08 013 00 on 800201, two time delay relays m solid slate prelection 
sys not tested during surveillance Caused by inadequale review of vendor technical 
manual & actuation logic schemalics Procedure revised W/8B0304 Itr 
AYALA, C , VAUGHM.G E Houston Lighting & Power Co 08/03/04 5pp 44679 006 
44679 010 

8803140280 LER 08 014 OO on 080204, overtemp/delta lemp reactor trip 

occurred Caused by design error duo to improper spec of TAS software for qualified 
display processing sys Lower liml of valid range for input modilied W/8a0307 Itr 
AYALA, C. VAUGHN, GE Houston Lighting & Power Co 08/03/07 5pp 44702 106 
44702 110 

8003140281 LER 87 017 01 on 671 124, discrepancy between Tech Spec pressurizer 
LPSf setpoint & actual setpoint o1 cquipmenl identilted Caused by use of incorrect 
value incorporated in working procedures Procedures corrected W/000307 Ur 
AYALA, C, VAUGHN, GE Houston Ltghting S Power Co 08/03/07 6pp 44702 001 
41702 006 

0003160174 LER 08 001 01 on B801 10,to)iiu gas monitor caused control room vcnlila 
tion sys 10 shift into recirculation mode Caused by loose connector or integrated cir 
cuil chip in toxic gas monitor Computer boards & frame cleaned W/D60309 Ur 
AYALA C, GOLDBERG, JH Houston Lighting & Power Co 86/03/09 5pp 
14726 277 44726 201 

0003160441 LER 08 016 00 on 8B0209 discovered lhal seven of 12 feedUow Iransml 
ters isolated, resulting in unit operalion w/loss than min channels operable per Tech 
Specs Caused by program dolrciency Status of plant sys reviewed W/080310 Hr 
AYALA,C A. VAUGHN, GE Houston Ughling & Power Co 86/03/10 6pp 44726 330 
44726 335 

0803160447 LER 60 010 00 on 0802 12, safety tnjeclion acluation initialed by excessive 
cooldown protection logic folPowtng RCS How coasldown measurement test Caused by 
formalion of slug of cool water iri coolant loop TesI to be revised W/G603 10 Hr 
AYALA,C A , VAUGHN G E Houston Lighling & Power Co 86/03/10 6pp 44725 034 
44725 039 

0803220126 LER 80 Of 7 01 on 80021 1, operations personnel nolilied that personnel air 
lock sealing air sys conlainrncnt isolation valves did no! meet requiremcnls of GDC 
57 Caused by design error Mod irnplorrented to meet rcquiromenl VV/08031 1 Itr 
AY At A.C A , VAUgHN,G E Houston Lighting A Power Co 80/03/ 1 1 5pp 44775 070 
44775 074 

8803210025 LER 00 019 00 on- 860212 & 13 unH cooldown to satisly Tech Spec 3 0 3 
prematurely terminaied Caused by personnel error AddI guidance for determining 
equipment operability & special Iraining held W/080314 Hr 

AYALA C, VAUGHN, GE Houston Lighting A Power Co 08/03/14 5pp 44796 246- 
44796 250 

8003210447 LER 08 020 00 on fi80215.rGView of rnsefVico tost on ossenlial cooling 
water screen wash booster pump f A revealed lhal pump lest data oulsrdo acceptable 
range Caused by personnel error Special Iraming initiated W/68031 5 Hr 
AYALA.C A . VAUGHN, G E Houston Lighlrng & Powor Co 80/03/15 5pp 44803 015- 
44003 019 

8003220295 LER 87 0l6 01 on 671 105, double valve vert line in pump discharge piping 
of auxiliary (endwator Train A broke off Caused by design error Design changes to 
eliminate problem implemenlGd & proof lestirig complolod W/600315 Hr 
AYALA,C, VAUGHN.GE Houston Lighting A Power Co 88/03/15 4pp 44787 063- 
44787 084 

8803220137 LER 87 010 01 on 071 124,operation personnel declared Train A of ossen 
tial cooling walor sys to bo inoperabfo due 1o crack found m threaded connection of 
1/2 inch pipe Caused by design error Mod of annubar iriitialed W/d80317 Itr 
AYALA, C A, VAUGHN.GE Houslon LtghtinQ A Power Co 88/03/17 7pp 44700 006- 
447B0O12 

0803290056 PNS IV 80 O01 on OOOSIS.teEephone Ihreal against util A plant roceived at 
corporate ofc in Houston, TX C 0 llGr slated lhal two power poles had been cut 
down Util confirmed that two poles had boon cut down C5ontingoncy plans Jmplamont- 
Gd 

YANOELL,LA, EVERETT, R J Region 4, Ofc of the Director 08/03/17 2pp 
44003 335 44903 336 

8803290160 Seventh interim dolicicncy ropl re Voritrak transmitters fnilially reported on 
860801 Westinghouse prosenlly compiling data from tests on Iransmitlor capsules A 
amplifiers Next rept will be submitlod by 8B0630 

GOLDBERG.J H Houston Lighling & Power Co 88/03/25 Documonl Controt Branch 
(Document Control Desk) 2pp 44004 049 44904 050 


T. Hearing transcripts on non-antflrirsl matters 

8803300469 Transcript of 8B0321 discussion/possibfe vofo on full power license for 
South Texas Nuclear Projocl.Unil 1 (public meeting) m Washing ton, DC Viewgraphs 
end Pp 1 73 

• Commissioners 80/03/21 105pp 44908 224-44908 318 


L) Congressfonal/Execdlfve Correspondence 

8003290022 Responds to 68021 B A 0317 Itrs expressing concerns te safety of plant & 
requesting special investigalion before consideration of licensing GAP alfegalions In 
vestigaled extensively & In detail Pubirc moetirg scheduled for 680321 
ZECH.LW Commissioners 68/03/21 GONZALEZ.HR House of Rep 4pp 
44895 352 44895 357 

'8803290025 Expresses concern re safoty of plant A request special Investigation of 
safely before licensing Only 60 of GAP 400 alfegalions examined by NRC Allegations 
merit more extensive sludy 

GONZALEZ, HB House of Rep 00/02/18 ZECH.LW Commissroners Ip 
44895 356 44895 356 


->*8803290033 Reiterates concerns re safely of plant A requests that licensing heariing 
scheduled for 8B0321 be postponed Safety Assessment Team BB03H rept does not 
address allegations that plant workers discouraged from reporling concerns 
GON2ALEZ.H B House of Rep 08/03/17 2ECH,LW Commissioners ip 
44895 357 44895 357 

6803300275 Responds to 880304 Itr re granting of full power OL for facility A status of 
NRC investigation of allegations received from GAP No substantive issues identified in 
NRC repi (NUREG-1306) that would delay constderalion of OL 
ZECH,LW Commissioners 08/03/21 BENTSEN.L Senate 4pp 44905 002- 
44905 006 

-0803300270 Urges release of full safety repl re invesligalion into allegations of nurrer 
ous safely violations at plant in Jan 190fl,prior to time any recommendations rrade on 
whether plant should be granted full powor OL 

BENTSEN.L Senate 68/03/04 ZECH.LW Commissioners Ip 44905 006 
44905 006 


V Operator Examinations 

8603140055 Requests end ref malls for reactor operator A senior reactor operalor 
exams secheduled for wks of 880516 A 23 Requirements for adminislralion of written 
exams end 

CALLAN,LJ Region 4, Ole of the Director 88/03/08 GOLDBERG.J H Houston 
Lighting & Power Co 9pp 44690 114 44698 122 

8B031G016C Forwards marked up Tech Spec Page 6-4 A revised Figure 6 2 2,fesolving 
NRC comments A indicating licensed operators.fospectively.per roquesl concerning 
880128 applications for amend to License NPF-71 

VAUGHN.GE Houston Lighting A Powor Co 80/03/10 Document Control Branch 
(Documonl Control Desk) 6pp 44703 105 44703 190 

8803180003 Forwards SALP Repls 50 498/87 65 A 60-499/07 65 for 1907 Overall per 
formance salisfactory Emergency preparedness deficiencies noiod during previous 
SALP period corroded Weaknesses noted in areas of plant operalions A security 
MARTIN, RP Region 4. Ofc of the Oircclor 80/03/11 GO1D0ERG,JH Houston 
Lighting A Power Co 4pp 44755 044 44765 101 

*8003180005 SALP Repts 50 498/07 65 A 50 499/07 65 for 1987 
* Region 4, Ofc of Ihe Direclor 08/03/11 54pp 44755 048 44755 101 
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A. AppKcatlon/construction stage documenis & correspondence 

8003040132 Forwards Rev 21 of QA assurance program doscriplion for design A const 
phaso ol facility Rev reflects reorganization A roassignmoni of rosponsibi lilies wilh n 
uHl nuclotir assurance organization A rosotves NRC cornmonis to Rev 20 
GOLDBERG.J H Houslon Lighting A Powor Co 06/02/18 Document Conirol Qranch 
(Document Control Desk) lOpp 44572 166 44573 073 

-0803040152 Rev 21 to “South Toxas Project Electric Genoroting Slalion OA During 
Design A Const " 

* Houston Lighimg A Power Co 86/02/10 40pp 44572 196 44572 243 

- 8003040167 Rov 21 to “South Texas Projocl Electric Generating Station OA Dunrg 
Design A Const “ 

* Bechtel Group, Inc 88/02/16 79pp 44572 244 44572 323 

-8003040247 Rov 21 lo “South Texas Projocl Eleclric Gonerating Slalion QA During 
Design A Const " 

MAZO.B R Ebasco Services. Inc (subs of Ensorch Corp) BQ/02/10 1 lOpp 
44572 324-44573 073 

8809020179 Responds 10 860120 Generic Llr 88 02 re util interest in participaling in 
ISAP If Util (foes not have interosl in participaling in program at prosrnl 
lime Response to queslionnairo end 

MCBURNETT.MA Houston Lrghtimj A Power Co 06/02/19 Documonl Control 
Branch (Document Control Desk) 4pp 44555 033 44655 036 

0802250195 Generic Llr 88 04 lo all noripowor reactor ifeonseos re distribulion ot gems 
Irradiated in research reactors Sve fisl end 

MfRAGLIA.r J Associate Director for Projects (Post 87041 1) 80/02/23 ConsolidalctJ 
Edison Co ol New York, Inc 1 1pp 44553 345 44653 356 

B603020222 Appficalion for amend to License NPF 71, removing failure of listed radi 
ation monitors from ESFAS Fee paid 

VAUGHN.GE Houslon Lighting A Powor Co 00/02/24 Documonl Control Branch 
(Documenl Control OosK) 6pp 44574 320 44574 340 

-8003020226 Proposed Tech Specs, removing failure of radiation monitors from ESFAS 

* Houston Lighting A Power Co, 88/02/24 6pp 44574 334 44574 339 

8803040304 Ack granting of 800224 enforcomonl discretion providing lomporary relief 
until 800226, from oporabilily requirements of Tech Spec 3 7 1 2, Action Statamonl 
b.for Mod© 3 operation of turbine driven auxiliary feedwater pump 
MART1N.JM Region 4. Ofc of the Director 80/02/29 GOLDBERG.J H Houston 
Lighting & Powor Co 2pp 44574 174*44574 176 

0803090056 Ack receipt of 880126 petition requesling Commission delay vole on lull 
power OL until investigation of allegations completed A rept disposing allegations re 
leased to public Polilion treated per 10CFR2 206 

MURLEYJ E Office of Nuclear Reactor Regufalion, Director (Post 870411) 09/02/ 
29 GARDEpB P , CONOIT.R E Government Accountabiltly Protect 5pp 44662 029- 
44662 002 

-0803110042 Confirms results of 871 1 19 meeting re certain alfegalions Meoling began 
by talbling series of talking points fo objectives of meeting A summary of how GAP 
will handle allegations received 

REHM.TA Ofc of the Executive Direclor for Operations 87/11/24 GARDE, B Gov 
ernmenl Accounlabilily Project 2pp 44662 053-44662 054 
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-*aa031 10052 Discusses smius of review of plant worker allegalions Review follows 
671119 preliminary meeling in which agreement made that team of non Region IV 
NHC personnel be permiUed to access certain allegers files w/allegers permissiorr 
QARDE.R G . CONDIT,R E , OTTNEY.E F Government Accounlabitily Proiect 67/12/ 
04 CALVO.J NRC No Detaited Affiliation Given 4pp 44662 055 44662 056 

•«8601 1^0209 Discusses NRC completion of initial review of GAP files re allegations of 
safety problema at facility Data reviewed indicates trial allegations are general in 
nature & not of immediate safety significance 

REHWJ A Otc of the Executive Director for Operations 88/01/12 GARDE, 0 P Gov* 
ernment Accoui^labilily Project 3pp 44662 059 44668 061 

-8603110056 Forwards plan for evalualion & rosototion of plant allegations provided by 
GAP & NRC Safety Significance Assossment Team preliminary review of allegations A 
associated malls from GAP ofcs Certificate of Svc end 

CALVOJ A Project Directorate fV 80/01/04 REUM.T A Ofc of the Executive Direc 
tor for Operations MURLEY.T E Office of Nuclear Reactor Rogulalion. Director fPost 
8704 11) MiRAGLIA.F J Associate Director for Projects (Post 870411) 21pp 
44662 062 44662 082 

8603080329 Partial response lo FOIA request for documents re regional evaluation of 
plant Forwards App B documents App A & B documents available in PDR 
GRIMSLEY.DH Division of Rules & Records (Post 870413) 88/03/04 CONNOR.L 
Doc Search Associates 6pp 44635 002*44635 329 

-8803080345 Forwards Region IV operating plan for FY85 Homs which mgl should 
focus attention on listed AddI operating plans end 

FOSTER, WH Region 4. Ofc of Die Director 85/11/13 MARTIN.RD Region 4, Ofc 
ollho Director 13Bpp 44635 009-44635 146 

8803140047 Advises that 080202 changes lo QA program consistent w/ tOCFRSO.App 
B & acceptable 

CALLAN,[j Region 4, Ofc of tho Director 8B/03/08 GOLDBERG.JH Houston 
Lighting A Power Co 2pp 44690 123*44690 124 

8803160005 Forwards annotated changes to FSAB section 7 7 1 9 2 re bottom mounted 
instrumentation thimble vibration 

WCBURNETT.M A Houston Lighting & Power Co 88/03/08 Document Control 
Branch (Document Control Oosk) 5pp 44694 21 1*44694 215 

8803170001 Forwards annotated FSAR pages reflecting organizational ctrangos per 
NRC 860128 request 

MCBURNETT.MA Houston Lighting & Power Co DB/03/0B Document Control 
Branch (Document Control Desk) 46pp 4471 1 180 44711 233 

0803210422 Addresses issues re mgt of fitness for-duty program causing dissatisfaction 
among workers & competence of workers participating In final const stages, per 
860127 fir No safety rofatcd matters on which action can bo taken exist 
MURLEYJE Office of Nuclear Reactor Regulation, Direclor (Post 070411) 08/03/ 
16 GREENBERG, J Affiliation Not Assigned 6pp 44759 329 44750 350 

-880321 0436 Contributes issues to NRC detiberations on licensing consideration of 
lislod facility DetoricraiinQ allilude of top mgt & competence of personnel In final 
stages of con^l discussed 

GREENBERG, J Affiliation Not Assigned 80/01/27 NRC - No Detailed Affiliation 
Given IGpp 44759 335 44759 350 

8303220364 Generic Ltr OB 05 to oil Ncensoob of operating PWRs & holders of CPs tor 
PWRs re boric acid corrosion of carbon stool roactor prossuro boundary components 
In PWR plants Svc list onci 

MiRAGLIA,F Assodate Direclor for Projects (Post 070411) SO/OS/I? Consolidated 
Edison Co of Now York. Inc 43pp 44879 004-44870 126 

8B03310307 Responds to 000217 appeal of DH Qnmsloy 080204 denial of portior>s of 
two records suoj to FOIA request Atldl portion of rocoril on end app being made pub 
Itcly availablo Portion of second document still withheld (rof FOIA Exemolton 6) 
STELLO.V Ofc of tho Exocutivo Direclor for Operations 88/03/25 SHARP E,C Affili- 
ation Not Assigned 2pp 44920 335 44920 337 


E NRC Safety Evaluation Report (SHR), supple & correspondence 

860322D170 Advises that main cooling reservoir (MCR) remedial work rof in SSERs 2 & 
4 completed In Feb 1908 Util wiU provide results of performance of MCR embankment 
under scepago control sys at j 49 ft 

MCBURNETT,MA Houston Lighting & Power Co 83/03/15 Document Conirol 
Branch (Document Conirol Oesk) 3pp 44803’ 140 44803 142 


F. Security, medical, emergency & fire protection plans 

8003040226 Revised emergency plan Implementing pro toduros, Including Rev 7 to 
OEPP01-2A 0001, "Emergency CJlassificallon," Rev 3 lo OEPP01 ZA0002. "Emor- 
goncy Direction” & Rov 2 to OtPPOt ZA 0012, "Protective '' W/Q80301 Hr 
MCBURNETT.MA Houston Lighting & Power Co 83/03/01 1B2pp 44571003 
44571 189 

0003000191 Forwards Rev 11 to physical security plan, Rov 11 lo training & qualification 
plan & Rev 7 to contingency plan Plans withheld 

MCDURNETT.M A Houston Lighting & Power Co 00/03/04 Oocumonl Control 
Branch (Document Control Desk) 3pp 44656 001 '44656 003 

8803180003 Forwards SALP Repts 50-490/87*65 & 60 499/87-65 lor 198? Overall per- 
formance satisfactory Emergency preparedness deficiencies noted durmg previous 
SALP period corrected Weaknesses noted in areas of plant operations & security 
MARTIN, RD Region 4. Ofc of the Director 88/03/11 GOLOBERQ.J H Houston 
Lighting & Power Co 4pp 44755 044 44765 tOI 

-8803180005 SALP Ropts 50 498/07 65 & 50 499/87-65 for 1937 
* Region 4, Ofc of the Director 88/03/11. S4pp 44755 048-44755 101 

8803170033 Approves 880219 emergency plan changes 
CALLAN,LJ Region 4, Ofc of the Direclor 88/03/ 14 GOLDBERG.JH Houston 
Lighting & Power Co 2pp 44731 138 44731 139 

8803230126 Forwards Insp Repts 50-498/80-08 ^ 50 499/60 08 on 860125*28 & notice 
of violation Six deficiencies requiring reply & schedule for corrective actions identified 
CALLAN.LJ Region 4, Ofc of the Director 88/03/16 GOLDBERG, J.H Houston 
Lighting & Power Co 3pp 44B64 243-44864 252 


-8803230130 Notice of violation from insp on 080125 28 Violation, noted licensee had 
not submitted changes made to procedures since obtaining OL on 070621 
’ Region 4, Ole of ino Director 88/03/16 Ip 44054 246-44864 246 

“B0O323O131 Insp Repts 50 490/38 08 & 50-499/30 08 or^ 880125-28 Violation 
noted Maior areas inspected operational status o1 licensee emergency prepardeness 
propram 

TERC.N M Region 4, Ofc of the Director 08/03/09 6pp 44864 247-448S4 252 

8803250255 Forwards Insp R^ts 50 49B/8B 13 A 50 499/88 13 on 8B0301 03 No viQ 
lalions or deviations noted Proficiency of shift supervisors to implement omergoncy 
plan examined 

CALLAN.LJ Region 4, Ofc of the Director 88/03/21 GOLDBERG.JH Houston 
Lighting A Power Co 3pp 44921 033-44921 03fl 

-8003250280 (nsp Repls 50 498/88-13 & 50-499/88 13 on 880301 03 No violations or 
cfeviatDons notea Major areas inspected proficiency of shift supennsers lo implement 
licensee emergency plan 

TERC.N M Region 4. Ofc of tho Director 88/03/ 16 3pp 44921 036 44921 038 


Q. Adjudicatory correspondence 

6603160106 Urges Commission to deny GAP 8B0126 petition re plant Petition does not 
provide adequate basis lor romedy GAP seeks, does not seek remedy wilhin scope of 
fOCFRZ 202 & not addressed fo oiroctcir of NRR W/Ceitificafe oi Svc 
NEWMAN.J R Houston Lighting & Power Co NEWMAN.J R Newman & Holtzinger 
//IBO 5833 88/02/08 CiTiLK.SJ Office o1 the Secretary of tho Commission 4pp 
44606355 44686 350 

8303210101 Requests delay of Commission consideration ol facility full power licenso 
lor 7 days, ponding review & comment on NRC Safety Significance Assessment Team 
rept 

GARDE, BP Goverrmont Accountabikly Proiecl // 188 5856 00/03/16 2ECH,LW 
Commissioners ip 44731 310-44731 310 

8003230058 Polition of Earth FirslI.Gray Panthers of Austm.Lone Star Green, Public 
Citizen,Soulh Texas Cancellation Campaign, Travis County Democratic Women's 
Committee ' Withholding of issuance of license requested 

DUQELBY,0 Earth First' HARRISON, O South Texas Cancellation Campaign 
BAKER.LA Lono Star Groon //IBB 5002 08/03/17 6pp 44779 179 44770104 

8603240101 Submits response to petition of GAP requesting delay in Commission lull 
power vote on facility ro alleged deficiencies m ongoing review ol allegations received 
jhrough GAP 

STELLO.V Ofc ol I ho Executive Director for Operations 80/03/17 ZECH, ROBERTS, 
BERNTHAL Commissioners 12pp 44007 025 44007 047 

6003230044 Requests reieclion of GAP 880321 pleading & consideration of full liccns 
fng of Unit 1 w/o delay Corfificato of Svc nncl 

•NEWMAN.J R Houston Lighting & Power Co NEWMAN, J.R Newman & Holtzinger 
//ICQ 5606 88/03/21 CiTiLK.SJ Oflico of Iho Socrelary of the Commission 3pp 
44701 084 44701 006 

8803230089 Forwards appeal of 880318 Directors Docision (DD 88 3) Requests 48 h 
slay of Commission deciston.for authors to seek immcdialo roviow in Court ol 
Appoals.should requosl for immediate review of OD 80 3 bo domed 
GARDE.B P . CONDIT.n E Govornmont Accounlability Project //1 80 5804 00/03/21 
CHILK,S J Office of the Socrotary of ttjo Commission Ip 44781 002 44701 036 


Q, Inspection roporls, l£ Bullotlns A corroapondonco 

8603030140 Forwards Insp Repts 50 498/07-75 & 50 498/87-75 on 871201 3| & 
nolico of violation Two unresolved items idoniified In Paragraphs 5 & 1 1 of ropl 
CALLAN.LJ Region 4 . Ofc oi the Direclor 00/02/23 GOLDBERG.JH Houston 
Lighting & Power Co 3pp 44602 096 44602 1 17 

-0803030162 insp Ropls 50 498/67 75 & 50-409/67-75 on 871201 31 No violations 
noted Major areas inspected slave relay surveillance deficiency duo lo porsonnel 
orror.TMl & Generic Ltr 83 23 action item followup & IE circulars 
CARPENTER.D R . 0CSS.JE . HILDEBRAND, E P Region 4, Ofc of the Director 8B/ 
02/22 fflpp 44602 100 44602 f 17 

0802230035 NRC Into Notice 38 006, "Foreign Objects in Steam Generators" Svc list 
end 

ROSSI, CE Division ol Operational Evonla Assessment (Post 670411) 80/02/29 
Consolidated Edison Co of New York, Inc 1 1 0pp 44554 253 44555 009 

8803020036 NRC Info Notice OB 007, "Inodverlont Transicr ol Licensed Mall to Uncon 
Ifolled Locations " Svc list oncI 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070729} 
80/03/07 Consolidated Edison Co of New York. Inc 12pp 44673 001 44673 012 

8803140041 Forwards insp Repts 50 498/08 14 & 50-499/88 14 on 080216 10 No vio 
lations or deviations noted 

CALLAN,LJ Hegi-on 4, Ofc of Dto Director 80/03/08 GOLDBERG.JH Houston 
Lighting & Power Co 2pp 44694 015-44694 021 

-0803140043 Insp Repls 50 490/00 14 & 50 499/68-14 on 830216-19 No violations or 
deviations noted Major areas Inspoctod Uartup program, prooperalional procedure 
revtevir A surveillance procedure review 

MCKERNON.TO. JOHNSON.AR, SEIDLE.W C Region 4. Ofc of the Direclor 88/ 
03/03 5pp 44694 017*44694 021 

B803 160014 Forwards Rev 0 lo 5U036JS0002, "Preservice Insp Exam ol Componanl 
Supports for SouDi Texas Project Eloclnc Generating Station-Unit 2"' 

BAILEY, JN Houston Lighting A Power Co 88/03/09 Document Conlroi Branch 
(Document Control Desk) 3pp 44713 108-44714’151 

-0803150027 Rev 0 to Spec 5U030JS0002. "Preservice Insp Exam of Component Sup 
ports of Soulti Texas Project Electric Station Uml 2 " 

STUART, M, BEVERLY.RU, VALLEY.D Houston Lighting & Power Co 08/01/29 
320pp 44713 192 44714,151 



226 DOCKETED ITEMS 


0803170154 Forwards Insp Flepls 50-498/80 09 S 50 499/68 09 on 880110 0210 & 
nolice of viofation ^ . 

GALLANLJ Region 4, Ofc of die Direclor 08/03/09 GOLOBEReJH Houston 
Ughtmg & Powor Co 3pp 14710 32B-14710 345 


-aBOanOieO Insp Repts 50 4'9&/&aO9 & 50-499/08 09 on 800118 0210 Violalions 
noted Major areas inspected operational safety verilicalion.onsitc Followup o1 
evenls.precfiitjCQl startup & testing observations Unit 2 insp nol conducted 
SMITH.WF, WICHAUD.PW , PLETTNER.EA Region 4. Ofc ol the Direclor 89/03/ 
08 13pp 44710 333 44710 345 


8003040062 NRC Qullelin 88-003, "Inadequate Lalch Engagemenl in HFA Type LatcFi- 
ing Relay Mfg by GE " Svc list end 

ROSSI ,CE Division ol Operational Events Assessment (Post B70411) 08/03/10 
Consolidaled Edison Co of New York, (nc 128pp 44673 192-44673 319 


8803100003 Forwards SALP Repts 50 498/87-65 & 50 499/87 65 for 1987 Overall per- 
formartca satisfactory Emergency preparedness deliciencies noled during previous 
SALP period corrected Weaknesses noled in areas ol plani operations & security 
MARTIN, RD Region 4, Ofc ol the Director 80/03/11 GOLOQERG.JH Houston 
Lighting & Power Co 4pp 44755 044 4 1755 101 

“8803180005 SALP Ropts 50 498/87 65 & 50 499/87 65 for 1987 
' Region 4. Ofc of Ihe Director 00/03/ 1 1 54pp 44755 048 44755 101 


-8803250200 Insp Hepis 50 498/88 13 & 50 499/08 13 on 880301 03 No violalions or 
deviations noted Major areas inspected proficiency of shift supervisors lo implemenl 
licensee emergency plan 

TERC.N M. FISHER,WL Region 4, Ofc of the Director 88/03/16 3pp 44921 036 
44921 030 


S. Reportabfe occurrences, LERs & related correspondence 

8002250349 Forwards "Supplemental Repl on Investigation of Hydraulic Transioni 
Events in Auxiliary Feedwaler Sys Unit 1 lesl results w/mcchantca! stops inslalfed 
prove auxiliary feedwater sys can maintain steam generator level 
MCBLIRINETT.M A Houston Lighting & Power Co 88/02/19 Oocumeni Control 
Granch (Document Control Desk) 3pp 44570 320 44570 337 

. 8002250351 "Supplemental Ropl on Invesligalion of Hydraulic Transfonl Evenis in 
Auxiliary F eedwalor Sys “ 

* Houston Lighting & Power Co 88/02/28 15pp 44570 323 44570 337 

8B03070363 Supptemental deficiency repl on eleclricaf splicos using Raychem heal 
shrink insufalton malf Inilially reporled on 870219 Roviow of cables & term nations 
listed as not having splice perlormod lo assure proper transmission of info 
GOLDBEflG.J H Houston Lighling & Power Co 80/03/01 Document Control Brandi 
(Oocumonl Control Desk) 6pp 44637 002 44637 087 


8803030148 NRC Info Notice 88 008, “Chemical Reactions W/Radwasto Sotidificalion 


Agents " Svc fist encl’ ^ 

ROSSI.C E Division of Operaltonal Events Assessment (Post 870411) 88/03/14 
Consolidated Edison Co of New York. Inc l20pp 44772 263-44773 012 


8803210312 Forwards Insp Repis SO 498/60 05 & 50 499/08 05 on 800119 22 & noirco- 

of devotion 

CALLAN.LJ Region 4, Ofc of Ihe Director 86/03/15 GOLDBERO.JH Houston 
Lighting & Power Co 2pp 44782 090 44782 104 

“8003210383 Insp Repis 50-498/00-05 & 60 499/8806 on 080119 22 Deviation 
noted Mmor areas inspected ticenseo compliance w/ Generic Ltr 81 21. “Natural Cir 
culation Cooldown,” involving Safely Issue Mol Sys Item MPA B 66 
PICK.GA, GAGLIARDO.JE Region 4. Ofc of the Director 00/03/11 4pp 
44702 101 44762 104 


8003230126 Forwards Insp Ropts 5O-498/8D-O0 S 50 499/08-08 on 880125 28 & nolicfl 
of violation Six deficiencies rogufriag reply & schedule for correclive actions tdontified 
CALLAN.LJ Region 4, Ofc of Iho Direclor 68/03/16 GOLDBERO.JH Houston 
Lighling & Power Co 3pp 44064 243 44864 252 

”0303230130 Notice of violation from insp on 000125 2B Violation noted Iccensoe had 
not sLbmitlod changes made lo procedures since oblaining OL on 870021 
• Region 4, Ofc of ino Director 08/03/16 Ip 44864 246 44864 24G 

”0003230131 Insp Repts 50-496/86 08 a 50 499/80 Oa on 080125 20 Violalion 
noted Ma|Or areas inspected operational slalus of licensee emorgoncy prepardonoss 
program 

TEflC.N M , FISHER ,WL Region 4, Ofc of Iho Direclor flO/03/09 6pp 44864 247- 
44B64 252 


8003230200 Forwards fnsp Repis 5O-490/0B-06 & 50 499/06 06 on 880105-15 & 26- 
29 No violations or deviaiiors noted Two significant concerns idonliftod re LERs 87 12 
& 87*17 Concorns discussed during enforcomeinl conferonce on 071230 
CALLAN,LJ Region 4, Ofc of the Direclor 8B/03/1C GOLDSERG.J H Houston 
Lighlmg & Power Co 3pp 44063 153-44063 163 

*-8003230203 Insp Repis 69 498/80 06 & 60-499/86 06 on 800105-16 & 26 29 No vio 
lotion s noted Major areas in spooled LERs.wnItcn ropts performed in Region IV & at 
UnU 1 site 

EVANS, R J , HUNTER.D R , GA6LIARDO.J E Region 4. Ofc ol the Director 60/03/ 
11 Qpp 44863 155 44063 163 

8B03220204 Requests addi info ro IE Bulletin 66 003, "Motor-Operated Valvo Common 
Mode Failures During PJant Transients Duo lo Improper Swilch Soilings,” to ensure 
accoplabilily of program lo assure valve operability 

CALLAN.LJ Region 4. Ofc of lha Drrector 88/03/17 GOLDBERG.JH Houslon 
Lighting & Power Co 4pp 44706 273 44786 276 

8003140264 NRC (nfo Noltco 88*009, “Reduced flcliabifily of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PQ-PL Type Governors ’’ Svc 
list end 

ROSSI, CE Divisron of Oparalional Events Asscssmonl (Post 870411) 88/03/10 
Consolidated Edison Co of New York, Inc 12lpp 44B57 050-44857 170 


0803080429 PNOIV88 01Bon 880301,local business agents for const electricians & 
pipefilters stopped supervision of field work Work supervised by nonmanual & supervi 
sory personnel Law Gnforcemont aulhontlos notified duo to fights 
HUNNICUTT.OM Region 4, Ofc of Iho Director 88/03/02 2pp 44626 202- 
44626 203 

0003290056 PNS !V 88 001 on 88O3l6,tolephon0 threat against util & plant rcccjvcd at 
corporate ofc in Houslon.TX Caller slated that two power polos had been cut 
down Util confirmed that two polos hod been cut clown Conlingoncy plans iinplemonl 
ed 

YANDELLiLA. EVERETT, RJ Region 4, Ofc of the Director 80/03/17 2pp 
44903 335 44003 336 

6803290160 Seventh inlorim deficiency repl ro VonUak Iransmilters Initially reported on 
860601 Westinghouso presenlly compifing data from tests on tran&millor capsules A 
amplifiers Noxl ropl will be submtitod by 800630 

•GOLDBERG, J H Houston Lighting & Powor Co 80/03/25 Documonl Conlrcl Ornncti 
(Document Control Desk) 2pp 44904 049 44004 050 


U Congreeslonal/ExecuUve Correspondence 

0803290022 Responds to 680218 & 0317 lira expressing concerns ro safety of plant & 
requeslinq special investigation before consideralion of licensing GAP allcgnlions m 
vestigated exlonsivoly & in detail Public moeling scheduled for 880321 
ZECH.LW CommissionorS 88/03/21 GONZALEZ.H R House of Rep 4pp 
44895 352 44695 357 

*8003290025 Expresses concern re safety of plant & request special Invoslioation ol 
safety boforo licensing Only 60 ol GAP 400 allegalions oxammod by NRC Alleg,ition5. 
merit more extensive sludy 

GONZALEZ, HB House of Rep 88/02/18 ZECH.LW Commissioners Ip 

44895 356 44805 356 

•*8003290033 noilGrnles concerns re safety of plant & retjuosls that licensing hofinnij 
scheduled for 800321 bo postponed Safoly Assessment Team 880314 ropl dees nol 
address allogalions ihnt plant workers discouraged from roporling concerns 
GONZALEZ.HB House of Rep 88/03/17 ZECH.LW Commissioners 1p 

44895 357 44095 357 

0003300276 Responds to 880304 Hr ro granting of full power OL for facilily S sintus ol 
NRC Investigation of allogalions recoivad from GAP No subslanlivo issues idonliNed m 
NRC ropl (NurEG 1306) that would delay considomtion of OL 
ZECH.LW Commissioners 88/03/21 BENTSEN,L Senalo 4pp 44905 002 
44905 006 

”0803300278 Urges release of full safely rept re invesligalion Into allegations ol numnr 
ous safety violations at plant m Jan 1908, prior lo lime any recommendations maclO' on 
whether plant should bo graolod full power OL 

BENTSEN.L Senate 88/03/04 ZECH.LW Commissioners Ip 44905 006 
44905 000 


V. Operator Ex amlna lions 


8603230015 Forwards response to NRC CompKanco Bulletin 67*001 ro thinning of pipe 
waifs in nuclear power pFarits 

GOLDBERG,J H Houston Lighting & Powor Co 80/03/16 Document Control Branch 
(Doc-ument Control Desk) 66pp 44666 31G-44867 021 

0093290195 Forwards Insp Ropts 60 490/88 D7 & 50 499/86 07 on 800125 29 & 0208 
12 6 notice of violation 

CALLAN.LJ Region 4, Ofc of the Director, flB/03/ID GOLDBERG.JH Houston 
Lighting & Power Co, 3pp 44911 314 44911 334 

' 0003290199 Notice ■of viotalion from insp on 880125 0212 Violalion noted failure lo 
designate record custodian & properly control records 6 to tost welding mall for differ* 
onl post -weld heal treatment applicatrons 

• Region 4, Ofc of Ihe Director 86/03/18 2pp 44911 317-44911 318 

-08O3Z9O2O3 Insp Repis 50 498/88 07 & 50 490/88 07 on 800125 29 & 8B0208 12 No 
viofalions noted Major areas inspected slrucluraf stool welding, pipe supports & 
restraints, nuclear welding.preoperaional wel-ding & onsite design changes 
STEWART, R C . GILSERT.L D . HUNNICUTT.D M Region 4, Ofc of the Director 88/ 
03/16 I6pp 44911319 44911334 

0803250255 Forwards Insp Ropis 50 498/68 13 A 50 499/08 13 on 060301-03 No vio- 
lations or dsvialions noted Proficiency of shift supervisors lo impfoment emergency 
plan Gxaminecf 

CALLAN.LJ Region 4. Ofc of the Director 88/03/21 GOLDBERG.JH Houston 
Lighling & Power Co 3pp 44921 033-44921 030 


0803140055 Requosls oncl ref malls for reactor operator & senior reactor opo/alor 
exams sechedufed for wks of 080516 & 23 Requirements for acfmlnislralion of written 
exams end 

CALLAN.LJ Region 4. Ofc of the Director 08/03/08 GOLDBERG.JH Houston 
Lighting & Power Co 9pp 44698 1 14 44698 122 

0803180003 Forwards SALP Repts 50 498/87-65 & 50-499/87 65 for 1907 Ovorali per 
formanco sal ibfaclory Emergency preparedness deficiencies noted during previous 
SALP period correcled Weaknesses noted In areas of plani oporalions & socurily 
MARTIN.RD Region 4, Ofc of Ihe Director 69/03/11 GOLDBERG.JH Houston 
Lighting & Power Co 4pp 44755 044 44755 101 

-8003100005 SALP Repis 50 498/87 66 & 50-499/87 65 for 1987 
* Region 4, Ofc of the Director 08/03/11 64pp 44755 048 44755 101 


DOCKET STN-50«5OB WPPSS NUCLEAR PROJECT, UNIT 3 


A. Appllcallon/construcUon atage documents & correspondence 

0802250105 Generic Ltr 88 04 to all nonpower reactor licensees ro distribution of gems 
irradiated In rosearch reactors Svc list and 

MIRAGUA,F J Associate Director for Projects (Post 670411) 68/02/23 Consolidatod 
Edison Co of New York, Inc lipp 44553'345 44553 355 
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0BO3O<1O2^1 Forwatcis rhanncs to FSAn Section 17 3. ‘QA During Long Term Preserva 
tion’' Revised Section 17 3 incorporated into FSAR Amend 7 

SORENSEN, GC Washington Public Power Supply System B6/02/'26 Docurrent 
Control Branch (Document Control Desk) 19pp 44643 086 44643 104 

BB03040004 Forwards Seismic Hazards Assessment/* tinal rept per MRC Q30503 re 
quest lor addl <n(o re Oueslion 230 6 

SORENSEN, GC Washington Public Power Supply System Ba/0?/29 Document 
Ccnlrot Branch (Document Control Desk) 9pp 44600 02G 44601 068 

- 8803040009 “Seisfiiic Hazards Assossment lor Washington Nuclear Plant 3, 
Salsop.WA Contract C 20453, ’ final rept 

^ Geornalrix Consultants, Inc 88/02/29 394pp 44600 035 44601 068 

8803090156 Responds to Sorensen 800210 Hr providing proposed schedule for cortiplc 
lion of review of Geosciences Issues Proposed schedule acceptable Etorts will bo 
made to accommodate Goosciortcos issues for focifify 

RUBENSTEIN.L S Slandarrlization & Non Power Reactor Prolect Diroctorate 88/03/ 
07 M AZURE, DW Washington Public Powor Supply System 3pp 44657 20C 
44657 280 


8803180238 Forwards DNL 8801 13 Itr re SSI/decoftvoluHon issue Ltr received for dlstri 
bution to applicanl.ulil & LPDRs 

VISSINQ.GS Standardization & Non Power Reactor Proiect Directorate 88/03/ 10 
NRC No Detailed Alfiliation Given 2pp 44736 351 44736 355 

•*8803160259 Descrihos basic aspects of 071221 meeting v//util in BothosdaMD re 
SSI /deconvolution issues to 'Audit Finding 1* & provides rGcommondations for re* 
solving associated issues 

PHILIPPACOPOULO Brookhavon National Laboratory 00/01/13 PICHUMANLR NRC 
- No Detailed Affiliation Given 3pp 44736 353 44736 355 

6863210550 Informs of relocation of NRR to staled address in nockvdle.MD 
RUBENSTEIN.L S Slartdardization 8 Non Power Reactor Project Directorate 00/03/ 
15 SCHERER, A E Combustion Enqincering. Inc 3pp 44760 130-44760140 

0603220364 Generic Ltr 68 05 to all licensees of operating PWRs & holders of CPs for 
PWRs re bone acid corrosion of carbon stool reactor pressure bounefary components 
in PWR plants Sve list one! 

MIRAQLIAF Associale Director for Projects {Post 870411) 80/03/17 Consolidated 
Edison Co of New York. Inc 43[)p 44879 004'44879 126 

6803230104 Forwards responses to NRC 830503 & 11 roquosts lor nddl into re applicn 
lion for OL W/eight oversi/o dravnngs 

SORENSEN, GC Washington Public Powor Supply System 68/03/18 Oocumotti 
Control Branch (Document Control OosK) 9pp 44040 071 44849 070 


O Inspection reports, IE Dullotins & correspondence 


QB02230035 NRC Info Notice 88 006, "I orcign Ob|ocls in Slnam (^onoralors * * Sve list 
end 

ROSSI, CE Division of Operational Events Assossmonl (Post 070411) 00/02/29 
Consolidated Edison Co or Now York, Inc 118pp 44554 253 44555 009 

8603060439 Informs that response to NRC Bullelin 88 001, “Oolecls in Weslinghouso 
CiFCuH Breakers " (iofayod until alter roslnrt of const 

SORENSEN, GC Washington Public Powor Supply System 80/03/04 Document 
Control Branch (Documuni Control Oosk) Ip 44679 134 44079 134 

9803020036 NRC Info Notico 08 007, ' Inadvortonl Transfer of Licensed Matl lo Uncon> 
Ifoiled LocaHorb ” Sve lisi end 

CUNNINGHAM, R E Diviblon of Industrial & Medical Nuclear Safoly {Post Q70729} 
OB/03/07 Consolidated Edison Co of Now York. Inc 12pp 4467J001 44673 012 

8003040062 NRC Bulletin GO 003, "Inadcquato Latch Engagomoni in UFA Typo Latch 
mg Rclfly Mfq by GE ” Sve list onci 

ROSSI.CE Division of Oporalional Evonls Assessment (Post 87041 fj 00/03/10 
Con solid aled Edison Co of New York. Inc 120pp 44673 102-4467x9 319 

8B03290D44 Forwards Insp Rept 50 508/08 01 on 880222 28 No violations noted 
PATE.R J Region 5, Ofc of the Diroctor 08/03/11 MAZUR ,DW Washington Public 
Power Supply Syslom 2pp 44903 274 44903 282 

.<0903290046 Insp Ropt SO 508/80 01 on 880222-26 No violnlions or doviations 
noted Mafor areas inspected OA acllvitios ro implomenlaiion of plant proservallon pro 
gram during oxlondod const delay 

WAGNER.WJ, RICHARDS,S Region 5. Ofc of Iho Diroctor 88/03/11 7pp 
44903 276^44903 202 


6603980146 NRC Info Notico 88 008, "Gliomical Reactions W/Radwasto Solidification 
Agents ” Syc list end 

ROSSI.CE Division of Operational Events Assossmont {Post 070411) 86/03/14 
Consolidated Edison Co or New York, Inc 120pp 44772 ?53 44773 012 

8903140264 NRC Info Notico 08 009, "Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward PG-PL Type Governors*’ Sve 
l*sl end 

ROSSI, Ct Division of Oporalional Events Assessment (Post 870411) 80/03/18 
Consolidated Edison Co of Now York. Inc 121pp 44057 050-44067 170 


DOCKET STN-50.509 WPPSS NUClEAR PROJECT, UNIT 5 


A. AppItcation/construcUon stage documents & corrospondonce 


0803239104 Forwards rosponsos lo NRC 830503 & 11 requests for addl info ra apptica 
tion for OL W/eiqhl oversizo drawingb 

SORENSEN, QC Washinglorr PuhTic Powor Supply Syalom 88/03/18 Docuioonl; 
Control Branch (Document Control Desk) 9pp 44049 071-44049 079 


DOCKET STN-50 518 HARTSVILLE NUCLEAR PLANT, UNIT 1 


Q InspecUon reports, IE Quileltris & correspondence 

6003170100 Forwards Insp Repl 50 518/07-01 on 871216-18 & notice of 

violation Allegation partially substantiated Problem ro practice of allowing nuclear 
safely -re laletJ equipimenl to be dowr^greded S moved out of storage to woalher re- 
vealed 

BARR.K P Ofc of Special Pro| eels 88/03/01 WHITE.S A Tennessee Valley Author 
ity 3pp 44725 192 44725 212 

-8903170162 Notice of violation from mso on 871216 16 Vrolaiion noted failure to 
follow procedures for warehouse storage, maint not performed for fire protection 
motors & vendor spocilied maint not krrplonnanted on site PM program 
BARR.K P Ofc of Special Projects 88/02/ 26 3pp 44725 195 44725 197 

-8903170199 Insp Repl 50 510/B7 01 on 871216 18 Violations notod Major areas 
inspected warohouso slorago, preventive moint record storage 8 adequacy & followup 
lo omptoyeo concerns 

WALTON, G A, ELROD, S A Region 2. Ole of the Director 08/02/12 15pp 
44725 198 44725 212 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protecljon plans 


BBO3089199 Foiwards Insp Ropls 50-528/68 04.50-529/68 04 & 50 530/88 04 on 
880201 06 No doficienciGS or violations noted 

WENSLAWSKI.FA Region 5, Ofc of the Director 88/02/18 VAN SRUNT,EE Arizo- 
na Nuclear Power Project (tormerly Arizona Public Servico Co) app 44622 075- 
44622 061 

-6603000211 Insp Repls 50 528/86 04.50 529/80-04 & 50 530/08 04 on 080201 
05 No violalions or deviations noted Major areas inspected emergency preparedness 
pronram, including exams ol changes to omergency plan & procedures 
BROWN,G A Region 5. Ofc of Iho Director 80/02/19 5pp 44622 077-44622 081 

0603230039 Responds to NRC 671222 ltr re violations noted in Insp Repts 60 S2B/07 
39,50-529/67-36 A. 50 530/87 40 on 871101 1205 Corrective aclions guidance pro 
vidod lo maintplanners/ coordinators evaluated & revised 

VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 06/03/10 MARTIN JB Rogion 5, Ole of the Director 2pp 44049093 
44849 094 

9903290002 Forwards Insp Roots 50 528/08 06,50 529/80 06 & 50 530/88 06 on 
800201-05 No violations noted Notes concerns idontlfied in lire protection area ro spu- 
rious control room fire protection annunciators & backlogged mairit Items 
PATE.RJ Region 5, Ofc of the Dirccfor 80/03/14 VAN BRUNT, EC Arizona Nuclaer 
Powor Prolocl (formerly Anzor^a Public Service Co ) 2pp 44003 257-44903 260 

-8603290004 Insp Ropls 50 528/88 06,50 523/08 08 & 50-530/08 06 or> 880201- 
05 No violations noted Major areas inspected cfose out of previously identified open 
I toms &. Qvaluale adequacy of implornonlatton of routine lire protection program, 
RAMSEY S Region 5, Ofc ol tho Diroctor 08/03/1 1 lOpp 44903 259 443Q3 269 

9903190051 Forwards Amend 18 lo security plan & Rev 6 to security train mo & qualifi 
cation plan Plana withheld (rof t0CFR73 2t & 2 790(d)> 

VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 08/03/15 Oocumort Conirol Branch (Oocumenl Conirol Desk) 2pp 44781 161 
44701 1 82 


L Financial Information 


0803230059 "Arizona Powor Authority 29lh Annual Repl " 

PATTf:RSON,0 Arizona Power Authority 67/08/30 35pp 44670 320 44670 354 

8003300304 Forwards annual repl to Socuntles & Exchange Commission & cash flow 
stafoment for yr ending Dec 1987 

ADAMS, J Q Southern California Edison Go 88/03/21, Document Control Branch 
(Documonl Coi^tfol Desk) 44pp 44979 143 44979 186 


K. Utility Final Safety Analyals Report {FSAR) & amends 

8903 2 4 0075 Forwards updated FSAR for Palo Vorda Nuclear Generating Slalton.Unils 

I, 2 * 3.Vols t 19 Description of adherence to 10CFR50 71(e) Btso end 

VAN BRUNT.E E Arizona Nuclear Power Projoct (formerly Arizona Public Service 
Co) 88/03/10 Documonl Control Branch (Document Control Desk) 5pp 44922,001- 
44944 1 13 

-8803240002 Updated FSAR for Palo Verde Nuclear Generating Stall on.Vols I 19 
' Arizona Nuclear Power Projecl {formorly Arizona Public Service Co) 88/03/10 

I I , 000p p 44922 006 44944' M 3 

-9803240105 Choplcr 1, "Introduction & General Description of Plant,*' to Palo Verde 
Nuclear Generating Station updated FSAR W/nino oversize ends 
’ Arizona Nuclear Powor Projed (formerly Arizona Public Service Co ) 08/03/10 
200pp 44922 051 44922 360 

"6603240108 Chapter 2. "Site Characteristics,*’ to Palo Verde Nuclear Genorating Sta- 
tion updated FSAR W/olghl oversize itguros 

* Arizona Nuclear Power Profecl (formerly Arizona Public Service Co) 88/03/10 
2.000 pp 44923 001-44925 076 

-0803240116 App 2A, "Responses to NRC Requests for Info," to Palo Vorde Nuclear 
Generating Station updated FSAR, W/ two oversize ends 

* Arizona Nuclear Power Projecl (formerly Arizona Public Service Co) 88/03/10 
108pp 44925077-44925169 
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“8803240121 App 2B, “Annua! Joint Frequency Dislnbulions ol Wmd Speed & Wind Di- 
rection by Atrnospheric Stability Class Jot Palo Verde Nuclear Oenerating Stalion 
Based on 35 F1 Winds (730813-700813), " to Palo Verde updated FSAH 
■ Arizona Nuclear Power Proiect (formerly Anzona Public service Co) 00703/10 7pp 
44925 170 44925 175 

-8003240125 App 2C, ‘Annua! Join! F requency Dislnbutions of Wind Speed S Wind Di- 
rection by Almos phene StabiNly Class lor Palo Verde Nuclear Generaling Station 
Based on 200 ft Winds (730B13 760013) ’ to Palo Verde updated FSAR 

* Arizona Nuclear Power Proj.ecl (lormerly Arizona Public Service Co) 80/03/10 7pp 
44925 176 44925 181 

-8803240 12S App 2D, "Geologtcal Mapping of E>:cavations for Category 1 Slruclures,' 
to Palo Verde updated FSAR W/Uvo oversize ertcls 

* Arizona Nuclear Power PfO|Gct (formerly Arizona Public Service Co) 80/03/10 
36pp 44925 182 44925 206 

-8803240129 App 2E, “Lab Tests’ to Palo Verde Nuclear Generaling Station uptialod 
FSAR 

‘ Arizona Nuclear Power P/ojeci (formerly Arizona Public Service Co) 88/03/10 4pp 
44925 209 44925 21 1 

-8303240131 App 2F. ‘Summary of Subsurface Exploralion," to Palo Verde Nuclear 
Genraling Station updated FSAR 

' Arizona Nuclear Power Project (formerly Ari-zona Public Service Co) 08/03/10 
16pp 44926 212 44925 227 

- 8803240133 App 2G, Summary ol Permeability Testing, to Palo Verde Nuclear Gen- 
eraling Station updated FSAR 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 08/03/10 
15pp 44925 220 44925 242 

- 8803240137 Chapter 9, Auxiliary Sys ’ 1o Palo Verde updated FSAR W/lwo hundred 
& twenty. seven oversize ends 

' Arizona Nuclear Power Project (formerly Arrzona Public Service Co) 88/03/10 
leOOpp 44933 274 4493B0B6 

-3803240142 App 9A “Responses to NRC Requests (or Info," to Palo Verde updated 
FSAR 

“ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 60/03/10 
130pp 44936 0B7 44936 215 

-8803240 148 App 9B, ‘Fire Proloclion Evaluation RepI, 1o Palo Verde updated 
FSAR VV/lhirly’Seven oversize cncls 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 68/03/10 
600pp 44936 216 44939 037 

-8803240150 Chapter 10 Stoam & Power Conversion Sys," to Palo Vordo updated 
FSAR W/sovenly one oversize ends 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
400pp 44939 036 44939 206 

- 8803240162 App 10A, “Rcsponsos to NRC Requests for Info," to Pnlo Verdo updated 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Servico Co) 08/03/10 
IQpp 44939 287 44939 302 

-8803240155 App 10Q, "Auxiliary Feodwalor Sys Reliability Analysis," to Palo Verdo 
updated FSAR W/sixteen oversize ends 

' Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co) 08/03/10 
1 73pp 44 9 39 303 4 4940 046 

-0803240183 Chapter 11. “Radwaste Myt, " to Palo Verde updated FSAR W/forty 
oversize ends 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 68/03/10 
400pp 44940 047 44940 292 

■ 0803240179 App 11 A. “Responsos to NRC Requests for Inlo," to Pato Verde updalod 
FSAR 

* Arizona Nuefoar Power Projeci (formerly Arizona Public Service Co) 66/03/10 Opp 

44940 293 44940 300 / m 

-8003240183 Chapter 12, "Radiation Protection, ” lo Palo Verde updated FSAR W/forly 
two oversize encis 

» Arizona Nuclear Power Project (formerly Arizona Public Servico Co) 88/03/10 
300pp 44940 301 44941 163 

- 8003240104 Chiller 3, "Design of Slructuros.Componenls, Equipment & Sys,” to Pafo 
Verde updated FsAR W/sixly oversize eric Is 

Arizona Nuclear Power Projeci (formerly Arizona Public Servico Co) 08/03/10 
I.BOOpp 44925 243-44927 320 

- 8003240106 App 12A. "Responses lo NRC Requests for Info" lo Palo Verde updated 
FSAR 

' Arizona Nuclear Power P/oject (formerly Arizona Public Sorvico Co) 86/03/10 
12pp 44941 164 44941 174 

- 0003240108 App 3A, “Responsos lo NRC Requests for Info," to Palo Verde updated 
FSAR W/four oversize drawings 

* Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co) 86/03/10 
42pp 44927 321 44928 006 

-8003240189 App 12B, "Palo Verde Nuclear Goneraling Station Reviews lo Achfevo 
ALAR A Design,'' lo Palo Verde updated FSAR 
Arizona Nuclear Power Projeci (formerly Arizona Public Service Co) 08/03/10 
lOpp 44941 175 44941 183 

• 8003240190 ^p 3B. "Compuler Programs Used m Slruclural Designs," lo Palo Verdo 
updated FSAR 

^ Anzoria Nuclear Power Projeci (formerly Arizona Public Servico Co) 86/03/10 
700pp 44920 007 44929 009 ' 

-0803240194 /^p 3C. "Design of Structures for Tornado Missile Impacl. ' to Palo Verdo 
updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Servico Co) 86/03/10 

4 9pp 44929-010 44929 063 ' 


-6803240196 Chaptor 13. "Conduct of Operations," lo Palo Verde updated FSARW/ 
SIX oversize ends 

“ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/03/10 
n9pp 44941 184 44941 285 

. 6803240197 App 3D, “Seismic Response Spectra," to Palo Verde updalod FSAR 
’ Arizona Nuclear Power Project (formerly Arizona Public Service Go) 88/03/10 
40pp 44929 054 44929 094 

-8803240199 App 3E, ‘Environ & Seismic Qualification Parameters of Safety Related 
Equipment.’’ to Palo Verde updated FSAR 

‘ Arizona Nuclear Power Project (formerly Arizona Public Servico Co ) 88/03/ 10 
lepp 44929 09544929 111 

-0803240202 App OF. “Tangential S Radial Shear " to Palo Verde updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 08/03/10 
I2pp 44929 112 44929 122 

•0803240207 App 13A, "Responses lo NRC Requests for Info,’" to Palo Verde updated 
f SAR 

* Arizona Nuclear Power Projeci (formerly Arizona Public Service Co) 86/03/10 
32pp 44941 286 44041 315 

-8803240210 Chapter 14, 'Initial Tost Program," lo Palo Verdo updated FSAR W/ one 
Oversize end 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 80/03/10 
44pp 44941 316 44941 356 

-8803240211 App 3G, "Seismic Stresses m Underground Structures," lo Palo Verde 
updated PSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
36pp 44929 123 44929 157 

-6803240215 App 3H, “Lateral Earth Pressure on Foundation & Rolaininn WqHs, ' to 
Palo Verde updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 Opp 
44929 158 44929 164 

•0003240216 App 14A, “Responses lo NRC Requosls for Info,” lo Palo Verdo undnied 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 08/03/10 
27pp 44941 357-44942 021 

-0803240210 Chapter 4, "Reaclor,” lo Palo Verde updalod FSAR 

* Arizona Nucloar Power Projocl (lormorly Arizona Public Service Co) 66/03/10 
37pp 44929 165 44929 189 

••0003240219 App 14B. ‘ ’Prooperational Test Dcscriplion,” lo Palo Verdo updated 
FSAR 

* Arizona Nucloar Power Projocl (formerly Arizona Public Sorvico Co) 66/03/ 10 
aOpp 44942 022 44942 099 

"6003240222 Chapter 5. '"Reactor Coolonl Sys & Connocted Sys,’ lo Pnlo Verdo up 
dated FSAR W/olovcn oversizo oncls 

* Arizona Nucloar Power Projocl (formerly Arizona Public Sorvico Co) 86/03/10 
525pp 44029 105 44931 001 

•0003240224 Chaplor 6, "ESF,” to Palo Verdo updalod FSAR W/twnnty throe oversize 
oncls 

* Arizona Nuclear Power Projeci (formerly Arizona Public Sorvico Co) 66/03/ 10 
500pp 44931 024-44932 128 

•0003240227 Chapter 15, Accident Analyses,” to Palo Verdo updalod FSAR 

* Arizona Nucloar Power Projocl (formerly Arizona Public Servico Co) 00/03/10 
400pp 44942 100 44942 268 

-8803240229 Chaptor 7. "Insirumonlation & Controls, ’’ to Palo Vorde updntQti! 
FSAR W/oloven oversize oncls 

* Arizona Nuclear Power Projocl (lormorly Arizona Public Sorvicu Co) 06/03/10 
285pp. 44932 173-44932 355 

-0003240230 Chapter 8, "Eloctric Power,” to Palo Verdo updalod FSAR W/sevontoon 
oversize ends 

‘ Arizona Nucloar Power Protect (formerly Arizona Public Sorvico Co) 68/03/10 
aOOpp 44933 017 44933 211 

-08D324O24O App 8A. “Responses to NRC Requests for Info," lo Palo Verdo updated 
FSAR 

’ Arizona Nucloar Powor Project (formerly Arizona Public Service Co) 66/63/10 
I9pp 44933 212 44933 230 

-6803240241 App 8B, “Stability Curves in Support of Dynamic Slabilily Analysis,” lo 
Palo Verde updated FSAR W/Ihreo oversize oncls 

* Arizona Nuclear Power Pro eel (formerly Arizona Public Servico Co) 68/63/10 
43pp 44933 231 44933 273 

--8803240242 App 15A, "Responses to NRC Requests for Info," to Palo Verde updalcti 
FSAR W/one oversize end 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 80/03/10 
lt7pp 44942 269 44942 355 

-0803240246 App 15B. “Dose Models Used lo Evaluate Environ Consoquoncos of Ac 
cldenls," to Palo Verde updated FSAR 

Arizona Nuclear Power Projeci (formerly Arizona Public Sorvico Co) 06/03/10 
2gpp 44942 356 44943 019 

—0003240246 App 15C, ’“Analysis Methods for Large Steam Line Breaks, ’’ lo Palo 
Verdo updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) QO/03/10 9pn 

44963 020 44943 027 f 

-0803240250 Chapter 16, "Tech Specs," lo Pato Verde updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 80/03/ 1t> 4pp 
44943 028 44943 029 



DOCKETED ITEMS 229 


-6003240254 Chapter t7, “QA." IQ Palo Verde updated FSARW/'tour oversize ends 

• Arizona Nuclear Power Proiecl (formerly Arizona Public Service Co) 66/03/10 
250pp 44943 030 44943 243 

-&a93240257 App 17A, “Responses to NRC Requests for Info,” to Palo Verde updated 
FSAR 

• Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/03/10 
3Bpp 44943 244 44943 260 

-6803240256 App 17B, “Glossary of Terms & Definitions." to Palo Verde updated 
FSAR 

‘ Arizona Nuclear Power Project (formerly Arizona Public Servico Co ) 80/03/10 9pp 
44943 281 44943 260 


. BB03240260 Cbapter 16, '‘TMI'2 Lessons Learned Implementation Rept," to Palo 
Verde updated FSAR W/five oversize ends 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 68/03/10 
250pp 44943 289 44944 110 

. 6603240262 App 1&A, “Responses to NRC Requests for Info." to Palo Verde updated 
FSAR 

• Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/03/10 4jjp 
44944 til 44944 1 13 

-B603290Q48 App 4A, "Responses to NRC Requests lor Info," to Palo Verde updated 
FSAR 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 86/03/10 5pp 
44929 190 44929 194 


-6803290070 App 5A. “Responses to NRC Requests for Into," to Palo Verde updated 
FSAR 

• Arizona Nuclear Power Project (formerly Arizona Public Service Co) 66/03/10 
22pp 44931 002 44931 023 

-6603299067 App 6A. “Rosponsos to NRC Requests for Info," to Palo Verde updated 
FSAR 

• Arizona Nuclear Power Projoct (formerly Arizona Public Service Co) 66/03/10 
47pp 44932 129 44932 172 

-6603290096 App 7A, “Responses to NRC Requests tor Info," lo Palo Verde updated 

• Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co) 66/03/10 
21pp 44932 356 44033 016 


8603090214 Advises that util will provide addi info re mam steam line break reanalysis 
by 880531, per NRC 8802 10 request 

VAN BRUNT, EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 86/03/01 Document Control Branch (Document Control Desk) ip 44676 344- 
44678 344 

8603090207 Application for amend to License NPF 41, adding condition for reactor coo! 
ant pump vibration monitoring program 

VAN BRUNT, EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 68/03/02 Oocumoinl Control Branch (Documeni Control Desk) 6pp 44665 235 
446 6 5 24? 

-6003090225 Proposed license condilion lor reactor coolant pump vibration monilormg 
program 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 88/03/02 2pp 
44665 241 44665 242 

8803140433 Forwards Amend 27 to License NPF 4l & salely evaluation Amend revises 
Tech Specs in numboi of areas in ordor to be consistent w/Tech Specs for Units 2 &. 
3 

LICITRAEA Project Directoiaio V 60/03/02 VAN BRUNT, E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 44675 256-44676 116 

-6603140434 Amend 27 to Licoiise NPF-4 1, revising Tech Specs in number oi areas in 
Order lo bo consistent w/Toch Specs for Units 2 & 3 

KNIGHTON.G Project Direclorato V 66/03/02 113pp 44675 258 44676 114 

-861)3140435 Saloly evaluation supporting Amend 27 lo License NPF-4 1 

* Olfico of Nuclear Reactor Regulation, Director (Post 870411) 08/03/02 4pp 
44676 115 44676 118 

BBO 3 160002 Submits acldl info on mainl history of mullislud tensioner & justification for 
continued operation Floor layout end 

VAN BRUNT.EE Arizona Nuclear Power Propet (lormerly Arizona Public Service 
Go) 88/03/02 MART'N.JB Regiori 5, Ofc ol the Director 5pp 44695 246 
44696 250 

8803090037 Conlirms 860302 tcicon. re evalualion ol justification for continued 
ooeralion Agreed that continued operation of plant presents no unduo risk lo public 
lieallh & safely Util 000302 llr received which confirms info provided by T Polich 
(CRUTCHFIELD, D Division of Reactor Projocls - III, IV, V & Special Projects (Post 
870411) 00/03/04 K1RSCH,D Region 5, Ofc ol the Oireclor 2pp 44649 023- 
44649 030 


P Operating license stage documents & correspondence 

0603310056 Forwards revised Tech Spec pages lo correct mirror adminislralivo error in 
87)021 Amend 24 to License NPF 41 per 871211 request 

LICITRA.EA Project DIrocloraio V 68/01/15 VAN BRUNT.EE Arizona Nuctoar 
Power Projocl (formerly Arizona Public Snrvico Co ) 4pp 44919 206-44919 303 

• 0604110105 Errata to Amend 24 to Liconso NPF 41, reflecting admimslrotive chongo to 
Tech Specs 3 10 2 & 3 10 4 which contain special tost exceptions 
^ NRC * No Detailed Affiliation Given 06/01/15 4pp 44919:300 44919 303 

6662290002 Forwards roaponse to Generic Ltr 08 02 ro ISAP II 
VAN BRUNT, EE Arizona Nuclear Power Pro|ocl (formerly Arizona Public Service 
Co ) 83/02/17 Documonf Confrof Grarrch (Docufuont ConUoi Desk) 2pp 11552 J62- 
44552 163 


-0603090040 Addresses maint history ol mulli stud tensioner * stud handling vehiclo 
castor bearings & ongineoring hisloru for multi stud tonsioner stud handling vehicle 
failure, per -requost made at 680229 mooting 

VAN BRUMT.C E Arizona Nuclear Power Proiecl (formerly Arizona Public Servico 
Co) 80/03/02 MARTIN JQ Region 5, Ofc of tho Director &pp 44649 026 
44649 030 

6803160079 Forwards Amend 20 lo License NPF*41 & safely evaluation Amend revises 
Tech Spec 3/4 5 1. “Safoly Injection Tanks’ by raising tower limit of boron concentra 
tion & changing surveillance roquiromonl for boron concentration 
LICITRA,EA Proiecl Directorate V 06/03/94 VAN BRUNT.EE Arizona Nuclear 
Power Project fformorly Arizona Public Service Co ) 3pp 44736 262 44736 274 

-0003100084 Amend 28 to License NPF 41, revising Tech Spec 3/4 5 1, "Safoly Injec 
lion Tanks" bv raising lower limit ol boron concorUration & changing survoil lance to 
quiromonl lor boron concentration 

KNIGHTON, GW Project Director ato V 68/03/04 7pp 44736 265 44736 271 


6602250195 Generic Ltr 60 04 to alt nonpower reactor liconseos ro distrlbutlor\ of gems 
irradiated in research reactors Sve list onci 

MIRAGLIAjFJ Associate Director for Projects (Post D704 11) 60/02/23 Consolidated 
Edison Co of Now York, Inc 1 tpp 44553 345 44553 355 


'0803100006 Safety evaluation supporling Amend 26 to License NPF-41 
* Office of Nuclear Reactor Regulation, Director (Post 0704 tl) 66/03/04 3pp 
44736 272*44736 274 


8B03090199 Roquests addI info ro Implomontatlon ol TMI Aclion Plan Horn II K 3 6, per 
861124 response lo Generic Hr 06 06 Info roguosied within 2 wks of receipt of ltr 
LICITRA,EA Project Direclorato V 00/02/23 VAN BRUNT.EE Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 5pp 44657 270-44657 202 


8803160092 Forwards Amends 30.t7 & 5 to Licenses Npr-41,NPF 51 & NPF.74,re 
gpeclivety & saloly evaluation Amends roviso Tech Spec Sochon 6 lo change clue 
date roquiromorU for annual radrofogicaf repts 

DAVIS,M J Project Directorate V 60/03/07 VAN BRUNT.E E Arizona Nucloar Power 
Proiecl (formerly Arizona Public SonviceCo) 3pp 44736 101 44736 120 


8003010394 Discusses ro exam of diesel ger^oralof cooling & ossontial •cooling water 
ays on plant, per 850530 commitment No evidence of microbiologically induced corro 
sran or stress carrosron crackirtg observed 

VAN BRUNT.E E Arizona Nucloar Power Projeef (formorly Arizona Public service 
Co) 86/02/24 Document Control Branch (Document Control Dobk) 2pp 44542 145 
44542 146 

8803080325 Application for amends to Licenses NPF-4 1,NPF-51 S NPF 74, correcting 
aclion statemer^t on Tech Spec Table 33 1 ro excore tog power channels Foo paltf 
VAN BHUNLE E Arizona Nucloar Powor Project (formerly Arizona Public Sorvico 
Co) 06/02/26 Document Control Branch (Document Control Desk) 5pp 4466S267- 
44665 274 

-0803000330 Proposed Tech Spoc Table 3 3-1, “Roaclor Protectlvo Instrumental ion,“ 
changirig action statements for excoro log power channels 

‘ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/02/26 3pp 
44665 272-44665 274 

8803150101 Forwards Amends 26,15 & 3 lo Licenses NPF 4t,NPF51 & NPF-74,fo 
spoclivaly & safety evaluation Amends roviso Table 3 3 6 In Tech Spoc 3 3 3 1 by 
ctianging detoclablo range of mam steam line effluent monitors 
LICl'mA.EA Project Oirectoralo V 86/02/26 VAN BRUNT.EE Arizona Nucloar 
Power Prelect (formerly Arizona Public Service Co) 3pp 446D9 106 44669 1 25 

-6603150107 Amends 26.15 & 3 lo Licenses NPF-4 1,NPr-61 & NPF-74, 
respectivoly, revising Table 3 3 6 in lech Spec 3 3 3 1 by changing doleciablo rarigo ol 
main steam line elfTuent monitors 

KNIGHTON.G W Project Direclorato V 08/02/26 15pp 44669 109 44669 1 23 

-88031S0112 Safety evaluation supporting Amends 26,15 & 3 lo Licenses NPF-41.NPF- 
51 & NPF-?4,fespecltvoly „ 

• Office of Nucloar Reactor Regulation, Director (Post 070411) 86/02/26 2pp 
44689 124 44689 125 


-8803180094 Amends 30,17 & 5 to Licenses NPF41,NPF-G1 & NPF-74, 

fospectivoly, revising Tech spoc SecUon 6 to change duo dale requirDment for annual 
radiological repts required by T ecfi Spec 6 9 14 

KNIG)tTON.GW Project Direclorato V 08/03/07 15pp 44736 104 44730 116 


■8803100095 Safely ovalualion supporting Amends 30,17 & 5 to Licenses NPF 41, NPF 
51 & NPF-74.resneclivoly 

* Office ef Nuclear Reactor Regulation, Director (Post 870411) 68/03/07 2pp 
44736 119-44736 120 


0003210430 Forwards Amends 29,16 & 4 to Llconsos NPF-41 »NPF 51 & NPF-74,ro- 
spectlvety & solely evaluation Amends roviso Tech Spoc Section 6 to incorporate 
changes roflocting rovisod plant organizational structure 

DAVIS, MJ Projecl Directorate V 80/03/07 VAN BRUNT.EE Arizona Nuclear Powor 
Pro|Cct (formerly Arizona Public Sorvico Co,) 3pp 4475S 193-44755 212 


-6803210440 Amends 29,16 & 4 to Licenses NPF-41, NPF 51 & NPF 74, 

rGSpeclivoty.iovising Tech Spec Section G to incorporate changes reflecting revised 
plant orgamzafionaf structuro 

KNIGHTON.G W Project Directorate V 06/03/07 15pp. 44755 196-44755 210 

-6803210448 Safely evaluation supporting Amends 29,10 ^ 4 to Licenses NPF 41,NPF- 
51 & NPF-74.rospectivoly _ ^ 

• Olfico of Nuclear Roaclor Regulation, Director (Post 870411) 66/03/07 2pp 
44755 21 1 44755 212 


8003220280 Forwards design bases manual section re auxiliary leeciwatcr 
sys associated sections from design criteria manual & sys descriptions manual for 
review per 600229 request Brief description of manuals & usos also end 
VAN BRUNT.EE Arizona Nuclear Powor Project (formerly Arizona Public Service 
Co) 06/03/10 MARTIN, JB Region 5. Ofc of tha Director 82pp 44786 315- 
44767 036 
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8803220364 Genenc Llr 88 05 lo all licensees of operating PWRs & holders of CPs for 
PWHs re bone acid corrosion of carbon steel reactor pressure boundary componenls 
in PWR planis Sve list end 

MIRAGLI/\,F Associate Diireclor for Projects (Post 070411) 60/^03/17 Consolidalod 
Edison Co ot ffow York, Inc 43pp 44879 084 44B79 126 


Q Inspection reports, l-E Bulletins & correspondence 

8803080199 Forwards insp Repts 50 528/80 04.50*529/88 04 & 50 530/88 04 on 
68020 1 05 No deficiencies or violations noted 

WENSLAWSKI.F A Region 5, Ofc of the Director 88/02/18 VAN BHUNT.EE Arizo 
na Nuclear Power Project (formerly Arizona Public Service Co) 2pp 44622 075 
44622 081 

•-8803080211 Insp Repts 50-528/88 04.50 629/06 04 S 50 530/BB-04 on 880201 
05 No violations or deviations noted Major areas inspected emergency preparedness 
program.including exams of changes lo emergency plan & procedures 
BROWN.GA, FrSH.R Region 5, Ofc of the Director 88/02/19 5pp 44622 077* 
44622 081 

8603010308 Responds lo NRC 871216 requasi for addl info re bolting insp conducted 
on 861201 12 Conlrols & procedures considered lo adequately ensure fasteners usod 
in plant meol requisite specs A requiremanls 

VAN BRUNT.E £ Arizona Nuclear Power Project (formerly Arizona Public Service 
Co ) 88/02/22 Document Control Branch (Document Conlrol Desk) 7pp 44531 07fl* 
44531 004 

0803000372 Forwards Insp Repis 50-528/88-03.50 529/88 03 & 50 530/08 03 on 
0801 12 15 A notice of violation Understands that work praticos re sorting of radioac 
live trash will char^ge 

WENSLAWSKI.F A Region 5, Ofc of the Director 68/02/22 VAN BRUNT.E E Arizo 
Pia Nuclear Power Proiecl (formerly Arizona Public Service Co) 2pp 44626 174- 
44626 too 

-8803080376 Nolice of violation from insp on 800112-15 Violalion noted as of 
8001 12, notice of violation re radiofogicat working conditions received by licensee on 
800107 no1 posted 

WENSLAWSKI.F A Region 5. Ofc of Iho Direclor 88/02/22 Ip 44626 17C 
44626 176 

-8803080385 Insp Rcpls 50 528/88 03,50-529/66 03 A 50 530/80 03 on 880112- 
15 Violations noted Major areas inspected in ofc roviow of licensee repts.liconseo 
action on previous insp findings S Unil 3 radralion protection 
YUhlAS.G P . NORTII.H S . CICOTTe.G R Region 5. Ofc of the Direclor 68/02/19 
13pp 44626 177 4462G 190 

8003140221 Forwards Special Insp Ropts 50 528/88 07,50 529/88 07 & 50 530/08 07 
on 6B0127 29 Viotaiions noted Concerns ro numerous checking & lesting require- 
ments ol program expressed 

MARTIN.J B Region 5. Ofc of Iho Otroclor 3B/02/24 VAN BRUNT.E E Arizona Nu- 
clear Power Project (femnorly Arizona Public Service Co) 2pp 44697 231-44697 242 

-0QO314O236 Insp flepls 60 526/8 8 0 7.50-520/88 07 & 50 530/68 07 on 080127- 
29 Violations noted Major areas inspected followup on lER 50-528/07-25, describing 
circumstances surrounding mods made lo sloarn driven auxiliary feedwater pumps 
JOHNSON, A, RICHARDS.S Region 5. Ofc of tho Director 80/02/24 lOpp 
44697 233-44697 242 

6003160290 Forwards "Unit 1 Steam Generator Eddy Current Exam Firsl Refuolrng 
Outage for Oc1 1907,’' special repl 

HAYNES.J G Arizona Nuclear Power Project (formeriy Arizona Public Service Co) 
88/02/24 Document Ccnirol Branch (Document Conlrol Dosk) Ip 44717 015- 
44717 030 

"8003 150307 "Unit 1 Steam Generator Eddy Current Exam First RofuePing Outage ior 
Ocl 1907* 

ANDERSON, M Arizona Nuclear Power Project (formerly Arizona Public Sorvtco Co) 
08/01/07 15pp 44717 016 44717 030 

8003080276 Forwards respor>se lo flJ Palo roquQSl for justification for conlinued oper- 
ation of Unit 1 & inability of Control Elemcnl Assembly 56 to reliably drop during 
testing Add! info solicited by C E & followed 

VAN BRUNT.E E Arizona Nircloar Power Project (forme rly Arizona Public Sorvico 
Co) 88/02/25 MARTIN.J B Region 5. Ofc of Iho Director 46pp 44622 227- 
44622 272 

8092230035 NRC Info Notice 08 006, "Foreign Objects in Steam Generators’' Sve list 
onci 

ROSSI.CE Division ol Oporalional Events Assessment (Post 070411) 88/02/29 
Consolidated Edison Co or Now York. Inc HCpp 44554 253 44555 009 

8803220144 Forwards Insp Repts 50 528/88 0 5,50-529/60 05 A 50 530/06 05 on 
8 B0201 05 No violations noted 

SCARANO.HA Region 5, Ofc of the Drroctor 88/03/04 VAN BRUNT.E E Arizona 
Nuclear Power Project (forrrerly Anzor>a Public Service Col 2pp 44804 271- 
44804 205 

-8B93220145 Insp Ropts 50-528/B0-05, 50 5 29/60 05 S 50 530/BB 05 on 880201- 
05 No violalion or devialions noted Major areas inspected previous insp findings.Unit 3 
radialioo protection A radwasle startups A followup repts of nonroulmo events 
NORTH, H S . CICOTTE.G R . YUHAS.G P Region 5, Ofc of Ihe Director OB/02/29 
13pp 44804 273-44004 285 

8003020936 NRC Info Notice 88 007, '’Inadvertent Trarksfor of Licensed Mall to Uncon 
trolled Locations ” Sve list end 

CUNNINGHAM.R E Division ol Industrial A Medrca! Nudear Safely (Post 070729) 
08/03/07 Corisolicfated Edison Co of New York, Inc I2pp 446730()1 44073012 

6803170305 Forwards correct list of approved faslenei suppliers/mfgs, replacing info in 
080222 response to NRC request for add I info ro bolting insps conducted on 861 201- 
12 

VAN BRUNT.E E Anzana Nuclear Power Project (formerly Arizor)a Public Service 
Co) 86/93/07 Document Conlrol Branch (Document Conlrol Desk) 9pp 44733 222 
44733 230 


8803240033 Forwards Exorn Rept 50 520/OL 88 01 for exams administered on 080 11 V 
15 A 25 29 Seven senior reactor operator A nine roactor operator cand datos met 
qualilications lor licensing Repl lor all three units 

PATE.R J Region 5, Ofc of the Director 88/03/09 VAN BRUNT.E E Arizona Nudear 
Power PrO|0d (formerly Arizona Public Service Go ) 2pp 44849 270 14050 124 

- 0803240039 Exam Repl 50 520/OL 80 01 or> 8801 11 1 5 A 25 29 Exam results Seven 
senior reador operator A nine reaclor operator (RO) candidates passed both written 8 
oral exams A one RO canclidale failed written A operating exams 
COE.D. ROYACKM, EUN.JO Region 5, Ofc of the Director 08/03/01 iSOpp 
44049 272 44B50 124 

8893040062 NRC Bullelin 88 003, “Inadequate Latch Engagement In HFA Typo Latch 
in.g Relay Mlo by GE ’ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 33/03/10 
Consolidated Edison Co of New York. Inc 12app 44673 192 44673 319 

8803220271 Forwards Special Plant Event Evalualion Repl (SPEER), 87-02 019, "Mods 
(0 Valves UV134 A SGA UV13B Render 2AFA-P01 on 8/1 127,' conducted os rosull 
ol Insp Repts 50 528/00 07. 50 529/80 07 A 50 530/80 07 

VAN BRUNT.E E Arizona Nuclear Power Protect (formerly Arizona Public Service 
Co) 88/03/10 MARTIN.J B Region 5, Ofc ot the Diroctor Hop 44707 153 
44707 195 

-0003220324 Special Plant Evenl Evaluation Repl 07 02 019 A Mods lo Valvos SGA 
UV 134 A SGA UV 13Q Render 2AFA P01 on 071127 

GARCHOW.DF, WALOREP.G W . CLYDE, ML Arizona Nuclear Power Projocl (for 
merly Arizona Public Soivice Co) 87 02 019 08/02/16 32pp 44787 1C4 44707 195 

0803230039 Responds to NRC 671222 llr re violations noted in Insp Repts 50-528/87 
39.50-529/67-38 A 50 530/07 40 on 071 101 1205 Corrective actions guidanco pro 
vided to maint planners/ coordinators evpluated A revised 

VAN BRUNT.E E Arizona Nuclear Power Projocl (formerly Arizona Piihlrc Service 
Co) 80/03/10 MARTIN.J 6 Region 5, Ofc of the Director 2pp 44B49 003 
44649 094 

8003080140 NRC Info Notice 68 000. "Cliemical Reactions W/Radwaslo Solidihcahon 
Agents " Sve list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/1 4 
Consolidated Edison Co of New York, Inc 120pp 44772 253 14773 012 

8803210072 Forwards Director's Decision 08 02,donying 07042/ petition to provide 
refiof by issuing order to show cause why notice of violation should not tjo issued A 
civil penal^ assessed against util based on 070120 oveni 

MURLEY.TE Oflire of Nuclear Reactor Regulation, Director (Post 870411) 00/03/ 
14 SCOTT.M L Coalition for Rosponsiblo Energy Education KAUFMANN.J Vnlloy of 
IhG Sun Gray Panthers 2pp 44773 013 44773 042 

-a80321007C Director's Decision 00 02 denying 070427 petition lo provide relief by is- 
suing order lo shew cause why notice of violation should not be issuod & civil penalty 
assessed against util based on 870120 evont 

MURLEY.TE Office of Nuclear Reactor Regulation Director (Post 070411) 00/03/ 
14 Gpp 44773 015 44773 022 

-0803219078 Notice of issuance of Director's Decision 08 02.(ienying ML Scott A J 
Kauffman 870427 polilion on behalf of fisted potilionors.under 10CFH2 206 
MURLEY.TE Offico of Nuclear Rudclor Regulation, Director (Post 870U1) 00/03/ 
14 3pp 44773 023 44703 042 

8803290002 Forwards Insp Repis 50 520/80 06,50 520/80 06 A 50-530/00 06 on 
680291 05 No violations noted Notes concerns identified in firo proloclion area re spn 
nous control room fire protection annunciators A backlogged mainl iloins 
PATE.R J Region 5. Ofc o! the Director 08/03/14 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 44903 257 44903 260 

-8803290004 Irysp Ropts 50 528/88 06.50 529/00 06 A 50 530/09 06 on 880201- 
05 No violations noted Major areas inspected closo out of provroiisly Idontifiod open 
Items A evaluate adequacy of Implomenlalion of routine firo proloclion program 
RAMSEY.S, RICHARDS.S Region 5. Ofc of Iho Director 00/03/11 lOpp 
44903 259 44903 268 

8803219553 Informs that 07091 1 response to 870700 NRC Bulletin 07-001 re liconsco 
programs for monitoring pipe wall thickness being used to determine ox tool of industry 
participation A implementation of erosion/corroslon insp programs 
DAVIS, MJ Project Diroclorale V 08/03/16 VAN ORUNT.E E Arizona Nuclear Power 
Projocl (formeriy Arizona Public Sorvico Co ) 3pp 44746 344 44746 346 

8803290060 Discusses fnsp Ropts 60 528/07-37,50 529/87 36 A 50-530/07-38 on 
871102 06 A forwards notice of violation Five of util aclivHios not conducted in lull 
compicanco w/ requirements 

PATE.R J Region 5. Ofc of Ihe Director 88/03/17 VAN BRUNT.E E Arizona Wucloar 
Power Profect (formerly Arizona Public Service Go ) 2pp 44903 287-44903 290 

-8603290051 Notice of violation from insp on 871 102-06 Violation notod Limitorqun 
valve operators Inside conlainmenl not shown lo be qualified becauso of doviat'ons 
from qualification lost specimen configurations 

PATE.n J Region 5. Ofc of the Director 88/03/17 2pp 44003 209 44903 290 

8093140204 NRC Into Notice 86 009, "Reduced Reliability of Steam- Driven Auxiliary 
Feedwater Pumps Caused by Instability of Woodward Pu PL Typo Governors ’ Swe 
list encl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/03/10 
Consolidated Edison Co of Now York, fnc 121 pp 44057 058 44857 178 


R, Periodic operating reports A related correspondence 

8003030229 ''Statislicaf Summary Repl of Personnel Monitoring 1907 " W/Q80226 itr 
VAN BRUNT.E E Arizona Nuclnar Power Protect (formerly Arizona Public Sorvico 
Co) 87/12/31 4pp 44560 204 44580 207 

8803080338 '‘Semiannual Radioactive Effluent Roloaso Repl.JuJ-Oec 1987" W/880226 
llr 

VAN BRUNT, EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 87/12/31 70pp 44674 232 44674 300 
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8803160164 Monthly operaUng lepls lor Feb 1980 W/080315 Hr 
HULL J L HAYNES J G Ancona Nuclear Power Project (formerly Arizona Public Serv 
ice Co) fie/0?/29 18pp 44726 303 44726 320 


S Reportable occurrences, LEPs & related correspor^dence 


8603080078 LER 07 010 01 on 870027, reaclor Inp occurred due to axial shape index of 
reactor core Caused by deficient procedure Procedural enhancements 
imptememeb W/6ao2l9 Hr 

SH RIVER T D , HAYNES.J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 86/09/19 6pp 44613 349 44613154 

0603220026 Part 21 repi re defect in operation of gas monitors using fixed filters Inmally 
reported on B0O212 Ctiused by error in software for monitors Vendor testing mod to 
software & in interim recommends changing filters every 48 h 
STANLEY.L A Kaman Instrumentation Corp 86/02/22 Regior^ 4. Ole of the Director 
3pp 44848 327 44846 329 

8803160141 LER 86 008 00 on 880212,RCS (oakage monitor declared inoperable due 
to notdication of particulate chango out excess Caused by personnel error Chango-oul 
periodicity revised to once per 24 h W/08031 1 Hr 

SHRIVER,T O , HAYNES.J G Arizona Nuclear Power Project (formorly Arizona Public 
Service Co) 88/03/11 8pp 44710 064 44710 070 

8B031S0145 LER 80 007 00 on 660211 survelllanco requirement performed late Caused 
by personnel error in that chemistry lochnicran did not follow approved 
procedure Technicians counseled on importance of procedural oompIranceW/OSOSIl 
Ur 

SHRIVERJ 0. HAYNES.J G Arizona Nuclear Power Project (formorly Arizona Public 
Service Co) 86/03/ it 4pp 44710 071 44710 074 

6803240393 Discusses 000315 Operating Reactors Events Meeting 68 11 List of 
altcrideos, events discussed & tabulation of long term followup assignmenfs detailed m 
ends 

LANNINGW Events Assessment Qranch 88/03/15 ROSSI CE Division of Ooer 
alional Events Assessment (Post 87041 1) 1 7pp 44090 264 44B90 300 


V> Operator Examinations 


0803240033 Forwards Exam Rept 50 52B/OL 88 Ol tor exams admlnisloroU on 08011 1- 
15 & 25 29 Seven senior reactor operator & nine reactor operator candidates mol min 
Qualificaiicns for licensing Rept for all three unils 

PA7E.R J Region 5, Ole of Ihe Director 68/03/09 VAN BRUNT E E Arizona Nuclear 
Power Project (formorly Arizona Public Service Co) 2pp 44649 270 44850 t24 

8093240039 Exam Rept 50 528/OL-88 Of on 0601 1 1 15 & 25 20 Exam results Seven 
senior reactor operator & nine reactor operator (RO) candidates passed both written & 
oral exams & one RO candidate failed wriUon & oporotinn exams 
COE,0. JOHNSTON.GW, MEADOWS.! Region 8. Ofc of the Director 08/03/01. 
150pp 44B49 272 44850 124 


DOCKET STN-50^529 PALO VERDE NUCLEAR STATION, UNIT 2 


F Sflcurlly, medical, emergency & Hro protection plans 


BB03080199 Forwards Insp Ropts 50 526/68 04,50 520/60 04 S 50 530/08^04 on 
QD0201 05 No doficioncios or violations noted 

WENSLAWSKI.F A Region 5. Ofc of the Director 88/02/10 VAN ORUNLEE Arizo 
na Nuclear Power Project (formerly Arizona Public Sorvico Co) 2pp 44622 075 
44622 OBI " 

■ 8603000211 Insp Repts 50 528/68 04.50 520/88 04 & 50 530/88 04 on 000201* 
05 No violations or deviations noted Major areas inspected omergoncy proparodnoss 
piogr am, including exams of changes to cmorgoncy plan & oroceduros 
BROWN, G A Region 5, Ofc of tbo Director 88/02/19 5pp 44622 077 44622 081 

0003230039 Responds to NRG 871222 Ur re violations noted In Insp Repls 50 528/87* 
39,50 529/07*38 & 50*530/87-40 on 871101*1205 CorroclLvo actions guidance pro 
vided to maml planners/ coordinators evaluated & revised 

VAN 0RUNTXE Arizona Nuclear Powor Project (formerly Arizona Public Sorvico 
Co) 88/03/10 MARTIN, JB Region 5. Ofc of the Director 2pp 44849 091 
44640 094 

BB03290002 Forwards Insp Roots 50 528/08-06,50*529/88-06 & 50-530/00-06 on 
880201 05 No violations noted Notes concerns identified in hro protection area re spu 
nous control room fire protection annunciators & backlogged maml items 
PATE.R J Region 5. Ofc of the Director 08/03/14 VAN'BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 44003 '257-44903 268 

"BB03290D04 Insp Repts 50-528/80 06.50-529/88 06 & 50-530/DB08 on 880201 
05 No violations noted Major areas Ins j^ected close out of previously identiftod open 
Items & evaluate adequacy ol implementation of routine fire protection program 
RAMSEY, S Region 5, Ofc of the Director 08/03/41 lOpp 44903 259 44903 268 

0003160051 Forwards Amend 10 to security plan & Rev 6 to security training & quallfi 
cation plan Plans withheld (ref 10CFR73 21 & 2 790(d)) 

VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 80/03/15 Document Control Branch (Document Control DesK) 2pp 44781 161 
44781 162 


I Financial Information 


6B033003fl4 Forwards annual rept to SecuntiQS & Exchange Commission & cash (low 
statement for yr ending Dec 1987 

ADAMS, J B Soulhern California Edison Co 88/03/21 Document Conirol Branch 
(Oocumant Control Desk) 44pp 44979 143 44979 186 


K, Utility Final Safety Analysis Report (FSAR) & amends 


8003240075 Forwards updated FSAR for Palo Verde Nuclear OJenerating Slalion, Units 
1,2 & 3,Vols 1 19 Descripldon of adherence to 10CFH50 71fot also end 
VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 08/03/10 Oocumant Conirol Branch (Documeni Control Desk) 5np 44922001- 
44944 113 

— BB0324Q082 Updated FSAR lor Palo Verde Nuclear Generalinq Slation.Vols 1-19 

* Arizona Nuclear Power Project (formorly Arizona Public Service Co) B8/93/10 
1 1 .OOOpp 44922 006 44944 1 1 3 

<•-0003240105 Chapter 1, ‘Inlroduchon & General Description ol Plant, to Palo Verde 
Nuclear Generating Suiiion updated FSAR V//nino oversize oncis 
■ Arizona Nuclear Powor Project (formerly Arizona Public Service Co) 06/03/10 
200pp 44922 051 44922 360 

-B0O324O1O8 Chapter 2, "&ite Characlertsticsi/' lo Palo Verde Nuclear Generating Sla- 
lion updated FSAR W/eighl oversize figures 

* Arizona Nuclear Power Pro|ccl (formerly Arizona Public Service Co) 88/03/10 
2.000PP 44923 001 44925 076 

-8BO3240118 App 2A. ' Responses lo NRC Requosls for Info;’ lo Palo Verdo Nuclear 
Goncrating Station updated FSAR W/two oversize ends 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co), 80/03/ 10 
tOBpp 44925 077 44925 169 

- 8803240121 App 2B. ‘ Annual Joint Frequoficy Distributions of Wind Speed & Wind Di 
ruction by Atmospheric Stability Class lor Palo Verde Nuclear Genera ling Stalion 
Based on 35 FI Winds (730013 700613);' to Palo Verdo updated FSAR 

* Arizona Nuclear Power Project (formorly Arizona Public Soryice Co ) 00/03/10 7od 
44925170 44925 175 

-6003240125 App 2C. ‘'Annual Joint Frequency Distnbulions of Wind Speed & Wind Di 
roetcon by Atmosphanc Slabilily Class for Palo Verdo Nuclear Qoneraiinn Station 
Based on 200 Ft Winds (730813 760813).' lo Palo Vordo updated FSAR 

* Arizona Nuclear Power Project (formorly Arizona Public Service Co) 88/03/10 7 dp 

44925 176-44925 181 . 

-0803240128 App 2D, "Geological Mapping of Excavations lor Category ) Structures," 
to Palo Vordo updated FSAR W/(ivo oversize ends 

* Arizona Nuclear Power Projoci (formerly Arizor^a Public Service Co) 09/03/10 
36j>p 44925 182 44925 208 

-0803240129 App 2E. "Lab Tests," lo Palo Verdo Nuclear Generating Station updated 
F SAfl 

* Arizona Nuclear Power P/oioct (lormorly Arizona Public Sorvico Co) 88/03/10 4pp 

44926 209 44925 211 


•8003240131 App 2F. "Summary ol Subsurface ExploraUon," lo Palo Vordo Nuclear 
Gor rating Stalion updated FSAR 

* Arizona Nucloar Powor Project (formerly Arizona Public Sorvico Co) 68/03/10 
16pp 44925 212 44925 227 

♦8093240133 App 2(3, "Summary of Pornioabitity Testing, “ lo Palo Vordo Nuclear Gon- 
omtiqg Slabon updaled I SAR 

* Arizona Nucloar Power Projccl (foimpf!|y Arizona Public Service Co) 88/03/ 10 
15pp 44925 228 44925 242 

-0803240137 Chapter 9, "Auxiliary Sys,“ lo Palo Vordo updated FSAR W/lwo hundred 
& twenty soven oversize ends 

' Arizona Muefoar Power Projoef (formeny Arizona Public Service Co) 68/01/10 
leOOpp 44933 274 44936 086 

•0803240142 App 9A, ‘Responses lo NRC RuquQsts lor Info," lo Palo Verdo updated 
FSAR 

* Arizona Nucloar Powor Project (formerly Arizona Public Service Co) 68/03/10 
I30pp 44935 087-44936 2)5 

■8803240146 App 90. "Firo Protection Evafuaficn Rcpl," fo Palo Verdo updated 
FSAR W/thirly soven oversize ends 

* Arizona Nucloar Power Prolecl (forrT\orly Arizona Public Service Co) 6B/03/10 
600pp 44935 216 44939 037 

'6003240150 Chapter 10. "Sloam & Powor Conversion Sys," to Palo Verdo updated 
FSAR W/ seventy ono oversize enefs 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 88/03/10 
4O0pp 44939 038-44909 286 

>0.003240152 App lOA. "Rosponsos lo NRC Requests for Info" lo Palo Vordo updated 
rSAR 

* Arizona Nucloar Power Project (formerly Arizona Public Service Co) 88/03/10 
I8pp 44939 287-44939 302 

■8003240155 App lOB, "Auxiliary Feodwater Sys Rcliabitily Analysis,*' lo Palo Verde 
updated FSAR VV/SfxfeGrt overs»zo onefs 

* Arizona Nucloar Power Projacl (formerly Arizona Public Service Co) 08/03/10 
t73pp 44939303 44 940 Oje 

8603240163 Chapter 11, "Radwa^te Wgl,” lo Palo Verdo updated FSAR W/forly 
ovGfsrzo ©nefs 

* Arizona Nuclear Power Projecl (formerly Artzorts Public Service Co) 08/03/10 
4O0pp 41910047 11910 202 

‘8003240179 App 1 lA. "Rosponsos to NRC Requests for Info," to Palo Verde updated 
F8AR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 68/03/10 8pp 
44940 S9 3-44940 300 

8003240183 Chapter 12, "Radiation Prolecllon," to PaCo Verdo updated FSARW/forly 
two oversize ends 

* Arizona Nucloar Powor Project (formerly Arizona Public Service Co) 88/03/10 
300pp 44940 301 44941 163 
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* 8803240164 Chapter 3, Design of StfiiC lures, Comp onenls.Equrpmenl S Sys," lo Palo 
Verdo updated FSAR VV/sixty oversize ends 

' Arizona Nuclear Power Proiecl (formerly Arizona Public Service Co) 8B/03/10 
l.aoOpp 44925 243 44927 320 

••8803240 186 App 1 2A Responses lo NRC Requests lor Info, " lo Palo Verde updated 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
I2pp 44941 164-44941 174 

*•0803240 18B App 3 A. Responses lo NRC Requests for Info lo Palo Verde updated 
FSAR W/four oversize drawings 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 8B/03/10 
42pp 44927 321-44928 006 

* 8003240189 App 120, “Palo Verde Nuclear Generating Slalion Reviews lo Achieve 
ALARA Design,’ lo Palo Verde updated FSAR 

’ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/ 10 
lOpp 44941 175-44941 183 

- 8803240190 App 3B, 'Computer Programs Used in Structural Designs," to Palo Verde 
updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
700pp 44928 007-44929 009 

- 8803240194 App 3C. ‘Design of Structures for Tornado Missile Impacl." lo Palo Verde 
updalod FSAR 

* Arizona Nuclear Power Projecl (lormerly Arizona Public Service Co) 88/03/10 
49pp 44029 010-44929 053 

--8B03240196 Chapter 13, “Conduct of Operations," lo Palo Verde updated FSARW/ 
SIX oversize ends 

* Arizona Nuclear Power Projecl (formerly Arizona Public Service Co) 88/03/10 
1l9pp 44941 184-44941 285 

-8803240197 App 3D, "Seismic Response Spectra, " to Palo Verde updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
40pp 44929 054 44929 094 

*-8803240199 App 3E, Enviror> & Seismic Dualification Parameters of Safety Related 
Equipmenl," to Palo Verde updated FSAR 

■ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
1Bpp 44929 095 44920 111 

-0803240202 App 3F. "Tangential & Radial Shear," to Pafo Verde updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
12pp 44029 112-44929 122 

-8803240207 App 1 3A Responses lo NRC Requests for Info." to Palo Verde updated 
FSAR 

* Arizona Nuclear Power Project {formerly Arizona Public Service Co) 88/03/10 
32pp 449^11 206-44941 315 

-8803240210 Chapter 14, "Initial Test Program.” lo Palo Verde updated FSAR W/one 
oversize end 

* Arizona Nucloar Power Project (formarly Arizona Public Service Co) 68/03/10 
44pp 44941 316-44911 356 

-8003240211 App 3G “Seismic Stresses in Underground Slructuros," le Pafo Verde 
updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
3Cpp 44929 123-44929 157 

••8803240215 App 3H. "Lateral Earih Pressure on Foiindalion d Retaining Walls," to 
Palo Verde updalod FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/03/10 Opp 
44929 156 44923 164 

* 6^003240216 App 14A, "Responses lo NRC Requosis for Info." to Palo Verde updalod 

* Arizona Nuclear Power Projecl (lormerly Arizona Public Service Co) 68/03/10 
2?pp 44941 357 44942 021 

-8803240218 Chapter 4, "Reador." to Palo Verde updalod FSAR 

* Arizona Nuclear Power Project (lormorly Arizona Public Sorvico Co) 88/03/10 
37pp 44929 165 44029 189 

-6^03240219 App 14B, "Preoperational Tost Doscriplion," lo Palo Verde updated 

* Arizona Nucloar Power Project {formerly Arizona Public Service Co) 08/03/10 
BOpp 44942 022 44942 099 

-8803240222 Chapter 5, ‘Reactor Coolant Sys & Connected Sys," to Palo Verde up- 
dated FSAR W/e!even ovcrsjzo ends 

' Arizona Nuclear Power Projecl (formerly Arizona Public Service Co) 88/03/10 
525pp 44929 195-44931 001 

-6803240224 Chapter 6, “ESP," to Palo Verde updated FSAR W/lwenty Ihroo oversize 
ends 

’ Artzona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
SOOpp 44931 024 44932 128 

-8003240227 Chapter 1 5, "Accident Analyses," to Pafo Verde updated FSAR 

* Arizona Nuclear Power Projecl (formerly Arizona Public Service Coj 08/03/10 
400pp 44942 10D 44942 260 

-8003240229 Chapter 7, "fnslrumentation & Controls," lo Palo Verde updated 
FSAR W/eleven oversize onefs 

‘ Arizona Nuclear Power PfO|ect (formerly Arizona Public Service Co) 80/03/10 
285pp 44932 173 44932 355 

-0803240238 Chapter 8, "Eleclric Power,’* to Palo Verde updated FSAR W /seventeen 
oversize ends 

' Arizona Nuclear Power Projoct (formerly Arizona Public Service Co) 88/93/10 
200pp 44033 017-44933 211 

-8803240240 App BA. "Responses to NRC Requests for Info," lo Palo Verde updated" 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 80/03/ 10 
19pp 44933 212-44933 230 


-8803240241 App 8B, "Slabitily Curves in Support ol Dynamic Stabilily Analysis,' lo 
Palo Verde updated FSAR W/three oversize ends 

* Arizona Nucloar Power Projecl (formerly Arizona Public Service Co) G8/93n0 
43pp 44933 231 44933 273 

-0803240242 App 15A. "Responses lo NRG Requests for Info " lo PaCo Verdo updated 
FSAR W/ono oversize onci 

* Arizona Nuclear Power Project (formerly Anzor^a Public Service Co) 80/03/10 
1 17pp 44942 269 44942 355 

-8003240245 App 15B. ‘ Dose Models Used lo Evaluate Environ Consequences of Ac 
cide rills," to Palo Vorde updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
29pp 44942 356 44943 019 

-0803240240 App 15C, “Analysis Molhods for Large Sienm Line Breaks," to Palo 
Verde updated FSAR 

* Arizona Nuclear Power Projoct (formerly Arizona Public Service Co) 00/03/10 Dan 
44963 020 44943 027 

-680 3240250 Chapter 16, "Tech Specs.” to Palo Verde uprfaled FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 08/03/ 10 4i>i> 
44943 028 44943 029 

*•8603240254 Chapter 17, “OA," lo Palo Verdo updated FSAR W/four oversize enoli 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/19 
250pp 44043 030-4494 3 243 

-0803240257 App 17A. "Responses to NRC Requests for Info," lo Palo Verde updated 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co) 80/03/ 13 
38pp 44943 244 44943 280 

-0803240268 App 17B, "Glossary of Terms & Oofinilions," to Palo Verdo uj^dnlecJ 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 00/03/10 

44943 281 44943 208 

-08O324O26'O Chapter 18. "TM(-2 Lessons Loarnod Implomentalion Ropl" lo Palj 
Verdo updated FSAR W/five oversize ends 

* Arizona Nucloar Power Project (formerly Arizona Public Service Co) 80/03/ to 
250pp 44943 289 44944 110 

-0003240262 App IGA. "Responses to NRC Requosis for Info," to Palo Vordo updaL o 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co) 08/03/10 4|'p 

44944 111-44944 113 

-8803290048 App 4 A, "Responses to NRC Roquosla for Info." lo Palo Vordo iipdalcJ 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 00/03/10 Gjvp 
44929 190 44929 104 

8603290070 App 5A. "Responses to NRC Requosis for Info," lo Pafo Vordo ipfainl 
FSAR 

* Arizona Nuclear Power Projecl (formerly Arizona Public Service Co) 68/01/10 
22pp 44931 002 44031 023 

• 8603290087 App 6A. "Responses lo NRC Requests for Info." lo Palo Verde U|ii(iib'd 
FSAR 

* Arizona Nucloar Power Project (formerly Arizona Public Sorvico Co) DO/OJ/IO 
47pp 44932 120 44032 172 

0603290096 App 7A, “Responses to NRC Requosis for Info," lo Palo Vordo updati d 
FSAR 

* Arizona Nuclear Power Projecl (formerly Arizona Public Sorvico Co) 68/03/10 
2lpp 44932 356-44933 016 


P. Oporallng license stage documents & corrospondence 

0803010 470 Forwards revised pages to Cycle 2 reload analysis ropl Rovisod pngf>i> ro 
lied changes duo lo coasldown of Unit 2, Cycle 1, Explicit calculalions pDiformcd lo 
assure lhal Cycle 2 analyses remain bounded by Cycle 1 

VAN BRUNT, EE Arizona Nuclear Power Projoct (formerly Arizona Public Boiv-co 
Co) 89/02/18 Document Control Branch (Document Control Desk) 3nn 44531 Ml 
44531 143 

0802250195 Generic Ltr 06 04 to all nonpower reactor flconsoos ro dislnbulion ol qcmi 
Irradiated in research reactors Sve list end 

MIRAGLIA.F J Associate Director for Prolecla (Post 070411) 08/02/23 Consoluliitrrl 
Edison Co of New York, Inc 1 1pp 44553 345 44553 355 

0803090139 Requests addi info re implementation of TMI Action Plan Horn II K 3 S.jyor 
861124 response to Generic Llr 06 06 Info requesled wilhin 2 wks of rocoipl ol Hr 
UCITHA,E,A, Project Directorate V 00/02/23 VAN BRUNT.EE Arizona Nudun; 
Power Project (formerly Arizona Public Service Co.) 5pp 44657 278 44657 282 

8003080325 AppllcalEon for amends to Licensos NPF-41.NPF 51 & NPF 74, cofruLlir>cj 
action slatemenl on Tech Spec Table 33 1 re oxcore log power channels Too paid 
VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Sc we 
Co) 80/02/26, Documenl Control Branch (Documenl Control Desk) 5pp 44665 267 

44665 274 

-8003000330 Proposed Tech Spec Table 3 3-1. “Reaclor Protective InslruinGidalion 
changing acUon statements for excore log power channels 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 00/02/26 3pp 
44665*272-44665 274, 

0893090003 Advises that util response to 870113 telcon re Cycle 2 reload qiiostions 
provided in util 880204 tlr 

VAN BRUNT.EE, Arizona Nuclear Power Project (formerly Arizona Public So wo 
Co) 88/02/26 Documenl Conlrol Branch (Documenl Control Desk) Ip 446G6 2Z5 

44666 226 
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Forwards Amends 26J5 & 3 to Licenses NPF-41,NPF51 & NPF-74,re 
SDDCtively S salely evaluation Amends revise Table 33 6 in Tech Spec 3 33 1 by 
changing deleciabte range of mam steam line effluent monitors 
LICITFIA.EA Project Directorate V 8B/02/26 VAN BRUNT, E E Arizona Nuclear 
Power Protect (formerly Arizona Public Service Co ) 3pp 446Q9 106 44669 125 

• 6603150107 Amenils 26,15 & 3 lo Licenses NPF-41,NPF5t A NPF-74. 
nespeclively, revising Table 3 3 6 in Tech Spec 3 3 3 1 by changing detectable range of 
mam steam line ellluenl monitors 

KN1GHTON.GW Project Direcloratc V 86/02/26 15pp 44609 109 44609 123 

•'6003150112 Safely evaluation supporting Amends 26,15 & 3 to Licenses NPF 4 l.NPF 
51 & NPF-74, respectively 

* Office of Nuclear Reactor Regulation, Director {Post 8704tl) 68/02/26 2pp 
44609 124 44689 125 

^603030214 Advises that util will provide addi info re mam steam lino break roanatysis 
by BB0531,per NRC 060210 request 

VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co> 00/03/01 Document Control Branch (Document Control Desk) ip 44678 344 
44676 344 

SSQ30B9150 Ack receipt of 880225 Itr re justification for continued operation Ju'itificalion 
acceptable No objection offered lo conimued operation 

MARTIN.J B Region 6. Ofc of tho Director 88/03/02 VAN BRUNT, E E Arizona Nu 
clear Power Project (formerly Arizona Public Service Co) Ip 44624 046 44624 046 

6803180092 Forwards Amends 30.17 & 5 to Licenses NPF-41,NPF-51 & Npr-74.fG 
spectively 6 safety evaluation Amends revise Tech Spec Section 6 to chango cJuo 
date requirement for annual radiological lepts 

DAVIS.M J Project Directorate V 86/03/07 VAN BRUNT, E E Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ) 3pp 44736 101-44736 120 

• 13603160094 Amends 30,17 & 5 to Uconses NPF 41, NPF 51 & NPF-74, 

respGcUveiy. revising Tech spec Section 6 to chango due date requirement for annual 
radiolcgical ropls required by Tech Spec 69 14 

KNIGHTON, G W Projecl Direcloraio V 88/03/07 15pp 44716 104 44736 1 Ifl 

-860'31 90095 Safely evaluation supporting Amends 30.17 & 5 to Licenses NPF 41,NPr- 
51 & NPF 74, respectively 

• Office of Nuclear Reactor Regulation. Director (Post 070411) 80/03/07 2pp 
44736 119-44736 120 

6803210430 Forwards Amends 29,16 & 4 to Licenses NPF41.NPF-51 & NPF-74.ro 
spcctively & safely evaluation Amends roviso Tech Spec Section b lo incorporate 
cnariQo-s reflecting revised plant organizational structure 

DAVIS.M J Project Directorate V 8Q/03/07 VAN BRUNT, EE Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ) 3pp 44755 193 44755 212 

• B803210440 Amonds 29,16 & 4 lo Licenses NPF-41,NPF*b1 & NPF-74, 
respectively, re VI si no Tech Spec Section 6 to mcorporato changes reflecting revised 
plant organzallonar structure 

KNIGHTON, GW Project Directorate V 80/03/07 15pp 44755 106 44755 210 

-8603210446 Safely ovatuotlon supporting Amonds 20,16 & 4 lo Licenses NPF 4 l.NPF 
5t & NPr-74, respectively 

• Office o1 Nuclear Roactor Regulation, Director (Post 870411) 08/03/07 2pp 
44755 2U 44755 212 

6803210193 Requests FR publication of notice of Issuance o1 Amonds 18 A 6 lo Li 
censes NPF 51 & NPF 74, rospoclivcly Amends roviso Tech Spec Section 53 1 by In 
creasing maK enrichment for reload fuel lo 4 05 woiqhl percent U 235 
LLCITRA.EA Project Directorate V 80/03/09 Office of Nuclear Reactor Regulation, 
Director (Post 070411) 2pp 44771 350 44771 360 

6803210371 Forwards Amends 18 A 6 to Llconsos NPF*51 A NPF 74, rospcctivoly A 
safety evaluation Amends roviso Tech Spoc 5 3 1 by incrodsing max ennchmoPll for 
reload (uol from 4 to 4.05 weight percent U 235 

LICITRA.EA Projecl Directorate V 80/03/09 VAN BRUNT, EE Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 3pp 44760 164 44760 170 

6803210379 Amends 16 A 6 lo Liconses NPF 51 A NPF-74, respectively, revising Tech 
Spec 5 3 1 by increasing max onnehmont for reload fuel from 4 lo 4 05 weight percent 
U 235 

KNIGHTON.G W Project Oiroclorato V 80/03/09 lOpp 44760 167 44760 176 

-6B03210390 Satety evaluation supporting Amonds 18 A 6 lo Licenses NPF-51 A NPF- 
74 .respectively 

* Project Direcloraio V 08/03/09 2pp 44760 177-44760 178, 

6803220266 Forwards design bases manual sociion re auxiliary foodwalei 
sys,dssoc Idled sections from design criteria manual A sys descriptions manual lor 
review per 800229 request Briel description o1 manuals A uses also end 
VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 80/03/10 MARTIN.J B Region 5, Ofc of Iho Director 02pp 44706 315- 
447B7 036 

6303220364 Generic Ltf 08 05 to all licensees of operating PWRs A holders of CPs for 
PWRs re boric add corrosion of carbon steel roactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIA.F Associate Director for Projects (Post 670411) 80/03/17 Consotidated 
Edison Co of Now York. Inc 43pp 44879 084-44879 126 


0. Inspection reports, IE Bulletins & correspondence 

6803080199 Forwards fnsp Repls 50-528/88-04,50-529/88 04 A 50 530/68 04 on 
880201 05 No doflciencies or violations noted 

WENSLAWSKI.F A Region 5. Ofc of the Director 86/02/ 18 VAN BRUNT, E E Arizo 
na Nuclear Power Projecl (formerly Arizona Public Service Co) 2pp 4 4 622 075 
44622 001 

-6303088211 Insp Repia 50 528/88 04,50-529/08 04 A 50-530/08-04 on 000201 
05 Mo violations or deviations noted Major areas inspected emergency preparedness 
program, in eluding exams of changes lo emergency plan A procedures 
DROWN.GA, FTSH.R Region 5, Ofc of the Director 08/02/19 5pp 44622 077 
44622 001 


B6-03010388 Re^onds to NRC B71218 request for addI info re boUmg insp conducted 
on 061 201-1 2 Controls A procedures considered lo adequately ensure fasteners used 
in plant meet requisite specs A requirements 

VAN BRUNT ,EE Arizona fJudear Power Projecl (formerly Arizona Public Service 
Co) 88/02/22 Document Control Branch (Document Confrol Desk) 7pp 44531 078 
44531 084 

3603080372 Forwards Insp Ropls 50 520/68-03.50-529/88-03 A 50 530/80 03 on 
8001 12 15 A notice of violation Understands that work pratico^i ro sorting of radioac 
live trash will charge 

WENSLAWSKI.F A Region 5. Ole of the Director BB/02/22 VAN BRUNT, E E Arizo 
na Nuclear Power Project (formerly Arizona Public Service Co) 2pp 44626 174 
44626 190 

• 8803000385 Insp Ropts 50 528/88 03,50 529/80 03 A 50-530/B8 03 or^ 800112 
15 Violations noted Maier areas inspected in ofc review of licensee rep is, licensee 
action on previous insp findings A Unit 3 radiation prolection 

YUHAS.G P . NORTHiH S , CICOTTE.G R Region 5, Ofc of Ihe Director 80/02/19 
130p 44626 177-44626 190 

6803140221 Forwards Special Insp Rcpis 50 528/88 07,50 529/08 07 A 50 530/B8-07 
on 800127 29 Violalions noted Concerns re numerous checking A losling require 
ments of program expressed 

MARTIN.J 0 Region 5, Ofc of Iho Director 08/02/24 VAN BRUNT, E E Arizona Nu 
ejear Power Project (formerlv Arizona Public Service Co ) 2pD 44697 231 44697 242 

-BB03140236 Insp Repls 50 520/88 0 7 50-529/80 07 & 50 530/60-07 on 0BO127 
29 Violations noted Major areas inspected followup on LER 50 528/87 25, describing 
circumstances surrounding mods made to steam driven auxiliary leedwater pumps 
JOHNSON, A, RICHARDS, S Region 5, Ofc of the Director 08/02/24 lOpp 
44697 233 44697 242 

0002230035 NRC Info Notice 88 006, Toreign ObjccU iri Stoam Generators' Svo list 
end 

ROSSI.ee Division of Operational Events Assossmenl (Post 870411) 88/02/29 
Con-solidated Edison Co of Now York, Inc 1 tOpp 44554 253-44555 009 

8603220144 Forwards Insp Ropts 50 526/88 05,50 529/D8 05 A 50-530/88-05 on 
880201 05 No violations noted 

SCARANOiRA Region 5, Ofc of the Director G8/O3/04 VAN BRUNT, E E Arizona 
Nuclear Power PfOjQcl (formerly Arizona Public Service Co) 2pp 44604 271 
44804 285 

-8803220145 Insp RepU 50-528/BB 05.50 529/Q0 05 A 50 530/88 05 on 8D0201 
05 No violation or deviations noted Maior areas inspected previous insn findings.Uriit 3 
radiation protection A rad waste startups A followup repts of nonroutinc evonts 
NORTH.HS, CICOTTE,QR, YUHAS.G P Region 5. Ole of the Director 68/02/29 
13pp 44094 273 44804 285 

0803020036 NRG Info Notice 08-007. "1 native rlent Transfer of Licensed Mall to Uncon 
trollod Locations" Sve list end 

CUNNINGHAM.R E Division of Industriol A Modical Nuclear Safely (Post 8/0729} 
08/03/07 Consolidated Edison Co of New York, Inc 12pp 44673001 44G73 012 

8803170305 Forwards correct list of approved fastener supplicrs/mfgs replacing mfo iri 
860222 response lo NRC request for adtil info no bolting insps conducted on 861201- 
12 

VAN BRUNT, EE Arizona Nuclear Powur Project (formerly Arizona Public Sorvico 
Co) 86/03/07 Document Control Brancf^ (OocLimonl Corilro I Desk) 9pp 44733 222- 
44733 230 

6803240033 Forwards Exam Ropt 50 520/OL 00-01 for uxams adrninisterrd on 88011 1- 
15 A 25 29 Seven senior roactor operator A nine reactor operator candidates met mm 
qualifications for licensing Repi lor all three units 

PATE.R J Region 5, Ofc of the Director 80/03/09 VAN BRUNT, E E Arizona Miiciear 
Power Proloct (formerly Arizona Ptiblic Service Co ) 2pp 44849 279 44850 124 

-6003240039 Exam Repl 60 52fl/OL-8B 01 on 8801 1 1 15 A 25-29 Exam rosulls Seven 
senior reactor operator A nino roactor operator (RO) candidates passed both written A 
oral oxams A ono RO candidate failed written & operating oxams 
COE,D, ROYACK.M, ELIN.O 0 Region 5 Ofc of tho Director 80/03/01 150pp 

44049 272 44850 124 

BB03040062 NRC Biillelin 08-003. ‘Inadequate Latch EngagernGnt in HFA Type Latch 
mg Relay Mfg by GE '* Sve list end. 

ROSSKCE Division of Oporational Events Assessment IPosl 670411) 88/03/10 
Consolidated Edison Co oi Now York, Inc 128pp 44673 192-44073 319, 

8803220271 Forwards Spoctal Plant Event Evaluation Ropt (SPEER), 87 02 019, "Mods 
to Valves UV134 A SGA L)V13B Render 2AFA«P(H on 871 127, " conducted as ro&uil 
of Insp Repts 50 520/80-07, 50-529/88 07 A 50 530/60 07 
VAN BRUNT, EE Arizona Nuclear Power P/ojoct ((ormorjy Arizona Public Service 
Co) 00/03/10 MARTIN.J Q Region 5, Ofc of Iho Director lipp 447B7 153 
44787 195 

— B0Q3220324 Special Plant Event Evaluation Ropt 07-02-019 6 Mods to Valvos SGA 
UV 134 A SGA UV 138 Render 2AFA P01 on 071127 

QARCHOW.DF. WALDREP.G W . CLYOE.M L Arizona Nuclear Power Project (for- 
merly Arizona Public Service Co ) 87-02*019 80/02/16 G2pp 44767 164 44787 195 

800323003Q Responds to NRC 871222 Hr ro violations noted in Insp Repls 50 528/87 
atl.BO 520/67 30 A 50-530/87-40 on B?1 101 1205 CorreUivo actions guidance pro 
vided lo main I planners/ coordinators evaluated A revised 

VAN BRUNT, EE Arizona Nuclear Power Project (formorty Arizona Public Service 
Co) 88/03/10 MARTIN.J B Region 5, Ole ol tho Director 2pp 44849093 
44849 094 

BSO3O6O140 NRC Info Natica 08 OQB, " Chemical Reactions W/Radwaato Solidiftcallon 
Agents " Sve list end 

nOSSI.GE Division of Operational Everts Assassmenl (Post 870411) 69/03/14 
Consolidated Edison Co of New York. Inc 120pp 44772 253-44773 012 

8803290002 Forwards Insp Repls 50-528/80*06,50 529/88 06 A 50-530/06 06 on 
800201 OS No violations noted Notes concerns identified in fire protection area ro spu- 
rious control room fire protection annunciators A backlogged maial items 
PATE.R J Region 5. Ofc of the Director 88/03/14 VAN BRUNT.E E Arizona Nucloar 
Power Project (formerly Arizona Public Sorvico Co ) 2pp 44903 257 44903 268 
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•e803»0004 Insp Rcpls 50 528/89 06.50-529/88 06 & 50 530/88 06 on 880201 
05 Mo violations noted Major areas inspected close out of previously identified open 
items & evafuale adequacy of impromcnlalioin of routine fire protection program 
RAMSEY.S RICHARDS, S Region 5. Ofc of the Diroclor 83^03/11 lOpp 

41903 259 44903 266 

3803210553 Iriforms that B709lt response to 87070-9 NRC Bulletin 87-001 re licensee 
programs for momlofif^g pipe waif thickness being used 1o delermine extent of industry 
participation S implementation of erosion/corrosion insp programs 
DAVIS, MJ Project Direrioralo V 88/03/16 VAN GRUNT, EE Arizona Nuclear Power 
Project (formerly Artzena Public Service Co ) 3pp 44746 344-44746 346 

8803290050 Discusses Insp Repls 50 528/87 37,50 529/07-36 & 50-530/07 38 on 
871102-06 & forwards notice <jl viotalion Five of util activities not conducted in full 
compliance w/ requirements 

PATE,nJ Regions Ofc of the Direct or 08/03/ 17 VAN BRUNT, EE Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 44903 287-44903 290 

“6603290051 Notico of violation from insp on 071 102 06 Violation noled Limitorque 
valve operators inside containment not shown to be qualilied because of deviations 
from qualification tesl spocimen configurations 

PATE.R J Region 5, Ofc of the Director 68/03/17 2pp 44903 289 44903 290 

8803140284 NRC Info Notice 88 009, “Reduced Reliability of Steam Driven Auxiliary 
Feedwater Pumps Caused by Inslabilily of Woodward PG PL Typo Governors" Sve 
list end 

flOSSt.CE Division cf Operational Events Assessment (Post 070411) 08/03/16 
Consolidated Edison Co of New York, Inc 121pp 44657 058-44657 178 


R. Periodic operating reports & related correspondence 

8803030229 ' Statislical Summary Ropl ol Personnel Mo-nilonng 1987” W/800226 Ur 
VAN BRUNT, E E Anzon-a Nuclear Power Project (formerly Arizona Public Service 
Co) 67/12/31 4pp 44580 204-44580 207 

8803080338 "Semiannual Radioactive Effluent Release Repl.Jul Dec 1987 W/860226 
Itr 

VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co ) 67/12/31 70pp 44674 232 44674 300 

8803160184 Monthly operating repls lor Feb 1968 W/300315 Hr 
HULL,J L , HAYNES.J G Arizona Nuclear Power Projocl (formerly Arizona Public Serv- 
ice Co ) Oa/02/29 18pp 44726 303 44726 320 


S Reportable occurrences, LERs A related correspondence 

8803220020 Pari 21 ropt re defect in operalion of gas monilors using lixod filters Initially 
reported on 8002 12 Caused by error m software for monilors Vendor tosling mod lo 
software & in inlerim recommends changing filters every 48 h 
STANLEY, L A Kaman Inslrumentalron (^orp 88/02/22 Region 4. Ole of the Diroclor 
3pp 44840 327 44846 329 

6803160172 LER 06-004 00 on 880210, idonlified that (fischargo valve of auxiliary feed 
water pump mispositio ned in close-d position Caused by personnel errors Event will be 
reviewed by operating crews in all ihreo unils W/B80311 Itr 

SHRIVERJ D , HAYNES.J G Arizona Nuclear Power Projecl (formerly Arizona Public 
Service Co ) 88/03/1 1 4pp 44792 145 44792 148 


V Operator Examinations 

8803240033 Forwards Exam Rept 50-528/0 L 68 01 for exams administered on 6001 1 1 
15 & 25 20 Seven senior reactor operator & nine reactor operator candidates met min 
fluafilications (or Iccansing Repl for all Ihro© units 

PATE.R J Region 5, Ofc of Ihe Director 68/03/09 VAN BRUNT, E E Arizona Nuefear 
Power Projeci (formerly Arizona Public Service Co) 2pp 44049 270-44850 124 

--8803240039 Exam Ropl 50 52B/OL-Ba 01 on 8801 11 15 A 25 29 Exam results Seven 
senior reaclor operator & nine roactor operator (flO) candidatos passed both writlon & 
oral exams S one RO candidate (ailed written & operating exams 
COE,0 , JOHNSTON.GW, MEADOWS, T Region 5, Ofc of Iho Diroclor 68/03/01 
150pp 44849272 44850 124 
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F. Securlly, modfcal, emergency & fire protection plans 

0683060199 Forwards Insp Repls 50 526/88 04.50-529/80 04 & 50 530/B8 04 on 
880201-05 No deficienclos or violations noled 

WENSLAWSKI.F A Region 5, Ofc of the Director 68/02/18 VAN BRUNT, EE Arizo 
na Nuclear Power Project (lormerty Arizona Public Service Co) 2pp 44622 075 
44622 061 

“8003060211 Insp Repts 50-528/68-04,50 529/08 04 & 50 530/68-04 on 080201- 
05 No Violations or dovialions noted Major areas inspected emergency preparedness 
program, including exams ol changes to emergency plan & procedures 
BROWN, G A Region 5, Ofc of Ihe Djreclor 88/02/19 5pp 44622 077-44622 001 

0803230039 Responds lo NRC 871222 llr re violations noted in Insp Repts 50-528/07 
39,50-529/87-38 & 50 530/87-40 on 871101-1205 Corrective actions guidance pro 
vided Id maint planners/ coordinators evaluated & revised 

VAN BRUNTpE E Arizona Nuclear Power Projeci (formerly Arizona Public Service 
Co) 30/03/10 MARTIN, JB Region 5, Ofc of Ihe Director 2pp 44849 093- 
44849 094 

8803290002 Forwards Insp Repls 50 528/68 06,50 529/60 06 & 50-530/88 06 on 
080201-06 No violations noted Notes concerns idenlificd in fire protection area re spu 
nous cor^lrol room firo prolection annurctalors & backlogged maint items 
PATE.R J Region 5, Ole of the Director 88/03/14 VAN BRUNT, EE Arizona Nuclear 
Power Projeci (formerly Arizona Public Service Co) 2pp 4490-3 257 44903 260 


--8803290004 Insp Repts 50 528/68 06,50-529/88 06 & 50 530/88 06 on 000201 
05 No violations noted Major areas inspected close out of previously idontified open 
ilems & evaluate adequacy of implementation of routine fire proteclion program 
RAMSEY.S Region 5, Ofc of the Director 68/03/11 10pp 44903 259-14903 260 

8803100051 Forwards Amend 18 lo security plan & Rev 6 to socunly Irainino & qualifi 
cation plan Plans withheld (ref 10CFR73 21 & 2 790(d)) 

VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Serv.co 
Co) 80/03/15 Document Control Branch (Document Gof^lrol Desk) 2pp 44781 161 
44781 162 


f. Financial Information 


6803300384 Forwards annual rept to Securities & Exchange Comnnssion A cash flo»v 
statement for yr ending Dec 1907 

ADAMS, JB Southern California Edison Co 88/03/21 Documeni Conlrol Branch 
(Document Control Desk) 44pp 44979 143 44979 186 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0803240075 Forwards updated FSAR lor Palo Verde Nuclear Generating Slatron Umls 
1,2 & 3.Vols 1 19 Description of adherence to lOCFRBO 71 (g) also end 
VAN BRUNT.ee Arizona Nuefear Power Project (formorty Arizona Public Service 
Co) 00/03/10 Documonl Conlrol Branch (Oocumonl Control Desk) 5np 44922 001 
44944 113 

- 8803240002 Updated FSAR lor Palo Verde Nuclear Gonoraling Station, Vols I 19 

‘ Arizona Nuclear Power Projeci (formerly Arizona Public Sorvico Co) 68/03/10 
n.OOOpp 44922 006 44944 U3 

- 0003240105 Chapter 1, "Introduction & General Ooscription of Pianl.” lo Palo VereJo 
Nuclear Generating Station updated FSAR W/nine oversize ends 

' Arizona Nuefear Power Project (formerly Arizona Public Service Co) 68/03/10 
JOOpp 44922 051 44 J22 360 

“8003240100 Chapter 2. “Silo Characteristics, ' lo Palo Verde Nuclear Gencratinn Sta 
tion updated FSAR W/eight oversize figures 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 60/01/10 
2, OOOpp 44923 001 44925 076 

-•0003240118 App 2A, "Responses lo NRC Roquosls for Info," lo Palo Verdo Nuclear 
Generating Slalton updated FSAR W/lwo oversize ends 

* Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co) 68/03/10 
lOOpp 44925 077 44925 169 

•-B0O324O121 App 2B. "Annual Joint Frequancy Oislributions of Winrf Speed & Wind Di 
roclion by Atmospheric Stability Class for Palo Vordo Nuclear Generali nn Slalion 
Based on 35- FI Winds (730813 700813)," lo Polo Vordo updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co } 08/(33/10 7rp 
44925 170 44925 175 

“0803240126 App 2C, "Annual Joir^t Frcquoncy Oislrlbullonb of Wind Speed & Wirnl fji. 
roclion by Atmosphonc Slabilily Class for Pnlo Vordo Nucloar Gonoralmn Slalicn 
Based on 200 Ft Winds (730013 780013)," to Palo Vordo updated FSAR 

* Arizona Nuclear Power Projeci (formerly Arizona Public Sorvico Co ) 08/03/10 7£i> 
44925 176 44925 181 

• 8003240120 App 2D, "Geological Mapping of Excavalions for Category ( Sir jc lures, ' 
to Palo Verde updated FSAR W/fivo ovorsize oncls 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 08/03/ 10 
36pp 44925 102-44925 208 

• 8003240129 App 2E. "Lab Tests." to Palo Verde Nuclear Generating Stntion ujhlnicd 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 88/03/ 10 4pp 
44025 209 44925 211 

••8803240131 App 2F, "Summary of Subsurface Exploration," lo Palo Vordo Nucloar 
Genralmg Slalion updated FSAR 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 08/03/10 
16pp 44925 212 44925 227 

- 8003240133 App 2G. "Summary of Permoabihty Testing, " lo Palo Vordo Nuclear Gen 
oraling Slalion updated FSAR 

' Arizona Nuclear Power Projeci (formerly Arizona Public Service Co) 08/03/10 
15pp 44925 220-44925 242 

“8803240137 Chapter 9, "Auxiliary Sys," to Palo Vordo updated FSAR W/two Auh' Ired 
& twenty-seven oversize ends 

^ Arizona Nuclear Power Project (formerly Arizona Public Sorvico Co) 80/03/10 
leoopp 44933 274 44936 086 

“M0^240142 App 9A, "Responses to NRC Requests for Info," lo Palo Vordo updoted 

’ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
130pp 44936 087-44930 215 

••0003240146 App 9B, "Fire Protection Evaluolion Repl," lo Palo Vordo updated 
FSAR W/thirty seven oversize ends 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 08/03/10 
600pp 44936 216-44939 037 

“8003240150 Chapter 10, "Steam & Power Conversion Sys," lo Palo Vordo updated 
FSAR W/seventy one oversize oncls 

* Arizona Nuclear Power Project (formerly Arizona Public Sorvico- Co) 08/03/10 
400pp 44939 038 44939 286 

"Responses to NRC Requests for Info," lo Palo Vordo updated 

FSAR 

* Arizona Nuclear Power Projeci (formerly Arizona Public Service Co) 88/03/10 
10pp 44939 287 44939 302 



DOCKETED ITEMS 235 


'8803240 155 App 108, 'Auxiliary feedwaler Sys Reliabilily Analysis," to Palo Vorde 
updated FSAR W/sixteen oversize ends 

’ Arizona Nuci-oar Power Proiect (formerly Arizona Public Service Co> aa/OO/IO 
I7app 44939 303 44940 046 


■8803240224 Chapter 6. "ESF." to Palo Vorde updated FSAR W/ twenty throe oversize 
ends 

• Arizona Nuclear Power Proiecl (forfr^erly Arizona Public Service Co) BB/03/10 
500pp 4493 1 024 44932 128 


8303240163 Chapter It Radwasie Mgt." to Palo Verde updated FSAR W/forty 
ot^ersize ends 

' Arizona Nuclear Power Proiecl (lormerly Arizona Public Service Co) BB/03/1O 
400pp 44940 047 44940 292 

8803240179 App 11 A, Responses to NRC Requests for Info," to Palo Verda updated 
FSAR 

' Arizona Nuclear Power Proiecl (formerly Arizona Public Service Co ) 88/03/10 8pp 
44940 293 44940 300 


■ 0803240183 Chapter 12, Radiation Protection.” to Palo Verde updated FSARW/fofty 
two oversize ends ^ 

’ Arizona Nuclear Power Proiecl (formerly Arizona Public Service Co) 88/03/10 
300pp 44940 301 44941 163 

'8803240184 Chapter 3, “Design of Slruclures.ComponGnls, Equipment & Sys,” to Palo 
Verde updated FSAR W/sixW oversize ends 

• Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/03/10 
IBOOpp 44925 243 44927 320 

0803240186 App 12A. "Rosponses to NRC Requests for Info ” to Palo Verclo updated 
FSAR 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 56/03/10 
I2pp 44941 164*44941 174 

‘'8883240186 App 3 A, “RosponsQs to NRC Requests (or Inlo," to Palo Verde updated 
FSAR W/four oversize drawings 

’ Arizona Nuclear Power Pro|ect (formerly Arizona Public Sonrico Co) 60/03/10 
42pp 4‘t927 321 44926 006 

■08O324D169 App 120, "Palo Vords Nuclear Generaling Stniion Reviews to Actiievo 
ALARA Design,’ to Palo Verde updated FSAR 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co) 66/03/10 
lOpp 44941 175 44S41 183 

-8003249190 30. "Compuler Programs Used In Structural Designs,” to Palo Verde 

updated FSAR 

' Arizona Nuclear Power Projocl (formeriy Arizona Public Service Co) 88/03/10 
700pp 44926 007 44929 009 


0603240194 Aop 3C, "Design of Structuros for Tornado Missile Impaci," to Palo Voide 
updated FSAR 

• Arizona Nucledf Power Project (formerly Arizona Public Service Co) 06/03/10 
‘19pp 44929 010 44929 053 


6803240196 Chapter 13. "Conduct of Operations," to Palo Vordo updated FSARW/ 
SIX oversize oncls 

‘ Arizona Nuclear Power Proiecl (formerly Arizona Public Sorvico Co) 66/03/10 
llfipp 44941 184*44941 285 


'8603240197 App 3D, “Soismic Response Speclra,” to Polo Verde updated FSAR 
' Arizona Nuclear Power Project (lormurty Arizona Public Sorvico Co) 06 / 03/10 
40pp 44929 054 44929 094 

‘8303240199 App OE, "Environ & Seismic Qualification Parameters of Saloly-Rolatod 
Equipment,” to Palo Verde updated FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 06/03/10 
l&pp 44929 095 44929 111 

BB03240202 App 3F, "Tangential & Radial Shear," to Palo Verde updated FSAR 
' Arizona Nuclear Power Project (formerly Arizona Public Sorvcco Co) 88/03/10 
12pp 44929 112 44929 122 


-*8603240227 Chapter 15. “Accident Analyses," to Palo Vorde updated FSAR 

* Arizona Nuclear Power Pro|ecl (formerly Arizona Public Service Co) 86/03/10 
40Gpp 44942 100 44942 268 

“6003240229 Chapter 7, 'Insirumeniation & Conlrols." lo Palo Verde updated 
FSARW/olevon oversize ends 

‘ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 80/03/10 
2e5pp 44932 173 4493S 355 

“6603240230 Chapler 8. "Etedfic Power,” to Palo Verde updated FSAR W/seventeen 
oversize encis 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 68/03/10 
200pp 44933 017 44933 211 

'*6603240240 App BA, "Respohsos to NRC Requests for Inlo” to Palo Verde updated 
FSAR 

" Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/10 
19pp 44933 21 2*44933'230 

-•0603240241 App BB. "Stability Curves in Support ol Dynamic Stability Analysis." lo 
Palo Vorde updated FSAR W/throe oversize ends 

* Arizona Nuclear Power Projccl (formerly Arizona Public Service Co ) 86/03/10 
43pp 44933 231 44933 273 

- 8803240242 App 15A, "Responses to NRC Requests lor Info,” lo Palo Verde updated 
FSAR W/orw ovmsize end 

* Arizona Nuclear Power ProjOCl (formerly Arizona Public Service Co) 68/03/10 
n7pp 44942 269 44942 355 

•*8603240245 App IBB. "Dose Models Used to Evaluate Environ Consequences of Ac 
cidcnts," to Palo Verde updated FSAR 

' Arizona NucEear Power Proiect (formerly Arizona Public Service Co) 06/03/10 
29pp 44942356 44943 0(9 

"6603240248 App tSC. "Analysis Molhods for Large Steam Line Breaks,'" lo Palo 
Verde updated FSAR 

’ Arizona Nucloar Power Project (formerly Arizona Public Service Co) 88/03/10 9pp 
44S63 020 44943 027 


'0803240250 Chapter 16, "Tech Specs." to Palo Vorde updated FSAR 
* Arizona Nucloar Power Project (formerly Arizona Public Service Co ) 60/03/10 4pp 
44943 020 44943 029 


••6603240264 Chapter 17, "QA," to Palo Verde updated FSAR W/four oversize ends 

* Arizona Nuclear Power Project (fomnorly Arizona Public Sorvico Co) 88/03/10 
250pp 44943 030 44943 243. 

••8803240257 App 17A, “Responses to NRC Requests for Info,” lo Palo Verde updated 

* Arizona Nucloar Power Proiecl (formerly Arizona Public Service Co) 80/03/10 
30pp 44043 244*44943 289 

•-6603240268 App 170, "Glossary of Terms & Ooftnillons," to Palo Vardo updated 

* Arizona Nuclear Power PrOjCCt (formerly Arizona Public Service Co ) 80/03/ 10 gpp 
44943 261-44043 28B. 


--860«3240260 Chapter 10, Lo&sons Learned Implemcnldlion Repl," lo Palo 

Vorde updated FSAR W/five oversize ends 

* Arizona Nucloar Powar Prelect (formerly Arizona Public Sorvico Co) 68/03/10 
250pp 44040 269 44944 HO 


8803240207 App 13A. "Responsos tO NRC Requests for Info." to Palo Vorde updated 
FSAR 

' Arizona Nuclear Power Proiect (formerly Arizona Public Servjco Co) 06/03/10 
32pp 44941 266 44941 315 


'8803240262 App 16A, “Rosponses lo NRC Roquosh lor Info," to Palo Vercio updated 

* Arizona Nuclear Power Project (lormerlv Arizona Public Service Co) 60/03/10 4pp 
44944 111-44944 113 


0003240210 Chapter 14, "Initial Test Program," to Palo Verdo updated FSAR W/ono 
oversize end 

* Arizona Nucloar Power Project (formerly Arizona Public Service Co) 66/03/10 
44pp 44941 316*44941 356 


■8BO329O046 App 4A, "Responses lo NRC Requests for Info," to Pato Verde updated 

^ Arizona Nuclear Power Proiecl (formerly Arizona Public Service Co ) 08/03/10 5pp 
44920 190 44929 194 


0603240211 App 3G, "Seismic Stresses in Underground Structures," to Palo Verdo 
updated FSAR 

' Arizona Nuclear Power Proiecl (formerly Arizona Public Service Co) 08/03/10 
36pp 44929 123 44929 157 

"6003240215 App 3H. "Lateral Earth Pressure on Foundation & Retaining Walls." to 
Palo Verde updated FSAR 

■ Arizona Nuclear Power Project (formerly Arizona Public Service Co) OQ/03/10 Opp 
44929 160 44929 164 

"8803240216 App 14A, "Responses to NRC Requests for Info," to Palo Verdo updated 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 80/03/10 
27pp 44941 357*44942 021 

-'6603249218 Chapter 4. "Reactor," lo Palo Verde updated FSAR 
^ Arizona Nuclear Power Pro eel (formerly Arizona Public Service Co) 08/03/10 
37pp 44929 165 44929 169 

.'8B03240219 App l4B, “Preoperational Test Description" to Palo Verde updated 
FSAR 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/03/10 
80pp 44942 022 44942 099 

“8063240222 Chapter 5, "Reactor Coolant Sys & Connected Sys" to Palo Verdo uP' 
dated FSAR W/eleven oversize ends 

* Arizona Nuclear Power Projocl (formerly Arizona Public Service Co) 88/03/10 
525pp. 44929 195*44931 001 


••6603290070 App 5A. "Rosponsss lo NRC Requests for Irrio.'* lo Palo Verde updated 

• Arizona Nuclear Power Project (formorly Arizona Public Servico Co) 8B/03/10 
2?pp 44931 002 44931 023 

-•88032900B7 App 6A, ‘ Responses lo NRC Requests for Enfo," lo Palo Vorde updated 
FSAf) 

• Arizona Nucloar Power Project (formorCy Arizona Public Service Co) 69/03/10 
47pp 44932 120 44932 172 

•■0603290096 App 7A. "Rosponses lo NRC Requests for Info," lo Palo Verde updated 

• Arizona Nucloar Powor Projocl (formorly Arizona Public Service Co) 88/03/10 
2lpp 44932 356 44933 016 


P Operating license stage documents & corrospondence 

860-2260002 Forwards response to Generic Hr 88*02 re ISAP fl 
VAN BRUNT, EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/02/17, Document Conlrol Branch (Documonl Control Desk) 2pp 44552 162 
44552 163 

8602250195 Generic Llr 86*04 to all nonpower reactor licensees re dislribubon of gems 
irradiated in research reactors Sve list end . ^ « 

MtRAGLIA,Fd Associate Direclor lor Projects (Post 87041 1} 86/02/23 Consolidated 
Edison Co of New York, Inc lipp 44553 345*44553 355 
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0803090139 Requests adJI into re implementation of TMI Action Plan Item II K 3 5, per 
861124 response to Generic Ur 86 06 Info requested within 2 v/Ks of receipt ol tir 
LICtTRA,EA Project Directorate V 8&/02/23 VAN BRUNT EE Ar>zond Nedeat 
Power Project (tormorly Arizona PubCic Service Co ) 5pp 44657 278 44657 282 

8003080325 Application lor amends to Licenses NPF 41 NPF-51 & NPF 74 correcting 
action staterneriit on Tec+i Spec Table 3 3 1 re excore log power ctianrelsFee paid 
VAN BRUNT, E E Arizona Nuclear Poivcr Project (formerly Arizona Pubhc Service 
Co ) 80702/26 Document Control Brancb (Document Control Desk) 5pp 44665 267 
44665 274 

- 8803080330 Proposed Tech Spec Table 3 3 1 Reactor Protective Instrumentation,’' 
changing action statements for excoie log power channels 

" Arizona Nuclear Power Projeci (formerly Arizona Public Service Co ) 86/02/26 3pp 
44665 272 44665 274 

8803150101 Forwards Amends 26,15 & 3 to Licenses NPF 41, NPF-51 & NPF-74,rD 
spectivoly & safety evaluation Amends revise Table 33 6 m Tech Spec 3 33 1 by 
changing detectable range ol mam steam line effluent monitors 
LICITRA,E A PfOj.eci Directorate V e&/(>2/26 VAN BRUNT E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 3pp 44689 106 44689 125 

- 8803150107 Amends 26 15 A 3 to Licenses NPF41.NPF-5I & NPF 74. 
rebpectively revising Table 3 3 6 in Tech Spec 3 3 3 1 by changing deleclabfe range ol 
mam steam line effluent monitors 

KNIGHTON, GW Project Directorate V 08/02/26 15pp 146D9 109-44689 123 

-88031501 12 Safely evaluation supporting Amends 26 15 8 3 to Licenses NPF 4i,NPF 
51 & NPF 74, respectively 

' Office ol Nuclear Reactor ftegulatioi Director (Post 870411) 88/02/26 2pp 
44689 124 44689 125 

B803030073 AppIrcaUon for amend to Lreenso NPF 65 revising Tccfi Spec Surveillance 
Rcquircmenl 4 7 9 b to posipone first inservice visual insp for all inaccessible snub 
bers ur^UI first refueling outage Foe paid 

VAN BRUNT,E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/03/01 Document Control Brarveh (Documenl Control Desk) 6pp 44602 268 
44602 274 

-8803030004 Proposed Tech Specs, revising SurverlPance Requiremenl 4 79b to post 
pone first inservice visual insp for all inaccessible snubber until firsl refueling outage 

• Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/03/01 ip 
44602 274 44602 274 

8803090214 Advises that util will provido addl info ro mam steam line break roanalysis 
by 080531, per NRC 600210 requesi 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 8B/03/01 Documenl Control Branch (Documenl Control Desk) Ip 44670 344 
44678 344 

8603150280 AdvjsQS lhat all items noted in NRC 870325 Hr rc post- accidenl sampling 
sys (PASS) complete & PASS vras operable prior to exceeding 
power Corblirmalion of complelron of conditions containad in License NPP-65 end 
VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co ) 60/03/04 Docunnont Conirol Branch (Document Control Desk) 4pp 44682 351 
44682 354 

8803180092 Forwards Amends 30.17 & 5 to Licenses NPF 41, NPF 51 & NPF-74 re 
spectiVGly & safety evaluation Amends revise Tech Spec Section G to change duo 
dale reqirremonl for annual radiofogrcal repls 

DAVIS, M J ProjecI Directorate V 88/03/07 VAN BRUNT.E E Arrzona Nuclear Power 
Project (formerly Arizona Public Service Co ) 3pp 44736 101-44736 120 

-8803180094 Amends 30,17 iS 5 to Licenses NPF41.NPF51 & NPF 74. 
rospeclively, revising Tech spec Sod ion 6 to change duo date require men I for annual 
radiolomcal repts required by Tech Spec 6 9 14 

KNIGHTON.GW Projeci Direclorato V 88/03/07 15pp 44736 104-44736 118 

“8803100095 Safely evaluation supporting Amends 30,17 & 5 to Licenses NPF 41, NPF 
51 & NPF 74. respectively 

• Olfice of Nuclear Roaclor Regulalion, Director (Post 870411) 8B/Q3/07 2pp 
44736 119 44736 120 

0803210430 Forwards Amends 29,16 & 4 to Licenses NPF-41.NPF51 & NPF-74,fc 
speclively & safety evaluaHon Amends revise Tech Spec Section 6 to incorporate 
changes reflecting revised plant organizalional structure 

DAVIS.M J Project Directorate V 68/03/07 VAN BRUNT.E E Arizona Nuctear Power 
Project (formerly Arrzona Public Service Co ) 3pp 44755 193-44755 212 

“0803210440 Amends 29,16 & 4 to Licenses NPF 41, NPF 51 & NPF 74. 

rQspeclivQlyjevjsmg Tech Spec Sedion 6 to incorporate changes reflecting revised 
plant organizational structure 

KNIGHTON.GW Project Directorate V 86/03/07 15pp 4475519(3 44755 210 

•‘B803210448 Safely evalualron supporting Amends 29,16 & 4 to Licenses NPF 41, NPF 
51 & NPF-74, respectively 

• Office of Nuclear Reactor Regulalion, Director (Post 870411) 86/03/07 2 pd 
14755 211-44755 212 

0603210193 Requests FR publicatior^ of notice of issuance of Amends 16 ^ 6 to Li 
censes NPF 51 & NPF-74, re speclively Amends revise Tech Spec Sec Iron 53 1 by in 
creasing max enrichment for reload fuel to 4 05 weight percenil U 235 
LICITflA.E A Project Oireclorale V 86/03/09 Office of Nuclear Reactor Regulation. 
Director (PosI 870411) 2pp 44771 359 44771 360 

0803210371 Forwards Amends 18 S 6 to Licenses NPF 51 & NPF-74, respectively & 
safely evalualion Amends revise Tech Spec 63 1 by Increasing max enrichmenl for 
reload fuel from 4 lo 4 05 weight percent U 235 

LICITRA.EA Project Direclorafo V 00/03/09 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Servcce Co) 3pp 44760 164-44760 176 

“8803210379 Amends 18 & 6 lo Licenses NPF 51 & NPF 74.fespeclivefy. revising Tech 
Spec 5 3 1 by increasing max enrichment (or reload fuel from 4 lo 4 05 weight percent 

KNIGHTON.GW Project Diraclo rale V 88/63/09 lOpp 44760 167-44760 176 

“8803210390 Safoty Gvafuation supporling Amends 18 & 6 to Licenses NPF-51 & NPF- 
74, respocfively 

* Project DrreclorateV 08/03/09 2pp 44760177-44760176 


8803220286 Forwards design bases manual section re auxiliary fcecli^aicr 
sys, associated sections from design cfileria manual & sys doscnplmns manual fer 
review per 000229 requesi Brief description of manuals & uses also encl 
'/AN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 08/03/10 MARTIN.J B Region 5, Ofc of the Director 82pp 447Q&315 
41787 036 

8803220364 Generic Ltr 88 05 to all liconsGCS of oporaling PWRs & holders ol CPs lyr 
PWRs re boric acid corrosion ol carbon stool reactor pressure boundary componcnls 
in PWR plants Sve lisl end 

MIRAGLIA,F Associate Director for Projects (Post 070411) 68/03/17 Conso'idalcJ 
Edison Co ol New York, Inc 43pp 44879 084 44879 126 


O Inspection reports, (E Bulletins & correspondence 

8803010176 Forwards Enhanced Operational Insp Repl 50 530/07 36 on 871210 10 No 
violations or deviations noted Weaknossos noted re conduci of tccfincal 
work Conduct ol operations found acceptable 

PATE,R J Region 5. Ole of Ihe Director 88/02/12 VAN BRUNT,E E Arizona NLjJt.,ir 
Power Project (formerly Arizona Public Service Co ) 2pp 44542 255-44542 265 

“8003010183 Enhanced Operational Insp Repl 50 530/87 36 on 671210 IDNu viola 
Hons 0/ deviations noted Major areas inspected operating crews & supporl acLn^'i s 
during power ascension tosling al unit 

RICHARDS.S Region 5, Ofc of the Director 08/02/12 9pp 44542 257 44542 2G5 

8803080199 Forwards Insp Repls 50 526/80 04,50 529/80 04 fk 50 530/86 O-l on 
800201 05 No deficiencies or violations noted 

WENSLAWSKI.F A Region 5, Ofc of the Director 88/02/18 VAN BRUNT, C Z Arizo 
na Nuclear Power Project (formorty Arizona Public Service Co) 2pp 4 4822 075 
44622 061 

--8803080211 Insp Repls 50 528/88 04,50 529/88 04 & 50 530/86 04 an 800201 
05 No violations or dovialions noted Major areas inspected emergency propnrednass 
program, including exams of changes to emergency plan & procedures 
BROWN.GA. FTSH.R Region 5. Ofc ol Ihe Director 00/02/19 Spp 44622 07^ 
44622 081 

0003010368 Responds lo NRC 071210 roquosi for addl info re bolting insp conJucloil 
on 661201-12 Controls S procedures considered lo adoqualely ensure fasicners used 
in plant meet requisite specs & roquiromonts 

VAN QRUNT.ee Arizona Nuclear Power Project (formerly Arizona Public SorvKO 
Co) GB/02/22 Documenl Conirol Branch (Document Control Desk) 7pp 4451)078 
44631 064 

8803080372 Forwards insp Repls 50 528/08 03,50 529/08 03 & 50 530/06 03 on 
860112-15 & notice of violation Understands that work praticos ro sorting of rndiric 
tivQ Irash will change 

WENSLAWSKI.F A Region 5. Ofc of Iho Director 08/02/22 VAN BRUNT.E E Aii/a 
na Nuclear Power Project (formerly Arizona Public Service Co) 2[H> 44626(74 
44326 190 

• 8BO3O0O385 Insp Rents 50 520/88 03,50 529/08 03 & 50 530/68 01 on 000112 
15 Violations noted Major areas inspected m ofc roviow of licansGo repl s.licon son 
aclior> on previous insp Irndings & Unit 3 radiation protection 
YUHAS.GP, NORTH.HS, CICOTTE.G R Region 5. Ofc of Iho Director BlJ/OP/19 
13pp 44626 177 44626 190 

8803140221 Forwards Special Insp Repls 50 528/08 07.50 529/08 07 & 50 530/68 07 
on 880127-29 Violations noted Concerns ro numerous chocking & testing requro 
menls of program expressed 

MARTIN.J B Region 5. Ofc of the Oiroctor 88/02/24 VAN BRUNT.E E Arizona Nu 
clear Power Project (formerly Arizona Public Sorvlco Co) 2pp 44G97 23) 44GD/242 

“6803140236 Insp Repls 50 528/88 07.50-529/08 07 & 60 530/08 07 on 080127 
29 Violations noled Major areas inspoctcd followup on LER 50 520/87 25,iloscnbin'3 
clfCumslancQs surrounaing mods mado lo sleam driven auxiliary foodwalor pumps 
JOHNSON, A, RICHARDS.S Region 5, Ofc of Ihe Director 00/02/24 (Orj) 
44697 233 44697 242 

0802230035 NRC Info Notice 08 006, “Foreign Objocts m Steam Gfineralors " Sve list 
encl 

ROSSLCE Division of Operational Events Assossmonl (Post 870411) Ga/02/?9 
Consofidaled Edison Co of New York, Inc 1 18pp 44554 253 44555 009 

8803030073 Application for amend to Liconso NPF 65, revising Tech Spec Surveillaiico 
Requifomenl 479b lo posipone first inservice visual insp for all inaccosssbio snub 
bars until first refueling outage Foe paid 

VAN BRUNT.E E Arizona Nuefear Powor Project (formerly Arizona Public Scry co 
Co ) 08/03/0) Document Conirol Branch (Oocumonl Conirol Dosk) 6pp 4460? ?ca 
44602 274 

-8003030084 Proposed Tech Specs, revising Surveillance Requirement 4 70 b lo post 
pone first Inservice visual insp for all inaccessibfo snubber until first refuel ing ■OLilad'-'' 

* Arizona Nuclear Power Pro eel (formerly Arizona Public Service Co ) 00/03/01 (r 
44602 274 44602 274 

6003220144 Forwards Insp Repls 50-528/08 05,50-529/00 05 & 50 530/GO 05 on 
000201 05 No violations noted 

SCARANO.RA Region 5, Ole of Iho Diroclor 08/03/04 VAN BRUNT, E E Arizain 
Nuclear Power Projeci (formerly Arizona Public Service Co) 2pn 44004 271 
44004 205 ' 

“8003220145 Insp Repls 50 520/88 05.50 529/88 05 & 50 530/00-05 oil 060201 
05 No violation or dovialions noted Major areas inspected previous insp findings, Urn l 3 
radiation proloction & radwaste startups & followup repts of nonroultno ovcnls 
NORTH.HS, CICOTTE.GR, YUHA^G P Region 5, Ofc of (he Director 06/02/29 
13pp 44804 273 44804 205 

B0O3O2OO36 NRC Info Notice 68 007, “Inodvortent Transfer of Liconsod Mall to Uncon 
Irolled Locallons “ Sve list encl 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (PosI 070729) 
88/03/07 Consolidated Edison Co of New York, Inc 12pp 44673 001 44673 012 
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5803170305 Forwards correct list oi approved fastener suppliers/ mfgs, replacing ir^fo in 
680222 response to NRG request for add! info re bolting msps conducted on 6S1201 
12 

VAN 0RUNT.ee Arizona Nuclear Power Project (formerly Arizona Public Service 
Co> 86/03/07 Oocumont Control Branch (Document Control Desk) 9pp 44733 222 
44733 230 

8003240033 Forwards Exam Rept 50*528/01 8B 01 lor exarriis administered on 660111 
15 8 25 29 Seven senior reactor operator & nine reactor operator candidates met mm 
qualifications for licensing Rept for all throe units 

PATE.R J Region 5. Ofc of the Director 86/03/09 VAN BRUNT.E E Arizona Nuclear 
Power Proj,QCt (formerly Arizona Public Service Co ) 2pp 44649 270 44850 124 

• 8803240039 Exam Rept 50 528/01-86-01 on 8801 It 15 & 25 29 Exam results SGVGr> 
senior reactor operator & nine reactor operator (RO) candidates passed both written & 
oral exams & one RO candidate failed written 8 operating oxams 
COE.D Region 5, Ofc of the Director 88/03/01 150pp 44849 272-44850 124 

88D3040Q62 NRC Bulletin 68 003, “Inadequate Latch Engagement in MFA Typo Latch 
mn Rela/ M/g by GE “ Sve U$l end 

ROSStiC E Uivisiori of Operational Events Assessment (Post 870411) 86/03/10 
Consolidated Edison Co of New York, Inc 128pp 44673 192-44673 319 

8603220271 Forwards Special Plant Event Evaluation Rept (SPEER), 87 02 019, 'Mods 
lo Valves UV134 & SGA UV13B Render 2AFA-P01 on 671 127,” conducted as rosull 
of Insp Repts 50 528/88-07, 50-529/88 07 & 50-530/88 07 

VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Sen/ico 
Co) 88/03/10 MARTIN.JB Region 5. Ofc of the Director lipp 44707 153 
44767 195 

-8803220324 Special Plant Event Evaluation Ropt 87 02 019 & Mods lo Valves SGA 
UV 134 & SGA UV 138 Render 2AFA-P01 on 871127 

GARCHOW.DF, WALDREP.G W . CLYDE, ML Arizona Nuclear Power Project (for- 
merly Arizona Public Service Co) 87 02-019 08/02/16 32pp 44787 164 44707 195 

8803230039 Responds lo NRC 871222 Hr re violations noted in Insp Repts 50 528/07 
39,50*529/07*38 & 50 530/07 40 on 871101*1205 Corroctivo actions guidance pro 
vidod to rr^alnt planners/ coordinators evaluated & revised 

VAN QRUNT,E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Go) 60/03/10 MARTIN,JB Region 5, Ofc of the Director 2pp 44049 093 
44649 094 

0803080148 NRC Info Notice 88 008, “Chemical Reactions W/Radwaato Solidification 
Agenls " Sve list orrcl 

ROSSI, CE Division oi Operational Events Assessment (Post 070411) 68/03/ 14 
ConsotidalGd Edison Co of New York, Inc 120pp 44772 253 44773 012 

8803290082 Forwards Insp Repts 50 528/80 06,50 529/08 06 S 50 530/88-06 on 
880201*05 No violations noted Notes concerns Idontilied in fire protection area ro spu* 
nous control room fire protection annunciators & backlogged maint Hems 
PATE,R J Region 5, Ofc of the Director 88/03/14 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 44903 257*44903 268 

-6803290004 Insp Repts 50 528/60*06,50 529/88.06 & 50-630/88 06 on 600201 
05 No violations noted Major areas inspected close out of previously identified open 
Hems & evaluate adequacy of imolomonlalion of routine fire protection program 
RAMSEV,S. RICHARDS, S Region 5. Ofc of Iho Director 66/03/11 lOpp 
44903 259 44903 266 

8983210553 Informs that 670911 response to 870709 NRC Bullatin 07-OD1 ro llconsee 
orograms for monitoring plpo wall thickness being used to determine extent of industry 
□articipation & imj^lomemation of eroalon/corroslon insp programs 
DAVIS, MJ Projocl Direciorato V 88/03/16 VAN BRUNT.E E Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ), 3pp 44746:344 44746 346 

86D3290D50 Discusses Insp Repts 50 520/07*37,50 529/87*36 & 50 530/87-38 on 
871102-06 & forwards notice of violation Five of ulil aclivilios not conduciod In full 
compliance w/ requirements 

PATE.R J Region 5, Ofc of tlio Director 00/03/1/ VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 44903 207 44903 290 

.*6803290051 Notice of violation from insp on 071 102 06 Violation noted LImilorque 
valve operators inside conlainmenl not shown lo be qualilied because of deviations 
from qualification test specimen configuralions 

PATE.R J Region 5. Ofc of the Director 08/03/17 2pp 44903 209 44903 290 

8803140264 NRC Info Notice 86*009, "Reduced Reliability of Sloam Driven Auxiliary 
Feedwalof Pumps Caused by Instability of Woodward PG PL Tyjie Governors " Sve 
fist enef 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/18 
Consolidated Edison Co of New York, Inc 121pp 44057060 44857 178 


R. Periodic operaling reports & related correspondence 

8B03030229 "Statistical Summary Rept of Personnel Monitoring 1987," W/000226 Itr 
VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 87/12/31 4pp 44580 204*44580 207 

6603080338 “Semiannual Radioactive Effluent Release Rept.Jul Doc 1987** W/6BQ226 
Hr 

VAN BRUNT.E E Arizona Nuclear Power Projocl (formerly Arizona Public Service 
Co) 67/12/31 70pp 44674 232*44674 300 

8803160184 Monthly operating repts for Fob 1080 W/880315 Hr 
HULL.J L , HAYNES, J G Arizona Nuclear Power Project (formerly Arizona Public Serv* 
Ice Co) 68/02/29 18pp 44726 303 44726 320 


S, Reportable occurrences, LERs & related correspondence 

8803220026 Part 21 rept re defect in operation of gas monitors using fixed fillers Initlatly 
reported on 880212 Caused by error in software for monitors Vendor losiing mod lo 
software & In interim recommends changing fillers every 48 h 
STANIEY.LA Kaman tnslrumsnlation Corp 88/02/22 Region 4, Ole of the Director. 
3pp 44848 327-44848 329 


0BO3OBO376 LER 88 001 00 On 8 80 204, discovered isolalton valve m coniainmanl pres- 
sure transmitter sensing line shut Cause not determined Pressure transmitter properly 
ationcd & returned lo svcW/800304 Itr 

SHRIVER.T D, HAYNES.J G Arizona Nuclear Power Proyocl (formerly Arizona Public 
Service Co) 86/03/04 5pp 44625 006 44625 030 

8603080340 LER 88 003 OO on 08020 4. failure to perlcrm 96 h ASME Section XI tochni 
cal review identified Caused- by cognitive personnel error Shift technreal advisor "in"' 
basket seoarated from all other baskets W/BeO307 Itr 

SHRIVER.T D. HAYNES.J G Arizona Nuclear Powe*r Projccl (formerly Arizona Public 
Service Co) 68/03/07 4pp 44626 026-44626 029 


V, Operator Examinations 

B0O324OO33 Forwards Exam Rept 50 528/OL 08 01 for exams administered on 880111- 
15 & 25 29 Seven senior reactor operator & nine reactor ooerator candidates met mm 
qualifications for licensing Rept for all ihreo units 

PATE.R J Region 5, Ofc of the Director 86/03/09 VAN BRUNT E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 44849 270*44650 124 

*6003240039 Exam Repi 50 52a/OL 8B 01 on 88011 1-15 & 25 29 Exam results Seven 
senior reactor operator & nine reactor operator (RO) cantii dates passed both wrillcn & 
oral exams & one RO candidate failed written & operating exams 
COE.D, JOHNSTON.GW, MEAOOWS.T Region 5. Ofe ol the Diraclor 86/03/01 
{SOpfl 44S49 272 44050 f24 


DOCKET 59*537 CLINCH RIVER BREEDER REACTOR 


A, Appllcatton/construction stage documents & correspondence 

8602260195 Generic Llr 60*04 to all non power reactor licensees re distribution of gems 
irradiated in research reactors Sve list oncl 

M1RAGL1A,FJ Associate Director for Projects (Post 87041 1) 60/02/23 Cons-olidaled 
Edison Co of New York Jnc 11pp 44553 345 44553 355 

8803220384 Gononc Hr 88 05 to all licenscoa of oporatinq PWRs & holders of CPs for 
PWRs re bone acid corrosion of carbort sleol reactor pressure boundary components 
in PWR plants Sve list end 

MIRAGLIAF Associate Director (or Projects (Post 0704 II) 60/03/ 17 Consolidated 
Edison Co of Now York. Inc 43pp 44079 064 44870 126 


DOCKET 50 53B MEMPHIS STATE UNIV. RESEARCH REACTOR 


P. Operating ficenso stage documents & corresponder>ce 

6003290161 Submits roquQsl for venficatian of final survey & issuance of order to Icrmi 
nate License R 127 per 860126 order Corlilicale of calibration end 
OUPHANT,V N Mcrnphls StalQ Univ , Momphis TN 00/03/24 ADAMS.A StantJardi 
zation & Non Powor Ffoacior Project Diroclorato Gpp 44911 055 4491 1 060 


DOCKET 50-601 RE SAB SP/90 


A. Appllcation/constructlon stage documents & corre&pondenco 

8603040329 Fonvards request for addi info ro review oi Ouostions Q440 242 &. 440 262 
to RESAR SP/00 PDA application Response requested wilhin 60 days of Itr date 
KENYON, T 4 Standardization & Non-Powor Roactor Project Oirocioralo 88/03/02 
JOHNSON.WJ Wes UngtiouSD GlocUic Corp 13pp 44582 316 44582 327 

0003210235 Informs of relocation of NRR to One While Flint North, 
RocKviliG.MDOfliclat maifina addrosa unchanged Proiecl managers have now loca- 
tions & phono numbers TJ Kenyon sbll project manager for facility 
RUBENSTEIN.L S Standardizalion & Non-Power Roacior Projocl Directorate 80/03/ 
15 JOHNSON, WJ Woslinghouaa Electric Corp 3pp 44737 330 44737 346 

0003210445 Forwards Questions 440 245 & 440 249 from NRC 600302 request for addI 
info re reactor sys aspects oi RESAR SP/90 dostgn Response requeslod within 30 
d^s 

KENYON, TJ Standardizalion & Non Power Reactor Prelect DiTecloralo 68/03/15 
JOHNSON, W J Weslinghouso Electric Corp 4pp 44746 353*44746 356 

0QO324O267 Forwards aulhor Mar 1988 Itr to WJ Johnsor^ iransmilling drafl SER on 
front end portion of Modulo 16, “ProbatoiliaUc Safely Study" ef PDA application far 
RESAR SP/90 design Rost of PDA application under review W/o end 
RUBENSTEIN.LS Standardization S Non Power Reactor Project Directorate 80/03/ 
2t WARD.D ACRS - Advisory CowmilleQ on Reactor Safeguards 2pp 44807 204* 
44607 205 

8603240372 Forwards WJ Johnson of Westinghouso Mar 19BB llr iorwarding dratl SER 
on "front end" portion of Modulo 16, "Probatiilistic Safoty Study," lo inform o! 
progress of review of PD/^ application W/o oncis 

RUBENSTEIN.LS Stand are izalion & Non-Power Reactor Project Direciorato 08/03/ 
21- CONRAN.J Olfice for Analysis & Evaluation of Operational Da la. Director 2pp 
44852 137 44852 138 

B0O329O434 Forwards BNt drafl rept, " Independent Assessment of Severe Accident 
Risks for Westtnghonse Advanced PWh Design (SP/90) ’ End withheld (rel 
10CFR2 74O) 

KENYON.TJ Standardization &. Non Power Reactor Project Directorate 8B/03/22 
WARD.D. ACHS Advisory Commilteo on Roacior Safeguards 2pp 44897 060 
44897 OBI 

8603290433 Nolificalion of 880331 moeting w/BNL & Westingtiouse in Monroeville, PA 
to discuss results of NRC roview of PRA for RESAR SP/90 

KENYON.TJ Standardization & Non Power Roacior Project Dhrec lor ale 88/03/23 
RUBENSTEIN.LS Standardization & Non Power Reactor Project Directorate 2pp 
44897 070-44097 079 
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$003300422 Fofvvards Mar 1980 status repl re sId pla<il design lechnical reviews 

RUBErJSTEIN.LS Slandardiialion d Won Power Rea dor Projecl Directorale 88/03/ 
23 SHAO.L Division ol Engmeeiing & Systems Technology (Posl 870411) I5pp 
44906 102 41306 116 


DOCKET SO S03 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A Appllcation/conatfucUon stage documents & correspondence 

880301D220 Forwards response lo NRG request lor addi info re licensee applicaltonr per 
10CFR50 including stockholders lisl & conUacl w/DOE tor sale ol centntuge 
equipment Only foreign interest would be Isolec.Inc slock 

8ELL.D L All Chemical Isotope Enrchmenl, Inc 88/02/16 THOMPSON.H L Docu 
inenl Confrol Branch (Document Control Desk) 70pp 44540000 44540 077 

8303010150 Forwards corrected add! info inadvertently omitted from 800203 
submitlafOn Pago Slower portion of page inadvertently omitted 
BELL.O L All Chemical Isotope Enrichment^ fnc 80/02/19 THOMPSON.H L Office of 
Nuclear Malerral Safety & Safeguards Director 9pp 44539 353-44539 361 

8803240397 Forwards add I info re 880203 environ responses to NRC 871228 
requesi Info includes detailed Moor plan.commilmeni lo develop procedures for 
toxic, hazardous chemicals expected waler usage & procedures for onvitorv permit 

SELL.D L AH Chemical Isolope Enrichment. Inc 60/03/15 THOMPSON.H L Docu 
rroni Control Branch (DocumanI Control Desk) I2pp 44852 074 44852 085 


F Sccurlly,^ medica), emergency & fire protection plans 

8003140419 Summary of 680224 meeting w/All Chemical Isotope Ennchmenl, Inc (At 
ChemlE) re security plans Based on <liscussions held on three ptans.AIChemIE in- 
lends fo submit revised security plaris 

CLARK.AT Fuel Cycle Safely Branch 88/03/01 TERRY.G A Fuel Cycle Safely 
Branch Ip 44679 276-44679 276 

8803240159 Forwards Rev 1 to physical security plan Rov incorporates NRC commenls 
rocoivod on 880224 Section 10 0, “Securily of AOP Sys” currently undergoing rev & 
will be hnalized by B0O4OC Rev wilhheld (ref 10CFH2 790(d)) 

BELL 0 L All Chemical Isotope Enrichment. Inc 8B/03/16 THOMPSON.H L Office of 
Nuclear Material Safely A Safeguards.Direclor Ip 4460 8 360 14008 361 


M Anlitrust correspondence 

0003150210 Forwards request for addI info fO applications for CP & OL for centrifuge 
plani demonstration facility & CP for Facility 2 Oliver Springs Addi antitrust info 
needed 

CLARK.AT Fuel Cyclo Safety Branch 80/03/08 PFEIFFER.WA All Chemical Iso 
lope Enrichment. Inc 3pp 44693 007-44693 089 


DOCKET 50-604 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A Application/construction stage documents & correspondence 

8803010352 Forwards addi info in roaponso to AT Clark 871220 Itr ro liconsoo CP for 
facility Info includes cenlnlugo machine conlaminalion .decommission mg & environ 
rent 

BELL,DL All Chemical Isotope CnrichmonL Inc 88/02/03 THOMPSON.H L Office of 
Nuclear Maferial Safety & Safeguard s.Direc lor 12pp 44539281 4453Q292 

8803010220 Forwards response lo NRC request for addi info re ticonseo application per 
lOCFRSOjncliiding stockholders fist £ contract w/OOE for salo of ccntnfuyo 
equipment Orly foreign rnloresi would bo Isolec.Inc slock 

BELL.DL All Chemical Isotope Enrichment, Inc BB/02/16 THOMPSON.H L Docu- 
ment Control Branch (Document Control Desk) 70pp 44540 008 44540077 

0003010324 Requests exemption under tOCFRSO 12{a)(1} & (2) lo begin const of tern 
porary non-nuclear storage facility, per 871117 application for permit lo construct 
stable isotope onnehment facility Roquesls concurrence by 8B0311 
BELL.DL All Chemical Isotope Enrichmonl, Ire 88/02/22 THOMPSON.H L Office of 
Nuclear Material Safety & Safeguards.Dircctor 4pp 44530,268 44539 271 

880324 026S Forwards addi info to suppl licenseo 680203 Hr ro comrmtment to develop 
handling, operating & safely procedures for toxic hazardous chemical.procodluros for 
environ permit amends & accident analysis forosirnum hexafluoride release 
BELL.DL All Chemical Isotope Ennchmenl, Inc 88/03/15 THOMPSON.H L Office of 
Nuclear Material Safely & Safeguards.Dircctor lipp 44052 086 44852 096 

8003290406 Requests addi info ro 880222 request for exemption under 
1 0GFR50 I2(a)(1} & (2), in recog nilion of certain conditions enumerated in Itr 
CLARK. A T Fuel Cycle Safety Branch 88/03/23, BELL.D All Chemical Isotopo En 
richmenl, Inc Ip 44896 350 44896356 


F. Sacurily. medical, emergency & fJro protacifon plans 

8803140419 Summary of 880224 rneeling w/AII Chemical Isotope Ennchmenl, Inc (At- 
Chon'll E) ro security plans Based on discussions held on throe plans.AtChomlE in- 
tends Id submit revised socuritv plans 

CLARK.A T Fuel Cycfo Safely Branch 08/03/01 TERRY.G A Fuel Cycle Safety 
Branch Ip 44679 276-44679 276 

8803240478 Forwards Rev 1 lo All Chemica! Isotope EnnchmenLInc (AlChemIE) physi- 
cal security plan for AlChernlE Facilily 2, Oliver Springs £ security plan for shipment of 
classified mail S equipment Enel withheld (ref tOCFR2 790(d)) 

BELL.DL All Chemical Isolope Enrichment, Inc 88/03/16 THOMPSON.H L Office ol 
Nuclear Material Safely £ Sa(oguafds,Drrector 2pp. 44808 131 44808 132 


M Antilrusl correspondence 

8803150218 Forwards request for addi info ro applications lor CP £ OL lor centtiljgc 
plant demonstration laciNly fi CP for Facility 2 Oliver Springs Add! aniitiusi irlo- 
needed 

CLARK A T Fuel Cycle Safety Branch 88/03/08 PFEIFFER.W A All Cliemical Iso 
tope Enrichment Inc 3pp 44693 087 44693 089 


DOCKET STN-50-605 GE ADVANCED BWR DESIGN 


A Appllcation/construction stage documents & correspondence 

8003030073 Submits list of concerns to be addressed during 080223-25 prelim nary 
design QA audit 

SCAiCTTI.DC Standardization & Non Power Reactor Project Directorate 88/02/29 
ARTIGAS.R General Electric Co 3pp 44558 310 44558 312 

0803210431 Informs of relocation of NRR to staled address in Rockville. WD 
RUBENSTEIN.L S Slandardizalion & Non Power Reactor Project Oiroctorala 08/03/ 
15 ARTIGAS.R General Electric Co 3pp 44746 350 44746 352 

8003300422 Forwards Mar 1988 status repl re sld plant design technical reviews 
RUBENSTEIN.L S Standardization £ Non Power Roaclor Project Dircclaralo 88/03/ 
23 SHAO.L Division of Engineering £ Systems Technology (Post 0701 11) I5pp 
44906 102 44906 116 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0027 BABCOCK & WILCOX CO , LYNCHBURG, VA 

8003210239 Requests permission to start const of bldg which will be used m near lufimn 
for work on compact reactor fuel protect, per 871124 lolcon Approval requested unM 
amend can bo submitted lor use ol SNM in new facility 

BOYD.CC Babcock & Wilcox Co 87/11/25 ROUSE, LC Division ol Indvistnal A 
Medical Nuclear Safety (Posl 870729) 2pp 44737 341-44737 345 

•8003210270 Requests foe for 871125 application for amend to License SNM 42 
JACKSON.G License Foo Munagomonl Branch 88/02/17 BOYD.CC Babcock A 
Wilcox Co Ip 44737 344-44737 344 

-0003210275 Remits foe for 87 1 125 applicaKon for amend to Liconsc SNM 42,|tef NRC 
880217 ftr 

BOYD.CC Babcock £ Wilcox Co 88/03/03 JACKSON.G Liconso Fee Munaguniiml 
Branch Ip 44737 345 44737 345 

0803010096 Forwards new cover paao for Chapter 16 & Chapter IG.App C. addres^in.j 
oporabilily safely sys concerns Encls withheld 

BOYD.CC Babcock £ Wilcox Co 88/02/11 ROUSE.LC Division of Indusln.ii A 
Medical Nuclear Safely (Post 870729) 2pp 44540 254 44540 255 

0803010303 Forwards portior\s of C Boyd 871 102 Mr for rosubmillal, Including bccliin I 
of I iconso SNM 42.descnption of changes lo soctlon & environ summary of now piuc 
ess 

BOYD.CC Babcock £ Wilcox Co 86/02/11 ROUSE.LC Division ol mduMnnS A 
Medical Nuclear Safely (Post G70729) lOpp 44539 241-44530 250 

8002290037 Forwards Insp Ropl 70 0027/88 02 on 800111-15 £ rotirq k\1 
violation Violation described in oncl notice similar to violation contain od m nolirn v^ul 
w/661224 Itr Notice withhold (ref lOCFROS) 

CLINE.WE Rogion 2, Ofc of the Director 88/02/17 TETRAULT.R E fJgbcoO A 
Wilcox Co 3pp 44544 010 44544 012 

- 8802290040 Partially withheld Physical Security Insp Ropt 70 0027/68 02 on 0801 1 1 
15 (ref lOCFROS) Violation noted Major areas inspected mgt offoclivoness ■ sutiwily 
program. security program audit, rccorrfs & repts & testing £ mainl 
ENNJS.J D. STANSBERRY.W W . MCGUIRE, DR Rogion 2, Ofc of the Dirccloi mw 
02/17 ip 44544 012-44544 012 

8003170241 P/ovidos quarterly repl on procuremonl of new drum scanner sys ns com 
milled to Insp Repts 70 0027/06 08 & 70 0027/06 19 Liconsoo performing ntldl (ust 
mg using blind slds prepared by chemistry lab, per E Clay recommendations 
BOYD.cfc Babcock £ Wilcox Co 80/02/10 BRACH.EW Licensing Uranch 4pp 
44725 335 44725 338 

0803160326 Forwards Insp Ropl 70-0027/86 05 on 080126 29 No violalions or ifo,! 
aliens noted 

CLINE.WE Rogion 2, Ofc of Iho Director 08/02/19 TETRAULT.R E Babcock A 
Wilcox Co 2pp 44704 321-44704 323 

-8603160330 Partially withhold Insp Ropl 70-0027/88 05 on 800126 29 (rul 
10CFR2 790)No violations or deviations noted Major aroas inspoctod expert 
shipment Unresolved item noted 

BATES, J W, MCALPINE.EJ Region 2. Ofc of the Director 08/02/13 Ip 44704 jy-i 
44704 323 

0OO31GO352 Forwards Insp Ropl 70 0027/88 03 on 880125-29 No violations or <fovi 
aligns noted 

CLINE.WE Region 2. Ofc of the Director 88/02/23 TETRAULT.R E Babcock A 
Wilcox Co 2pp 44703 313 44703 315 

-6B03160356 Partially withheld Insp Ropl 70 0027/88 03 on 860125-29 (rcl 
10CFR2 790(d) & 73 21) No Violations or dovialions noted Mfijor areas 
inspected measurement sys 

CLAY.EL, MCALPINE.EJ Region 2, Ofc of the Director 86/02/22 Ip 44703 315 
44703 315 

0803200274 Forwards Insp Rept 70 0027/08 06 on Q80201 05 No violations or 
ations noted 

CLINE.WE Region 2, Ofc of Ihe Director 88/03/10 TETRAULT.R E Babcock £ 
Wilcox Co 2pp 44903 162 44903 163 
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fifi0328D27S Insp Repi 70 0027/07Q8 06 on 880201 05 No violaiions or deviaiion 
iderlitieci Maior areas mspecied mgl organizaiion conifols.operaior iraining & 
retraining, crdicalily safely operalions review & maint & surveillance testing 
KASNiCKI.DA MCALPINEEJ Region 2, Ofc ol [he Director 80/03/09 IQpp 
*14003 164 44903 173 

390317DO9B Forwards proprictaiy response to NRC 80021? Ur re violations noted in 
Insp Ropt 70-0027/88 02 Response wilbheld (ref 1QCFR9 5) 

TEtRALILT RE Babcoci' & Wilcox Co 88/03/14 Document Control Branch (Docu 
menl Control Desk) 1p 44748 040 44748 040 

3003250257 Forwards Insp Rept 70 0027/88 07 on 880222-26 No violations or dovt 
allots noted 

COLLINS.DM Region 2, Ofc ol the Director 08/03/14 TETRAULT,R E Babcock & 
Wilcox Co 2pp 44912 242 44912 255 

-8803250269 Insp Ropt 70 0027/88 07 on 880222 26 No violations or deviations 
noted Ma|or areas inspected liquid gaseous radwaste mgt, confirmatory measufemenls 
& environ protection 

GLOERSEN.WD, KAHLEJB Region 2. Ofc ol the Director 08/03/10 12pp 
14912 244 44912 255 


DOCKI^T 7€‘f}0a6 COMBUSTION ENGINEERING, INC . WINDSOR, CT 

8803010198 Forwards list of short courses for hoafili physics technicians per 060219 
discussion W/o end 

FRANCE, GW Region 3. Ofc of the Director 88/02/25 ESKRIDGE, HE Combustion 
Engineering, Inc Ip 44552 050 44552 059 


DOCKET 70 0134 WISCONSIN, UNIV, OF, MADISON, Wl 

8803070075 Advises lhal licensee has mol commitment to reduce U released to Crwin 
Sevierago Sys & case should bo riosod Decisior^ based on roviow on NFS 061114 
aclion plan 

SOONG.S Fuel Cycle Safety Branch 88/03/01 ROUSE.LC Firel Cycle Safely 
Branch ip 44610 104 44610 104 


DOCKET 70-0135 BABCOCK & WILCOX CO , APOLLO, PA 

dB03D2(}176 FOIA request for end agency docurnonts as related lo Nuclear Malls 
Eqiiipmsnl Corp,lalor known as nuclear rnatls div of B&W, located in Apollo & Parks 
"^OivnsU'pPA 

VIROSTEKiC Kiski Valloy Coalitiori to Save Our Children 86/06/06 OMtee of Atimin 
istfaiicn (Pro 070413) 4pp 44544 336 44544 339 

6883020192 Response lo FOlA request for mam ropt a App B of NUREG 0627. “Safe 
guards Case Study of Nuclear Matts & ’’ Forwards documents listed on end 
appDocurronts available in PDR Portion of Document 2 withheld (lel FOIA Exemption 
3 ) 

GRIfj1SLEY,DH Division of Rules & Records (Post 670413) 00/02/25 VIROSTEK.C 
KisKi Valley Coalition lo Save Our Children 2pp 44544 340 4454$ 076 

6603150147 Notificalion of contract oxccution,Mod l3,lo "Fuel Cyrle Licensing Techni- 
cal Assistance Conlractor Science Applications Inlt Cotp 

WEEHAN.Q Conlracl AdmimslraKon Dranch FIN B 1066 B 8D/03/09 TEN 
EYCK.E Q Program Manogemoni, Policy Dovolopmont & Analysis Staff (Posl 
870413) LOYSEN.P NRG No Detailed Affiliation Given Ip 44609 226 4460*) 232 

• BB03 159156 Mod tS.dofinilizinq Task Order 1 1. “Environ Assossmonl for License Ro- 
nowal of BSW. Apollo PA Farilily," lo "Fuel Cycio Liconsinq Technical Assistance “ 
RODE H AN, T J Science Applications International Corp (formerly Science Applica- 
tions, Inc) WIGGINS, EJ Division of Conlracls (Posl 870413) FIN B-1066-B 08/02/ 
29 4pp 44689 229 44669232 

8603210120 Confirms 880127 icicon ro author concern about B&W suporcompactor 
prefillof conlammal(on,per 880204 Ur Explains that radioactivity observed on filler 
could not come from suporcompactor as radioacitvo mall not processed 
RQTH.J Region 1, Ofc of the Dtreclor 80/03/11 VIROSTEK.C Affiliation Not As 
signed 3pp 44724 297-44724 299 

0803220424 Responds to 860212 Ur to V Slello re B&W plans for processing of mails al 
tncility & procurement & siorage of D by NUMEC In mines on silos ol facililtcs NRC 
has no info which suggests that NUMEC acquired & slored U m tninos 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
QO/03/17 TROZ2l,V AUdiation Not Assigned Ip 44789 321-44789 322 


DOCKET 70 0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 

6003080147 Rev 5 to “Radiological Contingency Plan “ W/8801 12 Itr 
JOHNSON.se , KNIGKT.B E Nuclear Fuel Services. Inc (subs of Getty Oi! Co ) 87/ 
11/30 RQUSE,LR Fuel Cycle Safely Branch 154pp 44632 045-44632 190 

880317017 1 Forwards evaluation ol NFS proposed groundwater monitorinr) program 
WCLEAN.R B Oak Ridge National Laboratory 67/12/09 SHUM.EY NRC • No De 
I a lied Affiliation Given 6pp 44725 312-44725 317 

8303210059 Reileraies ground water monitoring deficiencies presented In draft environ 
assessment but not addressed in NFS 670901 proposed program, including burial pit 
area underground storage tanks & wells screened m Rome Formation 
STAUB.W P Martin Mariolta Energy Systems, Inc 07/12/30 MCLEAN.R0 Marlin 
Marialta Energy Systems, Inc 3pp 44737 360 44737 363 

8603010304 Forwards Rev 106 lo “Fundamental Nuclear Mall Conifol Plan Section 
1 0" per 10CFR70 32(c) Rev withheld (ref 10CFR2 790(d)) 

HENSLEY, KD Nuclear Fuel Services, Inc (subs of Getty Oil Co) 88/01/07 
GRACE.J N Region 2, Otc of the Director 2pp 44539 251 44539 252 

8603010089 Forwards Amend 1 to Escrow Account Agreement E10042 did 871224 & 
Chase Manhattan Bank 671228 Itr of iransmillal Mods in escrow account amend re 
quired by License Conditions 85 & 86 issued w/870811 Amend 43 
KNiGHT.BE Nuclear Fuel Services, Inc (subs ot Getty Oil Co) 88/02/05 
ROUSE.L C Fue) Cycle Safety Branch Opp 44539 232 44539 237 


8802290157 AcK receipt oi Dec 1907 Rev 107 lo FNMCP Rev inconsisienl -vv/provistons 
ol 10ChR70 32(c) NRC understands revised Sections 10,4 0 S 8 0 will be 
resubmitted Review ol submittal disco r^tmued 

STOHR.jp Region 2, Ole of Ihe Director 08/02/10 LONG J A Nuclear Fuel Sen/ 
ices, tnc (subs ol Getty Oi) Co) 2pp 44539 068-14539 069 

8803290218 Forwards proprietary revs lo fundamental nuclear mall control plan.Seciion 
I.Rev 107 Revs wilhhefd (ref 1QCFR2 7g0(d)> 

HENSLEY.KD Nuclear Fuel Services. Inc (subs ol Golty Oil Co) 08/02/ 18 
GRACE.J N Region 2. Ole of llie Direcior 2pp 44896 325 44895 326 

8803160266 Requests info re date & lime of annual radiological emergency rosponso 
drill & objectives to facilitate scheduling ol & proparalion for rouiine insp program 
STOHR,JP Region 2, Ofc of the Director 88/02/19 LONG J A Nuclear Fuel Serv 
ices, Inc (subs ol Getty Oil Co ) Ip 44697 04B 44697 048 

8603150343 Forwards Insp Repl 70 0143/BB 03 on 600104 29 No violaiions or devi 
alions noted 

CLINE, WE Region 2, Ofc of tho Director 88/02/22 LONG.JA Nuclear Fuel Serv- 
ices, Inc (subs of Gotly Oil Co ) 2pp 446 6Q 348 4 46QB 355 

-6803150355 Insp Rep( 700143/88 03 on 0B0104 29-NO violations or devialions 
noted Major areas inspected incident responso. facility operations, nucloar criticality 
safGly.raaiahon proto c Ho n.emergency preparedness & radwaste mgl 
LEE.T 0 Region 2, Ofc of the Director MCALPINE.E J Region 4, Ofc of the Director 
88/02/22 6pp 44688 950 44886 355 

8603220222 Application for amend lo License SNM 124.nio(lify criteria for cuhoida! 
array siorage ol SNM in vaults & deleting Liconse Condition 83 Fee paid 
long, J A NFS Services, Ltd 83/02/22 ROUSE.LC Division of Industrial & Medical 
Nuclear Safety (Posl 870729) 7pp 44B06 317 44806 348 

-8803220231 “‘Nuclear Safely Evaluation of SNM Storage Vault in Bldg 233 “ 
MORTON.H Morlorr a Poller 67/09/00 24pp 44B06 324 44806 348 

8603160426 Informs of 080412 emergency preparedness exercise at facility Util should 
provide 4 6 people lo act as control1ors/slmu1alors,accomoda1ionb.necdod communi- 
cations & non classified tachnical input 

GRACE.J N Region 2. Ofc of the Director 98/02/33 LONG.JA Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co ) 2pp 44700 252 44700 253 

6603160311 Forwards Insp Repl 70-0143/8D 05 on 500208 12 No viofaHons or dovi 
aliens noted 

COLLINS, DM Region 2, Ofc of tho Director 00/02/24 LONG.JA Nuclear Fuel 
Services, Inc (subs ot Gotly Oil Co ) 2pp 44703 304 44703 31 2 

• 8803160312 Insp Repl 700143/85-05 on 000208-12No violatoons &. deviations 
noted Major areas inspected radwaslo mgl & environ monitoring 
STOODAhT.PG. KAhlE.J B Region 2, Ofc oi tho Director 88/02/24 7pp 
44703 306 44703 312 

8003080389 Advises lhal 880209 Rov 110 to FNMCP incorporating change ro mgt np 
proval ol nuclear mail coni rot & accountmg proceduros conslstenl w/ provision of 
10CFR70 32(c) & acceptable 

CLINE, WE Region 2, Ofc of iho Diroctor 88/02/25 LONG.JA Nuclear Fuel Serv 
ices. Inc (subs ol Getty Oil Co) Ip 44675 224 44676 224 

8803170196 Summarizos 880204 mgt meeting ro status of porformanco improvomonl 
program, por fnsp Repl 70 0143/06-07 Commonds improvomonl in radiaiion protection 
program list of mooting altendoes & vtewgraphs end 

GRACE.J N Region 2, Ole of tho Oiroclor 00/02/26 JOHNSON, C Nucloar Fuel 
Sorvicos, Ire (subs of Geliy Oil Co) 02 pp 44718 209 447)0 290 

8003100049 Advises that 871207 Rev 11 lo guard (raining & qualificalion plan consist- 
ent w/provlslQns of 10CFR70 32 (g) & accoplabto 

CLINE, W E Region 2, Ole of the Director 85/02/29 LONG.J A Nucloar Fuel Sorv- 
ICQS, Inc (subs ofGfltty Oil Co) 2pp 44666 159 44666 160 

8D0304Q310 Issues revised Condition 2 ) of Amend SG-2 lo Liconso SNM 1 24,offQc1ivo 
immodraleVJb fundamonlal nuclear conlrol plan 

ORACH, EW Licensing Branch 68/03/01 HENSLEY.KD Nuclear Fuel Services, Inc 
(subs of Geliy Oil Co) 2pp 445B2 003 44502 004 

8803210520 Forwards req,iroat for QxcGplion to fundamental nuclear mall control 
plan End withheld (rel 10CFR2 7Q0{d)) Fee paid 

HENSLEY.KD Nuclear Fuol Services, Inc (subs of Geliy Oil Co) GD/03/01 
BRACH.WE Office of Nuclear Material Safely & Safcguards.Direclor Ip 44746 347 
44746 347 

B6O3260311 Forwards Rov 113 lo fundamental nuclear mail control plan, Section 
4 0.nov 90 Plan wilhheld (rof 10CFR2 700(d)) 

HENSLEY.KD Nuclear Fuol Services, Inc (subs ot Golly Oil Co) 08/03/03 
GRAGE,J N Region 2. Ofc of the Diroctor. Ip 44912 042-44912 042 

880314Q223 Ack receipt of G80205 Itr transmitting Amend 1 lo Escrow Account Agree 
menl E10042Mods made m oscrow account amend in agreament w/Licenso SNM- 
1 24,CandiUorts 85 & 86 

SWIFT.JJ Fuel Cycle Safoly Branch 68/03/04 KNIGHT.B Nuclear Fue! Services, 
Inc (subs of Golly Oil Co ) Ip 44673 358-44673 358 

8803280280 Forwards Insp Rept 70 0143/88 08 on 608201-05.08 12 & 22 26 No viola- 
tions or deviations noted 

CUNE.WE Reglot^ 2, Ole of the Directors 08/03/14 LONG.J A Nucloar Fuel Serv- 
ices, (nc (subs of GattyOilCo} 2pp 44903 195 44903 200 

-8803280202 Insp Rept 70 0143/88 08 on 880201-05,8-12 & 22 26 No violations or de- 
viations noted Major areas Inspected facblity oper alien s.nuctear cnlicality 
safoty.radiallon protect ion, emeigency preparedness & radioactive waste mgt 
LEE.T D. MCALPINE.E.J Region 2, Ofc of the Oireclor 88/03/09 4pp 44903 197- 
44903 200 

8803230361 Responds to violations noted In Insp Rept 70 0143/87-42 on 87)214 
15CorreclivQ actions 200 complex change facility completed & put into use & employ- 
ees prohibited from weanng process clothing In cloan areas beyond chango rooms 
LONG.JA Nuclear Fuel Services, Inc (subs of Golly Obi Co) 88/03/18 Documenl 
Gonlrol Branch (Document Control Desk) 4pp 44867 022 44867 025 
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8803240448 Informs th.al temporary License Condition TC(MC&AJ 3 tssuod to Safe 
guards Amend SG 2 of Licer^ss SNM 124 re B80301 request for one time exceplion 
from oommilmenis in FNMCP 

0RACH.E W Licensing Branch 93^03/21 HENSLEY, K D Nuclear Fuel Services, Inc 
(iubs ol Getty Oil Co ) Ip 44055 200 44055 290 

0803290423 Responds lo 800205 Re\/ 17 to physical security plan w-hich incorporated 
changes to site drawings & provided implementation schedule to DOEyNRC compara 
Pilily recommendations Rev acceplaLle per 10CFR70 32(c) 

enACH.EW Licensing Branch 88^03/24 HENSLEY, K D Nuclear Fuel Services, Inc 
(subs of GelCy Oil Co ) Ip 44897 075-44897 075 


DOCKET 70 0145 CASE WESTERN RESERVE UNIV . CLEVELAND, OH 


8803010426 EN 80-014 on or about &B0226, notice ol proposed imposiUor^ of dviJ penal 
ty in amount of SIO 000 vvril be issued to ficensee Action based on [icef>5ee failure to 
adequately correct past violalions & numerous other violations 
FLACKE Ofc ol Enlorcement (Post 8704 13) 88/02/23 Ip 44542 219 44542 219 

08O329D146 Responds lo OG0226 notice ol viotalion & proposed imposition cf civil pen 
ally tn arnouni of S tO.OOO, informing NRC of slepa taken to correct past violations & 
prevent future reccurrence 

PYTTE,A Case Western Reserve Univ . Cleveland, OH 88/OJ/24 Ole of Enforce 
ment (Post 870413) O-lpp 44915 286-14915 319 


DOCKET 70 0364 BABCOCK & WILCOX CO , APOLLO, PA 


8803020176 FOIA request lor end agency documents as related to Nuclear Malls 
Equipmenl Corp, later known as nuclear matls div of B&W, located in Apollo & Parks 
Township, PA 

VIROSTEK C Kiski Vcbley Coalilien to Save Our Children 86^06/06 Office of Admin 
i&fralton (Pf£‘B70413) 4pp 44544 336-44544 339 

8603020192 Response lo FOIA request for rrrain repi & App 8 of NUREG 0627, “Safe 
guards Case Sludy of Nuclear Mads & ’ Forwards documents listed on end 
app Documenis available in PDR Portion of Document 2 wilhhcfd (ref FOIA ErcempUon 
3) 

GRIMSLEY,DH Division of Rules & Records (Post 8704 13) 88/02/25 VIROSTEK,C 
Kiski Valley Coalition 10 Save Our Children 2pp 44544 340 4454 5 076 

8803150147 Notification of contract execulron Mod l3.lo ''Fuel Cycle Licensing Techni 
cal Assistance " Contractor Scior^ce Applications Inll Corp 

MEEHAN B Conlract Administralion Branch FIN B 1066-fl 89/03/09 TEN 

EYCK.E Q Program Wanagemert. Policy Development & Analysis Staff (Post 
870413) LOYSEN,P NRC No Delailed Alfiliation Given ip 44689 228 44G89 232 

-e^OSISOISB Mod 13,definiiizing Task Order 1 1, ‘Environ Assossrreni for License Ho 
newal ol B&W,ApolfoPA Facilily,” lo “Fuel Cycle Licensing Technical Assistance” 
RODEHAN T J Science Appficalions inlornalional Corp fformerly Science Applicn 
tions, Inc) WIGGINS, E J Dwision of Contracts (Post 870413) FINB-t0B6 8 88/02/ 
29 4pp 44509 229 44G09 232 

QQ03220494 Ack roceipl of 871203 response to 871021 Ur informing NRC of corrective 
& preventive actions taken ro violations noted in insp 70 0364/87 03 Clanfios catego 
rization of violation as Seventy Level IV item 

WARTIN.TT Regien 1. Ofc of the Direclor 86/03/10 COLEMAN,W L Oabcock & 
Wilcox Co 2pp 447B7350 44707 355 

8803210128 Confirms 080127 tolcon ro aulhor concern about SAW supercompactor 
prefiller cord ami nation, p^or 8Q0294 Ur Explains lhat radioaclivily observed on filter 
could nol come from superc amp actor as radioacilve matl not processed 
ROTH.J Region 1. Ofc of the Qircclor 88/00/11 VIROSTEK,C Affiliation Nol As 
signed 3pp 44724 297 44724 299 

8803220424 Responds to 8B0212 Ur lo V SleKo re 8&W plans for processing of malls a1 
facility & procurement & storage of U by NLIMEC in mines on sites ol facililies NRC 
has no info which suggests Ifmt NUMEC acquired & slorod U in ininos 
CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safely (Posl 670729) 
08/03/17 TROZZI.V Afliliairon Nol Assigr^ed Ip 44789 321 44789 322 


DOCKET 70 0371 UNC MAVAL PRODUCTS, INC., UNCASVILLE, CT 


6803020164 Forwards UNC Products FNMCP, m response lo mall control accounting 
reform anierbds codified in Mar 1967 FRFee paid 

COLLOPY.TJ United Nuclear Corp (subs of UNC Resources, Inc) 07/12/22 
BRACH.E W. Office of Nuclear Material Safely & Safeguards, Director Ip 44562 303 
44552304 

-6803020170 Requests foe for 871223 applioalion for amend lo License SNM 368 & 
forwards revised 1 OCFR 1 70 W/o end 

JACKS0N,G License Fee Managemenl Branch (861123-070413) 08/02/09 

COLLOPY.TJ United Nuclear Corp (subs of UNC Resources, Inc ) Ip 44552304- 
44552 304 


8603010177 Forwards propriolary Rev 0 lo ‘ Fundamonlal’ Nuclear Mall Control Plan ■’ 
Rev wilhhold (ref 10CFR2 790) 

COLLOPY.TJ UNC Resources, Jnc 68/01/21 JACKSON.R L Office of Nuclear Ma- 
lertal Safely & Safoguards.Direclor 2pp 44539 230 44539 231 

8003040003 Ack rocoipl of 800126 Hr providing NRC w/addi info re pos lings, star ago of 
nonfuel components & residual analyses, per fnsp RepI 70 0371/87 06 
BELLAMY, R fl Region L Ofc of Ihe Director 00/02/23 KAUFMAN,N C United Nu 
clear Corp (subs ol UNC Resources, fnc } 2pp 44572 022 44572 025 

-8603040005 Provides addi info re nuclear crilicality safety postings, storage of nonfuel 
components & residual analysos.par Insp Repi 70 0371/87-06 
KIRK.WF Uniled Nuclear Corp {subs of UNC Resources, Inc) OB/01/26 
MARTIN, TT Region 1, Ofc of Ihe Director 2pp 44572 024-44572 025 


DOCKET 70-0622 ARMY, DEPT OF, DOVER, NJ 


0803070297 Responds to 071208 applicalion for amend lo license SNM 561 OualiLca 
tions of newly appointed radiation protection officer reviewed & requifcmenls ol Cen 
dition 1 1 mel No further aclion lo bo lakon 

SWIFT .JJ Fuel Cycle Safely Branch 06/02/22 COMMAND JE Army, Du pi ol Ip 
44810201 44610 201 


DOCKET 70 0607 CINTICHEM, INC , TUXEDO, NY 


6803170319 Forwards Endorsements l 2 to NELIA Cerlificale NW 107, Endorsrtrt nls 
1 2 to MAEUU CertilicalG MW 202,Endorsements 1 3 10 NELIA Certificate N^V /ft A 
Endorsements 1 3 lo MAELU Cortilicato MW 16 

O CONNOR, OJ Marsh & McLennan, ire 08/03/09 DINITZ.I Offree of Nuefnar He 
actor Regulation, Director (Post 8704 11) 137pp 44726 001 4472G 142 

8003150333 PNO I 80 020 on 800309, contaminalGd individual entoriny lacilily Jlarriicd 
portal monilor Surveys identified shoo & clothing conlarnination Inclividunt worki d w/ 
hoi coll windows at CINTICHEM, Inc during period 000226 0303 
SHANBAKY, BELLAMY, CONGEL Region 1 Ofc of Ihe Direclor 86/0)/ 11 2p,» 
4472Q 261 44726 262 


DOCKET 70-0734 GA TECHNOLOGIES. INC, SAN DIEGO, CA 


0003010219 Informs ol changes to fixed site & transporlalion plan for proipciion of 
SNM of moderate & low strategic significance, deleting rdfs lo Sprcinl Produris. 
ASMUSSEN,KE GA Technologies, Inc /General Atomic Co 00/01/28 MARTIN i [J 
Region 5, Ofc of the Director 3pp 44540 209 44540 291 

6803000371 FoAvards Special Insp Repi /O 0734/07 15 on 071214 18 No viofatons 
noted 

MONTGOMERY.J L Region 5, Ofc of ihe Director 88/02/28 RADEMACHi R,IUf 
GA Technologies. Inc /General Atomic Co 2pp 44625 207 44625 302 

• 8803000300 Insp Rept 70 0734/87 15 on 871214 16 Ma|oi areas inspeclod pi flinns 
of science labs bfdq m which NRC licensed activities had boon conducicd Survey n'- 
suits indicalo lhat NRC licensed portions satisfactorily doconlaminnlcd 
THOMAS.R 0 , SKOV.O D , MONTGOMERY.J L Region 5. Ofc of Iho Dii<3Lter 88/02/ 
26 Upp 44625 289 44625 302 

0803170234 Provides info & commitments ro roguosi for release of land to urtoHini u J 
use Licensee plans to expodiliously obtain rcloase lo unrestricted u^c ol ?9b .Kffv ol 
‘non GA" land by means of two NRC approved plans libted in Pels 1 & 2 
ASMUSSEN.K E GA Technologies, Inc /General Atomic Co 00/03/04 niJUhl I ( 
Fuel Cycle Safely Branch 9pp 44725 32(> 44725 334 

B8032 10537 Requests corroclioh of repi completion date on final repi on PJi.tsr lit do 
comissioning aclivilios at facility from Fob 100/ to Fob 1908 

GOTTEN, PR Oak Ridge Associated Univs 80/03/07 THOMAS. 0 Rngion 5, Olr u-l 
the Director 2pp 44760 127 447C0 120 

8003260116 Submits supplomonlal info ro util f3/122l roquost lo exomp! reactiif 
tors & senior roaclor operators from relraining roquiremonls of Licen'^o SNM BOh 
ASMUSSEN,KE GA Technologies. Inc /General Atomic Co 80/03/09 flOlj,S( I r 
Office of Nucioar Material Safety & Safeguards, Dirorlor MCCAUGHEY.U NMC fJo 
Detailed Affiliation Given 6pp 44859 248 44859 254 


DOCKET 70 0754 GENERAL ELECTRIC CO , PLEASANTON, CA 


0803210191 "Effluent Monitoring & Environ Surveillance Programs Annual SufTimajy 
1907,Vallocitos Nuclear Clr " 

GEST.R E, CHERB.JH General Eleciric Co 07/12/31 57pp 44772 906 44 7/2 061 

8803220011 "GE 1987 Annual Rept " W/000308 Itr 
WELCH, JF, BOSSIDY.LA, CUNNINGHAM.G E General Eloclrie Co RZ/IP/HI 
GUNNINGHAM.R E Office of Nuclear Material Safely & Safeguards.Direclor G4pp 
44773 097 44773 160 

0803150057 Forwards “Confirmatory Radiological Survey, BIrfg 400, Vallecilos 
Clr, GE, Pleasanton, CA,” final rept 

COTTEN.P R Oak Ridgo Associated Univs 86/02/29 THOMAS.R Region -I. OIl o! 
Ihe Direclor 2pp 44689 154-44669 21 1 

• 8003160066 ‘ Confirmatory Radiological Survey, Bldg 400,\/allecilu') Nur li'ar 

Clr,GE,Ploasanlon.CA,' final repi 

COTTEN,PR Oak Ridge Associated Univs FIN A 9076-3 ORAU fl8/B 87 80702/29 
Region 5, Ofc of Iho Dcrector 54pp 44689 156'44609 211 

8803300476 Forwards ravisod facilty radiological contingency plan per lOCFFt/fi 32(i) 
CUNNINGHAM.G E General Electric Co 88/02/29 ROUSE.LC Oflico ol Nuclear 
Matenal Safely & Safeguards, Direclor 5pp 44906 001 44906 031 

-6003300479 "Vallecilos Nuclear Ctr Radiological Contigency Plan " 

* General Electric Co 60/02/29 26pp 44906 006 44906 031 


DOCKET 70-0624 BABCOCK & WILCOX CO , LYNCHBURG, VA 


8803160151 Forwards fnsp Rept 70 0824/80 02 on 000208 10 No violations or clovi 
a lions noted 

COLLINS.D M Region 2. Ofc of the Director 00/03/02 TRENT.L K Babcock A 
Wilcox Co 2pp 44696 203 44696 293 

"8803160170 Insp Ropl 70 0024/88 02 on 880208 10 No violations or dovrat-ons 
noted Major areas inspected onsile review of liquid & gaseous waste mgl & rnvjion 
monitoring 

MARSTON.RR, KAHLE.J B Region 2, Ofc of the Director BB/03/0:? 9pp 
44696 205 44696 293 
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8003140296 Requesls adtil lisletJ into re groundwater moniloring program submilled by 
■87102-& amend application Background radiological info & technical lusiilicalion of lo 
cation & depth of moniloring wells needed 

UROCHE.G Fuel Cycle Safety Branch 88/03/04 OLSEN A F Bahcocl' & Wilcox 
Co Ip 44676129 44676 129 


DOCKET 70 0920 REfJSSELAER POLYTECHNIC INSTITUTE, TROY. NY 

6603290031 Requests variance to 10CFR20 regulalion re processing of radiation mom 
tonng dosimeters by accredited personnel to allow continued use ol in house thermo 
luminosconl dosimeter program 

RYAN.RW Rensselaer Polytechnic Institute. Troy, NY 68/02/22 Olfico of Nuclear 
Material Safety S Safeguards.Director 3pp 44892 359*44892 361 


DOCKET 70-0925 KERR MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


6803010306 “Radioactivity in Gasoous Elfluents.Second Hall 1987 ’ W/ BB0204 Itr 
MUNSON.S C Sequoyah Fuels Corp (subs of Korr McGee Nuclear Corp) 07/ 12/31 
HIND.J A Region 3. Ofc of the Director 4pp 44539 253 44539 256 


DOCKET 70-1068 FLORIDA, UNIV OF, GAINESVILLE, FL 


8803010178 Apphcalion for amend to License SNM-l 050, allowing use ol diflerenl stor 
age location for fuel & nondestructive check of welds on stored pins 
VEBNETSON.W G Florida, Unlv of, Gainosvillo. FL 80/02/02 Documoni Control 
Branch lOocumenl Control Desk) 6pp 44539 347*44539 352 

8803020220 Clarifies six areas w/explanation & commitments re application for amend 
lo Licer\s 0 SNM-1050.per BQ0219 & 25 conversations 

VERNETSON.W G Rorida, Univ of, Gainesville, FL 88/02/26 Document Control 
Branch (Document Control Desk) 3pp 44557 300 44557 302 


DOCKET 70-1 too COMBUSTION ENGINEERING, INC., WINDSOR, CT 


6603030006 Application for amend to License SNM-1067, authorizing increase in weight 
oercenl ol enriched U from loss than 4 1% to loss than U 235 Fee paid 
McGILL.PU Combustion Engineering, Inc 08/01/20 ROUSE.LC NRc No Dolailed 
Affiliation Given 96pp 44557 306 44S5B 041 

-6803030009 Forwards feo for 880120 application for amend to Liconao SNM 1067, in 
creasing weight oGrconl of enriched U thcil can bo processed at facility 
SCHERERiAE Combustion Engineering, Inc 80/02/1? MACDONALO.WO Office ol 
Adminislralion & Resources Management, Director (Post 870413) 2pp 44558 040 
44558 041 

8803030219 Informs NRC of changes in C E organization PI McGill has replaced HV 
Lichtonberger as C-E vice president of nuclear uieLassuming responsibility of licensee 
recipient for all nuclear fuel related aclivilios at C E 

WCQILL.P L Combustion Engineering, Inc 88/02/02 Document Control Branch (Doc 
ument Control Desk) 4pp 4455B 120 4455B 123 

6903019419 Responds to NRC 880125 Ur & notice of violation & proposotl civil iienalty 
of $12,500 Corrective actions taken contamination levels reducod & contfollad por 1i 
cense re quiromenls Civil penally paid 

MCGILL.Pt Combustion Engineering, Inc 80/02/23 LIEBERMAN.J Ofc of Enforce 
mom (Post 870413) 22pp 44570 252*445/0 273 

6803010085 Forwards Safeguards Insp Rcpi 70*1100/88*01 on 800119 21 No violation 
noted 

BELLAMY, R R Region 1, Ofc of the Director 00/02/25 MCGILL.PL Combustion En 
gineering, Inc 2pp 44535 227*44535 231 

••B603010993 Nulaear Mall Control & Accounting Insp Rcpl 70 1100/88 01 on BB0119 
21 No violation noted Major areas Inspected measurement sya & met controls 
ZIBULSKY.H, PASCIAK.WJ Region 1, Ofc ol Ihe Director 08/02/22 3pp 
44535 229 4453S 231 

8003070191 Partial response lo F01A request for documonls ro notice of violation & im 
position OJ civil penalties, Insp Repls 84 01, 30 05165/86 01 & 70 1 100/87 05 & EN* 
8S 47 Forwards App B documents App A & 0 documents in PDR 
GRIMSLEY.D Division of Rules & Records (Post 070413) 88/02/25 HOLTHAUS.C J 
Hollhaus.CJ 3pp 44606 270 44606 326 

8803160209 Forwards Safety Insp Rept 70*1100/08 02 on 880125*29 No violations 
noted Further mgl attention may be warranted to address continuing weaknesses in 
air sampling program & adequacy of radiation protection staff 
BELLAMY, H R Region 1, Ore of the Oiroctor 88/03/11 MCGILL.P Combustion Engl* 
neorlng, Inc 3pp 44791 273-44791 287 

”0603100214 Insp Rept 70*1100/08 02 on 8Q0125 29NO now or addi violations 
noted Major areas inspected util commitrpenls to correct pollol shop contamination & 
establish respiratory protection program discussed m rof confirmatory action Hr 
GRESICKClOFFI. THOMAS.WV, SHANBAKY.M M Region 1. Otc of the Director 
68/03/10 I2pp 44791 276 44791:287 


DOCKET 70-1113 GENERAL ELECTRIC CO , WILMINGTON, NC 

6803160226 Requests into r© annual radiological emergency response drill to facilitate 
scheduling of & preparation for roiiiine insp program 

STOHR.jp Region 2, Ofc of the Director 88/02/19 LEES.E A General Electric Co, 
Ip 44695 356 44695 350 

6803160383 Ack receipt of 880108 Ur informing NRC of steps taken lo correct violations 
noted in tnsp Rept 70*1113/87 13 Violation occurred as stated in notice Evalualionj, 
S conclusions oncl End withhold (rof 10CFR2 790(d) & 73 21) 

STOHR.J P Region 2, Ofc of the Director 00/03/01 LEES.E A General Eloclric Co 
2pp 44705 11b 44705 118 


DOCKET 70 1151 WEST1NGHOUSE ELECTRIC CORP . COLUMBIA, SC 

8803010292 Application for amend to License SNM 1 107,requeshng addition lo meas 
uremonts methods lor lacitilyEncI conlaimng addI info ro request withheld per 
l0CFR2 790|d) Fee paid 

NARDI.AJ Weslinghouse Electric Corp 08/02/01 BRACH.EW Division of Safe 
guards & Transportation (Post 870413) 2pp 44559 359 <14559 360 

SB03010290 Forwards revised Page 2 5-1 Of radiological contingency plan,per 860129 
Hr documonling plan revs implementirig Jan 1987 NFtC operational safety assossmont 
NARDI.AJ Westinghouse Electric Corp BB/02/00 ROUSE.LC Office of Nuclear Ma 
tenal Saioty S Safeguards, Diiector tp 44541 001 44541 0 10 

”8803010307 Rev 17 10 Pages iii.vi & ty &2S-\ to radiological contingency plan 
' Weslinghouse Electric Corp 08/02/00 4pp 44541 002*4464 1 010 

8803160011 Rept of radionuclides released lo unroslncied areas during Jul Doc 1987 
GOOOWIN,WL Weslinghouse Electric Corp 88/02/16 Document Conlrol Branch 
{Document Control Desk) 2pp 44727 033 44727 033 

8803160206 Forwards Insp Rept 70 1151/08*01 on 690112*14 No violaltons or devi 
aiions nolC'J 

CLINE.WE Region 2, Ofc of the Director 88/02/19 LOCH E P Weslinghouse Elec- 
tric Corp 2pp 44703 345 44703 347 

-000316022$ Partially withheld Inso Ropl 7O1lbt/0BOl on 880112-14 (ref 
10CFR2 790(d) & 73 21) No violatior^s Of devialions noted Major areas 

inspected followup of previously identified violations & issues & review ol physical m 
vonlory results 

TODD.G A , MCALPINE.E J Region 2. Ofc of Ihe Direclor 88/02/19 Ip 4470334? 
44703 347 

BB03250056 Forwards Insp Rept 70 1151/88 0? on 080222 23 No violations or dcvi 
alions noted 

CLINE, W 8 Region 2. Ofc of Iho Director 06/03/16 LOCK.E P Westinghouso Elec 
Inc Corp ?DP 44080 1 19 44880 129 

”8803250061 Insp Rcpl 70 1151/60 02 on 800222 26 No vioLUions & doviatioris 
noted Mafor areas inspoctod mgl controh, iraining.nuclear cnlicalily safcty.operiT lions 
review & previously idcntifeid items One unresolved Horn identified 
TROUP, GL, MCALPINE.EJ Region 2, Ofc of Iho Director 80/03/16 9pp 
44880 J 2 >*44800 >29 


DOCKET 70*1193 KERR-MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 

8003010306 ‘Radioaciwily in Gaseous Efiluonts, Second Half t907 ' W/ 0BO2O4 Ur 
MUNSON.SC SequDyah Fuels Corp (subs of Kerr McGee Nuclear Corp) 07/12/31 
H1ND,J A Regior^ 3. Ofc of the Director 4pp 44539 253-44539 256 


DOCKET 70-1201 BABCOCK & WILCOX CO , LYNCHBURG, VA 

080318007$ Requests listed info to tacililalo schoduling S preparation lor insp of annual 
radiological cmQfqoncy response drill, including date & time of drill & doscriplion & 
scope of drill Requeslcd info will bo withhold (rel 10CFR2 790) 

STOHR,JP Region 2 Ofc of the Director 06/02/19 ALTO.RA Babcock & Wilcox 
Co Ip 44726 143 44726 143 

8803160181 forwards Insp Ropl 70 1201/00-02 on 880210-12 No violations or dovi- 
alioiis noted 

COLLINS, DM Region 2. Ole of the Director 60/03/02 ALTO.RA Babcock & Wilcox 
Co 2pp 44605 237 44695 246 

”8003160190 Inso Rent 70*1201/8802 on 880210 12No violations or cJeviaUons 
noted Major areas inspected liquid & gaseous radwaslo mgl & environ monitoring 
MARSTOH,RR, KAHLC.JO Region 2, Ofc of the Director 88/03/02 app 
44695 239 44695 246 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND^ WA 

0803290413 Forwards revised FNMC plan,reflGCting conversion from Exxon Nuclear 
document lo Advanced Nuclear Fuels 8 contuining normal updating changes 
SCHNEIDER, HA Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) 
06/02/16 MONTGOMERY, J L Office of Nuclear Malorml Safely & 
Safeguards.Director 2pp 44B92 325 44092 326 

8803070208 Submits answers to six questions raised ro 1SQ5 request by Exxon Nucloar 
Advancod Nuclear Fuels Corp) for adjustment of ticonso calegory used lo dotormine 
oos Licensee is viclim of msUtulional changes 
ROUSE.LC Fuel Cycle Safety Branch 88/02/29 HOLLOWAY, GJ License Fee Man- 
agement Branch 2pp 44607 047*44607 040 

B0O316O1B5 Forwards Safolv Insp Repi 70 1257/60 02 on 0QO111 15 No violations 
noted 

MONTGOMERY JL Region 6, Ofc of tho Oirector 06/03/07 MALODY.CW Ad 
vancGd Nncloar Fuels Cerp (formerly Exxon Nuclear Co , Inc ) 2pp 44695 247 
44695 261 

-080316(1199 Insp Rept 70 1257/88 02 on 680111-15 No violations noiod Major areas 
inspected cnlicalily safe ly.opora lions roviow, train mg. radiation proK'clion, emergency 
preparedness & environ proloction 

BROCK.BL, PREN DERG AST, K . THOMAS.R D Region 5, Ofc of the Director 88/ 
03/07 13pp 44695 249*44695 261 


DOCKET 70-1308 GENERAL ELECTRIC CO,, SAN JOSE, CA 

8802296121 Forwards Safety Insp Ropt 72*0001/88 01 on 860111-15 No violations 
noted , _ 

SHAFER, WD Region 3. Ofc ol the Director 88/02/19 DORST.G T General Electnc 
Co 2pp 44539 041 44539 053 
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8802290132 Health & Safety Insp RepI 72 0001/08 01 on 800111 l5No violalions 
rioied Major areas inspectetJ ciiticalily safety tramirg.oporaiions 
rO'/iew.lranspoftation preparation & recoipl of speni fuel shipments & storage oper 
a tic ns 

FRANCE.GM GREGER L R Region 3, Ole o1 the Director 89/02/19 t Ipp 
44539 043-44539 053 


DOCKET 70-1359 IHT CORP.» SAN DIEGO, CA 

9803161)400 Ack receipt of 860219 Itr informing MRC of slops taken to correct violations 
noted in Insp Rept 70-1359/87 01 

MONTGOMERY, J L RGgion 5. Ofc of the Director 88/03/03 OONOVANJT IRT 
Corp ip 447G0 219-44700 220 

-*0803160409 Responds 1o NRC 880205 Itr re violations noled in insp Rept 70 1359/ 
87 01 Coirective actions alt fuel rods inspected inventoried & Eeak tested on 800210 
DONOVAN, J T IRT Corp 88/02/19 MONTGOMERY.J L Region 5, Ofc ol the Direc 
tor Ip 44700-220 44700 220 


DOCKET 70-2932 TEXAS UTILITIES GENERATING CO . DALLAS, TX 

88030-70033 Subrnils fotlovrup repl on shipment inconsistencies w/Licenso SNM 
1912,pef 080125 Hr 

COUNSIL,WG TU Eleclric fformerly Texas Utilities Generating Co) 0B/O2/26 
ROUSE. LC Fuel Cycle Safety Branch 4pp 44607 190 44607 193 


DOCKET 70-3020 NUCLEAR ASSURANCE CORP, NORCROSS, GA 

8803140358 Informs that route for Iransporl ol spent roaclor fuel from Port of 
Entry Alexandria B^.NY to DOE Savannah River plant, contained m 88 9 105 Itr. meets 
roquiremenls of 10CFR73 37 A acceptable Sanitized route end 
MACDONALO.C E Transportalion Branch 88/03/08 DANESE.F L Nuclear Assur 
ante Corp 19pp 44679 343 44679 361 


DOCKET 70-3057 7U ELECTRIC, DALLAS, TX 

8803910380 Application lor ficense,permitling receipl, possession, slorago,tnsp A prepa 
ration for transport of SNM required for operation of Comanche Peak Sloam Electric 
Station Unit 2 

BECK.JW TU Electric {formerly Texas Utifilies Generating Co) 68/01/29 
POUSE.LC Fuel Cycle Safety Branch 390pp 44546 002-44547 111 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0230 BABCOCK & WILCOX CO- 

8003090265 Forwards QA program approval for radioactive mall package 0230, Rev 5 
MACDONALD, C E Transportation Branch 88/03/04 OLSEN, A F Babcock & Wilcox 
Co Ip 44652 328-44652 329 

• 8803<] 90266 OA program approval for radtoaclivo mail package 0230, Rev 5 
MACDONALD.C E Iransporl atton Branch 86/03/04 ip 44652 329 44652 329 


DOCKET 71*0404 CTI, INC. 

8803090216 Forwards QA program approval for radioachve mall package 0404,Rev 3 
MACDONALDhCE Transportation Branch 88/03/04 WATSON,SN CTI, Inc (former 
ly Alaska Welding Confer) Ip 44657 302 44657 303 

-8803090221 QA prograri) approval for radioactive mall package 0404, Rev 3 
MACDONALD, CE Transporlalion Branch 00/03/04 Ip 44657 303 44657 303 


DOCKET 71*0420 RADIATION TECHNOLOGY. INC 

8803290059 Forwards revised QA program Proceduro 3 12 0fliG lor NRC approval Fee 
paid 

VARAKLIS,T Radialion Technology, Inc 88/01/07 Office of Nuclear Material Safety 
& Safeguards, Director Ip 44B96 209 44896 224 

-8803299157 Revised QA Procodure 3 f2 0HlG, ”QA Program for Shipping Radioactive 
Mall " 

SHAflRO.PO , VARAKLIS.T Radiation Technofogy, fnc 88/01/06 I3pp 44096 210 
44896 222 

-8803290080 Requests fee for 680107 application for amend to QA program for ra-djo 
active mat I package 0420 

JACKSON, G License Fee Management Branch 08/02/22 VARAKLIS,! Radiation 
Technology. Inc Ip 44896223 44896223 

-8803290066 Forwards fee for amend lo OA program for radioactive mall packages 
0420 in response to 800222 Itr 

KOLAKOWSKI.J Radialion Technology, Inc 08/03/11 JACKSON, G License Fee 
Management Branch Ip 44896 224-44696 224 


DOCKET 71*0545 TEXAS NUCLEAR CORP 


6003140091 Requests approval of OA program as required by 10CFR71 for bldg con 
tamers for transporting radioactive mall exceeding Type A quanliliesQA program 
dfiscfiption.masler index for QA procedures & container specs end Fee paid 
BRYAN, DC Texas Nuclear Corp (subs of Ramsey Engineering Co) 80/02/23 
MACDONALD.GE Office of Nuclear Material Safely & Safeguards. Director Ip 
44679 280 44679 319 


■8803140265 OA program description 

• Texas Nuclear Corp (subs of Ramsey Engmeenno Co) 08/02/23 SBiip 
44679 281-44679 319 a J 


DOCKET 71-0641 UNITED STATES TESTING CO , INC 

8603090180 Informs that 071020, Radiation Safely Program UST 985 " does not r<p 
resent commitment required for QA program meeting appIcntlQ 
requirements Forwards sample of program for radiography devices. containing specul 
form to follow 

GORDON.LL Transportation Branch B6/03/03 GREEN, R E Uniled Stales Tes Ling 
Co , Inc Ip 44652 360 44652 360 


DOCKET 71-0649 UNIV, OF CALIFORNIA, BERKELY 

8803150022 Forwards QA program approval for radioaclivo mall package 0549, Rev 0 
MACDONALD.C E Transportation Branch 88/03/10 California, Univ ot, BcrKilcy. 
CA ip 44609 289 44609 292 

-8803150026 QA program approval for radioaclive mall package 0649 .Rqv 0 
MACDONALD.C E Transporlalion Branch 00/03/10 Ip 44689 290 44689 202 


DOCKET 71-0650 S&ME, INC. 


8803210089 Requests lee re 000122 application for approval of OA program lor rndo 
aclivo mall packages 

JACKSON.G License Fee Management Branch 80/02/09 SWINCY.DL S&Mf, Inr 
(formerly Soil & Material Engineers, Inc ) 3pp 44737 292 44737 299 


DOCKET 71-0651 WESTINGHOUSE ELECTRIC CORP. 

8803010249 Requests approval of end QA program for nuclear waste dept Feu luvl 
COST.RR Westinghouse Electric Corp 80/02/19 MACDONALD.C E TranspofCnhun 
Branch 2pp 44540 003 44540 136 

-OB030 10268 ‘ QA Program Plan ” 

HAMILTON.WH, COST.RR Wesfinuhouso Efectric Corp 00/02/29 5?iip 
44540 085 44540 136 


DOCKET 71-0653 BRAN-SHON PRODUCTS. INC. 

88031-40165 Application for QA program approval for radioaclivo itinli 
package 0653 Liconse 34 25850 01 & QA program one! Foo poid 
MEDAL, MJ Bran Shon Products, Inc 88/02/03 Office of Nuclear Waloruif Safnty & 
Saleguards.Oiroctor 2pp 44680 264 44600 304 

*•8803140169 License 34 25850 01 for Bran Shon.Inc, authorizing use of sppnfiul 
amounts of lr-192 & Co 60 for indusirial radiography & designating M Mednl as rndi 
ation safely officer 

MADERA.J R Region 3. Ofc of the Director 08/01/13 3pp 44680 206-44680 2fifl 

**8803140174 "Bran Shon.Inc OA Program " 

* Bran Shon PrOducls, Inc 86/02/03 33pp 44680 269 44680 304 


DOCKET 71*0654 POWER INSPECTION, INC. 

8B032900Q6 Application for OA program approval,por 10Crn71 Too paid 
KUMAR.K Power fnspeclion, Inc 80/03/07 Rogion 1, Ofc of the Director ?|>p 
44097 008 44697 121 

-6803290013 License 37 21428 01 for Power lnsp,lnc.aulhonzing use of 100 Ci lf-l‘i<^ 
for Technical Operations Modol €60 exposure devices tor mnustnnl rncliograpfiy A 
Technical Operations Model 414 or 650 for storage & replacement of sources 
' Region 1, Ofc of the Direclor 83/09/13 3pp 44097 090 44097 095 

-8803290297 "Power Insp.fnc QA Program " 

• Power InspecHon, fnc 08/03/07 26pp 44897 096 44097 121 


DOCKET 71-3002 MODEL: NR-10, NIPPON NUCLEAR FUEL DEVELOPMENT CO , 
LTD 


8803290378 Forwards "Addendum to SAR of NR-IOF Package " 

QUAIN.PB Transnucloar, Inc 88/03/02 MCOONALD.C NRC ■ No Dotflilocl Affprialioo 
Given 2pp 44896 342-44898 354 

•8803290381 "Addendum to SAP of NR-IOF Package " 

* Nippon Nuclear Fuel Development Co . Inc 08/02/25 lipp 44896 344 44096 IIS'S 


DOCKET 71*4909 MODEL: QE-21PF-1, GENERAL ELECTRIC CO. 

8803090223 Forwards Rev 8 to Certificate of Compliance 4909 for Models GE-21Pr*1 A 
W 21 PF-t shipping containers 

MACDONALD.C E Transporlalion Branch 08/03/04 WINSLOW.T P General Elecinc 
Co 2pp, 44651 002*44651 007. 

-8003090228 Cerlificale of Compliance 4909.Rgv O.for Models GE-21PF f & W-?tPF 
1 Approval record end 

MACDONALD.C E Transportation Branch, 80/03/04 4pp. 44651 004 44651 007 


DOCKET 71-5768 MODEL; BB-250-2, COMBUSTION ENGINEERING, (NC. 

8803090108 Forwards Certificate of Compliance 5768.Rgv 9, for Model BB-250 2 
MACDONALD.C, E Transportation Branch, 88/03/04 NARDI.AJ Westinghouse Eloc 
trie Corp 2pp 44652 353*44652 359 
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4603090113 Certificate of Compliance 5760, Rev d.for Model 8B 250 2 Approval 
record end 

MACDONALD.CE Transportation Branch 08/03/04 5pp 44652 355 44652 359 


docket 71-6B05 MODEL CNS 3-55» CHEM-NUCLEAR SYSTEMS, INC. 


8&03309074 Requests registration as user ol listed radioaclivc matl shipping casks Foo 
paid 

8CX}KER,JE GuH Stales Utilities Co 80/02/23 MACDONALD, CE Office ol Nuclear 
Maietial Safely & Safeguards, Director 2pp 44907 353 44907 355 

-80033001 15 Rolurns lee which accompanied 000223 request to register as user of 
several shipping casks No fee required to register as user & OA program previously 
approved lor Iransportalion activities 

JACKSON.G License Fee Management Branch 08/03/21 BOOKERJE Gulf Stales 
Utilities Co Ip 44907 355 44907 355 

6803210466 Notilication of registration as user of Cortificates of CompIrariCQ.mclucJing 

5805,6144.6574,9044.9073,9079 & 9080. per 080223 request Models CNS 14 170 
Series II, CNS 15 fOOB, NuPac 10 112 & HN 500 not certthed stripping casks 
WACDONALD.CE Transportation Branch 80/03/16 BOOKERJE Gull Slates Utili 
lies Co ip 44760 340 44760 348 


DOCKET 71'5939 MODEL GE-1S00. GENERAL ELECTRIC CO 


0603140145 Notifies of registration as user of Certificate of CompfiancG SOOO.per 
660120 request 

MACDONALD, CE Transportation Branch 88/03/09 VOGT.JF Teledyna Energy 
Sysloms Ip 44680 258 44680 256 


DOCKET 71-5950 MODEL BCL-4, BATTELLE COLUMBUS LABORATORY 


aB03140{]87 Requests registration as user of Model BCL 4 radioachvo mails shipping 
cask 

KNAPP.PJ Soufhern California Edison Co 88/02/29 MACDONA1D.CE Office ol 
Nuclear Material Safely & Safeguards, Director 2pp 44680 256-44680 257 

6803210479 Notification of registration as user of Cortificaie of Compliance 5950 !n re 
spensQ to B80229 request 

MACDONALD, CE Transporlalion Branch 88/03/16 KNAPP, FJ Soulhorn California 
Edison Co Ip 44760 36Ci 44760 360 


DOCKET 71-5957 MODELi BMl-1, BATTELLE COLUMBUS LABORATORY 


6693210514 Notification of registration as user of Corlificato of Complianco 5957.in ro 
spopso to 800115 request 

MACDONALD.CE Transportation Branch 88/03/ IB PIGFORD.T H California, Univ 
of, Berkofey. CA Ip 44760 348 44760 346 


DOCKET 71-6076 MODEL* 927A1 & 927C1. COMBUSTION ENGIMEERlNQ, INC. 


8603290181 Apdicaiion for renewal of Certificate of Compliance 6078 lor Model D27A1 
fuel bundle shipping container to ship unirradiatod nuclear fuel to reactor sites 
MCGILL, PL Combustion Engineering, Inc 80/01/18 MACDONALD.CE Transporta 
lion Bra r\ch 5pp 44896 306 44096 315 

-8803290212 Requests application fee lor 680128 amend issued to Cartiticaie of Com 
plianco 6078 per 080110 application Revised 10CFR170 S record of 880216 lolcon 
onefW/o lOCFRiyo 

JACKSON, G License Fee Management Branch 80/02/09 MCGILL.PL Combustion 
Engineering, Inc 2pp 44096 312-44896 313 

- 8003290227 Forwards application foo lor Certificate of Complianco 6078 amend ro 
quest 

SCHFnER.AE Combustion Engineerinp, Inc 68/03/11 MCDONALD, WG Document 
Control Branch (Document Control OesK) Ip 44096 314 44G06 315 


DOCKET 71-6144 MODEL* B-2, U.S, ECOLOGY, INC. 


&a03300074 Requests registration as user of listed radioactive mall shipping casks Fee 
paid 

BOOKER, J E Gulf Stales Utilities Co 80/02/23 MACDONALD.C E Office of Nuclear 
Material Safely & Safeguards, Director 2pp 4490? 353 44907 365 

9B03210466 Nofification of registration as user ol Certificates of Compliance, including 

5805,6144,6574.9044,9073.9079 S 9080. per 080223 request Models CNS 14 170 
Senes II, CNS 15'160B, NuPac 10 142 & HN 500 not certified shipping casks 
MACDONALD.CE Transportation Branch 88/03/16 BOOKER.JE Gull States Utili- 
ties Co Ip 44760 348 44760 348 


DOCKET 71-6206 MODEL. B, BABCOCK & WILCOX CO. 

8003020-232 Application for amend to Certdicate of Compliance 6206, allowing shipment 
of fuel assemblies w/control component assemblies inserted in control component 
guido tubes Detail & iustification end Fee paid W/one oversize drawing 
WATTERSJP Babcock & Wilcox Co 0a/02/1Q MCDONALD CE Transportation 
Branch 9pp 44662 276-44562 284 


DOCKET 71-6574 MODEL: HN-200, WESTINGHOUSE-HITTMAN NUCLEAR, INC. 


3893300074 Requests registration as user of listed radioactive mail shipping casks Fee 
paid 

BOOKER, J E Gulf Slates Utilities Co 88/02/23 MACDONALD.C E Office ol Nuclear 
Material Safety & Safeguards, Director 2pp 44907 353-44907 365 


8603210466 Notification ol registrafion as user ol Certificales of Compliance, including 

5606.6144,6574,9044.9073.9079 & 9080. per 680223 request Models CNS 14 170 
Senes ll.CNS 15 t60B. NuPac 10 142 & HN 500 not cerhfied shipping casks 
MACDONALD.CE Transportation Branch a8/0J/l6 BOOKER.JE Gull States Ulili 
lies Co Ip 44760 34B 44760 346 


DOCKET 71 6670 MODEL LP-50. ENERGY. DEPT. OF 


8803220381 Respor^ds to 871230 request for addi info on Model LP 50 SAH for pack 
aging 

MAUCK.CJ Energy. Dept of 86/02/26 MACDONALD.CE Transportation Branch 
2pp 44806 359-44806 360 


DOCKET 71*6717 MODEL 6717 B. GAMMA INDUSTRIES, INC. 


0803020281 Requests regislralion as user of Model 671 7B for shipping Type 0 quantity 
ol special form mall back to supplier Meets listed t0CFR70 12 requtremcnls 
WOODSUM.HC Westinghouso Electric Corp 66/02/ 10 Offico ol Nuclear Material 
SalGly & Safeguards, Director 2pp 44552 351 44552 353 

0803290192 Requests registration as user of Gamma Industries Models 6717-Q,C- 
tO.Century.SA Gamatron 50 

GARDUNO.MB Construction Motorinis Testing, tne 80/02/26 MACDONALD.CE 
Transportation Branch ip 44096 316-44096 322 

8803210551 Notification ol registraUan as user of Certificate of Compliance 6717per 
880218 rcquosl 

MACDONALD.CE Transportation Branch 68/03/16 WOODSUM.HC Westinghouso 
Electric Corp Ip 44760 1 15 44760 1 15 

6803220009 Nolilication ol regislralion as user of listed certificate of compliance in re 
sporrso fo 87 1207 request 

MACDONALD.CE Transportation Branch 86/03/16 JOHNSON, AG (ndustnal Test 
ing International, Inc ip 44?go 360 44700 36Q 


DOCKET 71-9001 MODEL IF-300, GENERAL ELECTRIC CO. 


0803210545 Requests one limo shipmcr^l during second half of 1988 lor two Cooper 
8X8 fuel assemblies w/burnups lo 35 4 MWd/kgU Supporling info end Fee paid 
BORST.GT General Electric Co GB/03/04 MACDONALD.CE Division of Safe- 
guards & Transportation (Post 870413) 7pp 44760 129-44760 135 

e8(>3230238 Forwards clarilicalions re fuo) handling sys, design basis fuel handling acci- 
dents & spent luel cask drop accidents UUl environ evaluation for rcceiol & storage of 
Unit 1 spent fuel at Units 2 & 3 also end 

MEDFORO.MO Southern Cal ilofnia Edison Co 88/03/16 Document Control Branch 
(Dacumont Control Desk) I3pp 44087 026-44667 039 

-0003230239 NoliltcaUon of rogislrotion as u'ser of Corlificato of Compliance 9001 m 
rosponso to 800! 1 1 request 

MACDONALD.CE Transportation Branch 66/03/08 Southern California Edison Co 
Ip 44867 039 44867 039 


DOCKET 71-9006 MODEL Al 500 SU, TECH/OPS, INC. 


0803220100 N-otificalLon ol rcqislration as user of Ccrtilicales ol Complianco 
9006.9007,9032.9033.9036,0133 & 0135.in rosponsc to 871207 request 
MACDONALD.CE Transportation Branch 88/03/16 BAKER,! P Northern Inspection 
Services Inc Ip 44773 333-44773 333 


DOCKET 71-9007 MODEL: 620. TECH/OPS, INC, 


B6Q3010266 Requests regislratton as user ol Automation Industries Model 520 
CHAUVIN.R J Grovo >M1 vg & Regulalor Co flB/02/17 MACDONALD.CE Transpor 
tdtion Branch 2pp 44540 137-44540 136 

8803220166 Notilication of ronistratlon as user ol Cerlificatos of Compliance 
9006,9007.9032, 9033,9036,0 133 & 9185, in response to 671207 request 
MACDONALD.CE rransportatiof^ Branch 80/08/16 BAKER.T P Norl horn Inspection 
Services, tnc tp 44773 333 44773 333 


DOCKET 71-0010 MODEL: NU-1/2, NUCLEAR ASSURANCE CORK 


8803010199 Requests regisiralion as user ol Model NL1 1/2 
REMLEY.ME Rockwell Inlornationaf Corp 60/02/09 MCDONALD.CE NRC - No 
Detailed Affiliation Given ip 44540 284 44540 235 

8803140104 Application for amend to Certificate ol Complianco 90tO,Rav 23 lor trans- 
port ol two melted Fermi Unit 1 luo! assomblios Feo paid 

DANESE.Ft Nuclear Assurance Corp 60/02/26 MACDONALD.CE Offico of Nucle- 
ar Malsria) Safely & Safeguards, Director 3pp 44B77 215 44677 217 

BB03290397 Informs that on 06031 1, trailer carrying NLt-1/2 Type B shipping container 
overturned fnvQsligation team appointed to roviavw accident No damego fo safety relat 
ed sys or cask found Cask removed from sve pending invest iqalioa resutls 
DANESE.FL Nuclear Assurance Corp 66/03/14 MACDONALD.CE Transportation 
Certification Branch Ip 44896 357-44896 357 


DOCKET 71-9021 MODEL: 7S0, TECH/OPS» INC 


8003220009 Notilication of registration as user ol listed certificate oi cornpibance in re- 
sponse to 071207 request 

MACDONALD.CE Transportation Branch 88/03/16 JOHNSON, AG Industrial Test- 
ing Inlernabonal. Inc tp 44790 360 44790 360 
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DOCKET 71-ac32 MODEL 650, TECH/OPS, INC 

6803010322 Requests fogistration as user of tech Ops P/odel 650 
CH Alp'll N R J Grove Valve & Regulator Co 89/02/17 MACDONALD, C E Transpcr- 
lahon Brancli 2pp A45*tl 043-44541 044 

88032 105D7 Natiticalion ol registration as user of CerhUcalcs of Compliance 

9032,9033 9035 & 9143 in response 1o 0802 M requGsl 

MACDONALD CE Transportation Branch 08/03/16 ROSSI.LA Western Industrial 
X-Ray, Inc ip 44760 126 44760 126 

0803220009 Notificahon of regisiralion as user ol listed cerlificale ol compliance in re 
sponse to 871207 request 

MACDONALD, CE Transportation Branch 08/03/16 JOHNSON.AG Industrial Test- 
ing Intorfiational, Inc Ip 44790 360-14790 360 

8603220166 Nolilecation of regislraiian as user of Certificates ol Compliance 

9006,0007.9032,9033,9036 9133 & 9l35,ir> response to 871207 request 
MACDON'ALD,C E Transportation Branch 80/03/16 BAKER.TP Northern Inspection 
Services, Inc ip 44773 333 44773 333 


DOCKET 71-9033 MODEL: 660 & 6GQE, TECH/OPS, INC 

8803010149 Requests registration- as user ol Tech/Ops Model 660 
FOGLEMAN.K Prolesstonal Service Industries, Inc 00/02/18 MACDONALD.C £ 
Office of Nuclear Material Safely & Safe guards. Director 2pp 44539 345 14539 346 

8003140005 Nolifies ol registration as user of Certificates of Compliance 9033,9039 & 
9160 NR C approved OA program necessary lor registration under provisions of gener- 
al license of 1 CCER 71 12 

MACDONALDiC E Transporlalion Branch 08/03/09 EOGLEMAN,K Professional 
Service Industries, Inc Ip 44667 360 44667 360 

6803210507 Nolilication of regisiralron as user of Certificates of Compliance 

9032,9033,9035 & 9143 in response to 8B021 1 /equest 

MACDONALD.C E Transpofiation Branch 08/03/16 ROSSI.LA Wes*lern IndusIrMi 
X Ray, Inc tp 44760 126 44760 126 

8803220009 Nolification. of regisiralion as user of listed certificate of compliance m re- 
sponse to 071207 request 

MACDONALDIC E Transportation Branch 06/03/16 JOHNSON.AG fnduslrral Test- 
ing International, Inc Ip 44790 360 44790 360 

6803220166 Nohlication of registration as user of Gcrlificales ol Corrpliance 

0006,9007.9032.9033,9035,9133 & 0135,n response to 871207 request 
MACDONALD.C E Transporlalion Branch 00/03/16 BAKERTP Northern Inspection 
Services, Inc Ip 44773 333 44773 333 


DOCKET 71-9035 MODEL: 680 & GCOE, TECH/OPS, INC. 

6603010186 Requests rnnistralion as user of Model 600 
CHAU-VIN.RJ Grove ValvG a Regulator Co 80/02/17 MACDONALD.C E Transpor 
talion Branch 2pp 44540 282-44540 203 

8603210507 Notification of regisiralion as user of Certificates of Compliance 
9032,0033,9035 & 9143 in response to 080211 request 

MACOOMALDCE Transportation Branch 88/03/16 ROSSI.LA WgsIc in Industrial 
X-Ray. Inc Ip 44760 126-44760 126 


DOCKET 71-9036 MODEL; C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 

8803220166 Notification of registration as user ol Cortilicatos ol Complianco 
9006.9007,9032,9033.0036,9133 & 9135,in response 10 871207 request 
MACDONALD.C E Transpoitalion Branch 08/03/16 BAKER.TP Northern Inspection 
Services, Inc I p 44773 333-44773 333 


DOCKET 71-9039 MODEL' 715, TECH/OPS, INC. 

0803010128 Requests regisiralion as user ol Tech/Ops.Inc Model 533 
FOGLEMAN.K Professional Service Indusirtos. (nc 08/02/16 MACDONALD.C E 
Office of Nuclear Material Safety & Saleguafds.Direclor 2pp 44539 238-44539 239 

8803140005 Notifies of regisUation as user of Certificates of Compliance 9033.9039 & 
9160 NRC approved QA program necessary fo/ registralion under provisions of gener- 
al license of 10CFR7 112 

MACDONALD.C E Transporlatioh Branch 08/03/09 FOGLEMAN.K Professional 
Service Industries, Inc 1p 44667 360-44667 360 

0803220605 Forwards request for addi info re 889125 application for amend lo Certifi- 
cato of CompNancG 9039 NRC should be advised within 30 days of Itr dale when Info 
wifl be provided 

MACDONALD.C E Division of Safeguards & Transpor lalron (Post 8704 13J 88/03/17 
ROUGHAN.C Arrersham Corp 1pp 44773 094 44773 095 


DOCKET 71-9044 MODEL: QE-1600, GENERAL ELECTRIC CO. 


DOCKET 71-9073 MODEL OH-142 SERIES, NUCLEAR PACKAGING, INC 


8803300074 flequesls regislration as user ol listed radioactive mail shipping casks Fee 
paid 

BOOKER ,J E Gull States Ulililies Co 8Q/02/23 MACDONALD.C E Ollrco ol NucNar 
Material Safety & Safeguards Direclor 2pp 44907 353 44907 355 

8003210466 Notiftcalion of regislration as user of Certificates of Compfiafico.incfuding 

5805.6144,6574,9044.9073,9079 a 9000, per 800223 request Models CNS 14 170 
Senes H.CNS 15 160B. NuPac 10 142 a HN-500 not certtlied shipping cask a 
MACDONALD.C E Transpofiation Branch 86/03/16 BOOKER, JE Gulf States Util; 
lies Co 1 p 44760 348 44760 348 


DOCKET 71-9079 MODEL* NUPAC 140-2 0, WESTINGHOUSE-HIHMAN NUCLEAR 


8803300074 Requests regislration as user ol listed radioactive mall shipping casks Foa 
paid 

BOOKER.J E Gulf Slates Ulilities Co 08/02/23 MACDONALD.C E Olfico of Nuclear 
Material Safely a Safeguards, Director 2pp 44907 353 44907 355 

0803210466 NoKfication of regislration as user of Certificates of Complianco.incluJing 

5605,6144,6574,9044.9073,9079 a 9080, per 800223 request Models CNS 14 1/0 
Series II, CNS 15 160B, NuPac 10 142 a HN-500 not ccrtilied shipping casks 
MACDONALD.C E Transporlalion Branch 08/03/16 BOOKER.J E Gulf Stalas Utili 
tics Co Ip 44760 340-44760 348 


DOCKET 71-9080 MODEL HN-600 & NUPAC 100, WESTINGHOUSE-HITTMAN 
NUCLEAR 


0803300074 Requests registration as user ol fisted radioaclivo mail shipping casks Fee 
paid 

BOOKER.J E Gulf Stales Utilities Co 80/02/23 MACDONALD.C E Olfico of Nucl oar 
Material Safely a Safeguards, Direclor 2pp 44907 353-44907 355 

0803210466 Notification of regislration as user of Ccrlificales of Comp fiance, incfudmi) 

5006,6144,6574,9044.9073.9079 a 9080, per 800223 request Models CNS 14 t/0 
Sortes II.CNS 15 160B, NuPac 10-142 a HN 500 not certified shipping casks 
MACDONALD.C E Transportation Branch 80/03/16 BOOKER.J E Gulf Slates UHi 
lies Co Ip 44760 348-44760348 


DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 


0803309074 flequesls registration as usor of fisted radioactive mail stiipprng casks Too 
paid 

BOOKEfl.J E Gulf Stales Utilities Co 80/02/23 MACDONALD.C E Offreo of NucKMf 
Material Safety a Safoguards, Director 2pp 44907 353-44007 355 

6803210466 Notification of registration as user of Corlificatos of Compliance, fnclud i>n 

5805.6144,6574.9044,9073,9079 a 9080. per 800223 request Models CNS 14 WO 
Senes II, CNS 15 160B, NuPac 10-142 a HN 500 not certified shipping casks 
MACDONALD.C E Transportation Branch 88/03/16 BOOKER.J E Gull SInEos Utili 
lies Co ip 44760 348-44760 348 


DOCKET 71-9066 MODEL: HN-100, SERIES 1. HITTMAN NUCLEAR & 
DEVELOPMENT 


8000300074 Requests registration as user of listed radioactive mail shipping casks Too 
paid 

BOOKER.J E Gulf Slates Ulifdios Co 88/02/23 MACDONALD.C E Office of Nuclear 
Material Safety & Safeguards.Ojroclor 2pp 44007 353 44907 355 

8803210392 Forwards fco associated w/application for renewal of Certilicato of Compli 
ance 9006 Foe inadvertently omitted from 880226 Hr 

flOY.a A Wosllnghouso Hitlman Nuclear. Inc 88/03/07 MACDONALD.C E Office of 
Nuclear Material Safely & Safeguards, Direclor tp 44772 1 19 44772 233 

-0603210405 Application for renewal of Cerlificalo of Compliance 0086 for Model HN 
too Senes 1 Rov 3 lo STDfl 02-006, “SAR for HN'190-1 Radwasle Shipping Cask' 
& three oversize drawings end 

ROY.B A Westinghouse Hillman Nuclear, Inc 86/02/26 MACDONALD.C G Office of 
Nuclear Material Safely & Safeguards, Director 3pp 44772 120 44772 233 

-0803210418 Rev 3 lo "SAR for HN-190-1 Radwaslo Shipping Cask " 

* Westinghouse Hillman Nuclear, Inc STD R 02 006 R03 00/02/29 lOOpp 
44772 123 44772 233 

8803210466 Notification of registration as user of Certificales ol Complianco,mcluding 

5805.6144.6674,9044,9073.9079 & 9000, per 880223 request Models CNS 14-1/0 
Series II, CNS 15-160B, NuPac 10 142 & HN 500 not certified shipping casks 
MACDONALD.C E Transportation Branch 08/03/16 BOOKER.J E Gulf Slates UHi 
lies Co Ip, 44760 348 44760 348 


8603300074 Requests rogrslralion as user of iistod radioactive mall shipping casks Fee 
paid 

BOOKER.J E Gulf Slates Utilities Co 88/02/23 MACDONALD.C E Olfico ol Nuclear 
Material Safely & Safegu a rds.Di rector 2pp 44907 353 44907 355 

-8803300115 Rolurns fee which accompanjod 800223 request to regisler as user of 
several shipping casks No fee required lo register as user & QA program previouslv 
approved for transporlalion activiiies 

JACKSON.G License Foe Manage meni Branch 08/03/21 BOOKER.J E Gulf States 
Ulililies Co Ip 44907 355 44907 355 


0803210466 Notificalion of regislration as user ol Certificates of Complianco.Incfudina 

5805.6144.6574,9044.9073.9079 & 9080. per 860223 request Models CNS 14-170 
Senes II, CNS 15-160B, NuPac 10 142 5 HN 500 not certified shipping casks 
MACDONALD.C E Transportation Branch 88/03/16 BOOKER.J E Guff Stales Ulili- 
hss Co Ip 44760 348 44760 348 


DOCKET 71-9094 MODEL: CNS 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 

6603300195 Requests registration as user of Chem-Nuclear Sys.Inc Model CNS 14- 
195H radioactive mails shipping cask 

COSTLEY.WJ Neufron Products, Inc 08/03/17 MACDONALD.C E Office of Nuclear 
Matonal Safely & Safoguards, Director 2pp 44907 343 44907 344 


DOCKET 71-9090 MODEL; UCC-20WC-2 & 2A, CINTICHEM, INC. 


8603300074 Requests registration as user of listed radioactive mat! shipping casks Fee 
paid 

BOOKER.J E Gulf Stales Utilities Co 88/02/23 MACDONALD.C E. Office of Nucloar 
Material Safely & Safeguards.Oirector 2pp 44907 353-44907 355 
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8803210486 NoUficaHon of registration as user of Certificates ot Compliance. in eluding 

5805,6144.6574,9044,9073.9079 & 90B0, per 8B0223 request Models CNS 14 170 
Senes II, CNS 15*160B, NuPac 10^142 & HN 500 not certified shipping casks 
MACDONALD.CE Transportation Branch 88/03/16 BOOKER J E Gulf States UUli 
t.esCo tp 44/60340*44760 348 


DOCKET 71-9107 MODEL 771, TECH/OPS, INC 


6663010134 Requests registration as user of Model 771 
CHALiVIN.RJ Grove Valve & Regulator Co 88/02/17 MACDONALD.CE Transpor 
lalion Branch 2pp 44540 266 44540 267 

8603090043 Forwards Certificate of Compliance 9107.Rev 4 lor Model 771 
MACDONALD, C E Transporlalion Branch 08/03/04 ROUGHAN.C M Amersham 
Coip 4pp 44649 031 44649 037 

-8803090050 Certificate of Compliance 9 107. Rev 4, tor Model 771 Approval record onci 
MACDONALD.CE Transportation Branch 88/03/04 3pp 44649 035 44640 037 


DOCKET 71*9108 MODEL: CNS 6-75, CHEM-NUCLEAB SYSTEMS, INC, 


66033Q0074 Requests registration as user of listed radioaclivo matl shipping casks Tee 
paid 

BOOKER.JE Gull Stales Utilities Co 88/02/23 MACDONALD.CE Oflico o1 Nuclear 
Material Safely & Safeguards, Director 2pp 44907 353-44907 355 

8803210466 Nolilication of registration as user of Cerhficales of Compliance .including 
5005,6144.6574.9044,9073,9070 & 9080, per 880223 request Models CNS 14 170 
Senes 1 1, CNS 15 160B, NuPac 10 142 & HN-500 not certified shipping casks 
MACDONALD.CE Transportation Branch 08/03/16 BOOKER.JE Golf Stales Ulili 
ties Co ip 44760 348-44760 348 


DOCKET 71-9126 MODEL: 20, 20A, 50, 60A, GAMMA INDUSTRIES, INC, 

8683290192 Requests registration as user of Gamma Industries Models 6717-B,C 
lO.Conlury.SA Gamalron 50 

GARDUNOMB Construction Materials TosHna Inc 88/02/26 MACDONALD.CE 
Transportation Branch Ip 44896 316 44096 322 

9903220009 Nolificalion of registration as user of lisled corlificalo of compliance in re- 
sponso to 8?i20? roqjGsi 

MACDONALD.CE Transportation Branch 88/03/16 JOHNSON, AG Industrial Tost- 
ing International, Inc Ip 44790 360 44790 360 


DOCKET 71-9128 MODEL* C-0, GAMMA INDUSTRIES, INC. 


6603220009 Notification of regialration as user of listed certificate of compliance in ro 
sponse to 871207 request 

MACDONALD.CE Transportation Branch 88/03/16 JOHNSON, AG Industrial Tost 
Ing International, Inc Ip 44790 360 44790 360 


DOCKET 71-9133 MODEL C-10, GAMMA INDUSTRIES, INC 


9803290192 Requests registration as user of Gamma Industries MoUols 671 7-6, C 
1 0.Ceniury^^SA Gamatron 50 

GARDUNO.MQ Construction Materials Testing, Inc 08/02/26 MACDONALD.CE 
Transportation Branch Ip 44696 316 44806 322 

86032 20009 Nolilication ol registration as user ot listed corlilicate of compliance in ro 
sponso to 871207 request 

MACDONALD.CE Transportation Branch 88/03/18 JOHNSON.AG Industrial Tost 
ing Iniornational, Inc tp 44790 360 44790 360 

8903220166 Notitication of rogibtratlon as user of Certificates of Compliance 
9006.9007.0032.9033,9036,9133 & 9 135, in rosponso to 871207 request 
MACDONALD.CE Transportation Branch 88/03/16 BAKER.TP Northern Inspoction 
Services, Inc Ip 44773-333 44773 333 


DOCKET 71-9135 MODEL; CENTURY S & 5A, GAMMA INDUSTRIES, INC 

8803280192 Requosis registration as user of Gamma Indusirtos Models 6717B,C* 
lO.Conlury.SA Gomalfon 50 

GARDUNO.MB Construction Materials Testing, Inc 88/02/26 MACDONALD.CE 
TransporlaHon Branch fp, 44096 316*44096 322 

8803220166 Notification of registration as user of Certificates of Compliance 
9006.0007,9032.9033.9036,9133 & 91 35, in response to 071207 roouost 
MACDONALD.CE Transportation Branch 88/09/16 BAKER.T P North orn Inspoclion 
Services. Inc ip 44773333-44773 333 


DOCKET 71-9143 MODEL, 920, TECH/OPS, INC. 

8303210507 Nolificalioh of registration as user of Certificates of Complianco 
9032.9033.9035 & 9143 in response lo 8B0211 request 

MACDONALD.CE Transportation Branch 86/03/16 ROSSI, LA Wostorn Industrial 
X-Ray, Inc ip 44760 126 44760 126 


DOCKET 71-9140 MODEL: 770, TECH/OPS, INC. 


8803220009 Notification of registration as user of listed ccttificate of compliance in re 
spouse to 871207 request 

MACDONALD.CE Transportation Branch 88/03/16 JOHNSON.AG Induslnal Tesl 
ing International, Inc, Ip 44790 360*44700 360 


DOCKET 71-9152 MODEL: CNS 1-13C II, CHEM-NUCLEAR SYSTEMS, INC 

6803030081 Application for renewal of CertificalG ol Compliance 9152 ‘SAR for Model 
1-13C II Packaging to 1QCFR71 Type B Packaging ReguircmenlB” end 
MAUCK.CJ Energy. Dept ol OB/02/26 MACDONALD.CE 1 ransportaticn Branch 
2pp 4455B 313 44559 353 

-8603030090 “'SAR For Model 1-13-0 II Packatjing lo IDCFRZI Type B Packaging Re 
quirements " 

‘ EGaG Idaho, Inc (subs of EGaG Inc) EGG TMI B008 87/12/31 399pp 

44558 315-44559 353 


DOCKET 71-9156 MODEL IR-50, INDUSTRIAL NUCLEAR CO. 

8803220009 Notification of registration as user ol lisfcd certificate of compliance m re 
sponso IQ 871207 request 

MACDONALD.CE Transporlalidri Branch 86/03/16 JOHNSON.AG Industrial Test 
mg International, Inc Ip 44790 360-44790 3Q0 


DOCKET 71-9157 MODEL IR-IOO, INDUSTRIAL NUCLEAR CO 

8803220009 Notification of rogistralion as user of listed ceriificate of compliance in re 
sponso to 871207 request 

MACDONALD.CE TranspOrlation Branch 08/03/16 JOHNSON.AG Induslnal Test- 
ing International, Ir^c Ip 44790 360 44790 380 


DOCKET 71-9169 MODEL- NUPAC 14/190L, M & H, NUCLEAR PACKAGING, INC 

8803300074 Flequesls rcgisiralion as user of listed fddioacuva mall shipping casks Fee 
paid 

BOOKER.J E Gulf Stales Ufilities Co 88/02/23 MACDONALD CE OKicg ot Nuclear 
Material Satoty S. Safoguatds.Diroclor 2pp 44907 353 44907 355 

0803148143 Application for renev/at ol Ccrlilicalcs of Compliance 9159 
9176,9177.9176 & 9179 NonpropnMary & propnoiary drawings S affidavits requesting 
(hat drawings he wifhhafd from public aiscfosuro onci Foe paid Drawings withheld 
TEMUS.CJ Nuclear Packaging, Inc 80/02/29 MACDONALD.CE Office of Nuclear 
Mdtoria! Safofy & Safoquards.Oircctor ffipp 44677 220 44677 2J5 

8803210486 Notihcalion al registration as user ot Cerlificalos of Compliance, includinij 

5805,6144,6574.9044.9073.9079 & 90U0 per 880223 request Models CNS 14 170 
Scries It, CNS 15 ihOB, NuPac 10 142 & MN 500 net cerldiod shipping casks 
MACDONALD.CE Tra ns portaiion Branch 08/03/16 BOOKER.JE Gulf Stales Utili- 
lies Co Ip .14760 340 44760 348 


DOCKET 71 0160 MODEL* 20-VS 8 40-VS, GULF NUCLEAR, INC. 

8803010358 Requosis rcgi^lration as use-r of Model 2Q\/ 

FOGLLMAN.K Prolcsbiunal Sorvico Industries, fnc 88/02/18 MACDONALD.CE 
Transportation Branch 2ijp <14539 294 44539 295 

8003 140005 Nolilies of reqistralion as user of Certificates ol Complianco 9033,9039 & 
9160 NRG approved QA program necossary for registration under provisions of gcnei 
al liconso ol lOGFR/l 12 

MACDONALD.CE Transportation Branch 88/03/09 FOGLEMAN.K Professional 
Service Sflduslnos, Inc Ip 44667 360 <14667 300 


DOCKET 71-9167 MODEL* 3205B. 3227G & 3218, AMER5HAM CORP 

0003140112 Application lor renewal of Corlificale of Compliance 9167 No changes to 
Rev 1 lo Typo Q certificate nGcessary Fee paid 

ALLEN.K A Amersham Corp B8/03/0t MCDONALD.C Transportation Branch ?pp 
<1487? 210 44677 219 


DOCKET 71-9176 MODEL NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC 


08O33OQO74 Requests registration as user of lis-ted radioactive matl shipping casks Foe 

Looker, JE GuH stales uiiimos Co &3/02/23 MACDONALD.CE office of Nuclear 
Material Safely & Sofeguar<ls, Director 2pp 44907 353 44907 355 

8003140143 Application I nr renewal of Co/lificates of Complianco 9159. 
9176,9177,9178 & 0170 Nonpropnetary & prcprielary drawings & alfidavils requesling 
that drawings bo wittiheld from public disclosure oner Fee paid Drawings withhold 
TEMUS.CJ Nuclear Packaging, Inc 80/02/29 MACDONALD.CE Offico of Nuclear 
Material Safely & Safeguards, Director IBpp 44677 220-44677 235 

B 8032 104 68 Notification of registration as user of Cerlificatos of Compliance. includlinq 

5905,6144.6574.9044.9073.9079 & 90BO. per 000223 request Models CNS 14-170 
Series IICNS 15-160B. NuPac 10 142 & HN-500 not certified shipping casks 
MACDONALD.CE Transporfation Branch 08/03/16 BOOKER.JE Gulf Slates Ulili- 
UosCo Ip 44760 348 44760 348 


DOCKET 71-9177 MODEL: NUPAC 10/140, NUCLEAR PACKAGING, INC. 

8803300074 Requests rogisfratlon as user ol listed radioactive mall shipping casks Fee 
paid 

BOOKER.JE Gulf Slates Ulililies Go 00/02/23 MACDONALD.CE Oficce of Nuclear 
Material Safety S Saloguards.Di rector 2pp 44907 353-44907 355 

8003140143 Application for renewal of Certificates of Compliance 9150, 
9176.9177,9178 ■& 9179 Nonproprietary & proprietary drawings & affidavits requesfirg 
that drawings be withheld from public disciosuro encl Fee paid Drawings withheld 
TEMUS.CJ Nuclear Packaging, Inc 86/02/29 MACDONALD.CE Offico ol Nuclear 
Material Safety & Safeguards, Director 1 Bpp 44677 220 44677 235 
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0flO321O<46€ Woliticatjori of rogislralion as user of Car1l^loales of Compliance, including 
5805, 6144, 6574.9044, 9(>73, -9079 & 9080, per 8&0223 request Models CMS 14 170 
Series Ij.CNS 15*1600 fiuPac 10 142 S HN 500 not cerlilied shipping casks 
MACOONALD.CE Transporlation Branch 08/O3i^t6 flOOKER.J E Gulf S'ates UtiN 
hOSCo Ip 44760 348 44760 348 


DOCKET 71*9178 MODEL NBPAC 7/100, NUCLEAR PACKAGING, INC 

0603300074 Requests registration as user of fisted radioactive inatf shipping casks Fee 
paid 

BOOKER.JE Gull Stales Utilities Co 88/02/23 MACDONALD, CE Office ol Nuclear 
Material Safely A Safeguards Director 2pp 44907 353 44907 355 

6603140143 Applicalion lor renewal of Cerlificales of Compliance 9159. 
9176,9177,9178 A 9 1 79 Nonproprielarv A proprietary drawings A affidavits requesting 
that drawings be withheld from public disclosure end Fee paid Drawings withheld 
TEMUS.CJ Nuclear Packaging, inc 60/02/29 MACDONALO,CE Office of Nuclear 
Material Safely A Saleguards,DirectOf 16pp 44677 220 44677 235 

880321046B Notificalron of registration as user of Certificates of Compliance.mcluding 
5605,6144,6574,9044 9073,9079 & 9080, per 800223 request Models CNS !4 170 
Scries it, CNS 15 1608, NuPac 10*142 A HN-500 nol cerlifiod shipping casks 
MACDONALD CE Transporlaiion Branch 00/03/16 BOOKER,JE Gulf States Utili 
lies Co Ip 44760 340-44760 340 


DOCKET 71*9179 MODEL NUPAC 6/10QL A 6 /tOOH, NUCLEAR PACKAGING, INC 

B80330QD74 Requests registralron as usci of listed radioactive matl shipping casks Fee 
paid 

BOOKER.JE Gull Slates Utilities Co 68/02/23 MACOONALD,CE Cl lice of Nuclear 
Material Safely A Safeguards.Djreclor 2pp 44907 353-44907 355 

8803140143 Applrcalion for renewal Of Cc/lificalcs of Compliance 9159, 
9176 9177,9178 & 9179 Non proprietary A proprietary drawings A affidavits requesting 
that drawings be withheld from public disclosure onci Fee paid Drawings withheld 
TEMUS,cj Nuclear Packaging, Inc 68/02/29 MACDONALD, CE Olfice of Nuclear 
Material Safety A Safeguards, Director I 6 pp 44677 220 44677 235 

8803210466 Notificalion ol registration as user of Ceriifrcates of Compliance, including 
5005,6144 6574,9044.9073,9079 A 90BO, per 680223 roqucsl Models CNS 14-170 
Senes If, CNS 15-1 60B, NuPac 10-142 & HN 500 nol certified shipping casks 
MACDONALD, CE Transporlaliori Branch 60/03/16 BOOKER.JE Gulf Stales Ulili 
tiOsCo Ip 44760 348 44760 348 


DOCKET 71-9193 MODEL NES-5, NUCLEAR ENERGY SERVICES, INC 

08033001 19 Forwards Pages 2 * 1*5 & 2-16,correcting typos in 6801 07 submillal of Rev 7 
lo Cerlificaie of Compliance 0193 SAR 

ELY,P Nuclear Energy Services, Inc BC/03/07 ODEGARDEN.R Olfice of Nuefoar 
Material Safety & Satoguards.DirQCtor 4pp 44907 269 44907 272 


DOCKET 71-9200 MODEL 125*6, ENERGY^ DEFT. OF 

8803140059 Forwards Rev 8 lo ‘‘SAR for NUPAC 125 B Fuel Shipping Cask,” per Dec 
1907 request for addi info re Rev 7 lo rept Specific responses lo questions also end 
JOHNSON.RA Nuclear Packaging. Inc 00/02/24 MACDONALD, CE Office of Nu 
clear Material Safety & Safeguards, Director 5pp 44680 001 44600045 

--0QO314OO34 Rov 8 10 "SAR for NUPAC 125 B Fuel Shipping Cask ” 

* Nuclear Packaging, Inc 88/02/29 40pp 44680 004 44680 045 


DOCKET 71*9208 MODEL: NUPAC 10*142, NUCLEAR PACKAGING, INC 

0803010343 Requests registration as user of Nuclear Packaging, Inc NuPac Model 10 / 
142 radioacUvQ matls shipping package (cask) 

KELLIE.F Sacramenfo Municipal UliTily Disinct 88/02/12 MACDONALD, CE Offico 
of Nuclear Material Safety A Safeguards.Dircctor 2pp 44541 045 44541 046 

8003010270 Requests registralion as user of Model HN 10 142 
STEWART, WL Virginia Power (Virginia Eiecirtc & Power Co) 68/02/19 

THOMPSON, H L NRC - No Detailed Affiliation Given 2pp 44540 139 44540 140 

8803170229 Requests registration as user of Model HN 10 142 
STEWART.W L Virginia Power (Virginia Electric A Power Co) 08/02/19 

THOMPSON, HL Office of Nuclear Material Safety & Safeguards.Dircclor 2 pp 

44725 324*44725 325 

8803240400 Requests re mst ration as user of Models 10-142 A CNS 1 13G 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana A Michigan Eiecirtc Co ) 
80/02/24 THOMPSON.H L Office ol Nuclear Malerial Safely A SalePuards.Director 
2pp 44007 260 44807 261 

0003220002 Nolifres of regrslralion as user of Certificates of Compliance 9208 A 9216 
m rosponse to 880224 request 

MACDONALD. C E Division of Safeguards A Transporlaleon (Post 870413) 86/03/17 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co ) 
Ip 44773 036-44773 096 


DOCKET 71-9216 MODEL- CNS M3Q, GHEM-NUCLEAR SYSTEMS. INC, 

9003070334 Requests regislrahon as user of Model CNS M3G radioactive mall shrp 
ping cask 

COSTLEy.WJ Neutron Products, Inc 08/02/23, MACDONALD, CE NRC No Do- 
tailed Affiflation- Given 2pp 44610 066 44610 067 


8803240400 Requests regislration as user of Models 10-142 A CNS 1 13G 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana A Michigan EfecincCo) 
08/02/24 THOMPSON.H L Office of Nuclear Malarial Safety A Safeguards.Oirccfor 
2pp 44807 260 44807 261 

0803150032 Requests regislration as user of Model CNS 1 13G 
CUNNINGHAM, G E General Electric Co 08/02/26 MACDONALD, C E Transporfa 
lion Branch 2 pp 44689 293 446B9 294 

0003180151 Requests registration as user of Chem Nuclear Sys.fnc Model CNS I UG 
radioactive mails shipping cask Requests thal fuluro info re package be fonvaidcd to 
HLToy 

EMSWILER.TR BallGlIe Memorial Institute, Columbus Laboratories 60 / 07/29 
MACDONALD, C E Transportation Branch 2pp 44737 034 44737 035 

0003290437 Requests registration as user of Model CNS 1 13 G for shipment ol radiac 
live mall 

0IRD.BG Brislon Edison Co 88/03/15 Office of Nuclear Wafonal Safoly R 
Safeguards, Director 2pp 44897 082 44097 083 

8803210207 Nolificalion of registfcitron as user of Certificate ol Complianco WIGpci 
600229 request 

MACDONALD, CE Transportation Branch 08/03/16 TOY.H L Baltofla Mcmonal Iri 
stitulo, Columbus Laboratories Ip 44737 320 44737 320 

8803210546 Nolilicalion of registration as user of Certificate of CornpSiance 9216, pur 
660226 request 

MACOONALD.CE Transportation Branch 88/03/16 CUNNING H AM, G E Grnciai 
Electric Co Ip 44760 136 44760 136 

8903210549 Noiificalion of registration as user of Cerliftcole of Compliance 0216 pu 
000223 request 

MACOONALD.CE Transportation Branch Q8/03/I6 COSTLEY.WJ Neutron Prod 
ucls, Inc Ip 44760 137 44760 137 

8003220002 Notifies of registration as user of Cerlifrcalcs of Compliance 0206 & 9216 
in response to 060224 request 

MACDONALD, CE Division of Safeguards A Transportation (Pest 870413) oa/o:ifW 
ALEXICH.M P Indiana Michigan Power Co (formorfy Indiana A Michigan ElecUicfa) 
Ip 44773 006 447/3 096 


DOCKET 71*9219 MODEL HFIR, ENERGY, DEPT. OF 

0003140121 Application for Certificate of Compliance 32 19, authorizing use ol OHNl 
Modef HFIR cask DOE will have ownership of cask SAR describing design ol reus 
able shipping package end 

ANDERSON.RT Gonerat Nuclear Systems. Inc 87/10/29 MACDONALO.C E OHicii 
of Nuclear Material Safety A Safeguards, Director 3pp 44671 182 44672 265 

‘ 0803140137 Responds lo 071118 Ur to C MacDonald ro 881029 applrcation Im riji 
proval of spent fuel cask If DOE applies for cerlificaie, then application will he oxoiiijil 
from fees If DDE does not apply, then application fee required 
HOLLOWAY.CJ License Fee Management Branch 87/12/08 ANDERSON.H T Gt'ii 
oral Nuclear Systems, Inc 2pp 44671 185 44671 186 

**8003140140 Advises lhat if cask approved, cerllficate of complianco will ho issued In 
DOE,por G71202 llr Application will bo exempl from IrripLr 
1 0CFR 1 70 1 1 (n)(5) Record of 87 1 1 1 8 tolcon encf 

HOLLOWAY.CJ License Feo Managernenl Branch 08/03/08 TORRES. J I il ni'roy. 
Dept of 2pp 44671 18 7*44671 191 

**0003140154 Rov 0 lo "SAR for ORNL HEIR Spenf Fuel Cask " 

‘ General Nucioar Systems, Inc 87/10/30 SOOpp 44671 192 44672 265 


DOCKET 71*9222 MODEL: HN*215H, WESTINQHOUSE HITTMAN NUCLEAR, INC. 

0603240403 Application for Cerlificalo of Compliance 9222 for I-IN-215H sliipping 
package Drawing STD 02 077 revised lo provide addI fabrication A fasloning ol doiit is 
for ratchol binder bolls/ pins Propriolary Rev 0 lo STD R 02 016 withhofU 
ROY , 8 A Hillman Nuclear A Development Corp (subs ol Hiltman Corp) 60/01/20 
MACDONALD.C E NRC * No Deiatled Affiliation Given 6 pp 44807 253-44807 25/ 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72*0001 MORRIS OPERATIONS. GENERAL ELECTRIC CO. 

0602290121 Forwards Safety fnsp Repl 72 0001/08 01 on 88011 1*1 5 No violations 
noted 

SHAFER, WO Region 3. Ofc of Iho Director 88/02/19 BORST.G T General Cfoctnc 
Co 2 pp 44539 041-44539 053 

-0802290132 Health A Safely fnsp Repl 72 0001/80-01 on 80011 1-15 No violalioni 
noted Major areas Inspected criticality safely, Irai rung, opc ration <• 

reviewjransportahon, preparation A receipt of spent fuel shipments <& storage opof 
atJons 

FRANCF.GM, GREGEB.LR Region 3, Ofc of the Director 60/02/19 linp 
44539 043 44539 053 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO, 

0003140430 Summary of 880225 meelirig w/utrl A General Nuclear Sys.Ire (GSNIJ m 
Rockville, Md ro submittal of QSNI CASTOR X/28-33 topical rept A ulil amend applicrt 
lion for use of CASTOR X/28 33 at facility dry storage site 

ROBERTS.JP Fuel Cycle Safely Brancn 88/03/01 ROUSE.LC Fuel Cycio Sflfrt/ 
Branch 2 pp 44679 270 44679 279 



NONDOCKETED ITEMS 


tDCFR COMMISSION MEETING RECORDS 

8^030101<13 Stall ^cquiremenls memo to 880218 bneling on slatic ehminalion dovico 
□robfems Chairman Zech requested NRG to review other mfgs ol Po 210 static elimi 
ration devices lor saloty hazards & inform IAEA of findings & concerns 
HOVLE J C Office of Iho Socrelarv Of the Commission M8a0218C 80/02/25 
STELIO.V Ofc ol the Executive Director for Operations Ip 44509 240 44539 240 

8^03010242 Transcript of Commission 880218 public meeting in Washington, DC re 
shtic elimination probtems Pp 1 36 
‘Commissioners 88/02/18 54pp 44540 292-44540 345 

8901010276 Transcript oi 880218 affirmalion/discussion & vote m Washington, DC Pp 1- 
1 

' Comm SS loners BB/02/t8 7pp 44540 141 44540 147 

8603010320 Staff requiromenls memo ro 880126 bnolint) by GE in WashinnionOC cotv 
ceining new standardized plants & status of advanced BWFl reactor submittal lor 1i 
c«n 5 ing CGfiihcation 

CHLLK,Sd Olfice- of the Secretary ol the Commission M880126 88/02/25 OMico of 
tile Secrelary of the Commission 2pp 44539 266 44539 267 

8603010353 Slalf rcquiromenls momo re 800218 affirmoiion/discussion & vote m 
Washingtor>,OC on SECY-BQ 26 Commission approved orclor responding to question 
ccrtilicd by Appeal Board to Commission 

CHILK.SJ Olfico ot the Secretary of Iho Commission MOD02iaC 60/02 /■25 
PARLER.W C Office of the General Counsot Ip 44539 293 44539 293 

8603020224 Staff requirements memo ro Commission 880107 briefing in 

Washingtor^.DC concerning interim policy statement on mairt of nucloar power plants 
as cor^tained in SECY-07-314 

CH!LK,S J OlfiCQ of the Sccrotary of the Commission M8B0107 88/02/25 

STELLO V Ofc of IhQ Executive Director for Operations FRAIEY.R F ACPS Advi 
sory Committee on Reactor Safeguards 9pp 44544 193 44544 201 

8a810'3QQ04 Staff requirements memo rc FDA 080200 public briQlmg in Washington, DC 
re pofcntiai impact on public hoafth & safety duo lo use of static ofimmdfors contain 
ing pQ 210 mfg by 3M Investigation lo recall devices not identified suggested 
CHILK.SJ Office ol the Secretary of the Commission M0a0200 80/02/25 

STELLO .V OlG of the Executive Director for Operations 1p 44550 140 44558 140 

8003040269 Transcripl ol 880224 briefing in Washington, DC ro status of near term 
OLs Viowgraphs end Pp 1 60 

' Commissioners fiS/02/24 Oipp 44504 f37 44504 218 

6803070198 Transcript ol OQ0224 mooting in Washington, DC ro flilirmalian/rliscuasion 
& vole Pp 1 7 Supporting documentation end 
'Commissioners 88/02/24 33pp 44610 170 44610 200 

660306QOB& Staff requirements memo ro 880224 affirmalion/discussion & vole on 
SECY &a 33 reconsidoralion ol onlorcement policy provision involving rooponinO 
closQd cases Commission approved revs lo enlorcemont policy by 5 0 vole 
CHILK.SJ Office oi the Secretory of the Commission MBD0224 80/03/02 

STELL0,V OIc of the Executive Director for Operations 7pp 44657 244 44057 250 

9103080353 Staff requirements memo ro Commission 800203 biiwling in 

Washington, DC on status of Stale, Local & Indian Tribo Programs Commission ox 
prossodf Qoncorn tfiat staff budget cuts may not support cofitinuod funding of travel & 
expenses 

CHILK,SJ Office of the Secretary of the Commission Ma0O2O3 80/03/02 

DENTON,H R OMicg ol Governmental & Public Affairs {Post 870413) lo 44639 21 7‘ 
4463B217 

0003090020 Stall roquiromonls memo re briefing on status of near term operating 1i 
censes on 860224 Stall commiUoti lo provide Commission w/util projected response 
date to questions on potential upgrading ot containment bIclQ 
CHILK.SJ Of lice of the Secretary of the Commission M880224A 80/03/04 
STEUOW Otc of the Executive Director for Operations Ip 44657 272 44657 272 

8803140161 Transcript ol 880304 moeling in Washington, DC ro bnofing on plant 
restart Pp 1-123 Supporting documentation end 
'Commissioners 80/03/04 63pp 44600 060-44680 246 

8803170321i Staff requirements memo re 080304 brief mg on status of Unit 2 Slalf ro 
puestod lo repl lo Commission on final resolution of remaining issues & rccommonda^ 
tion on restart of Unit 2 

CHILK.SJ Off ICO ol the Secretary of tbe Commissibn M8B0304 96/03/ tl 
STELLO .V Ofc of the Executive Director for Operations Ip 44733 335 44733 035 

9S03220397 Transcript of 080314 bnofing on status of oifoits lo develop Oe Minimis 
Policy in Washington, DC Pp 1 59 Polated documentation end 
'Commissioners 80/03/14 69pp 44794 190-44794 267 

8003280050 Transcript of 080317 affirmalion/discussion & vote m Woshington,DC Pp t 
*} 

'Commissioners 88/03/1/ 8pp 44060 261-44860 26B 

BBOSasoflW Transcript of 080317 briefing in Washington,DC ro status of TMI-2 Pp 1- 
51 Supporting documentation one) 

'Commissioners 68/03/17 109pp 44889 067-44Q89 176 

8803309045 Transcript of NRC participation m Inti Agreements & Research Programs 
me&ting|on 980318 in Washington, DC Viewgraphs end Pp 1 73 
•Commissioners flB/03/18 107pp 44908 034-44908 140 

8003300256 Transcript of Commission 880322 affirmation/discusslon & vole public 
meet mg in Washinglon,DC Pp M3 
' Commissioners 08/03/22 17pp 44913 266 44913 282 

8603300408 Stall requirements memo re Commission 080317 affirmation/ discussion & 
vote in Washington, DC on SECY-86-078 concerning NRC application for stay of offec* 
liver ess of Board memo & order Commission approved order for slay. 

CHILK.SJ Olfiqe of tho Secretary of the Commission M0BO317B 80/03/24 
PARLE R,WC Office of Iho General Counsel Ip 44914 151 44914 151 


0803300445 Transcript of 880322 briding on status of proposed rulemaking on basic 
OA in radiation Iherapy & relalcd aciivitnes (public meeling) in Washington, DC Pp 1 54 
" CompniBSionOfs 89/03/22 BQpp 44905 109 44905 16B 

8803300461 Transcript of 0BO322 public meefing in Washinglon.DC re cliacussion/possi 
bio vole on facility rebtart Related info oncIPb 1-113 
‘Commissioners 86/03/22 169pp 44905 109 44905 350 

8803300469 Transcript of 890321 discussion /possible vole on lull power license for 
South Texas Nuclear Project, Unit 1 (public meeting) in Washinglon.DC Viewgraphs 
onci Pp 1 /3 

’ Commissioners 00/03/2 V 105pp 44908 224-44908 318 


ACHS advisory committee ON REACTOR SAFEGUARDS 


8002240334 Transcript ol ACRS Subcommiftee on Join1 Scram Sys Reliability & Coro 
Performance 880219 general mcciing iri Wa‘5.hin9lor,DC Pp 1 221 Related documon- 
ladon end 

"ACRS Advisory Corrmilteo on Reactor Safeguards 60/02/19 294pp 44519 122 
44520 069 

8802260114 Comments on 871230 SECY 37 314, “Interim Policy Statement on Mainl of 
Nuclear Power Plants" Requosls delay as olfeclivo policy stalemenl lo allow Lmo for 
review & recommendalicn 

KERR.W ACRS - Advisory Commiltco on Roacior Safeguards 6B/02/16 ZECH.L W 
Commissioners 2pp 44610 106 44610 106 

8602260141 Discusses ACRS 334lh mooUng on 800211-13 re RES aclivilies to develop 
& apply moifiod lor assignment of priorifies lo research activities ACRS recommends 
that devQlopmenl of meihod be comploiad & impicmenfcd 

KERR.W ACRS - Advisory CommitlGo on Reactor Safeguards 83/02/16 ZECH.LW 
Commissionors Zpp 44582314 44582 315 

00O22BQ197 Discusses ACRS 334th meeting on 080211 13 ro selected FYflO radwasle 
research proq rams Ongoing efforts ro research on high level waste endorsed & plan & 
rosoiirce allocation change tor research on low level waste recommonded 
KERRW ACRS Advisory C err mifieo on Reaefor Safeguards 60/02/ 17 2ECH,LW 
Commisaionors 2pp 44502 001 44502 002 

6003010223 Dit,ciis5,os measures taken by TVA lo deal with issues rdontified in 660812 
rapt ro mgl reorganization per discussions at 320th, 331s1 & 3341h ACRS meelingb 
improvements matio m fVA organization & mgl capability 

KtRR.W ACRS - Advisory Committee on Reactor Safeguards 00/02/19 ZECH,L W 
CommiS^toiiofS Opp 44GfO 107-41670 109 

8803010480 Informs lhal ACRS in process of reviewing several olemenls ol NRC re- 
search program including therm al-hydraulic phenomena, severe accident mgl, plant 
tigmg.ccnfaifrrroiH per/ormance A seisrrtic drsigrr margins 

KERR,W ACRS • Advisory Commiltno on Roacter Safeguards 88/02/17 BUSH.G H 
Senafo 2pp 4<1G06 327-44607 024 

••8003070116 Informs that ACRS in process of revicwirg several elomenfs of NRC re- 
search program, including Thermal Hydraulic Phonomona.sovere accidanl fngf,p1an1 
aging conlainmoni porrormnneo & SQisrric design margins 

KERR.W ACRS Advibory CommillDG on Rnacfcr S^loquards 08/02/17 
WniGHT,JC House of Rop , Speaker of the House 2pp 44606 029 44606 341 

'•8707230730 Commonls on research info continuous containment leakago 
monitoring fnvosUgalion of condnuous monitoring to cfolermine whether concopl help 
ful in risk reduction & cosl boneliclal rocommondod 

KERR.W ACRS Advisory Go rn mi Ileo on Roac lor Safeguards 07/07/16 ZECH.LW 
Cornrni< 5 sloriorP Ip 44606 342 44607 024 

8803020061 Corrcclod Iranscripl of ACRS 0OQ223 meeting In Durlmgamo.CA ro Dtabio 
Canyon long lorm sorsmic program Pp 1 259 

' AGHS Advisory Commitfao on Roacior Safeguards 68/02/23 502pp 44540 091 
44550 142 

0003020070 Transcript ol ACRS 000224 meeting in Burlmgamo.CA ro Diablo Canyor^ 
long term seismic program Pp 260-4 1C 

' ACRS ■ Advisory Comm it loo on Reactor Safofluards 08/02/24 2Blpp 44550 143- 
14651 043 

G603040316 601 ACRS membership list 

' ACRS ♦ Advisory CommiltCG ori Reactor Safeguards 89/02/09 Ip 44563 081- 
44583 081 

8603070092 ACRS601 ACRS mombbrshlp listing 

* ACRS Advisory CommillGo on Roacior Sateguards, 60/01/05 2pp 44607 151- 
44607 152 

8003150173 Transcript of ACRS 090309 mooting on auxiliary sys m Washinglon.DC Pp 
1-264 Supporting dooumenlalion end 

' ACRS Advisory Com mitlecj on Reactor Safeguards 68/03/09 393pp 44728 095* 
44729 125 

0603150176 Trariscripl of ACRS Subcommitloe on Roli-ability Assurancs 080308 meet- 
ing m Washington, DC Pp 162 47aSupporlinq rfocumentafions ancf 
•ACRS Advisory Comm ilioe on Reactor Safeguards 89/03/06 445pp 44717 141- 
44710 330 

0003150106 Transcript ol ACRS Reiiabilily Assurance Subcommittee meoling on 
860 307 in Was hinglon,DC Pp M 6 1 ^ ^ 

• ACRS - Advisory Commillee on Reaclor Safeguards 60/03/07 197pp 44718 331- 
44719 166 

0803170276 Transcript of ACRS 335th general meeting on 68031 1 in 
Washinglon.DC Pp 280 491 Supporting documentalion end 

•ACRS Advisory Commilt-G 0 on Reactor Saleguarda 86/03/11 3O0pp 44749 240 
44749 178 
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8003170286 Transcnpl of morning session ol 335th ACRS general mecling on 600310 
in Washinglon DC Pp 1-128 Supporting documentalion end 

• ACRS - Advisory Committee on Reactor Safeguards 88/03/ 10 155pp 44748 086 
-11748 239 

8803170290 Transcript of ACRS 335th general mceting.altefnoon session, on 880310 in 
Washington DC Pp 129 279 SupporUng ■documentation end 

• ACRS • Advisory Commutee on Reactor Safeguards 88/03/10 222pp 44730 064 
44730 290 

8803210171 Transcript of ACRS Subcommittee on Wetal Componenis 880315 meeting 
in Charlotte INC Pp 1 124 Supporting documentation end 

• ACRS - Advisory Committee on Reactor Safeguards 08/03/15 127pp 44761 331 
44782 097 

8003210480 Discusses ACRS 680310 12 meeting to review status of resofutron of 
issues re plant restart Plant performance plan was reviewed, including planl mgt orga 
nizalien & plant mod & design control Concludes no reason to delay restart program 
KERR.W ACRS - Advisory Commilteo on Reactor Safeguards 88/03/15 ZECH.LW 
Comrrussi oners 2pp 44769 357 44769 358 

8003210530 Concurs in regulatory position on Reg Gurde 1 99, Rev 2, "Radralion fcmbfil 
llcmenl of Reactor Vessel Watts, cJtd Mar 1988 

KERR W ACRS - Advisory Committee on Reactor Safeguards 68/03/15 STElLO,V 
Ofc of the Eveculivp Director tor Operations ip 44769 359 44769 359 

80032 10 5 3S Requests to be Kept informad ro progress A resolution of possibility of 
threats to safety of nuefear power plants due to more rapid than expected embrittle 
ment of pressure vessel supports from radiation at low temps 
KERR,W ACRS Advisory Comnnittee on Reactor Safeguards 88/03/15 ZECH,L W 
Commssioners ip 44769 360*14769 360 

0003210552 Comments on need for greater coherence among new regulatory 
policies, per 3351b meeting of ACRS on 080310 12 Two suggestions ro attempt to into 
grate evolving policies & issues & safely goat policy offered for consideration 
KERR.W ACRS Advisory Committee on Reactor Safeguards 88/03/15 ZECH.LW 
Commtssioners 2pp 4-1746 J40 -147-16 319 

0803220225 Responds to 871200 Hr re embnitlomeni of structural slee! in reactor sup 
port structures Ernbritticmeni does not poso immediate threat to safety of nuclear 
power plants based on performed analyses & engineering judgment 
STELLO.V Ofc ol tho Executive Director for Operations 80/01/28 KERfl,W ACRS 
Advisory Commitlco on Reactor Safeguards 3pp 44773 359 44773 361 

8803240300 Transcript ol ACRS Subcommittee on Waste Mgt meeting on 880317 in 
Washinglon,DC Pp 1 23 0 Sup porting doc li mentation end 

' ACRS - Advisory C-ommilteo on Reactor Safeguards 68/03/17 275pp 44666 109 
44869 020 


COMMISSION NRC COMMISSIONERS 

0803010291 Forwards Ofc ol Inspector & Auditor (OIA) repi enlilled ' Review of NRC 
Relationship W/TVA Nuclear Safety Review Staff (NSRS)” Repi cleared w/ 
Commission, OIA & Ofc of General Counsel for public relenso 
SHOWMAN.S Corret^pondencG a Records Branch 68/02/12 SHELBURNE.B NRC - 
No Delajicd Affiliation Given Ip 44540 196 44540 253 

• 0803010313 Forwards repi on revtow of NRC relationship w/TVA nuclear safely review 
staff (NSRS) re receipt & distribution ol NSRS ropis prior to B50101,por J Dingoll 
860319 roquosl No formal or informal arrangements to provide repts 1o NRC found 
CONNELLY.SR Office of Inspector & Auditor 87/12/20 ZECH, ROBERTS, 
BERNTRAL Commissioners 2pp 44540 197-44540 253 

•*8002170125 "Repi to Commissren Review of NRC Rolalionship W/TVA Nuclear Safety 
Review Staff *' 

■ Olfic-e of InspocloF & Auditor 07/12/31 55pp 44540 199 44540 253 

8003010309 Responds to 000128 request for info re TVA invostigalion Because NRC 
invosligaiion still m progross S DOJ studying investigative record lo dolerrmno il crimr* 
nal proceculion should bo pursued, delay in ro<y3onsc requested 
ZECH,L W Commissioners 88/02/04 GEJDENSON,S House of flop , Interior & In 
sular Affairs Ip 44541 011*44541 012 

0803070146 WesKy info ropt for wk ending 680210 
REHM.T A Ofc of the Executive Director (or Oporalrons 88/02/25 23pp 44610 1 10 
44610 132 

0803070316 Weekly info rept for wk ending 880226 
REHM,! A Ofc of the Executive Director for Oporalrons 88/03/01 37pp 44610 212 
44610 248 

8803090286 Responds fo 800 12B Itr 8 investjgalive ropt on drug & alcoJiof abuse at 
plant CommisMon believes that existing fitness for duty programs are as effective as 
those which would have been established by earlier proposal Rept end 
ZECH.LW Commissioners fiO/03/02 MARKEY.EJ House of Rep lOpp 44644 043 
44645 336 

-0803090310 Forwards investigative rapt. 'Drug & Alcohol Uso a1 Seabrook Nuclear 
Power Plant ” Rept criticises NRC failure to adopt meaningful & enforceable Fitness 
for duty regulaftons to cover critical penewi of roactor const 

MARKEV.EJ House of Rep 88/01/28 ZECH.LW Commissioners ip 44644 123- 
44645 336 

"8003090316 "Prug & Alcohol Use at Seab/ook Nuclear Power Planl.” Investlgativo 
rept 

MARKEY.EJ House of Rep 60/01/31 500pp 44644 121 44645 336 

0003100003 Ack receipt of Hr forwarding concerns expressed by D Harrison of South 
Texas Cancellalron Campaign re allegations made by workers at planl Seme alleged 
concerns not mveshgafed duo fo insufficienl info 

ZECH.LW Commissioners 88/03/02 PICKLE, JJ House of Rep 4pp 44662 120 
44662 127 

"0803100006 Forwards P Harrison Itr expressing concern re NRC refusaP to investigate 
allegalfons made by workers at plant due lo allegers romaininp anoi^ymousNRC 
should inform author of plans to investigate any allegation 

PICKLE, JJ House of Rep 60/01/13 ZECH.LW Commissfonars 3pp 44662124 
44662 127 


8803140262 Responds fo 871221 Itr re use of fertilizer processed from radwastos on 
pasture land near Gore.OK Use of ammonium nitrate solution as fertilizer by licensee 
would produce no greater risl' than would commercial fertilizers 
ZECH.L W Commissioners 88/02/29 CHAFEE.J H Senate 4pp 44680053 
44680 057 

0803150020 Weekly info repi for wk ending 080304 
REHM.T A Ofc of the Executive Director for Operations 88/03/0B 3Bpp 44689 233 
44669 270 

8803210259 Weekly info rept for wk ending 880311 
REHM.T A Ofc of the Executive Diroclor for Operalions 80/03/15 29pp 44733 001 
44738 029 

0803240413 Forwards proposed amended legislation which would aulhonzo appropim 
Hons for FY89 based on President requesl 

ZECH.LW Commissioners 68/03/01 BUSH.G H Senate. Presidanl of the Senate 
WRIGHT, J House of Rep . Speaker of the House UDALL.M K House of Ren rmen 
or & Insular Affairs 13pp 44807 262 44807 274 

8603240456 Forwards quarterly repi covering Fourth Quarler of I9e7,in rospon-sc lo 
House Repi 97 850 

ZECHLW Commis< 5 ioners 88/02/29 BEVILL.T House of Rep, Appropnations 
14pp 44807 341 44807 354 

0803250015 Comments on specific legislative proposal which could establish single nd 
mimstralor agency Majority of Commission could, however, support bill il lisled suggos 
Hons adopted 

ZECH.LW Commissronora 80/03/01 BURDICK.QN Senate, Environment S Public 
Works 3pp 44056 277-44856 279 

08O32SOO27 Forwards rept on administration of FOIA by NRC for CY07,por Public law 
93 502 

ZECH.LW Commissioncfb 88/03/09 BUSH.G H Senalo, President ol tho Scntile 
WRIGHT.J Senate 22pp 44859 15G 44659 170 

08O32SOO74 Forwards NRC concerns w/ US/ Japan agrecmenl for nuclear cooperation 
S changes necessary to make agreement acesptaolo lo NRC, per 071216 commit 
ment 

ZECH.LW Commissioners 80/02/24 FASCELL.DB House of Rap , Forejgni Affairs 
7pp 44866 267 44856 273 

8003250140 Responds to 880205 Itr re reorganization cf Ofc ol 
investigalions Commission will not make further organizalional changes to consolidate 
Ofc of JnvQsitgalions & EDO ofes 

ZECH.LW Commissionors 80/03/01 SHARP, P R House of Rep, Energy & Com 
merce 2pp 4-1859 033*44859 036 

*8803250145 Ack receipt of 000229 Hr ro proposed re organza bon of Ofr of 
IfivosligaKons Requested cost analysis & documents discussing effects ol consofiifn 
tion not provided w/oa0229 Itr Info should bo provided 

SHARP, PR House of Rep 08/02/05 ZECH.LW Commissioners 2pp 44859 015 
44859 036 

0003250159 Advises lhal Commission corresponded w/US Ropresenlalive S Gojdmsnn 
rc Interest in how Nall Guard might respond at nuclear power plants in ovoni of S(«n 
ou8 socunly lltreats NRC 871 1 19 Hr lo S Gojdonson end 

ZECH.LW Commissioners 80/02/23 SUNUNU.JH Now Hampshire, Slalo or Ip 
44859 1 00-44659 105 

8803250164 Responds lo recipienf inquiry of 800202 ro safely slds for disposal ol bni^nl 
nuclear fuel in deep goofogic roposito^ Basic safely sids (or disposal of high frvel 
radwaste & spent fuel promulgated by ERA 

ZECH.LW Commissioners 88/03/08 HECHT.C Senate 2pp 44855 201 44055 202 

8803250169 Forwards response lo 8G0203 requosl for info ro NRC civil penally author 
ily per- S 1014. ‘ Federal Civil Penalties Inflation Ai^uslmenl Action of 1907 " 

ZECH.LW Commisstoners 88/03/04 LEVIN.C Senalo, Govornmonlfll Affairs lOpp 
44856 334-44056 360 

♦•0803250216 Requests answers lo listed questions ro S 1014. "Federal Civrl Pernitius 
Inflation Adjusmont Act of 1987," by 080218 

LEVIN.C Senate, Governmental Affairs 68/02/03 ZECH.L Comitiisseonors flpp 
44856 353 44656 360 

80O32SO179 Ack recetpl of 871222 fir commonling on Commission roconlly promulqaibil 
omorgoncy planning rule & made recommondations as lo how rule should bo inter 
prelod & applied in odiudicatory hearings involving racalcilranl govl e nil Has 
ZECH.LW Commissioners 88/03/01 PASHA YAN.C, HALL.R House of flop 2pp 
44859 114 44659 117 

"80O325O2OO Discusses furlher review of Commission Ocl 1987 amend to omergtncy 
planning rule to formaltze regulations (or evaluation of util omergency plan w/o aliilcr 
or local parliclpation NRC should execute realism rule re jplan, 

HALL.R, PASHAYAN.C House of Rep 87/12/22 ZECH.LW Commissionors 2pp 
44659 116 44859 117 

8003250206 Informs that Commission completed action on rov to enforcomonl policy 
which clarifies that NRG would consider merils of reopening closed case for purposas 
of both increasing & decreasing enforcement sanction 

zeCH.W Commissioners 88/02/24 BREAUX, J B Senate, Environment & Public 
Works Ip 44859 131 44859 131 

8803250226 flequesls reconsideration of 061027 roquosl for assigning federal prolcc 
live officers al One White Flint North Author not satisfied w/Informal arrangomcnl w/ 
Montgomery County police to respond in event of emergency 
ZECH.LW Commissioners 87/01/21 GOLDEN,! C General Services Adminls Ira lion 
2pp 44859 133 44859 134 

0803250228 Forwards "Slalus of Commission Readiness lo Process HTGR CP Apptica 
Hon." dated Fob 1980 Related documenlatton also end 

ZECH.LW Commissioners 08/03/02 UDALL.M K House of Rep , fnienor & Insular 
Affairs ip 44869 135 44059 155 

-8803250229 "Status of Commission Readiness lo Process HTGR CP Applrcabon " 

‘ NRC - No Detailed Affllialion Given 68/02/29, 7pp 44059 136 44859 142 
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- 88-03250234 Forwards B60221 rept lo Interior Commitloe re readiness to process 
HTGR CP epplicalion Update rept lor chairman will he provided by 8B020t 
BECKJORD^E S Olfico of Nuclear Regulatory Research, Director (Post B60720) 87/ 
06/26 BRADBURNEJ Congressional Ahairs 2pp 44859 143 44859 155 

8803250231 Accepts B80104 invitation to participalo in Civil Preparedness Exercise 
REX-aS BRAVO 

ZECH.W Commissioners 80/02/24 BECTQN,J W Federal Emorgency Management 
Agency Ip 44651 247^44051 247 

8003250335 Forwards Commission response for the record.re US/Japar^ agreement 
posed to author at house loreign affairs committee hearing on 871216 & contained 
within author 860224 Ur lo DB Fascetl 

2ECHXW Commissioners 68/02/24 EVANS, DJ Senate Ip 44B59 074 44859 082 

8003280032 Advises that 680121 hr requesting stale representative lo participate on 
Commission High Level V^aste Licensing Support Sys Advisory Commiltee lorwardcd 
to tacildator of committee for consideration at 880322 24 meotings in Reno.NV 
2ECH,LW Commissioners 00/02/22 ROWER, R Colorado State of Ip 44890 156 
44890 172 

-3803280036 Advises that 880121 Itr requesting state roprosontative to participate on 
Commission High Level Waste Licensing Support Sys Advisory Committoe forwarded 
lo facilitator of committee for consideration at 880322*84 meetings ir> Reno.NV 
ZECH,LW Commissioners 86/02/22 CARRUTHERS.G New Mexico, State of lOpp 
44890 159 44690 166 

*-0803160231 Requests participation of corridor govt planrimg group in High Level 
Waste Licensing Support Sys Advisory Committee 

ROWER.R Colorado. State of 88/01/21 CHILK.S Office of the Secretary of the 
Comnnisslon 2pp 44890 169-44890 170 

-6803230040 Requests participation of corridor govt planning group in Commission 
High Level Waste Licensing Support Sys Advisory Committoo 
CARRUTHERS.G Now Mexico, State of 08/01/21 CHILK.S Office of the Secretary 
of the Commission 2pp 44800 171 44890 172 


— 8303030D39 Mod 9, including FYSa aclivilies.incfamonlal funding amending schedule of 
deliverables extending period of performance to NRC Computer Security Program 
for Unclassified Sensitive Sys 

MCGUFFIN.J C Commerce, Dept of. National Bureau of Standards WlGGINS.E J Di 
vision of Contracts (Post 870413) FIN B 8879 NRC-33 83 465 88/02/24 3pp 
44558 286 4455B 288 

8603030047 Notification of contract execution, Mod 4. to Provision of Seismographic Cir 
emty Witiun Kansas " Contractor Southwestern BoLl Telephone Co 
VELE2.P Contract Administration Branch FIN D 1651 NRC 33-87 232 88/02/23 
EYSYMONTT.G Division ol Computer & Telecommunications Services (Pre 07Q413) 
RtCKERT.H NRC No Detailed Affibalion Given Ip 44558 289 44558 290 

-8003030052 Mod 4,providing incremental funding iri stated amount to, "Provision ot 
Seismographic Circuity Within Kansas" 

* Southwestern Bell Telephone WlGGINS.E J Division of Contracts {Post 878413) 
FIND 1851 NRC 33 07 232 08/02/23 Ip 44558 290 44558 290 

0003030094 Notification of contract execution, Mod 4. to "Human Skill Bldg Training 
Courso " Contractor SBA SubconUaclor Space Qualified Sys Corp 
VELEZ, P Contract Admini'ilialion Branch NRC 10 87 268 88/02/25 

GOLDfMN.RJ. SPECTORiA NRC No Detailed Alfilialion Given Ip 44558 042- 
44558 045 

- 8603030110 Mod 4. incorporating staled amount into ceiling lor travel costs lor courses 
lo bo hold at regional ofes to "Human Skill Bldg Training Course " 

PITTS, Y M Small Business Administration VINES, CB Space Qualified Systems Corp 
WIGGINS, CJ Division ol Contracts (Post 8704(3) NRC- 10 07 208 08/02/25 3pp 
44558 043 14558 045 

88O303Q121 Notilicalton of contract execution Mod 9 to "Technical Assistance in Sup- 
port ol NRC Licensing Achvilios " Contractor Science Applications Ir^tljnc 
FIELDS, J A Contract Adirinislralton Branch FIND 2109 NRC 03-87*029 08/02/23 
BAJWA.SS, WESTS Oflice of Nuclear Reactor Regulation, Director (Post 87041 it 
CORLEY, D Ofc of Special Protects Ip 44566 0l 4 44566 01 7 


8003280354 Weekly info rept Icr wk ending 080318 
REHM,T A Ofc of tho Executive Director for Oporalions 8B/03/2? 3lpp 44890 226 
44890 256 

6003290022 Responds lo 680218 & 0317 Itrs expressing concerns re safely of plant & 
requesting special investigation before considorahon of licensing GAP allegations in 
vestigated exlensivoly & in detail Public meeting scheduled for 080321 
ZECH.LW Commissioners 80/03/21 GONZALEZ, HR Mouse ol Rop 4pp 
44396 362-44895357 

'8803200025 Expresses concern ro safety ol plant & rcauesl special Invealipation ol 
safety before licensing Only 60 of GAP 400 allegalions examined by NRC Allegations 
morn more extensive study 

QONZALEZ.HB House of Rop 08/02/18 ZECH.LW Cornmisslenors Ip 

44B95 356 44095 366 

..0603290033 Reiteralos concerns re safely of plant & requests that licensing hearing 
schodulod for 060321 bo postponed Safety Assessment Team 860314 rept does nol 
address allegations that plant workers discouraged Irom reporting concorns 
GONZALEZIh B House of Rep 00/03/17 ZECH.LW Commissioners tp 

44895 357 44895 357 

0803290156 Requests transcript of Commission 870513 closed meeting on Edlow 
import of U from South Africa Per Commission policy, transenpf wifl bo transmiltod w/ 
end draff cover Ur on 870526 

BRADBURNE.J C Congrossionat Affairs 87/05/21 ZECH, ASSELSIINE, BERNTttAL 
Commissioners 2pp 44909 017 44909 018 

8803290198 Possible questions tor Executive Branch at Commlssioni briefing 
* NRC - No Detailed Affiliation Given 87/06/08 2pp 44909 01 1 44909 012 


-8803030128 Mod 9, Tusk Order 1, providing add! funds & mcorporaling new FIN a B&R 
numbers, to "Technical Assistance in Support ot NRG Licensing Activities " 

' Science Applications International Ccrp (formerly Scien(,o Applications, Inc ) 
WlGGINS.E J Division ol Contracts (Post 870413) PIN D-2t09 NRC 03 87 029 8Q/ 
02/23 3pp 44566 015 44566 017 

8803030129 Notification ol contract execution, Mod 7,lo "Prcventivo, nomcdial & On 
Call Maint oi Data Gene rat Comnulers & Peripheral Equipment" Corfraclor Computer 
Engineering Assoc ,1 n c 

VELEZ, P Contract Administration Branch FIN B 1663 NRC 33 66 276 68/02/24 
SCOTT, S Division of Information Support Services (Post 870413) SEEHERWAN,J 
NRC No Dolnitod Allilintion Given Ip 44550 050 44558 060 

- 8003030132 Mod 7, increasing lunding.to "Provenlive.RcmGdial & OnCall Wnint of 
Data (General Computers & EquipmiQnt " 

* Computer Ennineortng Associates, Inc WIGGINS, C J Division of Contracts (Post 
870413) FIN B 1663 NRC 33-QG-27G 08/02/24 (p 44558 060 44558 060 

8803030147 Notilicalion ol contract oxeculion.Mod <l.to "Data Entry Support & Related 
Sves" Contractor AlC Analysis Corp 

KNOK.E Contra cl Administration B ranch FIN D-8518 NRG 31-87-296 80/02/23 
FOSTER.WH Region 5. Ole of tho Director RETTIG.J NRC ■ No Delnitcd Affiliation 
Givon fp 44566 060 4456 GOC2 

*•8803830149 Mod 4.provn.iing inGromenlal funding to mcroasc amount obligated by 
govLlo "Data Fairy Support & Related Sves " 

“ AlC Analysts Corp WlGGINS.E J Diviaioa of Coalracls (Post 870413) FIN B 8515 
NRC-31 87 296 88/02/23 2pp 44666061 44566062 


8003290208 Undated Agenda for 870600 meeting w/DOE to discuss Eyocutwo Branch 
bfiohriQ on Sov\h Ainca U Imparls 

• NRG No Detailed Affilialtort Given 07/06/08 NRC * No Detailed Aflilialion Given 
2pp 44909 000 44909 010 

8803200302 Forwards addi backup quostions for Bovill hearings ro Commission inter 
proialion of ban on importing U trom South Africa 

FORTNER, L Commissioners 87/03/09 R6HM NRC No Dotailetl Affiliation Given 
7pp 44009 175 44909 101 

0803290307 Response to Question 40 ro Commission intorprolation of ban on importing 
U from South Africa lo extend beyond U oxide to mfg forms such as UF6 
PORTNER.L Office of Inlornational Pfotirams, Director (Pre 870413) 0//0(/20 2pp 
44909 173 44909 174 

8803300275 Responds to 800304 Hr ro grantint) of full power Ol for facifiiy & sialus of 
NRC invosligallon of allegations received from GAP No substantive issues tdenlitied fn 
NRC rept (NUREG-t306) that would delay consideration ot OL 
ZECH.LW Commissioners 80/03/21 BENTSEN.L Sonalo 4pp 44905 002- 
44905 006 

-8803300278 Urges release of full safety rept ro hvoaligallon into allegations of numor- 
ous safely violations at plant In Jan l988,prior lo time any rocommendations made on 
whether plar^i should be granted full power Ol 

BENTSEN.L Senate 00/03/04 ZECH.LW Commissioners Ip 44905 006 
44S05 006 

8003380311 Forwards 070507 Itr authored by 24 senators to Secrolary of Treasury 
urging dept not lo impose reslrlctions or\ South African U ore & oxide imported to Us 
(or processing & reexport NRC urged lo act In line w/Treasury directives 
MCCONNELL.M Senate, Foreign Relations 07/05/12 ZECH.LW Cqmmi«5sionoT3 
4pp 44909 045 44909 048 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8803830176 Noli lica lion ol contra cl execution, Mod 9.1o "Technical Assistance in Oovel- 
oping & Implflinonting QA Initielives " Corylrautor Sr tonco Applications Inti Corp 
DA?1N,J Com rod Atlmlnlst rollers Branch FIN 3 6733 NRC 05 06 162 88/02/23 
DAJWA,S Planning, Prografn & Management Support Branch (Post 8704 jl) 
LINER, B NRG - No Dolaricd Affiliation Given Ip 44566 O77-4466G07B 

-0003030184 Mod 0,adding funds, to "Technical Assistance in Developing & Implement 
ing QA Initiatives " 

* Science Applications Internal lonal Corp (formerly Scienco Applications, Inc ) 
WlGGINS.E J Division ol Contracts (Post 070413) FIN B-8733 NRC 05 06 162 06/ 
02/23 Ip 44566 078 44566 076 

8803030182 Noiilication ot contracl oxoculion.Mod 7. to "Radiation Wonitormg Program 
Require iTients ” Contractor Stata of SC 

DORSEV.M Contracl Admlniktralion Branch FIN 0-841)3 NRC-20 63 624 88/02/24 
MALEY.R J Renion 2, Ofc of Iho Director KAHLE.JB NRC - No Detailed Affiliation 
Given Ip 44566 062 44566 084 

-0803030191 Mod 7, clarifying funds previously provided to Stale ot SC re coo par a live 
agreomanl since Inception & providing CYGQ funds, lo “Radiation Monitoring Program 
RequirGmonts " 

‘ South Carolina, Stato of WlGGINS.E J Division ol Contracts (Post 870413) FIN Q* 
6403 NRC 28 63 624 88/02724 ?pp 44566083 44566004 

0803030196 NoUIication of contracl ovecution.Mod 2,lo "Fifth Wheel Trailer" 
Contractor Eva n.s P u g ge Co.lnc 

DORSEY, M Contract Admin ist ration Branch NRC 32 87*314 fl7/fOr05 HAMfLL.K 
Region 5, Ofc of tho Diroclof YUHAS.G NRC • No Delailod Aflilialion Given Ip 
44566 235 44566 237 


-0803030209 Mod 2, extending pened of performance al no add! cost.lo “Fifth Wheel 
Trailer ” 

PLUGGE.DL Evans Plunge Co, lac WlGGINS.E J Division of Contracts (Post 
070413) NRC 32*87-314 07/10/05 2pp 44566 236 44566 237 


8803030022 Notification of corrlracl execulion.Mod 9,lo "NRC Computer Security Pro- 
gram tor Unclassified Sensitive Sys " Contractor NBS 

MEEHAN.B Division ol Contracla (Post 870413) FIN B 0079 NRC 33-03*465 88/02/ 
24 MAGEE,W Division of Information Support Services (Post 870413) SWANSON.M 
NRC • No Detallod Affiliation Given Ip 44558 205-445S8 288 


8803030224 NoUficalion of contract execution, Mod I, to "Totecommunicalion Sves" 
Conlfactor AT&T Communications 

VELEZ.P Contract Administration Branch FIN D-1051 NRC*30Qat70 08/02/23 
EYSYMONTT.Q P Division of Computer & Telecommunications Services (Post 
670413) RICKERT.H NRC * No Detailed Afhltalion Given fp 44666 107-44566 f08 
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•B003&a0230 Mod 1, adding iDcreinental funding lo increase amounl obligatad.lo "Tele 
communicalEOn Svcs" 

’ AT&T Corrmunicahons WIGGINS, E J Division oi Contracts (Post 870413) FIN D 
last NRC^39-aB-178 mJ02/22 Ip 44566 t08 44566 108 

0803030296 Nolificalion af corUracl execution.Mod 7,io “Technical Assistance lor Emer 
gency Response " Coni ractor Corner Corp 

MEEHAN a Con iracl Aciminislrati on Branch FIN 0 8755 NRC-05 86^170 08/02/23 
SPBSSARD R L Division of -Operaliona! Assessment (Post 870413) PRtEBE.R NRC 
No Detailed Alliliation Given Ip 44558 137-44558 138 

-0803030297 Mod 7, providing incremental funding, to “Technical Assistance for Emer 
gency Response '* 

^ Comax Corp WIGGINS.E J Division o1 ConIracIS (Post 870413) FIN B-Q756 NRC 

05 86 170 88/02/23 tp 44558 138 4455B 130 

8BD3070242 Notilicalion of grant execution “Fundamenlal Micfostruclural Studies ol 
ErTiOrkUlment of LWR Pressure Vessel Sleets," awarded to Univ of California, Santa 
Barbara 

DEMAFCO.D Coniract Admmislration Branch FIN G 1132 NRCG 04-80 139 88/02/ 
29 eECKJORD,E S OH ice ol Nuclear Regulatorv Flesearch, Direclor (Post 060720) 
TABOADA.A NRC No Detailed Alfilial ion Given Ip 44596 OZO 44596 022 

-8003070254 Grant 'Fundamenlal Microsiructural Studies of Embrilllerrient oi LWR 
Prossurc Vessel Steels,’ awarded lo Univ ol Calilornia.Sanla Barbara 
MACMILLAN.S California, Univ of, Santa Barbara. CA THOMJ^SON.R D NRC - No 
Dotaifod Aflilialion Given FIN G 1132 NRCG 04 8B- 139 88/03/01 2pp 44596 021 
44596 022 

8803070321 Notification of corklracl execuHon.Mod 6.lo ’'Regulatorv Analysis lor Gener 
tc Issue 23, Reactor Coolant Pump Seat Failure " 

Contractor SBA Subcontraclor Scierktech.Inc 

FIELDS.JA Contract Ad mi nisi ration Branch NRC 04 67 397 88/02/26 

GUSTAVE.RP Fiscal Section JACKSON.J NRC • No Detailed Aflilialion Given Ip 
44610 081 44610083 

-8803070350 Mod 6, extending period of performance at no addi cost.to “Regulatory 
Analysis for Generic Issue 23, Reactor Coolant Pump Seal Failure " 

BAKER, LJ Small Business Adminislralion YBARRONDO.LJ Scienlech, Inc 
WIGGINS.E J Division of Contracts (Post B70413) NRC-04 B7-397 8 0/02/26 2pp 
44610 082 44610 083 

8803070346 Noldficalion of contract execulton.Mod 9, to ’Stenographic Reporling Sves “ 
Contractor Ace Federal Reponersjnc 

BRENNAN, PA Coniract Adminislralion Branch FIN B 0183 NRC 21 85 401 86/02/ 
29 COTTER, G P Alomic Safety and Licensing Board Panel FITTI.G , LEINS.E NRC 
No Detailed Aflilialion Given Ip 44610 071-44610 073 

-8003070354 Mod 9,deobl(gatmg excess funds lo "Stenographic Reporting Sves “ 
MEHOLICK,J Aco Federal Reporters, tne WIGGINS.E J Division ol Contracts (Post 
B70413) FIN 6 8103 NRC'21-85 401 80/02/29 2pp 44610 072-44610073 

0803000004 Notification of coniract excculion.Mod l to "Automatic Crealion & Reno da 
lization of TRAC BWR Input Decks “ Conlraclor Expert Ease Sys.Inc 
SMITH, P Contracl Negotiation Branch-1 FIN D'2036 NR(; 04 87-368 08/02/23 
GUSTAVE.R Office of Nuclear Regulatory Research, Direclor {Post 060720) 
TOVMASSIAN.H NRC - No Detailed Affiliation Given Ip 44633 165 44633 167 

-8803080009 Mod 1, deleting R Gay S substituUng 0 Vrooland as principal invesligalor 

6 identifying HS Tovmassian as proiect manager, to " Automatic Creation & Ronodafi 
zation of TRAC BWR Input Decks “ 

• Expert EASE Systems, Inc WIGGINB.E J Division of Contracts (Post B70413) FIN 
D 2035 NRG 04 87-368 08/02/23 2pp 44633 166-44633 167 

0803980034 Nolification ol contract execution, Mod l.lo "Into Technology Sves End 
User Support Sves (Interim)'' Contractor Wor^ro.fnc 

VELEZ.P Contracl Administralion Branch NRC-39 0a2U 86/02/29 SCOTT.fl S Di 
vision of Informalton Support Services (Post Q70413) VANDUSER.K NRC * No De 
tailed Atliliafion Given Ip 44634 110-44634 112 

8803000044 Mod 1. a mending Section H 1 of key personnel clause to delete GR Copp 
& insed R Efd ridge, changing coniract expiration date to 860416 & revising Section 
G 1 fo applicable period, lo 'Info Technology Sves End l/ser Support Sves (Interim) " 
HO WARD. J L WordPro. Inc WIGGINS.E J Division Of Contracts (Post 870413) NRC- 
39 80 214 88/02/29 2pp 44634 111 44634 112 

0803088000 Nohfi cation of contracl execution, Mod 3, to '’Career Counseling " 
Contractor Career Oavefoprrenl Sve 

VELEZ.P Coniract Admanstration Branch NRC-10a7-173 88/03/01 GOLDMAN, PJ 
(Dfc of Personnel (Post 870413) VANSANTEN.L NRC - No Oelaifed Affilialion Given 
Ip 44C33 243 44633 246 

-8603030074 Mod 3, modifying Section B to include cancellalion tee, increasing contracl 
ceiling, modifying Sociion C 2 4 & incorporalrng Seclion C 6,lo "Career Counseling “ 
BASTRESS.F K Career Development Service WIGGINS.E J Division of Conlracls 
(Post 870413) NRC-10 67-173 88/03/01 3pp 44633 244 44633 246 

8003080219 Notification of coniract execution, Mod 9,lo "Facilities Mgt of P 634 & Mary- 
land NaU Bank Computer Faciljlias" ContraclorSBASuDconlraclar Kenrob & 
Assocs.Inc 

MEEHAN.e Contracl Administration Branch NRC-33fl6 279 88/03/02 SCOTT.S 
Division of Information Support Services (Post 870413) KfNG.M NRC - No Detailed 
AlfiliatiOn Given Ip 44633 338-44633 341 

-0003000220 Mod 9.providrng cost plus fixed fee lo "Facifilies Mgt of P 634 S Maryland 
Natf Bank BIcfg Computer Facifilies “ 

^ Small Business Administration ROGINSON.KW Kenrob & Associates, Inc 
WIGGINS.E J Dkvision of Contracts (Post 870413) NRC-33 86 279 68/02/16 3pp 
44633 339 44633 341 

0003080236 Notificalton of coni rad execulion.Mod 3, to "Local Telephone Sve in Sup 
port of Health Physics Network & Emergency Nolitrcalron Sys " Conlraclor Southern 
Bell Tefephono Co 

VELEZ, P Coniract Administration Branch FIN D1851, NRC 33-87-230 88/03/02 
EYSyWONTT.G P Division of Computer & Tefecommunrea lions Services (Post 
870413} COHEN, S NRC NO Detailed Affilralion Given Ip 44634 351 44634 352 


-6003080236 Mod 3, providing incremental lunding.lo Local Telephone Sve m Suppod 
of Health Physics Network & Emergency Notification Sys " 

LINDSAY, 0 Soulhern Bell Tetophonc Co WIGGINS.E Division of Conlracls (Post 
070413) FIND 1851 NRC 33 87 230 88/03/02 Ip 44634 352 44634 352 

8003080269 Nohfication of contracl execulion.Mocf 11 lo Sys Engineering Expertise' 
Conlraclor Mitre Corp 

HAGEY.H Contract Admimslration Branch FIN B 8605 NRC 04 87 399 80/03/02 
GUSTAVE,RP Program Management Policy OcvelopmenI & Analysis Staff (Post 
870413) CLEARY, 0 NRC No Oelaifed Affiliation Given Ip 44613 346 41633 348 

-88030B0270 Mod M, adding incrernonlal finding, revising considoralion Clause G 1 & 
overhead ratc.lo ’ Sys Engineering Exporlise ’ 

MYERS,L F Mitre Corp WIGGINS.E J Division of ContracIs (Post 870113) FIN 0 
8685 NRC 04 87 399 86/02/02 2pp 44633 347 44633 348 

8803080279 Nolification of contracl oxoculion,Mod 3,lo fnstallalion ol AOP & Broad 
band Cabling Sys al One Wtnto Flint North ’' Contractor Visions Data Cable Inc 
PAGE,M Coniract Administration Brancti NRC 10 8/ 45S 88/03/02 

MONTGOMERY J Ole of Consolidation (Post 0704 13) KELLAM.T , WILCOX, L NRG 
No Detailed Affiliation Given 1p 14633 349 44633 351 

-0803080296 Mod 3,aulhori2ing partial payment lo contrarlor & extending coniract per 
lo/manco period al no addI cosi to govt, to ' Inslallalion of ADP & Dronciband CcTblinrj 
Sys al One While Flint Norlh ’ 

* Visions Data Cabfe, Inc WIGGlNS,r J Division of ContracIS (Post 870113) NRC 
10 87 455 BB/03/02 2pp 44633 350 44G33 351 

8803080313 Notificalion of coniract oxf’Cution,Mad 17,lo Fuel Cycle Licensing Tcchni 
cal Assistance " Conlraclor Science Applicalions fnll Corp 

MEBHAN,B Division of Contracts (Post 870413) FIN D 1066 8 NRC 02 0/ 004 86/ 
03/02 TEN EYCK,EO Program Management, Policy Development & An.ily^is Skill 
(Posl 870413) LOYSEN.P NRC No Dolailed AMilialion Given Ip 44631 CH5 
44634 037 

-6803000316 Mod 17.mcrGpsing funds for performance ol Task Order 008 to FTicI 
Cycle Licensing Technical Assistance ’' 

' Science Applications Internalionai Corp (lorrhorly Science Apphcaiions, inr) 
WfGGfNS.EJ Division of Conlracls (Post Q/0413) FIN D 1066 0 NRC 02 87 004 
08/03/01 2pp 44634 036 44634 03/ 

8803080323 Nolification of coniract exccution.Mod 19,lo “Technical Assistance for Fa 
cilitics Requiring Special Assistance " C onlraclor Paramolor.lnc 
MEEHAN.B Division of Contracts (Post 870413) FIN D 2102 NRC 06 66 156 88/0 3/ 
02 GRIMES, C I Ofc of Special Projects CORLEY.OJ NRC No Dnlaileif AfliKilion 
Given Ip 44638 191 44G38 192 

-8803060327 Mod 19 providing incrumonlal lunding.lo ' rochnicaf Assiskincr for f at,ilF 
ties Requiring Special Assislance ' 

‘ Parameter, Inc WIGGfNS.EJ Division of Contracts (Post 870413) FIN fJ ?RV 
NRC 05 06 156 88/03/01 Ip 44638 192 14630 192 

8803080524 Notificalion of contract execution Mod 2.to ' Oporating of Ctr for Nut li-ar 
Regulatory Analyses FFRDC ' Contractor Southwosl nesrarch InsI 
MACE.M Contracl Negotiation Branch 1 FIN 0 1035 0 NRC 02 80 005 88/02/ in 
FUNCHES.JL Program Manatjonienl. Policy Dovelopmeni A Analysis Sleff (I’o'.l: 
670411) BUNTING, JO NRC No Dolailed Aflifialion Given ip 11639 061 
44639 063 

-8003080520 Mod 2, providing incremonial funding in staled amounl, lo ' npLialion of 
Clf for Nuclear Regulatory Analyses FFRDC ’ 

* Southwest Research Institute MACE.M (division of Confracls (Post 870413) f IN 0 
1035 0 NRG 02 80 005 88/02/18 2pp 14G39 06? 44639 061 

8803090029 Nolification of contract oxociilrori.Mod 4,lo "Tolocoinmunicalinri Sves ' 
Conlraclor GTE Tefecommunications. Inc 

VELEZ.P Division of Conlracls (Post 870413) FIN D 1852 NRC 10 86 260 08/0 J/ 
04 GYSYMONTT.G Division of Computer A TGlocommunrcotiens Services (I’est 
870413) flICKERT.H NRC No Detailed Affiliation Given Ip 44649 021 41649 

-8803090036 Mod 4, providing incremonial lunding.lo “Tolccommunicalions Sves " 

* GTE Telocommunicalrons Inc WIGGINS.E J Division ol ContracIs (Posl 870413/ 
FIN D 1852 NRC-10 86 260 88/03/04 Ip 44649 022 44643 022 

8803090057 Nolification ol coniracl oxncu lion, Mod 4,lo ’Audiovisual 

Equipmenl.Purchase & Inslallalion al One While Flint North " Contractof M ary land 
Sound Industries, Inc 

PAGE.M Contracl Adminislralion Branch NRC 10 87-211 68/03/04 PHILLIPS, Jl) 
Division of Publications Services LINDSAY.R NRC - No Dolailed Affiliation Given ip 
44649 351 44649 356 

-8803090059 Mod 4, modifying contract slalofiient of work lo authorize cliangns !e 
equipment components previously required for commissioners ficarirg room, to 
“Audiovisual Equipment, Purchase & Instaflation at One White Flint North ’’ 

PARRY, W E Maryland Sound Industries, Inc WIGGINS.E J Division of Conlracls 
(Posl 870413) NRC 10 07 21 1 88/03/04 5pp 44649 352 44649 356 

8603090145 Notificalion of coniract execution, Mod 2,lo "Local Telephone Sve ir Su|j 

d of Health Physics Network & Emergency Notification Sys '' Conlractor Now Eng 
Telephone Co 

VELEZ.P Contracl Adminisiratron Branch FIND-1851 NRC 33-87-231 88/0 1/04 
EYSYMONTT.G P Division of Compuler & Telecommunications Services (Posl 
870413) COHEN.S NRC - No Detailed Affilralion Givon Ip 44646 031-44646 032 

-■*8603090156 Mod 2, providing incremenla! funding lo "Local Telephone Sve in Supporl 
of Heallh Physics Network A Emergency Nolification Sys ' 

DELUCA, M New England Bell Telephone Co BEUL.S Division of Contracts (Posl 
870413) FIND 1051 NRC 33 87 231 08/03/03 Ip 44646 032-44046 032 

0803090161 Notification of contract execulion.Mod O.lo “NRC Computer Security Pj'O 
gram for Unclassified Sensitive Sys “ Conlractor N0S 

KNOX.E Contract Administration Branch NRC 33 83-465 80/03/04 MAGEE.W [>ivj 
sion of Information Supporl Services (Post 070413) KATZE.S NRC - No Ddailrd Af- 
filialion Given Ip 44650 359 44650 361 



NONDOCKETED ITEMS 251 


-0893090159 Mod 8.extenclmg period of performance lo BB0229 & ctianqmg proie-cl 
officer, 10 NRC Compuler Security Program for Unclassified Sensilivo Sys 
MCGUFFINJC Commerce. Dept of. National Bureau of Standards WIGGINS.EJ Di 
vision of Contracts (Post 870413) NRC 33 83 465 88/03/01 2pp 44650 360 
44650 361 

8803090163 Notification of contract execution, Mod 4,lo ‘SeiBmotoyical Invosligation^ of 
EarthquaVes in New Madrid Seismic Zone & Seismofogical tnvosiigation of Norlhonst 
ern Extension of New Madrid Seismic Zone ” Contractor St Louis Univ 
DORSEY, M Contract Administration Branch FIN D 1694 NRC 04*86 121 88/03/04 
GUSTAVE.R Program Management. Policy Devolopmonl & Analysis Slaft (PosI 
070413) ZURFLUEH.E NRC * No Dotatled Affiliaiior> Given tp 44657 289- 
44657 290 

' 6B83090168 Mod 4, correcting administrative error & doobti'gating payment, to '*Seismo 
fogicaf fnvestiQafions of Earthquakes in New Madrid seismic Zone S Seismofogical In 
vestigalion of Northeastern Extension of Now Madrid Seismic Zone” 

' St Louis Univ . St Louis. MO WIGGINS.E J Division ol Contracts (Post 670413) 
FIND-1634 NRC 04 86 121 BB/03/04 1p 44657 290 44657 290 

8893090177 Notification of contract execution, Mod 16, to “FugI Cycle Licensing Techni 
caf Assistance " Contractor Science Applications fnti Corp 

MEEHAN, B Contract Administration Branch FIN D 1059 8 NRC 02 67-004 00/03/ 
04 TEN EYCK.E Q Program Management, Policy Development & Analysis Staff (Post 
870413) LOYSEN.P NRC - No Dotailed Affiliation Given Ip 44655 344 44655 345 

‘•8803099182 Mod 16.obligating funding for slated amount, to "Fuel Cycle Ltconsmg 
Technical Assistance " 

* Science Applications International Corp (formerly Science Applications, Inc) 
EDGEIAORTfiPJ Division of Contracts (Post 870413) FtN 0 1059 8 NRC 02 87- 
004 G8/03/04 Ip 44655 345 44655 345 

8803990195 Notilicalion ol contract execution, Mod 13, to "Structural Integrity ol LWR 
Boundary Components - II " Contractor Malls Engineering Assoc, Inc 
HAGEY.H Contract Administration Branch FIN B 8900 NRC 04 84 102 06/03/04 
FOflEHANO.W Program Managemont, Poficy Oevofopmenf A Analysis Staff tPosf 
870413} lABOADA.A NRC No Detailed Affiliation Gjvon ip 44657 290 44657 300 

■*0003090209 Mod 13, providing incremental funding to '“Slfuclural Integrity ol LWR 
Boundary Components II ” 

" Materials Engineering Associates, Inc WIGGINS.E Division of Contracts (Post 
070413) riNB-09QO NRC 04-84-102 88/03/04 2pp 44657 299 44657 300 

0803140168 Notification of contract execuiion.Mod tO.to "Commercial Facilities Wgt ol 
One While Flint North " Contractor Parsons Bnnekorhoff Maint Svcs.Inc 
PAGE.M Contract Administration Branch FIN B 24 59 NRC 10 67-171 00/03/06 
MATTIA.M j Division of Facilities & Operations Support (Post 670413) ROLLINS, C 
NRC No Oofaifed Afflfiafion Given Ip 44673 333 44673 349 

-0003140173 Mod 1 0, authorizing silo proparatlon for One While Flint North parking 
g ar ag 0,0 p oration of parking garage, chando in project officer 8 incremonlal funding, to 
"Commorcial Facilities Mgt of Ono White Flint North 

NOAKES.RC Parsons Orinckorhoff Construction Services, Inc WIGGINS, EJ Division 
0( Contracts (Post 870413) FIN B-2459 NRC 10 67 171 88/03/08 16pp 44673 334 
44673 349 

0803 150069 Notification of contract execution, Mod O.to "Tetocominunications Network 
Analysis *’ Cor^tractor CRC Sys. Inc 

VELEZ.P Contract Administration Branch FIN 0 1669 NRC 10 66 246 68/03/10 
EYSYWONTT.G Division of Computer & Tolecommuiii cat ions Services (Post 870419) 
WOODALL, K NRC ■ No Detailed Affiliation Given Ip 44609 354 44669 356 

-0003150075 Mod 9, providing incremonlal funding, to "Telocommunlcolions Network 
Analysis " 

* CRC Systems, Inc WIGGINS.E J Division of Contracts (Post 870413) FIN D 1869 
NRC' 10-06-246 60/03/09 2pp 44600 355-44600 356 

0803150085 Corrected notification of contract execution, Mod 5.to "Integralcd Library 
Sy^s " Contractor On Line Computer Sys, Inc 

VELEZ.P Contract Administration Branch FIN D 1410 NRC33B6 26D 88/03/10 
EYSYWONTT.G Division of Computer & Tolocommunications Services {Post 870413) 
REDMOND.J NRC - No Detailed Affiliation Given Ip 44693 030-44693 032 

-0003150069 Corrected Mod 5, exercising priced out oplion vr & increasing contract 
ceiling & obligated amounts, to "Integrated Library Sys 

LYN.D L ONLINE Computer Systems, Inc WIGGINS.E L Division of Contracts (Post 
870413) FIN D 1410 NrRC-33 86 268 88/03/10 2pp 44693031 44693032 

08031 BO 105 Notification of contract execuiion.Mod 4, to "Data Entry/ Processkng FBI 
Cards Criminal History Rule " Contractor SBA Subcontractor Kenrob & Assoc, Inc 
VELEZ.P Contract Administration Branch NRC 33 87 325 60/03/10 BRADY, R Divi 
sicn of Security (Post 070413) BBADSHAW,B NRC - No Detailed Affiliation Given 
1p 44693 033 44693 045 

-8003150100 Mod 4,ex0rcising first option yr under contract & increasing contract ceil 
ing a mount. lo "Data Enirv/ Processing FBt Cords Criminal History Rule 
PITTS, YM Small Business Administration ROBINSON, KW Kenrob & Associates. 
Inc WIGGINS EJ Division of Contracts (Post 870413) NRC-33 07 225 68/03/10 
12pp 44693 034-44693 045 

0803150111 Notification ol contract execution, Mod 14, lo "Technical Assistance Assess- 
ment ol Repository Siting & Design " Contractor US Bureau of Minos 
LITTLE, M. Contract Administration Branch FIN B 6934 8 NRC.02 80 075 88/03/10 
TEN EYCK,E L Program Management, Policy Development & Analysis Staff (Post 
870413) TIKTINSKY.D NRC - No Detailed Affiliation Gwen ip 44693 046- 
44693,048 

..0093150120 Mod 14, extending period of performance & providmg funds, lo "Technical 
Assistance Assessment of Repository Siting & Design " 

WHITTLETON.T R Interior, Dept of. Bureau of Mines WIGGINS.E L Division ol Con 
tracts (Post 670413) FIN B 6934-8 NRC-02 00 075 80/03/10 2pp 44693 047- 
44693 048 

0003150126 Notification of contract execution, Mod 2,to “Workshop on Hrah-Temp & 
Nuclear Chemical Processes in Bevere Reactor Accidonls " Contractor NAS. 

VELEZ.P Contract Administration Branch FtN G-1104 NRC 04 87-10 7 8 0/03/09 
GUSTAVE.R program Management, Policy Development & Analysia Staff (Post 
070411) MITCHELUJ NRC - No Detailed Affiliation Given Ip 44693 049-44693 050 


•0893150136 Mod 2, ex tending period of performance to 860630 A increasing lolal 
funding, lo "Workshop on Hign-Temp S Nuclear Chemical Processes in Severe Reac 
lor Accidents" 

METZGER.N National Academy oi Sciences WIGGINS.E J Division of Coniracis 
(Post 070413) FIN G-1104 NRC 04 B7 107 OB/03/09 Ip 44693 050 44693 050 

8603150147 Notification of coritract execuiion.Mod 13,lo ’ Fuel Cycle Licensing Techn; 
cal Assistance ” Contractor Science Apolicaiions Inll Corp 

MEEHAN, 0 Contract Aclministration Branch FIN B 1066 0 NRC 02 67 004 08/03/ 
09 TEN EYCK,EQ Program Management Policy Development & Analysis Staff (Post 
B70413) LOYSEN,P NRC No Dolaitcd Affiliation Given Ip 44669 228 44609 232 

-80O31SO156 Mod iS.definitizing Task Order 11, "Environ AssGSsrnenl for LiC'Onse Ro- 
newal of 0&W,Apollo,PA Facility," to ‘Fuel Cycle Licensing Technical Assistance " 
RODEHAN.T J Sciar^ce Appticalions, If^tornational Corp {formerly Science Applica- 
tions, Inc) WIGGINS.E J Division of Contracts (Post 070413) FIN G 1066 0 NRC- 
02 07-004 68/02/29 4pp 44630 229 44689 232 

0003150177 Noiificalion ol coniraci oxecution.Mod 3.lo "Annual Subscriptions" 
Contractor McGraw Hill, Inc 

VELEZ.P Contract Administration Brar^eh FIN D 1679 NRC 33-07-237 00/03/09 
MAGEE.WA Division ol Information Support Services (Post 070413) REDMOND.J 
NRC No Detailed Affiliation Given 2p 44689 2i2 446B9 227 

-6003150192 Mod 3. exercising option yr & increasing contract ceiling & obligated 
amounls.to "Annual Subscriptions" 

* McGraw Hill Publications Co WIGGINS.E J Division of Contracts (Post 870413) FIN 
D 1679 NRC 33 07-237 68/03/09 14pp 44600 214 44669 227 

0803180106 Notification of contract execution, "Transitional Licensing Support Sys Pro 
coduTQs Project," awarded to SBA & Slatisca, Inc 

FLEENOR.C Contract Negotialion Branch-l FIN D 1420 NRC 39 88-241 63/02/00 
SCOTT, n S Division of Information Support Services IPost 6704 13) SCOTT.S NRC - 
No Dotarlod AfWratron G/vor? f p 44736 275-44736 329 

"0603100115 Contract ‘Transitional Licensing Support Sys Procedures Project, *' 
awarded to SBA & Statistic a, Inc 

• Small Business Admit ksiralion BOSE.D D Stalistica, Inc SMITH, L P Division of 
Contracts (Post 070413) FIN D 1420 NRC 39 88 241 08/02/08 54ep 44736 270 
41736 3?0 

8603180130 NotificatioTi ol contract execulion "Oporalion & Maml of DCS, ' awarded lo 
Technassociatos.tnc 

FLEENOR.C CoiTfract Wegotia Iron Branch- f FIND <674 NflC-39 GG-244 67/12/31 
SCOTT ,R S Division of Information Support Services (Post 870413) COLLINS, M D 
NRC No Ootaifod Affiliation Givorr fp 44736 335 44736 336 

-0803100143 Llr Contract NRC 39 80 244, '"Oocumenit Control Sys IOCS), ’ awarded lo 
Technassociatos.lnc 

HAGAN.TF Contwet Negolfaiion Brartch-f FfN D IS74 WRC 39 66-244 07/12/31 
MOWERY, DOWNEY J M Technassociatos.lnc 3pp 44736 3)6 44736 338 

6803210004 Notification ol contract oxocuhon.Mod t.to "Operation & Maint ol Docu 
rncrrf Conti of Sys " Confraefor TocfmassocfOlGs. fnc 

FLLENOaC Contract NDgoUation Branch 1 FIN D 1Q74 NRC-39 68 244 0B/03/0B 
SCOTT^R S Division of Information Support Servicoa (Post 870413) COLLINS.M D 
NRC No Detailed AlhliaUon Given Ip 44730 335 44738 339 

-6003210097 Mod t,oylendin.g llr contract term & abligsung acltll funds to "Operation & 
Mamf of DocumonC Control Sys " 

• Tochnassociales, Inc HAGAN, T F Oiviiion ol Contracts (Post 870413) FltJ D-1Q74 
NRC 39-80^244 88/03/08 4pp 44730 336 44730 339 

6003210264 NolihcaUon of contract execution, Mod 6.lo "Loaso of Tolccommumcalions 
Cdulpment " Contrclor AT&T Info Sys 

FLYNN.MJ Conkacl Nogotialion Dranch-l NRC-33 87 238 88/03/15 

EYSYMONTTG Division of Computer & Totocommum cations Soryicos (Post 870413) 
WOODALL, K NRC - No Dotaifod Affiftadon Given fp 44738 033 44733035 

-0003210267 Mod 6,providmg (ncromonfal hjndino.to "Loaso of Tolocorrmunication 
Equipment " 

* AT&T Communicafions (fAGAN.T F Division ol Contracts tPosf 870413) NnC‘33 
07 230 06/03/15 2pp 44730034 44738 035 

0003210332 Notilicalion of contract oxcculion.Mod Vto "Transitional Licensing Support 
Sys Procedures Project ‘ Contractor SBA Subconfractor Statisfica.fnc 
FLEENOR.C M Contrarl NogoliaHon 0ranch-l FIND-1420 NRC-39 68 241 80/03/ 
09 SCOTT, R S Division of Information Support Services (Post 870413) SCOTT.S 
NRC • No Detailed Affixation Given t p 44760 289 44 760 292 

-8003210359 Mod I .incorporating incremonlal funds & Indirect rales, lo "TransHional 1 1 
consing Support Sys Procedures Profoef " 

* Small Business Adminisl ration * Statistica, Inc HAGAN, TF Division of Contracts 
(Post 370413) TIN 0-1420 NnC398e 241 00/03/09 3pp 44T60 290 447G0 292 

8003220336 Notification of contract oxocution.Mod 9, to "Conventional Sys Dovolop 
ment " Contractor MalMcch.Inc 

VELEZ.P A Conlract Administration Branch NRC'33-86 263 08/03/15 SCOTT.S Di- 
vision of Computer & Telecommunications Sorvices (Post 870413) DOLLECK.A NRG 
- No Ootalled Affiliation Given 1p 44790 357-44790 359 

-8003220330 Mod O.modifyino provisional billing rates lor CYOO In Section G 2,lo "Con- 
ventional Sys Development ^ 

• MalblGch. Inc WIGGINS.E J Division of Contracla (Post 870413) NRC 33-86 263 
00/03/15 2pp 44790350 44700 359 

8603220360 Notificalion of coniraci execution, Mod 7. to ‘-Do mountable Wall Sya for 
NRC Consolidation " Contractor Transwal! Corp 

PAGE.M Contract Administration Branch. NRC 10 87 203 80/03/11 

MONTGOMEFtY,J M Ofc of Consolidation (Post 870413) ISELIN.R NRC - No De- 
tailed Affiliation Given Ip 44790 352-44790 354 

"8BO322O302 Mod 7,rovisifig delivory & inslallalion completion schedules for Floors 14 
& 17 ol "One Wiiito Flint North" & to add 181h floor to list of doors to bo completed 
on acceleratod schedule, to "Demount able Wall Sys for NRC Consolidation " 
AIKENS.HH Trar^swall Corp WIGGINS.E J Division of Coniracts (Post 070413) 
NRC-10a7-203 8B/03/11 2pp 44798353 44790 354 
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8803220378 Nolification ol conlracl execulion MoJ l5.lo 'Fuel Cycle Licensing Tecnni 
cal Assislance “ Conirac lor Science Applications Inll Corp 

MEEHAN, B Contfaci Administralion Branch NRCO2fl7O04 08/03/ 16 TEN 
EYCK.EQ Proaram Wanagemenl Policy Developmenl & Analysis SlafI (Post 
870-113) LOVS^^NP NBC - No Dotailod Aflilralion Given tp 4-1769 314 44789 320 

-8803220303 Mod 15, adding nc»v Task Order 12 & incremental funding to, “Fuel Cycle 
Ltcer^sjng Technical AssiSlance ' 

RODENAU.T J Science Applications Inlcrnational Corp {lorrrierly Science Applica 
lions Inc} EDGEWORTH, PJ Division o I Coniracts (Post 870413) NRC 02 67 004 
00/03/16 6pp 44709 316 44709 320 

0803220439 Notification of conlracl execution.Mod 22, to “Benchmarking ol Computer 
Codes 8 Licensing Assislance ‘Conlraclof CorStar Research, Inc 
PAGE.M Conlracl AdmmiMralion Branch NRC 02 8 1026 80/03/10 FUNCHES.J L 
Prograrn Wanagomonl. Policy Oevelopmenl & Analysis Stall (Post 870413) 
BROOKS P NRC No Detailed Affiliation Given Ip 44789 359*44789 360 

*8803220444 Wed 22 oxicnding period of performance lor 3 month period, lo ‘Bench 
marking Compulor Codes & Licensing Assistance ' 

* Teknekfon Transportation Sysiems, Inc (formerly CorSTAR Research. Inc) 
WIGGINS.E Division of Coniracis (Post 870413) NRC 02-81 026 08/03/10 Ip 
44709 360 44709 360 

0603220465 Nohficalion ol conlract execution, Mod 14, to ‘Fuel Cycfa Licensing Techni- 
cal Assislance ' Contraclor Science Applications Inti Corp 

MEEHAN, Q Contract Adminislrat ion Branch FIND-1066 8 NRC 02 87 004 88/03/ 
16 TEN EYCK.EO Program Managenient Policy Developmeni & Analysis SlafI (Post 
070413) LOySEN,P NRC - No Detailed AOiliation Given Ip 44789 336 44769 340 

-6803220401 Mod 1 4,d©lirrtizing Task Order 7,lo ‘ Fuel Cycle Licensing Technical As 
sislance ’ 

RODEHAU.T J Sctenco Applications Inlernational Corp (formerly Science Appli ca- 
nons, inc) EDGEWORTH.PJ Division of Contracis (Post 670413} FIN D 1066 8 
NRC 02 87 004 88/03/16 4pp 41789 337 44709 340 

8B0323'0372 Nolifjcalton ol contract execution, Mod 6,lo Telecommunicalion Sves lo 
Support Errergoncy Notificalion Sys & Health Physics Network at Three Sites " Con 
tractor Soulhern New England Tatephone Co 

VELEZ,P Conlracl Adminialration Branch FIN D1851 NRC 10 86-259 08/03/15 
EYSYMONTl.G Divisron o( Computer & Telecommunications Services (Post 670413) 
ALEXANDER,C, COHENS NRC No Detailed Affiliation Given Ip 44606312- 
44006 313 

*8803230379 Mod G,addin 9 incremental tunds,lo “Telecommunication Svres lo Support 
Emergency Notification Sys & Healih Physics Network at Three Sites '* 

* Southern New England Telephone Co WIGGINS.E J Division of Contracts (Post 
870413) FlND-t051 NRC 10 06-259 08/03/15 Ip 44806 313 44806 313 

6803230380 Notification ol contract execution, Mod S.lo “Archival Storage & Relaied 
Sves Contrnctor Data Base Co )nc 

DORSEY, M Conlracl Adm mis Iralion Branch FIND-1671 NRC 10 86 256 86/03/15 
MAGEE, W A Divisron ol Inlormation Support Services (Post 870413) WADE.R NRC 
No Detailed Altiliation Given Ip 44806 314 44806 316 

-B8O323O302 Mod a,adding delivery site & incremental funding, to "Archival Storage & 
Related Sves " 

GARDNER.M P Data Base, Inc WfGGiNS,EJ Division of Coniracts (Post 070413} 
FIND 1671! NRC.IO 06 256 80/03/15 2pp 44B06 315 44806 316 

8803240201 Nolification ol grant oxet-ulion “NRC/Hrslorically Black Colleges & Unvs 
(H0CU) Faculty Research Participation Program.” awarded lo Oak Ridgo Associated 
Univs 

MEARSE.S D Division ol Contracts (Post B704I3) FIN D 1129 NRC 04 60*136 88/ 
03/16 GUSTAVE.R Program Management, Policy Devefopmenl & Analysts Stall 
(Post B70413) KELBER,C NRC - No Detailed Affiliation Given ip 44807 146 

44807 148 

-8003240253 Grant NRC/ Historically Black Colfeges & Umvs (HBCU) Faculty Re- 
search Parlicipatior^ Program,'' awarded to Oak Ridge Associated Umvs 
FELLING.W E Oak Ridge Associated Univs THOMPSON.R D Division ol Contracts 
(Pest 8704 IvT) FIN D 1129 NRC 04 00 136 88/03/16 2pp 44B07 147-44007 148 

8803240244 Notification ol grant execution "Conference lo Allow Sludenis From More 
Than Twenty Five Eastern Schools Opporlunity to Proseni Papers on Various Aspects 
ol Nuclear Engineering." awarded to ANS 

JOINER, SR Division of Contracts (Post 870413) NRC 04 88-145 96/03/17 
GUSTAVE.R Program Management. Policy Oevefopmont & Analysis Staff (Post 
870413) HALVORSEN,J NRC No Dotaifed Atfifialion Given ip 44850 356 
44B50 350 

-*8803240251 Grant "Conference to Allow Sludenis From More Than Twenty* Five 
Eastern Schools Opporlunity to Present Papers on Various Aspects of Nuclear Engi- 
neering." awarded lo ANS 

GARCIA, MR American Nuclear Society THOMPSON,ftO NRC * No Detailed Affill 
alion Given NRC 04 68-145 80/03/17 2pp 44850 367*44850 358 

8603240447 Notification of conlracl execution, Mod 5, to "2X4 B&W Simulation Loop" 
Contractor univ of Maryland Ofc ol Sponsored Programs 

BELL.S Contract AdmimstraUon Branch FIN D 1639 NRC04-a6 101 86/03/15 
GUSTAVE.R Program Management. Policy Development & Analysis Staff (Post 
070413) SCOTT.H NRC No Detailed Affiliation Given Ip 44807 355 44807 358 

-8003240452 Mod 5, providing inciementaf funding for FY8B,1o "2X4 BSW Simulalion 
Loop ’■ 

* Maryland. Univ ol, Colfege Park, MD WIGGINS.E J Division of Coniracis (Post 
070413) FIND 1629 NRC 04 86 101 86/03/15 Ip 44007 356 44807 356 

8003240463 Nofilicalion of contract oxecution.Mod 5, to "Audiovisual 

Equipment, Purchase & Installation at One While Flint North" Contractor Maryland 
Sound Industries, Inc 

PAGE.M Contract Admmislration Branch NRC 10 87*211 88/03/17. PHILUPS.J D 
Division of Puhhcaliors Services LlNDSAY.R NRC No Detailed Affilraton Given Ip 

44808 128 44808 $30 

-8B0324046S Mod 5 providing no cost exlens ion, lo ‘ ‘Audiovisual Equipment Purchase & 
fnslalfalion at One White FImt North " 

* Maryland Sound Industries, Inc WIGGINS.E J Division of Contracts {Post 670413) 
NRC-1087-211 Ba/03/17 2pp 44600 129 44808 130 


0803250016 Notification of conlracl execulion,Mod 9,lo “Radiation Monitoring Piogram 
Requirements " Contractor State of LA Dept of Environ Quality, Nuclear Energy Div 
KNOX.E Contract Administration Branch FIN B 8502 NRG 31 03 669 80/02/03 
MEYER.OM Region 4. Ofc of the Director NICHOLAS.J B NRC - No Detailed At fit i 
anon Given Ip 44856 274 44856 276 

- 0803250041 Mod 9, providing funds for CY88 & incorporating revised Attachment A 
slatemenl of work to, ‘‘Radiation Monitoring Program Requirements " 

SHARP, A H Louisiana, Slate of WIGGINS.E J Division ol Contracts (Post 870413) 
FIN B 0502 NRC 31 03 669 88/02/09 2pp 44056 275 44856 276 

8803250104 Notificalion of conlracl oxecution,Mod 3, to “Mainl of MuieichanncI Anafyz 
ers Located in Five NRC Regional Ofes Contractor Nuclear Data, Inc 
BAZIN.JP Conlracl Administration Branch FIN C 3007 NRC 30 87 286 88/03/17 
ROY.G W , KERLIN.M Region 3. Ofc of Iho Directof 2pp 44659 203 44859 207 

-8803250110 Mod a,updaling equipment Nst, exercising option lo extend period ol 
perlormance.increasing total estimated amount of contract & providing fund ng to 
Mainl of Multichannel Analyzers Located in Five NRC Regionaf Ofes ' 

WILLINGHAM.M M Nuclear Data, fnc WIGGINS.E J (division of Contracis {Post 
870413) FIN C 3007 NRC 30 87 286 00/03/17 3pp 44059 205 44859 207 

0803250144 Notification of contract execution, Mod 4,lo ‘ Calibr of Site Analysis Dran<h 
Economic Impacts of Accidents Contractor Bureau of Economic Analysis Dept ol 
Commerce 

FIELDS, J A Contract Administration Branch NRC 03 85 057 08/03/18 QLAMAJ L 
Planning, Program & Management Support Branch (Post 870411) CLEARY, D NPC 
No Detailed Aftilration Given Ip 44855 193 44855 195 

-8003250150 Mod 4, extending period of performanco.rovising NRC furnished matls & 
redaling & redefining deliverables at no addi cost to "Cafibr of Site Analysis Br.anch 
Economic Impacts oT Acctdents " 

TROTT.EA Commerce, Dept of WIGGINS.E J Division of Coniracts (Post 670413) 
NRC 03 85 057 08/03/18 2pp 44655 194 44055 195 

88032S0160 Notification of conlracl oxocution.Mod l.to "Risk-Based Analysis of Tecli 
Specs Contractor Applied Biomathematics, Inc 

DORSEY, M Contract Administration Branch FIN D 2034 NRC 04 07 367 86/03/17 
GUSTAVE.R Olfice of Nuclear Regulatory Research, Direclof fPosI 860/20) 
ROBINSON, R NRC No Detailed Affiliation Given Ip 44859 106 44859 107 

-8803250174 Mod t.incorporaling FAR Clause 52 227-20, "Rights & Tcchnicnl Data 
SBIR Program" into contracUo ‘‘Risk Based Analysis of Tech Specs " 

* Applied BroMalliematics, Inc WIGGINS.E J NRG No Delaifed Affiliation Given FIN 
0-2034 NRC 04 87 36/ 80/03/17 Ip 44859 107-44059 107 

8803250161 Notification of contract oxocution.Mod 2,lo "Local Telephone Sve for 
Region I " Contractor Bell Tolephono of Pennsylvania 

DORSEY, M Conlracl Administration Branch FIN C-1000 NRC 23 08 267 60/03/17 
GODY.A Region 1, Ofc of the Director YATCZILLA.G NRC No Detailed AKiruilion 
Given Ip 44859 100 44859 1 10 

-6003250186 Mod 2.deobligaling staled amount from total obligated amount & n-^isnvj 
B&R number.to "Local TeTephono Sve for Region 1 " 

* Boll of Pennsylvania WIGGINS.E J Division of Contracts (Post 070113) I IN <' 
1009 NRC 28 88 267 60/03/17 2pp 44859 109 44859 110 

0803250192 Notification of conlracl oxocution.Mod 17, to "AiilomaitGd Data Rrocrs*ving 
Sys Mainl " Contractor S0A/Tochnassocialos,lnc 

VELEZ.P Conlracl Administration Branch FIN 0-1391 NRC 33-06*266 GQ/OJ/10 
EYSYMONTT.G P Division of Computer & Telecommunications Services 
870413) BURTON, J NRC No Detailed Affiliation Given Ip 44857 008 44557 001 

-0803250199 Mod 17, changing NRC project officer to S Kozosky.lo ‘Automatud Daln 
Processing Sys Maint " 

* Small Business Administration * Technassocialos, Inc WIGGINS.E J Divi.sion of 
Contracts (Post 870413) FIN D 1391 NRC-33 06 266 00/03/10 Ip 4465/003 
44057,009 

8603250194 Corrected notification of conlracl oxecution.Mod 7,lo "Oe mountable Wall 
Sys for NRC Consoltdaljon " Contraclor Transwall Corp 

PAGE.M Contract Administration Branch FIN 8 2467 NRC 10 37 203 60/03/11 
MONTGOMERY, J M Ofc of Consolidation (Post 870413) ISELIN.R NRC No Du 
tailed Affiliation Given Ip 44656 302-44856 302 

8803250203 Notification of conlracl execution, Mod 1,1o "Local Tolophona Sve for 
Yankee Rowe, Vermont Yankee.Maine Yankee, Pilgrim & Seahrook Rosiderl Siies " 
Contractor New England Telephone Co 

DORSEY.M, Conlracl Administration Branch F(N C-1012 NRG 28-00-269 0Q/03/t7 
GODY,A Region 1. Ofc of the Director YATCZILLA.G NRC • No Detailotl Affiliation 
Given Ip 44656 319 44056 321 

-8803260210 Mod l.deoWigatfng funds from total obligated amount of contact & to 
correct FIN number.to "Local Telephone Sve for Yankeo Rowo.Verrronl 
Yankee.Maine Yankee.Pilgrlm & Seabrook Residonl Sites ” 

* New England Bell Telephone Co WIGGINS.E J Division of Corlracls (Post 
870413) FIN C 1012, NRC-28-80-26D 88/03/17 2pp 44056 320 44856 321 

8003250311 Notification of contract oxecution.Mod 1,1o "Micrographic Sves tor Source 
Drawing Documents ’’ Contractor Microforms, Inc 

VELEZ.P Contract Administration Branch FIN D-1859 NRC 33 07 233 03/03/17 
MAGEE.W Division of Information Support Servicos (Pro 870413) NEMECHECK.M 
NRC * No Detailed Affiliation Given Ip 44859 072-44859 073 

-0803250319 Mod 1, providing addI funds, lo “Mlcrographlc Sves for Source Drawing 
Documents " 

* Microform, Inc WIGGINS.E J Division of Coniracts (Post 870413) FIN 0-1659 
NRC-33 87-233 88/03/17 Ip 44859 073-44859 073 

8003280129 Notification of grant execution "ConferGnee on Intiuonco Diagrams for Do 
cislon Analysis, Inference & Prediction,’' awarded to Regents of Univ of California 
UMBELA Contract Administration Branch FIN G-1130 NRC 04-88 137 08/03/21 
GUSTAVE.R P Office of Nuclear Regulatory Rosearch, Direclor (Post 860720) 
OLIVER.R.M NRC • No Detailed Affilralion Given Ip 44089 355 44889357. 
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MQ 32 B 0143 Granl “Conference on tnftuoncos Diagrams for Decision 
Analysis Inference & Prodicfion,” awarded (o Ragonts of Umv of Cafifornia 
riPUTONJ California. Univ of. Borkeley. CA THOMPSON.R D NRC - No Deiailed 
Sation Given FlNG-1130 NRC-0<f 8Q 137 88/03/21 2pp 44689 356 44889 357 

(10113280182 Nofificalion of grant oxeculion “'Inll Conference on Validation of Flow 8 
Twnsnod Models for Unsaluraletl Zone," awarded to New Mexico State Univ 
MEAhSESO Contract Negotiation Branch 2 FIN G-1134 NRC G 04 BB 142 68/03/ 
51 GUST A VS, R P Program Management. Policy Development & Analysis Stalf (Post 
870413J NICHOLSON,! NRC No Dolailcci Affiltalion Given Ip 44890 279 
44890 281 

. fiB0328l>191 Grant “Inll Conforenco on Validation of Flow & Transport Models for Un 

' saturated Zone." awarded to Now Mexico Slato Univ 
maLLIGANJE, OWENS.JC New Mexico State Umv. Las Cruces, NM 
Thompson P D rjRC - No Detailed Alfilmtion Given FIN Q 1 134 NRC G 04 BB 142 
B0/O3/23 2pp 44090 200 44890 281 

8803290371 Nolilicalion ol contract oxeculion.Mod l.to "Review o1 RETRAN Computer 
Code & Plant Specilic Info " Contractor SDA Subcontractor Inll Technical Svcsjnc 
PIELDSJ Contract Administration Branch NRC 35 6B 342 08/03/1 1 GRIMES.Cl 
Ofc ol Special Proiecls LYONS, J NRC No Detailed Afhliation Given Ip 44G92 33l- 
44892 333 


8603020017 Final response to FOIA request for documents NRC insp rents 8 const de 
ficiency repls for facility identifying individual vendors available m PDR 8 LPOR 
GRIMSLEY.DH Division ol Rules & Records (Post 870413) 08/02/25 PALAST.G A 
Union Associates Ip 44548 337 44548 337 

88030201)50 FOlA request for records & info re G Hoffman vs Fuel Econom/ Cir (Case 
67^ERA 33) 

HOFFMAN, G Affiliation Not Assigned 87/08 'Of EMERSOtfM Region 4 Qfc ot iho 
Director 3pp 4454? 144 44547 146 

08D3O2OO62 Final response to FOIA request App A & 0 dOl^,ument5 already a va ladle in 
PDR App B documents being made available for requester ontv App C documents 
withheld (ref FOIA tvemptions 5 7 & 7A) 

GRIMSLEY OH Division of Rules S Records (Post 8704 1 3) 88/02/26 HOFFMAN G 
Affiliation Not Assigned 7pp 44547 147 44547 157 

‘•BB03020069 Submits facility related info rc personnel conduct & emergency support 
organization phono list 

■ Division of Rules & Records (Post 870413) 86/02/26 4pp 4 4517 154 44517 157 

8B03020101 FOIA request for end slated documents re reactor vessel mail repts 
CONNOR, L Doc Search Associates 88/01/15 Division of Rules & Records (Post 
870113) lOpp 44554 001 44554 010 


-8883290305 Mod 1 , terminating contract & doobligating funds to "Rovrew of RETRAN 
CompiJler Code & Plant Spocilic Into " . 

LiHOWD Small Qusinosb Administration KOMORIYA.H International Technical Serv 
ices Inc WIGGINS.E Division of Contracts (Post 870*113) NRC-35-8B342 9B/03/ 
n 2pD 44Q92 332 44892 333 

8803290412 NoUfication ol conlrncl oxeculion.Mod 8, to "Tochnicnl Assistance for Erner 
aenev Response ’’ Contraclor Comox Corp 

MEEHAM.B Conlract Administrolion Branch FIN D 8755 NRC 05 66 170 88/03/18 
SPESSARD,R L Division of OpcrtiUonal Assosamonl (Post 870413) PHIEDE.R NRC 
No Detailed Afliliaiion Givon tp 44896 359 44096 361 

-8803290410 Mod 8,oxorcising option contained under Section i.FAR Clause 52 217 9 
to exiend conlract period lor 1 yr.to "Technical Absislance for Emergency Response " 
BETHKEGW Comox Corp WIGGINS.E J Confract Administration Branch FIN B 
6755 NRC 05 86 170 68/03/18 2pp 4*1896 360 44896 361 

8BQ330D078 Notification of contract execution "Leaso of Truck, Van W/ Cab.for NRC 
Warohouso.Full Mainl Included ’’ Contractor GELCO Municipal Sves 
MCLEARENJ Contract Negotiation Branch 1 FIN D 2324 NRC 39 88 166 88/03/ 
21 MATTIA,M J Division of Fncihtios & Oporallons Support (Post 670413) QUEEN, D 
NRC ♦ No Dolailod Aftiliotion Givon Ip 44907 273 44907 324 


-8803300090 Contract "Loaso of Truck.Van W/Cnb for NFtC Warohouso.Full Mainl In 
eluded," awarded to GELCO Municipal Sves 

• GELCO Municipal Services tIAQAN.T F Division ol Contracts (Post 670413) FIN D 
2324 NRC 39 80 186 88/03/21 50pp 44907 274 44907 324 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8803010090 FOIA roquost for all (iocumonls.nppllcalinns or other supporting paperwork 
submitted to NRC ro application for Liconse 24 13900 01 

FITZGERALD.P W Drown, James a Rabbil, PC 88/01/29 NRC No Dolailed Aflili 
ation Given 2pp 44552 305 44552 306 


8B0301013S Final response to FOIA roquost (or documonfb.including C E application for 
License 24 13998 01 Forwards App A documents Documenls also available in 
POR Explanation of billing chargoH provided ^ 

GRIMSLEY, DH Division of Rules a Records (Post 670413) 00/02/23 

FITZGERALD.P W Brown. James & Rabbit, P C 2pp 44552 307 44552 333 


8B03020111 Partial response to FOlA request ro pressure vessel serve llance 
program App A & B documents available m POR For\vards App B documents 
GRIMSLEY.D Division of Rules & Records (Post 870113) 88/02/26 CONNOR L 
Doc Search Associates 3pp 44551 01 1 44551 25? 

-8803020122 Final Repl on Point Beach Nuclear Plant Unit 1 Pressure Vessel Surveil 
lance Program Evaluation of Capsule V ' 

PERRIN.JS, SHbCKERDDR SCOTTI,VG Battelle Memorial Institute Columbus 
Laboratories 73/06/15 n5pp 44551014 44554 128 

-8803020125 ’Point Beach Nuclear Plant Unit 2 Pressure Vessel Surveillance 
Program Evaluation ol Capsule V ’ 

PERRIN,JS, FARMFLODR LOWRY.LM Battelle Memorial Instilule Columbus 
Laboratories 75/06/10 99pp 4*S554 129 44554 227 


•B803020158 "Dose Rale Eflccis on Irradiation Embrittlement & Composition & Temp 
Effects on Annealing/ fleirradiaiion Sensitivity ' 

HAWTHORNE,J R , HISER,AL Materials Engineering Associates, Inc 88/02/26 
25pp *14554 228 44554 252 


8803020176 FOIA request tor end agency documents as related to Nuclear Mails 
Equipment Corp, later known as r^uclear malls div of B&VV located in Apoffo Parks 
Township PA „ . 

VIROSTEK.C Kiski Valley Coalition lo Save Our Children 86/06/06 Office of Admin 
ISlralion (Pre 670413) 4pp 44544 336 44544 J39 


8803020192 Response to FOIA request for mam repl & App B of NUREG 0627 Safe 
guards Caso Study of Nuclear Malls & ’ forwards documenls listed on end 

aop Documenls available in PDR Portion of Documoni 2 withheld (ref FOIA Exemption 
3 ) 

GRIMSLEY OH Division ol Rules S Records (Post 870413) 88/02/25 VIROSTEK.C 
Kiski Volley Coalition to Save Our Children 2pp 4*1544 340 44546 076 


1003020311 FOIA request lor documents re Davis Besse six month outage for refueling 

& reparr/mainf measures commenemgm Mar *986 r, . , ^ ai 

GOLDSMITH.G S Tolodo Coalition for Safe Energy 88/01/25 NRC No Delailed At 

» 4 n J af irr% nn4 A i>r\\ 


8803020312 Final response lo FOIA request for records te Davis 9&sse /®fueli^ng 
oui8QO& NRC/uf/ meef'/ig Forwards App A documents Documents available in PDR 
GRIMSLEY.D Division of Rules & Records (Post 8 ^ 0413 ) 88/02/26 

GOLDSMITH.G S Toledo Coalition for Safe Energy 2pp 41553 002 14553 304 


"8603010203 Ack rocoipt of application lor renewal of License 24 13996 01 
MALLEH.BS Region 3, Ofc of the Director (610301 820201) 04655 61/04/09 
YOUNGBLOOD, CJ Combustion Eno'noering, Inc ip 44552 309 44552 309 


8803010165 Final rosponso to FOlA request tor documents re portions of util evacu 
ation plans Documents listed in App A withhold (rof FOlA Exemption 4) . _ 

GRIMSLEY.D Division of Rulos & Records (Post 670413) 88/02/25 BERGMAN, G 
Rockingham County Nowspapora, tnc , 1 tampion, NH 3pp 44552 335 44552 337 

8803010179 FOIA request for documonis ro util evacuation plans, Including, nannos ol 
bus companiGs.tow truck compantos, hospitals & ambulance operators loft o’ Pj^n 
BERGMAN.G Rockingham County Nowspapors. Ir^c, Hampfon, Nn 6C/0f/f3 
GRIMSLEY.D Division of Rulos & Records (Post 870413) Ip 44552 334^44552 334 


8803010267 FOIA request for documents on problems at plant during 10&7 ire Insp Hem 

322/02*30 03 or safoly problems prompting review of E Brabazon 830603 Hr to WJ 

Muselor . ^ . r, • o 

PALAST.G A Union Assoclalos 86/01/18 GRIMSLEY.D H Division of Rulos & 

Records (Post 870413) 2pp 44540 346 44540 347 


8603010263 Final response lo FOIA request for documenls No agency records subj lo 

G§IMSLEmH Division of Rulos & Records (Post 870413) 80/02/25 PALAST.G A 
Union Associdlos Ip 44540 348 44540 348 


8803020313 "Fifth Refueling Outage Executive Summary ' Related documents end 
• Toledo Edison Co 87/12/01 30lpp 44553 004*14553 301 


8803030015 Partial response to FOIA request for documents re Sequoyah pressure 
UansmtUer Fowariis App F documents App F documents also available in PDR 
GRIMSLEY.D Division^ of Rules & Records (Post 870413) 86/02/26 CONNOR L 
Doc Search Associates 2pp 44583 002 44504 076 

-8404050524 Notification of 040409 meeting w/ulil & Black & Veaich in Belhesda MD 
to discuss findings & conclusions re independent design review . , . 

KENvbNJJ Licensing Branch 4 84/03/23 AOENSAM.EG Licensing Bra r\ch 4 ip 
44503 326 44503 328 

.*8409200496 Summary ol 640907 meeting w/ulil & VVestinghouse re Tech Specs Util 
mouested to respond to Questions 2b.3a 3b,4a.4b, 
17a.17bH6.25.27 & 28 of NRC 840822 Ur 

KENYON, TJ Licensing Branch 4 84/09/12 Licensing Branch 4 1p 44583 330- 
44584 078 

-8409210295 Summary of 840905 meeting w/util & INEL re environ equipment quaMi 
wZn pmgram List of attendees & list of specific concerns resulting from review 

end Applicant commitled to respond by 841001 lan 

K&IYON.TJ Licensing Branch 4 84/09/12 Licensing Branch 4 lOpp 44583 163- 


8003010391 Appeals denial ol FOIA request for documents m App C Response ro 

quested within 20 working days W/o app ^ 

0AUMAN.L GovernmonrAccounlabilily Project 66/01/05 STELLO.V Ofc ol the ex- 
ecutive Director for Operations lp 44539 ?9Q 44539 305 

8803010400 Rosponds 10 appeal re denial pi FOIA requesl lor 
Withheld documents will continue lo bo withheld (ref FOIA Exemptions 5,8 & 7) App 

sTeLLO.V Ofc of the Exocullvo Director for Operations 86/02/25 BAUMAN.L Gav^ 
ernment Accountabilily Project 3pp 44539 306 44539 30B 

8803020014 FOIA roquQsl for documents ra vendor lists for facility 
contraciors between 1975 & isyn.includmg doi^mentat^n re use of E-BRi’t 
PALAST.G A Union Associates 87/12/14 GRIMSLEY.D H Division of Rules & 
Records (Post 870413) 2 pp 44548 335*44640 336 


- 8411210334 Notification of 841114 meeting w/ulil in Bethesda.MD to discuss util 

fflQNJj'ucmrnrBralhP 84/11/09 AOENSAM.eG Licensiap Branch 4 Ip 
44583 329 44583 329 

"6503130141 Nolificalton of 850308 meeting w/ulil in Belhesda.MD lo discuss ulit re 
nn hvdroQQr^ 8 mam steam line break issues „ ..ja 

KENYON TJ licensing Branch 4 85/03/07 AOENSAM.EG Licensing Branch 4 tp 
44583 323*44583 323 

"8503130617 Nolilication of 850307 meeting w/ulil in Bolhesda MD lo discuss NRC po 
ciiinn ro installation ol Tcold parameter to auxiliary control room 
KEWONTJ Licensing Branch 4 05/03/06 AOENSAM.EG Licensing Branch 4 
2pp 44583 324 445B3 324 
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-8503180210 Summafy of 850228 me e ling w/utj| re power sys concerns 
KENYON, TJ Licensing Branch 4 85/03/08 Licensing Branch 4 4pp 44583 325- 
44683 327 

•8507240188 Discusses Myers 850514 Hr containing questions re Chairman Paliadmo 
850510 Jtr to Congressman lirJall on pressure transmitters used at facilities Answer lo 
hern 5 B re when ulil mgl became aware of nonconformance repis end 
BEHMT A Ofc of the Eifecuhve Direclor for Operalions 65/07/15 KAMMEREfl.CC 
Office of Congressional Affairs (pre 870413) 32pp 44583 235 44503 236 

-8803030018 Annotated Itr forwarding preiiminarv commenis & questions from review 
of 63-37 & drafl 

MYERS, H House of Rep, Interior & Insular Affairs 84/03/22 REHM,T , 
EISENHUT,D NRC No Detailed Alfilialton Given 16pp 44583 l2l 44583 136 

-8803030021 Forwards final statemer^ls of work & mod for FIN A 6819, Evaluation of 
Selected NRC Items Before PJant Fuel Load " 

PUNCHES J L Planning & Program Analysis Staff (ore 851 125) FfN A 6819 84/10/ 
05 COMBS. F Office of Congressior^al Affairs (pre 670413) Ip 44583 137 
44583 137 

-8803030114 Forwards list prepared by plant project manager of meelmgs NRR held 
w/TVA onsite from Jars 1984 to presenl.per 650318 request Lisl ol meelmgs w/TVA 
on older listed sites also end Meeting summanos also provided 
DENTON. H R Office of Nuclear Reactor Regulation. Director (pfO-051126) 85/03/20 
COMBS.F Office of Congressronal Affairs (pre 870413) Ip 44563 136 44583 136 

“8803030126 Forwards hsl of meelmgs NRR held w/TVA on plant from Jan 1984 to 
present Handwritten tnp repi of 840307 inoeling a1 uht re analog transmitlor malfunc 
lions end 

LAINAS.G C NRC No Detailed Alfilialron Given 85/03/19 MIRAGLfA.FJ NRC - No 
Detailed Affiliation Given 6pp 44583 1’39*44503 144 

• 6003030130 Forwards regional Irip rept outlining planl interim post- accident sampling 
syS Licensee rsproscntalivos appear to understand NRC positron re need for improve 
menls in sys 

COLLINS, DM Region 2 Ofc of ihe Director 04/06/13 VASSALLO.OB Region 2, 
Ofc of the Director Ip 44503 145 44563 145 

“8003030173 Summary of 841213 meeling w/TVA re stability related aspects ol smgle 
loop operalion 

CLARK, RJ Operairng Reactors Brandi 2 64/12/13 Operaling Reactors Branch 2 
epp 44583 146 44583 153 

-8803030180 Forwards fist of meetings w/TVA on listed planis.per request List provides 
meeling subj & maelrng summary date 

NOVAK, T Division of Licensing (800428 851 124) 05/03/20 MIRAGLIA.F Division of 
Licensing (800428-851 124) 2pp 44583 154 44S83 155 

”8803030204 Summary of 840329 meeling w/TVA & NRC re TVA proposed changes to 
nuclear safety review board Lisl of attendees & agenda end 
KENYON.T J Operating Reactors Branch 4 64/04/1 1 Operaling Reactors Branch 4 
5pp 44583 158 44583 160 

-8803-030225 Notification of 840829 meeting w/util in Bethesda.MD lo discuss App R 
rcquiremenls.per intervening combushbfos & sprinkler sys at Units 1 & 2 
KENYON,! J Operating Readers Branch 4 84/08/22 ADENSAM.EQ Operating Re 
actors Branch 4 Ip 44583 161 44583 161 

-6803030232 Notification of 840905 meeling w/ulil rn Bethesda.MD to discuss resofu 
tioni of open ■items resulting from reviov/ of environ quafilicalion of equipment ropl at 
Unils 1 A 2 

KENYONJ J Operating Reactors Branch 4 84/09/05 ADENSAM.EG Operating Re 
actors Branch 4 ip 44583 162-44SB3 162 

' 3003030235 Notification of 840913 meeling w/ulil m Beihosda.MP lo discuss criteria 
lo be used in modifying firo protection sys al Units 1 A 2 

KENYON.T J Q pe; a img Reactors Branch 4 04/09/12 ADENSAM.E Operating Reac 
tors Branch 4 ip 44563 173-44503 177 

• 8003030252 Noliftcalron ol 650305 meeting w/ulil in Silver Spring.MD to discuss com 
pensatory measures for plants physical securay plans Agenda A viowgrapha end 
KENYON.T J Operaling Reactors Branch 4 85/03/05 ADENSAM.EG Operating Re 
aclors Branch 4 47pp 445B3 178 44583 223 

“8603030276 Forwards unfa re requifoments ol AWS D1 1 0 lOCFRSO.App B concern 
ing steel welds at plant 

TAYLOR, J M Ofc of Inspection 8 Enforcemenl, Director (620201 -8704 13) 65/06/12 
MYERS.H House of Rep . Intorror & Insular Affairs 1 1pp 44503 224-44583 234 

-8803030288 Forwards 851015 meeting notes bolwoen BO Uaw & H Myers Package 
incfudes chronology of TVA welding issues Chronology annotated w/ Myers commenis 
A quest fons on various aspects of issues 

DENTON. H R Office of Nuclear Reactor Regulation, Orrector (pre 051 125) 85/10/18 
DIRCKS.W J Ofc of the Execulive Director for Operations Ip 44583 267-44583 267 

-0803030292 Submits notes on 851017 mealmg w/H Myers re welding problems expe- 
reenced at plant A NRC response to problems Chronology of TVA wefd issues devel- 
oped by H Myors end 

LYONS.J NRC - No Detailed Affiliation Given 65/10/17 EISENHUT,D NRC - No Da 
<ai led Affiliation Given 23pp 44583 260-44583 290 

—0803030204 Summary of 640829 meeting w/TVA to discuss concerns raised a$ result 
of 040716 20 fire protection audit at Units 1 & 2 

KENYON.T J Operaling Reactors Branch 4 84/10/03 Operating Reactors Branch 4 
31pp 44563 291-44S83 321 

“8803030302 Notification of 850228 meeting w/TVA in Bethesda.MO to discuss resolu 
tfon of concerns raised by power sys branch 

KENYON.T J Operating Reactors Branch 4 65/02/27 ADENSAM.EG Operating Re- 
actors Branch 4 Ip 44563 322-44563 022 

-0404050524 Not if reason of 840409 meoling w/ulil A Black A Veatch in Belhe5da,MD 
to discuss findings A conclusions re independent design review 
KENYON.T J Licensing Branch 4 64/03/23 ADENSAM.EG Licensing Branch 4 Ip 
44583 320-44583 326 


-6409200496 Summary of 840907 meeting w/util A We&linghouse re Tech Specs Utl 
requested lo respond to Questions 2t),3a3b,4a <lb, 

4c,4d.6a.6b,0a.9.11 1 3,1 7a.1 7b, 10,25,27 & 28 of NRC 840022 fir 
KENYON.T J Licensing Branch 4 84/09/12 Licensing Branch 4 ip 44563 330 
44584 070 

-0409210295 Summary of 040905 meeting w/ulil A INEL re environ equipmerl qual/i 
calion program List ol attendees A fisl ol specific concerns resulting from revitw 
end Applicant commilled to respond by 041001 

KENYON.T J Licensing Branch 4 84/09/12 Licensing Branch 4 lOpp 44583 163 
44583 172 

-0411210334 Notification of 041114 meeting w/ulil in Gelhesda.MD to discuss util 
041015 tire protection appeal 

KENYON.TJ Licensing Branch 4 04/11/09 ADENSAM.EG Licensing Branch 4 Ip 
445B3 329 44583 329 

-8503130141 Notification of 850308 meeting vv/util in Gelhosda.MD lo discuss util rc 
sponses on hydrogen A mam steam line break issues 

KENYON.TJ Licensing Branch 4 85/03/07 ADENSAM.EG Lie ervsing Branch 4 Ip 
44503 323 44583 323 

-8603130617 NoKficalion of 05OJO7 meeting w/ulil m Belhosda.MD to discuss NRC po 
sition re inslallalton of Tcold parameter tn auxiliary control room 
KENYON.T J Licensing Branch 4 05/03/06 ADENSAM.EG Licensing Bran^^h 1 
2pp 44503 324 44503 324 

“0503180210 Summary of 050228 mGOting w/ulil re power sys concerns 
KENYON.TJ Licensing Branch 4 85/03/00 Licensing Branch 4 4pp 44503 325 
44583 327 

-0507240189 Discusses Myers 850514 llr conlaining quoslions rc Chairman Paiiaclifto 
850510 Itr lo Congressman Udall on pressure Uansmitlers used at facilities Answer lo 
Horn 5 B ro when ulil mgl became aware of nonconformance repts onci 
REHM.T A Ofc of the Executive Oireclor for Operations 05/07/15 KAMMERERCC 
Office of Congressional Affairs (pre 870413) 32pp 44503 235 44583 236 

“0803030016 Annotated Hr fonvarding preliminary comments A questions from review 
Of 83 37 A drafl 

MYERS.H House of Rep, Inlenor A Insular Affairs 04/03/22 REHMr, 
EISENHUT.D NRC - No Detailed Affiliation Given 16pp 44503 12i 44509 138 

“80 03030021 Forwards final statements of work A mod for FIN A 6619, ’'Evaluation ol 
Selected NRC Hems Before Plant Fuel Load " 

FUNCHES.JL Planning A Program Analysis Staff (pre 851125) FIN A6B19 64/10/ 
05 COMBS.F Office of Congressional Affairs (pro 870413) ip 44583 137 
44503 137 

-3003030114 Forwards lisl prepared by plant project manager of meelirgs NflR he’d 
w/TVA onsite from Jan 1904 to prosenl.per 850318 request List of meetings w/TVA 
on othor listed sites also end Meeting summaries also provided 
DENTON.H R Office of Nuclear Reactor Rogulalion, Director (pre 851125) 85/03/20 
COMBS.F Office of Congressional Affairs (pre 070413) ip 445B3 136 44S83 130 

-8003 0 30126 Forwards list of meelmgs NRR hold w/TVA on plant from Jan. 1984 lo 
present Handwritten trip ropi of 840307 mooling at ulil re analog iransmiUo-r malfunc 
lions end 

LAINAS.GC NRC - No Detailed Affiliation Given 05/03/19 MIRAGLIA.F J NRC No 
Detailed Affiliation Given 6pp 44503 139 44583 144 

-0003030130 Forwards regional trip rept outlining plant interim post acculonl samp’mg 
sys Licensee representatives appear to understand NRC position re need for improve 
menis in sys 

COLLINS.DM Region 2, Ofc of the Director 04/06/13 VASSALLO.OB Region 2 
Ofc of the Director Ip 44583 145 44583 145 

•0003030173 Summary of 841213 meeting w/TVA re stability related aspects of sing'e 
loop operation 

CLARK.PJ Operating Reactors Branch 2 04/12/13 Operating Reactors Branch ? 
epp 44503 146 44503 153 

“0003030180 Forwards list of mootings w/TVA on listed planls.per request List provides 
mooting subj A meeting summary date 

NOVAK.T Division of Licensing (800428 051124) 85/03/20 MIRAGLIA.F Division ol 
Licensing (800420 851124) 2pp 44503 154 44683 155 

••8803030204 Summary of 640329 meeling w/TVA A NRG re TVA proposed changes lo 
nuclear safely review board List of attendees A agenda or^cl 
KENYON.TJ Operating Reactors Branch 4 84/04/11 Operating Roaclots Branch 4 
5pp 44583*156 44503 160 

“6803O3022S Notification of 840B29 meeling w/ulil in Bothosda.MD to discuss App R 
requironfi0nts,per Intervening combustibles & sprinkler sys al Units 1 A 2 
KENYON.TJ Operating Reactors Branch 4 84/08/22 ADENSAM.EG Operatmg Ho 
aclors Branch 4 Ip 44583 161-44583 161 

-0603030232 Notification of 840905 meeting w/ulil in Bethesda.MD to discuss ro-sdu 
lion of open items resulting from review or environ qualification of equipmonl ropI 
Units 1 & 2 

KENYON.TJ Operating Reactors Branch 4 84/00/05 ADENSAM.EG Operaling Po 
aclors Branch 4 Ip 44583 162-44583 162 

-8803830235 Nolificalion of 040913 meeting w/ulil in Bolhesda.MO to discuss criteria 
to be used In modifying fire proteciron sys at Units 1 A 2 

KENYON.TJ Operaling Reactors Branch 4 84/00/12 ADENSAM.E Operating Rcac 
lors Branch 4 Ip 44583 173-44583 177 

“8003030252 Nolificalion of 850305 meeting w/ulil In Silver Spring.MD lo discuss com 
pensatory measures for plants physical security plans Agenda A vtowgraphs orcl 
KENYON.TJ Operating Reactors Branch 4 85/03/05 ADENSAM.EG Operating Pc 
actors Branch 4 47pp 44583 178 44583 223 

“0803030275 Forwards info re requiremonls of AWS D1 1 A lOCFRSO.App 0 concern 
mg steel welds at plant 

TAYLOR,JM Ofc of Inspection A Enforcemenl. Director (020201 970413) 85/06/12 
MYERS.H. House of Rep , Interior A Insular Affairs 1 1 pp 44583 224-44583 234 
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• &S03D302Q6 Forwards 851015 rnneimg pioles betweon BD Liavv & H Mvers Package 
tficludes chronology ol TVA weldn^g issues Chronology annotaled w/Myors commonls 
S queslions on various aspects of issues 

DEMTON HR Office ol Nuclear Reactor Regulaiior, Director (pre 851125) B5/10/1-8 
D1RCKS,W J Ofc of the Executive Director for Operations )p 44663 287 44563 267 

-86.03030292 Submits notes on 651017 meeting w/H Myers te wokiing problems expe 
nerced at plant & NRC response to problems Chronology of TVA weld issues devel- 
optd by H Mvers end 

LYONSJ NRC- No Detailed Allihalion Given 65/10/17 EISENHUT.D NRC No De- 
tailed Affiliation Given 23pp 44563 268 44563 290 

0803030294 Summary of 640B29 meeting w/TVA to discuss concerns raised as rosuU 
of 840716*20 lire proterlion audit at Unils t & 2 

KENYON T J Operating Reactors Branch 4 64/10/03 Operating Reactors Branch 4 
31pp 445B3 291 44583 321 

- 0803030302 Notification of 850226 mooting w/TVA in Belhcsda MD to discuss resolu 
tionof concerns raised by power sys branch 

KENYON, T J Operating Reactors Branch 4 65/02/27 ADENSAMEG Operating Be 
actors Branch t ip 445B3 32? 44583 322 

6803030017 Appeals denial of FOIA requcsi loi documenls 
BAUMAN, U Governmonl Accounlabilitv Project 87/12/0? CHILK,S Olfico ol the 
SecreUry of the Comrnission tp 44556 273 44558 273 

8B93Q30027 Responds to appeal to denial ol FOIA reciuoat lor documenls Release ol 
matls woiitd reveal agency deliberative process of refining position to negotiate pro- 
posed rule re mgt records Docurnenls withhold (re I FOIA Exornption 5 ) 

CHIIK.SJ Office of the Secrolaiy ol the Commission B8/02/?4 BAUMAN, L Govern 
menf Accounlabilily Project Ipp 44556 ?74 44556 264 

0803030059 FOIA request lor documents re DOE aclivilios involving Am 241 & mails, 
coniarnmated w/radioacliviiy Iranspoilcd on 650326 from lab owned by JC Haynes to 
Wound Labs m MiamisburgOH 

CARPENTER,! E Government Accountability Project 67/11/23 Energy, Dept ol 
2pp 44566 001 14566 002 

B0O3O3OO79 Responds to FOIA request for documenls re DOE aclivilies involving Am- 
241 & malls contaminated w/tadioaclivitv Iransportcd on 6/0326 Forwards App A 
documents App 8 document partially withheld (rel FOIA Excinplion 7) 

GRIMSLEYDH Division ol Rules & Records (Post 070113) 6B/02/25 

CARPENTER,! E Government Accounlability Pro|ecl 3pp 44566 003 44566 000 

”88(13030092 Requests DOE assistance re nujl ol wastes w/Am 241 concentra lions ro 
suiting from deconlaminAlion of lacility Order providing descriplion ol facility end W/o 
tmef 

BROWNING, n E Division of Waste Management (Pre 670413) 85/04/26 

LECLAIRE.D Ericrgy, Dept of 2p[) 445o6f)0tD 41566 007 

”6803030097 Requosis max cKnniip aviiilapfo re deconlamtnalion of gemstones NRC 
would accept residual lixed contarninalion uf 300 dpm & removable of 20 cipm prir 
stono NRC understands conlammani lo bo Am 241 

AXEL SON ,WJ Region 3, Ole of the Director 65/05/06 INGl E.D Energy, Depf Ol 
1 p 44566 OOB 445bG 006 

”8003030105 Partially deleted Itr ro FBI requosl lhal NRC havu dlamoruJs decorUami- 
nated lo acceptable levels for unreslrirtcd use by public NRC rcquesls DOE rosponse 
redccontBrninaiion procobs W/o end 

AXELSON,WL Region 3, Ofc of the Director 65/04/06 DCAL,J Energy, Dept of 
Ip 44 566009 44566 000 

8803030164 Final response to FOIA request for docurnonls rp pfoleclion & hardening ol 
cfeclronics trom lightning induced voltage Iranbients Docurnenls already availabfo in 
PDR 

GRIMSLEY.D Division ol Rules & Records (Post 670413) 66/02/29 SCHMITT.TJ 
Affiliation Not Assigned 2pp 445C6 068 4156b 070 

8803030234 FOIA request lor records ol 831 103 Commission mocting ro plant 
HAMLIN,JB Shaw, Pittman, Polls A Trowbridge 87/09/21 NRC No Delailocl AlliH 
atiOh Given 2pp 44558 124 44558 125 

8003030244 Responds to FOIA request lor transcript of 671103 rnoeiing re plant End 
iranscnpL partially withheld nor Exemption 10 of Govt Sunshine Art 
GRIMSLEY.DH Division of Rules a Records (Post 870413) 08/02/23 HAMLIN, J B 
Shaw, Pittman, Potts & Trowbridge Ip 44558 126 44558 131 

”6683030253 Parlially withheld transcript ol 631 103 closed mohling in Washinglon.DC 
re hearkng requests a (illmg of suspension at plant 
• Commissioners 83/11/03 5pp 44556 127 44558 131 

8803840015 Partial response to FOIA request (or documents ro SEP Forwards docu 
menls listed in App A Documents also available in PDR 

GR1MSLEYDH Division of Rulos & Records (Post 870413) 68/02/29 CONNOR, L 
Doc Search Associates 4pp 44562 007 44562 310 

”8803040051 Drscusses syslomalic ro review of operating plants Technical reviewers 
remainr^g tn current organizational slructuro recommended Creating third locimical 
review group would multiply existing problems 

SHAO,LC Engineerinq Branch (Pro 791030) 76/12/20 EISENHUT.DG Division of 
Operating Reactors 2pp 445B2 012-44582 013 

•S60304Q070 Discusses systematic evaluation review team organization Necessity for 
balanced operating reactor orojecl rngl experionce coupted w/ technical reviow ollorl 
lo accornplish task recognized W/o ChilK memo 

STELLO,V Division of Oporaling Reactors 77/02/11 RUSCHE 0 C Olfice of Nuclear 
Reactor Regulation, Director 2pp 44562 014 44582 015 

> 66 03040083 Informs recipients of selection to SEP review group Initial charier is as de 
scribed in enci Chilk 770127 momo Review group responsible lor preparing response 
to subj memo & further discussion w/Commission W/o end 

STELLO.V Division ol Operating Reactors 77/03/00 ZIEMANN,DL Operating Reac- 
tors Branch 2 fPre 0004 26) CARTER T J Division ol Ooerating Roaclors, 
OtBENEOETTO,P Operating Reactors Branch 4 (Pro 790625) 2pp, 44582 016* 
44582 017 


—8803040093 Forwards draff of comprehensive list of topics for consideration in sys 
temafic evaluation ol operating nuctear power facilities Corrmenls or recommenda 
lions requested by 770426 

ZIEMANN.OL Division ot Operating Reactors 77/04/14 BAER.R Reactor Safely 
Branch BUTLER .W Plan! Systems Brandi GRIMES.B Environmental Evaluation 
Branch (Pre 790625) 39pp 445B2 016 445B2 056 

-8803040106 Forwards list ol ifems deleted from StP comprehensive list of technical 
issues & reasons for defcliorts Requests comments by 77042? 

ZIEMANN,OL Division ol Operating Roactors 77/04/19 BAER R Reactor Safety 
Branch BUTLER, W Plant Systems Branch GRIMES.B Environmental Evalualion 
Branch (Pre 700625) 9pp 44682 057-44582 065 

-8803040119 Forwards Comnission paper & discussion paper re Phases I & II of SEP 
for operating reactors for concurrence Paper uncorporates comments received from 
770923 draft submitlccl for review Commission discussion scheduled for 771021 
CASE.EG Office ol Nuclear Reactor Regulation. Director 77/10/17 SHAPAR.H K 
Oflice ol tho Executive Legal Director (Pro 060701) LEVINE, S Office ol Nuclear Reg- 
ulatory Research, Director MINOGUE R B Office of Slanriards OGvelopmont, Duoclor 
Ip 44562 066-44582 066 

•8803040126 Forwards response to 770414 memo requesting comments on SEP Sug 
gestions lor some items not under Enqinooring Branch responsibility provided 
SHAO,LC Engineering Branch (Pro 791030) 77/04/26 ZIFWANN.D L Division of 
Operating Reactors 37pp 44562 067 44562 104 

”8803040130 Forw«irds comrnents in response lo 7/0414 memo requesting review ol 
SEP draft list Deletion list forv/^rded by 7704 19 memo also reviewed but no com 
mcnis rrecussary 

BUTLER.WR Plant Systems Branch 77/05/02 ZIEMANN.D Division of OpGralmg 
Reactors 14pp 44582 105-44562 116 

“8803040137 Forwards rosponse lo 7/0414 momo requusliing review of first draft com 
prehertswt? Iisf o/ SEP cfCirr w/o end 

BAER.R L Rcaclor Salely Branch 77/05/03 ZIEMANN.D L Division ol Operating 
Readers fp 44582 1 19-44502 f 19 

”6003040141 Forwards copy of 77QH14 comprohenstve list of SEP items w/ proposed 
changes & list ot explanations for propo-sad additions & de lot ions Recommends subdi 
viejing Items where more than ono branch has lead rosponsibiUty 
GRIMES, 8 K EnvifOnrnenlal Eva/uahon Branch (Pro 730625) 77/05/04 

ZIEMANN.OL Division ol Operaiinq Roaefors 4?pp 44502 120 14562 161 

”0803040150 Requests tliat engineers proparo do fin it ions for each topic in SEP corn 
prehensivo list of topics Existing definitions when available should be used as basis 
lor preparing definitions in SEP formal Dofimlions requested by /70520 
ZIEMANN.OL Division of C^eralmq Reactors /7/05/09 tdAER R Reactor Salely 
Branch BUTLER, W Plant Systems Branch GRIMES.B Environmental Evaluation 
Branch (Pro 790625) 33pp 41562 162 4450? 194 

”8003040156 Forwards set of dofiiiitions for SEP Ionics under Engmooring Branch 
rosponsibilify W/o onci 

SHAOLC Engineering Branch (Pro 7010301 77/05/24 ZfEMANN.D L Division of 
Operating Reactors ip 44592 195 44562 195 

- 8003040164 Discussqs rccommonclatien to include torquo switches on oleclric motor 
actuators ol niolor-oporalcdl vatvus.pei 770426 memo Concurs w/recornmendation 
tl^al reo guide bo develop od for application of torque switches 
STELLOlv Division of (jpcrating Roaefors 77/06/13 GRIER.BH Region 1. Ofc ol 
IheDrrecler Ip 44582 196-44602 106 

-- 0003040 176 Informs of s talus of SEP Dohnitions ol lopics on comprohensive list 
complolcd Rov 2 ol topic list & dcfiinlions, oncI for info W/o encI 
ZIEMANN.D L Division of Operating Reactors 77/07/12 STELLO.V Division of Op- 
erating Roaclors Ip 44592 197 44592 197 

”8003040181 Forwards Rev 2 lo comprehensive list ol SEP topics dtd 770707 A dofini- 
lion al topics for info S review Objectives of SEP ore lo assess SHloly adequacy ol 
design & operation of plants & document plant comparison lo cnlona W/o onci 
EISENhUhO G Division of Operating Reactors 77/07/13 BAER.R Reactor Safely 
Branch BUTLER W Plant Systems Branch GRIMES.B Environmental Evalualion 
Branch (Pro 700625) ICpp 44582 106-44582 215 

-80O3O'4OI9t Forwards memo requesting preparation ol tTrgurrienls pro & con lor ro 
taming spncific topics in SEP on basis of safely significance Duo dale is 770722 W/o 
onci 

SHAO.LC Enqinooring Branch (Pre 791030) 77/0// 14 BAGCHl.G . GAMBLE.R . 
HOFMAYER.C NRC - No Detailed Aflilratiori Given Ip 44562 21G 44592 216 

-8803040197 Forwards Rov 2 lo comp robe nsivo list of SEP topics did 770707 & dotini- 
lions ol topics List reprosonlb cornposito ol known topics el safely concorns & issues 
applicable to one rating LWRs W/o end 

STELLO.V Division of Operating Reactors 77/07/14 CASE.E G Olfice of Nuclear 
Reactor Regulation, Oircclor 2pp 44582 217 44592 210 

-8803040204 Requests review ol Rov 2 to comprehensive list of SEP topics per end 
Stello memo Commonta requested by 770726 W/o end 

MATTSON.R J Division of Systems Safety 77/0//22 Division ol Systems Safety Ip 
44592 219 44562 219 

”0003040208 Forwards arguments for retaining A dropping listed SEP topics In re- 
sponse lo D Eisanhul 770713 momo 

TONDf.O Plant Systems Branch 77/07/26 SCHIERLING.M Plant Systems Branch 
t3pp 44502 220 44582 232 

-8603040214 Forwards commenW on LC Shao 770714 note & OG Eisonbut 770713 
memo re SEP, per G Bagchi request 

GLUCKMAN.A NRC No Detailed Affilmliori Given 77/07/27 SHAO.LC. 
STUABT.RJ, BAGCHl.G NRC No Detailed Aflillaiion Given 4pp 44562 233- 
44502 236 

-6803040227 Forwards commenla on SEP topics within 5 ,copG of mechanical engineer- 
ina branch review responsibility Comments are very preliminary because of broad & 
brief nature of topic dofimlions, W/o end 

BOSNAK.BJ Mechanical Engineering Branch 77/07/29 MATTSON, FIJ Division of 
Systems SofQly Ip 44502 237-44562 237 
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-€803040231 Forwards cornmenis to Rev 2 of comprehen.sive list of SEP topics.per 
Steilo 770721 msmo.tn form of markups & handwnlten noiesW/o end 
SCHROEDERF Divisron of Systems Safefy 77/07/2a ZIEMANN.D Division of Oper^ 
aling Reactors 1p 445B2 2JB 4.1582 238 

-8003040236 Forwards arguments pro & con for retenlion of specilcc topics m SEP tor 
which engineering branch has responsibility 

SHAO.LC Engineering Branch (Pre 791030) 77/00703 2IEMANN,DL Division of 
Operating Reactors 1 2pp 146B2 239 44582 251 

8803040241 Roquesls repl lo descriplron & status of re review program to be dis 
cussed at upcoming meeting of licensing subcommittee of Committee on Safety of 
Nuclear Jnstallalpon/ NEA/OECD 

BOYD.R S Division of project Management 77/0B/16 STELLO.V Dwision of Operat 
ing Reactors ip 44582 252-441502 2S2 

-0803040252 Forwards plan devetoped to identify activilies which require aticntion 
through Fy70 Plar> to be used to idenlify manpower & funding reciuirernenls.conlrol 
workload &. establish limited resources priorities Comments requested by 770631 
ELLIOTT ,J W Reactor Safeguards Development Branch (Pre 791030) 77/08716 
MILLER J M AssislanI Director for Reactor Safeguards ip 44582 253-445B2 253 

”0803040255 Forwards topics that SEP group proposes to delete from topic fist on 
basis of lesser safety significance for review & corrurrenl by 770825 If no comments 
received by 770826, concurronce wiN be assumed A topics deleled 
ZIEMANN.D L Division of Operating Reactors 77/08/17 BAEn,RL Reader Safety 
Branch SUTLER, WR Plant Systems Branch GRIMES, BK Environmental Evaluation 
Branch (Pro 700626) 4pp 445B2 254 14582 257 

”8003040267 Discusses resolution of NRR commonls on comprehensivo list of SEP 
topics did 770720 

ZIEMANN.D L Division of Operating Reactors 77/06/17 EISENHUTDG Division of 
Operating Reactors 2pp 44582 258 44582 259 

”8003040275 Forwards comprehensive list of SEP topics did 770817 S topic doliritions 
for revicvii List represents composite of known topics of safely concerns A issues ap 
plicnble to operating LWRs W/o end 

CASE,E G Office ol Nuclear Reaclor Regulation, Director 77/00/19 SHAPAR.HK 
Office ol the Executive Legal Director (Pre 860703) LEVINE S Office ol Nuclear Reg 
uJalory Research, Director MINOGUE R B Office of Standards Developmerkt, Director 
2pp 44582 260-44502 261 

--08O3O4O206 Forwards list of topics inadvertently omitled from 770B17 memo re SEP 
topic culling because of lack of safely significance 

ZIEMANN.D L Division of Operating Reactors 77/08/10 OAER.R L Reactor Sfifoly 
Branch BLITLER.WR Plant Systems Branch GRIMES, BK Environmental Evaluation 
Branch (Pre 790625) 2pp 44562 262 445B2 263 

•■8003040292 Notifies that comments on delrniirons of SEP topics have been sent lo S 
Bryan under separate cover on 770996 

SMITH, RG Olfico of Standards Development, Director 77/09/11 CASE, EG Office 
of Nuclear Roaclor Regulation, Director Ip 44582 264 44562 264 

”8003040299 Forwards list of arqumenis re safely significance of SEP topics tindar ro 
snonsibility of Environ Evaluation Branch per 770713 request Concludes that no topics 
snould be deleted at this time 

GRIMES.B Environmental Evaluation Branch (Pro 790625) 77/0i)/15 Z[EMANN,D 
Division of Operating Reactors 22pp 445B2 265 44582 286 

”8003040305 Forwards Commission paper & discussion paper concerning Phase I of 
SEP of operating nuclear plants Comments requosted by 770919 
STELLO,V Division of Operating Reactors 77/09/15 BOYO.RS Division of Proiecl 
Management MATTSON.R J Division of Systems Sofoty OENTON.H R Division of 
Silo Safety & Environmontal Analysis lp 44582 287-44582 287 

”8803040312 Notifies that comments on roviaw topics proposed for SEP wore adopted 
as discussed in 770908 tclcon 

ZIEMANN.D L Division of Operairng Reactors 77/09/20 SCROGGINS, RM Systems 
Engineering Branch Ip 44582 286 44582 288 

”0803040317 Forwards draft Commission paper A discussion paper fo Phase I ol SEP 
operating nuclear plants Topic list also end W/o end 

STELLOV Division of Operating Reactors 77/09/23 SHAPAR.HK Olfico of the Ex- 
eculivo Legal Director (Pre 660701) LEVfNE.S Office of Nuclear Regulatory Re 
search. Director WINOGUE.RB Office ol Standards Devetopmeni, Director lp 
44562 289 44562 289 

- 0803040322 Forwards summary of stall comments A 0 Ziemann response from 
770927 lelcon re drafl Commission paper A discussion paper submitted w/770923 
memo 

MINOGUE, R B Ollico of Standards DevolopmenL Director 77/10/03 STELLO.V Dt 
vision of Operaling Readers 2pp 44502 290-445B2 291 

”0803040340 Responds lo 770619 memo to applying SEP lo spent fuel cask drop acci 
dents (Topic XV-24) Memo adequately defines most considerations for evalualing 
accidonis Suggests accident effects on outside sources be considered 
MINOGUE, RD Office of Standards Development, Director 77/10/03 CASE.E G 
Ofitce of Nuclear Reaclor Rogulalron, Director 2pp 44562 292-44582 293 

”0803040344 Notifios that commanls on revtew topics proposed for SEP have been 
corisfdored Responses lo specific ccmmonls end 

EISENHUT.DG Division of Operating Reactors 77/10/06 SEVFRIT.KV Div of Ro 
acior Operations Inspections. IE 7pp 44582 294 44502 300 

• 8003040340 Notifies thal comments on review topics proposed for SEP have been 
considered & incorporated Responses to specific comments onci 
STELLO.V Division of Operating Reactors 77/10/07 ARLOTTO.G A Division of En 
gmeenng Standards 4pp 445B2 301-44502 305 

-0803040353 Notifies that Phase fl ol SEP, including evaluation of 11 older operalmg 
facililies.discussed w/Connmissron on 771109 Commission approved recommended 
program A implemenlalton of SEP started Rept ro objectives A schedule onefW/o 
oncT 

EISENHUT,DG Division of Operating Reactors 77/H/30 NRC No Detailed Affdi 
ation Given lp 44502 306-44582 306 


-8003070011 Forwards comments on SEP repl to ACRS atlachud lo 771130 
memo Details of calculations A parameters used in ’worst possible failure" evaluation 
& definition of "worst possible failure" requested AddI documontation end 
COLLINS.JT EllluenI Treatment Systems Branch 77/12/29 OSENHUT.OG 
Sion of Operating Reactors 2pp 44582 309 44582 309 

—0803070223 Notifies that manpower requirements lor SEP sharply reduced, folio* n-g 
requested review Accomplishment of seismic portion of SEP by NRC personnel as op 
posed lo outside contractors, strongly recommended 

SHAO.LC NRC No Detailed Affiliation Given 88/02/29 ZIEMANN.D NRC No Ds- 
tailed Affiliation Given lp 44582 310 44502 310 

8803040078 Final response to FOIA request Forwards apps to FOIA8'' 765 rjfldcr 
name of Hills which relates to present request W/o ends 

GRIMSLEY.DH Division of Rules A Records (PosI 870413) 66/03/01 

CARPENTER.TE Government Accoiinlabilily Project 1p 44582 311-44502 313 

0003040114 FOIA request for computer printout of central files accession list lo? plant 
from 1900 to present 

WCISSMAN.S California, Stale of 88/02/08 GRIMSLEY.D H Division ol A 

Records (Post 8704 13) t p 445Q2 005 44582 005 

0003040134 Final response to FOIA request fofwarding two printouts of ceniral Mc& 
documents fiom 1980 to piesentW/o end 

GRIMSLEY.DH Division of RulOb A Records (Post 870413) BO/03/01 

WEISSMAN.S California, Slate of Ip 44562 006 44582 006 

6003040143 FOIA request for documents ro Insp Rcpls 50 445/67 23 A £0 446/07 
17 Info reouirod as pari of ongoing monitoring project 

BAUMAN, L Government Accountability Projecl 87/12/08 NRC No Dela'fecl Afh'i 
ation Given 3pp 44581 353 44561 355 

8003040154 Final response to FOIA request for documents re Insp Repis 50 445/0 7 8 i 
A 60 446/67 17 Forwards App 0 documenlApp A A B documonls available ir> PDFH 
GRIMSLEY.DH Division of Rules A Records (Post 870413) 86/03/01 BAUMAfsJ.L 
Government Accountability Project 3pp 44657 231-44657 234 

-0603040167 Exit notes for Insp Repts 50 445/8/ 23 A 50 446/87 1 7 
* NRC - No Dolallod Affiliation Given 80/03/01 lp 44657 234 44657 234 

0003040172 FOIA request for Jl Riesland 790313 memo to DL CapJilon, OL Cripfilon 
780124 memo lo JH Sniezek A memo re discussion between JM McGough S Jl Flues 
land on 780306 as noted on oncI page from insp manual 

CHAPMAN.NG Bechtel Power Corp GO/02/12 Division of Rules A Records (Posi 
870413) 2pp 44583 012 44663 013 

0003040176 Final response lo FOIA request Forwanfs App M docurnenis Oocumcnls 
also available m PDFl App N documents withhold (rof FOIA Exernplron 5) 
GRIMSLEY.DH Division of Rules A Records (Post 070413) 80/03/02 BDL!:Y.K 
Public Citizen’s Critical Mass Energy Projecl 4pp 44583 015 44503 079 

”0502010139 Summarizes posilion ol ComrOission ro Nuclear Ulil Mgt A Humnn 
sources Commilteo four milialive on people related nonhardwore issues Rulcm a kmgi 
deloffed for 2 yrs while NRC induslry efforts lo attain goals w/o logislalion 
PALLADINO.NJ Commissioners 05/01/23 MILLER, JH Nuclear ManngemefU A He 
sources Council (NUMARC) {formerly Nuclear Utility Manage M1ILER,JH Gforiju 
Power Co 7pp 44583 022 44563 028 

-0502010164 Forwards Commission paper doscribinq NRC position ro Nuclear IJlil hlijl 
A Human Resources Committee Apr 1084 four initialivos Ltr lo Miller documoritin ; 
extent of endoisomont also end W/o end 

DENTON, H R Office of Nuclear Reaclor Ronulation, Director (pre 051 f25) 84/ 1 1/>/ 
DIHCKS.WJ Ofc of the Executive Director lor Operations lp 44583 021 44563 0?( 

”0512090317 Discusses posl-ciccredrdalion audits of ulil framing programs NUMAHC S 
INPO foquosted NRC not lo conduct audits Staff diroclod to proceed w/sccomJ post 
accredicfation audit at Dresden during wk of 851 1 10 

DinCKS.WJ Ofc of the Executive Director for Operations 85/11/10 PALLADINO 
ROBERTS. ASSELSTINE Commissioners 3pp 44503 029 44503 031 

‘-€803040244 Forwards preliminary post-accroditalion audit reviews al Siisquehannn on 
851021 23, at Dresden on 861110 21 A al Oconee on 851216 10 A repl on IMF'O 
851210 follow up visit al SusquQhonna 

DENTON.HR Office of Nuclear Reactor Bogulalion, Director (851125 870411) CO/ 
01/28 PATE.2 Inslilulo of Nuclear Power Operations 48pp 44583 032-44583 070 

B603040179 Final response to FOIA request for documents No agency records suhj to 
request located 

GRIMSLEY.DH Division of Rules A Records (Post 870413) 80/C3/G1 

CHAPMAN.NG Bechtel Power Corp lp 44583 014 44503 014 

8603040186 Final response to FOIA request for docurnenis re Nov 1907 rosignalion ol 
Judge MB Margulies from NASLP Forwards Apps BAG documents which arc oiso 
available in POR 

GRIMSLEY.DH Division ol Rules A Records (Post 870413) 88/02/20 BELAIFI.nf? 
Soulhampton, NY BELAIR.R R Kirkpatrick A Lockhart 3pp 44581 336-445Q1 352 

-0703060239 Forwards proposed minutes of NRC/FEMA Steering Comirntlee 870120 
meeting Commenls should be provided to E Podolak 

JORDAN, EL Div of Emergency Preparedness A Engineering Rosponse.lEiSS 02 12 
870413) 87/03/03 KRIMM.R W Federal Emergency Management Agoncy 3p|> 
44581 341 44581 344 

”8707130499 Forwards proposed minutes for NRC/FEMA Steering CommiUeo 87052/ 
meeling.for comments 

CONGEL.FJ Division of Radialion Prolection A Bmorgency Preparedness (f'o&l 
870411) 87/07/06 KRIMM.R W Federal Emergency Management Agency Qpp 
44561 345 44581 352 ^ a J l^ 

B€ 0304027 2 Final response to FOIA request for documents Documents renucslctl avad- 
cblo for review in PDR under Hills FOIA 87-765 

GRIMSLEY.DH Division of Rules A Records (Post 870413) 0B/D3/O1 

CARPENTER,! E Government Accourrtabihty Project lp 44580 256 44589 261 
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aa0304Q320 Partial response lo FOIA request for documents Forwards App H 
documents App G & H documents available in POR 

GRIMSLEY.OH Division of Rules & Records (Post 870413) 08/03/01 BAUMAN.L 
Goverrimeni Accountability Pro|ect 4pp 44583 005 44583 01 1 

“&a03040332 Package re B&W vs RJ Donovan from synopsis Syllabi & key numbor 
classification Copyrighted matl 

• Wei, l Publishing Co 64/12/10 lipp 44583 011 44563 011 

88-03070042 FOIA request for contracts among A between Philadelphia Electric 
■Co PSe&G, Atlantic City Electric Co & Oolmarva Power & Light Co re plant mgt by utii 
KALQDNER.PP Kalodner, P P 66/02/12 GRIMSLEY.OH NRC No DotaiBed Aflili 
ation Given ip 44607 168 44607 1Q8 

6803070045 FOIA request lor documents re NRC 750316 summarv ol ACRS subcom 
milteameeiing on 750216*19 

STEWART, ME Pacific Gas & Electric Co 68/02/10 NRC No Detailed Aflilialion 
Givers 4pp 44607 163 44607 156 

8803070048 Final response to FOIA request tor documents No records subi lo request 
located 

GR1MSLEY,0H Division of Rules & Records (Post 670413) 88/03/02 

KALODNER.PP Kalodner, PP ip 44607 169 44607 169 

6603070050 First partial response to FOIA request lor documents re 760626 sub-com- 
mittee meeting & 195th ACRS /60708 full committee meolingApp A documents al- 
ready available in PDR 

GRIWSLEY.DH Division of Rules & Records (Post 870413) 08/03/03 

STEWART.M E Pacific Gas & Electric Co 2pp 44607 157 44607 187 

9B0307Q074 Partial response to FOlA request Add C documents end & available in 
PDR App D documents re Insp Ropts 50 445/65 07 & 50 446/65 0 5,01c of Inspector 
fit Auditor Rept 66 10 a ASME Code hydrostatic lost end A available in PDR 
GRIWSLEY.DH Division of Rules & Records (Post 670413) 58/03/02 AIROZO.O 
WcGraw Hill Publications Co 3pp 44607 097 44G07 147 

•6003070970 Draft memo advising of assignment ol JG Davis as chairman of review 
group to resolve issues identilied in Ofc of Inspector & Auditor Ropt QG 10 Rept re 
nueslod by 870130 

STELtO.v Ofc of the Eyeculivo Director for Operations 86/12/17 DAVIS, JG Office 
of Nuclear Malonal Safely & Safeguards.Director Ip 44607 109 44607 109 

“ 0803070009 Documenis concerns re Insp Rept 50 445/U5 07 & 50 446/65-05, por 
660325 & 0605 requests Concerns & draft memos re ASME Code requirements A ap- 
plicant commilments end 

HUNTER, DR Region 4, Ofc of the Director 86/08/12 JOHNSON.E H Region 4. Ofc 
ol 1hc Director 18pp 44607 1 10 44607 127 

“ 0803970098 Forwards draft findings & recommendations 
MARTIN, B Region 4, Ole of the Director 66/12/12 STELLO.V, SNIEZEK.J Ole of 
the ExqcuIivo Director for Oporalions NOONAN.V Office of Nuclear Roaclor Regula- 
tion, Director (851125 670411) Ip 44607 128-44607 120 

-0003070106 Draft memo providing preliminary viov/s ro matters treated by Ofc ot In 
spector A Auditor Rept 86 10 No Intimidation or harassment substantiated No improp 
er intent or wrongdoing shown 

MARTIN, RD Region 4, Ole of the Director 66/12/12 STELLO.V Ofc of the Execu 
live Director for Operations 8pp 44607 129 44607 136 

0803079112 Provides results of review ol issues ro deferral of ASME Code hydrostatic 
lest of Loop 3 cold log pipe subassembly described in Insp Rcpls 50 445/05-07 & 50 
44G/Q5-05 Arlotto ropl does not ndequalely address two concerns on Issue 
HLiNTER.DR Region 4, Ofc of the Director 87/06/31 MARTIN.RD Region 4. Ofc 
of the Director 6pp 44607 137 44607 144 

• 6803070110 Forwards DR Hunlor 870831 memo A 070004 response to (oncerns on 
adequacy of msps performed during RCS bydrosialtc test of pipo 
subassemblies Unresolved item ro exam of wolds A base metal repairs should be ox~ 
pediUously addressed 

MARTIN.RD Region 4, Ofc of Iho Director 67/09/04 GRtMES.Cj Ofc of Spoaal 
Projects 2pp 44607 145-44607 146 

-8B93Q70125 Responds to 070631 memo ro concerns on ASME Code hydrostatic tost 
of RCS pipe subassemblies Concern that records reviews A discussions do not pro 
vide oviclenco that welds insps porformod adequately referred to Ofc ol Special Pro 
grams 

MARTIN.RD Region 4. Ofc of the Director 87/09/04 IIUNTER.DR Rogipn 4, Ofc 
of the Director ip 44607 147 44607 147 

0803070140 Final response to FOIA request lor documents Forwards portions of App G 
documents Portions of App G documents available in PDR Portions of App Q docu 
men Is withheld A App H documonl completely withheld (ref FOIA Exemption 7) 
GRIWSLEY.DH Division of Rules A Records (Post 670413) 08/03/01 HILLS, Vy 
Dayton Newspapers, Inc 4pp 44607 051-44607 056 

- 8704300009 Provides results of joint investigation referral board/ regional effort on os- 
tablishment of case priorities from nail perspective List ol existing casos.oxcluding 
TVA cases, prioritized per Commission 8601 10 guldolinos 

STAROSTEGKI.n NRC No Detailed Affiliation Given 67/03/20 STELLO.V Ofc of 
the Executive Director for Operations 6pp 66862 264-68662 269 

-8803070108 Partiaffy withheld summary of Investigation Referral Board Meeting t on 
B61 202 ro decision or recommendation on referrals 

STAROSTECKI.R NRC > No Detailed Affiliation Given 86/12/05 SNtEZEKJ H Re- 
gional Operations A Generic Requirements, EDO (Pre 870413) 3pp 44607056 
44697 058 

8003070174 FOIA request for documenis ro disciplinary actio ns, including civil fines or 
penalties levied against C E or subsidiaries from 1972 to present 
felTHAUS.CJ Holfhaus. CJ 83/01/12 NHC - No Defatted AUilmtion Given Ip 
44606 278 44606 278 

0803070177 Partial response to FOIA request (or documents.includinq HR Denton 
860103 Itr lo HG Parris ro TVA position on App 0 requirements Enel App O docu 
ments also available in PDR App P documents totally withheld (rof FOIA ExarnpUons 5 
A 7) 

GRIWSLEY.DH Division of Rules A Records (Post 6704 13) 66/03/02 WANN.L 
Times Printing Co 5pp 44609 024 44610 051 


-6602210556 Summarizes stall posiUon on weld insos through carbo-zinc primer m re- 
sponse lo 860206 request re alleged TVA violations For initial acceplance.AWS D1 1 
code requires insp of welds prior to application ol coating 

THOMPSON.H L Oflice of Nuclear Reactor Regulation, Direct-or (851125 0704111 
86/02/13 HAYES.B a Oihee ol Investigations Ip 44609 207-44609 290 

•0605090477 Forwards NRC regulalory position re insp of safety welds ihrough paint in. 
response lo B60103 request Insp of newly completed welds should be made before 
panting 

STELLO.V Ofc of the Executive Director for Operaiions 86/05/05 HAYES, BB 
Office of Investigations 9pp 44609 2 10-44609 2 1 B 

- 8709030167 Forwards Insp Rcpis 50-327/07-27 A 50 320/07-27 on 070601-05 Re- 
views highlighted in hr indicate that signilicant number of problems exist w/newCy re- 
generated calculations which may have been prepared by contractors 
fcBNETER.SO Ofc *o I Special Projects 67/0B/24 WHITE, S A Tennessee Valley Au- 
thority 4pp 44609 253 44699 206 

-6709030173 msp Repts 50 327/67 27 & 50 326/07-27 on 670601 05 Major areas 
inspected design calculation review prograrn 

PARKH1LL,R W Oflice ol Nuclear Reactor Regulalion, Director (Post 87041 1) 50 
320/07-27 07/08/97 SOpp 44609 257 44609 206 

-0003070193 Forwards transcript of NRR 060197 public meoting \v/TVA ro welding 
issues 

LONG.W BWR Project Dirociorato 2 86/01/06 LIAW.B D Engineering Branch 
(BWR) tp 44609 039 44609 039 

-0803070196 Transcript of NRR 860107 meobng in Celhesda.MD re TVA welding 
issues Pp 1-138 

* Office of Nuclear Reartor Regulation, Director (651125 870411] 86/01/07 76pn 
44609 031 44609 206 

-0803070209 Forwards TVA emptoyec concerri documenis re ERCW line Staff will 
review concerns when TVA submits final evaluation rept f'Or category addressing con- 
cerns 

SINGH BK PWH ProjECl Direcloraln 4 86/05/23 YOU NG BLOOD, 8 J PWR Project 
Directorate 4 24pp 44609 219-44009 242 

• 8003070215 Notification of 060619 nnecling w/uiil in Region If otc to discuss TVA in 
limidation & harassment of TVA employees 

* Region 2, Ofc of the Director 86/08/19 Region 2, Ofc of Ihe Director 3pp 
44C09 243-44G09 247 

- 8093070224 Advises that one! 050220 Hr & 850405 Itr cannot be found in PDR/LPDR 
or PRC sys due lo improper procedural iiclivitios by people Aulhor trying to got prob 
toms straightened cut 

* NRC No Delailoil Afliliation Given 86/06/12 NRC - No Dotfuled Affiiialion Given 
tp 44809 248 44609 250 

-0BO3O7O22B Advises of actions lo bo taken to resolve issue re inlognty ol A meric art 
Insulated Wiro mfq silicone rubber insulated cables meeting certain conditio n.s in con- 
tainment 

WHITE.SA Tennossco Valley Authority 07/06/19 KEPPLER.JG Ole ot Special 
Pro|ocia 2pp 44609 261 44609 25? 

-8603070239 Forwards updated Issues sheet for outstanding technical issues re Unit 
2, per request Shoot idonlilios which organization has action to complole unresolved 
issues Response toeinplcyeo response team pretirmnary rept end 
REHM.T A Ofc of the Executive Oiroclor for Operations 07/10/28 DENTON.H R 
Office of Governmental &. Public Affairs (Post 070413) ISSpp 44609 287 44610 051 

0603070191 Partial reseonso to FOIA request for documents re notice of violation A im 
position of civil pcnaltiQs.lnsp Repts 64 01, 30-05165/66 01 & 70 1190/87 05 & EN 
86 47 Forwards App B documents App A 8 B ciocurnonts in PDR 
GRIMSLEY.D Division ol Rules & Records (Post 870413) 80/02/25 HOLTHAUS.C J 
Holthaus CJ 3pp 44606 279 44606 32G 

-0506030530 Discusses insp ol License 06 00217 05 on 841213 & ori 550225 & lor 
wards notice of violation & proposed imposition of civil penally Response ro perform- 
ance of adGquafe surveys to support radiation proloclion practices roquirecl 
WURLEY.TE Region 1. Ole of the Director 6A-05-054 C5/05/2Q STREIN2,D Com 
bustion Enginocniig, Inc 2pp 44696 282-44606 299 

-0506030532 Notice of vietalion & proposed imposition of civil penally in amount ot 
$5,000 Violalioris noted lochnlcian porlorming tests on Gharpy specimens in restnetod 
area received occupatienaf dose of 10 5 rom to hands 

MUBLEY.TE Region 1, Ofc ol the Director EA05O54 05/05/28 2pp 44606 204 
44606 290 

♦ B6O7O0O247 Forwards Insp Ropt 30-05165/86 01 on Q6021 1-0306 & notice ol viola 
non A proposed imposilion of civil penally m amount of S1 5,000 Violation noted failure 
to control licensed mall 

KEPPLER.JG Region 3, Ofc of the Director. EA 56 05t 65/06/30 HOOVER.R L 
Combuslion Engmeoririg. Inc 3pp 44606 300 44C0G304 

-0607080251 Notice of violation & proposed iinposilian of civil penally rn amounl cf 
$15,000 Violation noted licensee iranslorred Robertshaw Model 770 A5, containing 
1 2 Cl Co 60 source.to ontity not authorized lo receive matl 

KEPPLER.JG Region 3. Otc of the Director EAB6 061 B6/0B/30 2pp 44606 303- 
44606 304 

-8608040136 Responds to NRC 860630 Ur ro notice of VJolation & proposed impositien 
of civil penalUoa Reduction in amount of civil ponalty requested based upon extenuat- 
ing tircumslancos attendant lo original iransfor & prompt remedial aclion 
BRETT. J P Combuslton Engineering, Inc 06/07/22 Ofc ol Inspoclion & Enforce 
morn, Director (020201 870413) 4pp 44606 305-44606 300 

-8610150003 Ack rccGipl of 060722 response to 8B0630 notice of violation & forwards 
order imposing civil monetary penalties In amount of $15, 000, based cn violations 
found during 66021 1 9306 special safely insp 

TAVLORiJ M Ofc of InspoUion A Enforce menl. Dire dor (020201 -0704 13) E A 86 051 
86/10/10 HOOVER.R L Combuslion Enginoenng. Inc Ip 44606 309 44606 316 
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Order imposing civil monelary penalties m amounl of Si 5,000, based on 
o during 860211.0305 special safety insp of License 24 13998 01 Eval 

lAvi ponclusions end 

nFi/i n / tfiT Inspection & Enfo-rcemeni, Otrecior (82020 PB704 13) EA 86 OSI 

MO/lU/fO Combuslion Engineonng. Inc 7pp 44606 310^44606 316 

Forwards paymsnl for civil monetary penalities in amount of $15,000 
I f,JP, Combustion EnQineenna rnc EAB6 051 86/1 1/10 Ofc of Inspccltor^ & 
f-nforcomenl. Direclor (820201-870113) ip <11606 317 44606 326 

denral of POIA rcquosl lor docurnerts re investigation of JC Jones 

illognJion by NRG 

dLlTNAeEf,L Bernaboi & K«it2 50/02/26 ftOBlNSOW,L L Freedom of Information S 
r rivacy Acts Qmnch ip 44633 1B9 <14633 109 

F4nal response lo FO lA rnquest (or documents If ml cl a rtf y or inlerprel 
j safety question” ronvards parirally iMlbheld App F documafits 

(lOf FOIA Exempbo/i 5) 

Division of Rules & Records (Post 870413) 58/03/03 
441^3 220 ^ Trou-tman, Sanders, Led'etiPan & Ashmore 3pp 44633 223 

‘0OQ3C8OO61 Discusses 671022 mooting w/staff lo discuss NRC position re uti! steam 
gorinrator replacamenl program Brief summary of licensee position on why reprace 

tOCFFi50 53 fisted in End 1 

Nt,(Li)fnOHS,jn Project Pi reciorale I 1 GL-OI 07 87/10/21 WjRAGLIA,FJ Associ 
Quoctor (or Projects fPosI B7041U VARG^,SA Dwt&onof Reactor Projects I/ll 
(Post (370411) QOGeR.R Assislanl Director for Region 1 Reactors Ip 44633 226 

44(nLi 22 a 


8803080308 Partially deleted lir convoying info discussed w/Lazarus re safely ^ qual 
ity concerns contained in author 650126 Itr 

DICK.WG Aft^lation Not Assigned 65/02/14 Region 1 Ofc of the Dirccior lipp 
44634 260 44634 270 

• 8603080344 Partially deleted Hr advising of rcviovr of 850305 transcript cf 
inte/VJGW Followup in one area which relates soocifrcallv lo quality of safetv rsialctl 
equipmont at facility being performed 

STAROSTECKI.R Region 1, 0)c of Iho Direclor 06/04/10 D1CK,W G Rot 

Assigned Ip 44G34 271 44634 271 

- 8803080348 Parfially deleted Ilf appraising concerns expressed re LI LCD quality ac 
counlabilily program, NRC followup of individual tnsp findings & overall conclusions ol 
readiness team Pertinent considoralions offered listed 

STAROSTECKI.R Region 1. Ofc of the Director 85/07/0^ D1CK.W G Atfiliriliod Not 
Assigned 4pp 44634 272 44634 275 

-8803080352 Partially deleted Hr requesting 050305 deposition w/aK errors alluded torn 
060926 Hr re unsatifactory responses lo allegations concerning activities at 
facilities Addl action may he warranted 

KANEWF Region 1. Ofc of the Director 06/10/22 OICKWG Afhfialion Not As 
signed ip 44634 276 44634 276 

8603060303 FOIA request (qr documcais ro Region IV slaliis repts ori plant fondiness 
for OL & Region IV yearly nperalmg plans & self evaluations for 19/4 a/ 

CONNOR.L Doc Search Associates 07/12/16 Division of Rules R Records (f^csl 
070413) ip <14635 001 44tj35 00 1 


80O30QOQ37 Final rosponse lo FOIA requeslNo records (ocalod subj to request Ulits 
should (jo conlnctcd directly Submitlaf of FOIA request to Occupational Safely & 
rfaaifb Review Commission suggested 

ORlAnSLFV.D fi Divisioni of Rules & Records (Post 870113) 88/03/03 FIEDLER, L 
Ashrrofl A Gorol Ip 44633 236 44633 236 

0803a8{]043 Firiar rosponso lo FOIA request lor documents re JC Jones allegation 
Irwcstiynlions App A records withheld (ml FOIA Fxemplion 7) 

CiniMSLEV.D H Division of Rules A Records (Posi 870413) 00/03/03 BERNA8EI.L 
llornahok & Kalz 3pp 44633 190 44633 192 

6f3030BOa47 FOIA roquesi for documenis re purchase.shipmoni. dislnbirtion.inslallaiion 
8 rnniuvol of esbasios & asbestos* containing products at various nuclear power sta 
Irons In St^le of CT for Jan 1966 - Dec 1975 

f H CH,ER,riX Asficraft S Gorel 80/02/lfl GHIMSLEY.D Division of Rules & Records 
(f'OSl fr70413) 2pp 44633 237-44633 230 

6003060004 FOIA roquost for document re proposal RS- AED 87*129 entitled "Emergen 
i y Mospnnsc/ Dalo Sys tmptemonlaion ” 

(1A.SS.R El no □ I rime Corp 08/02/09 THOMPSON.L D NRC - No Detailed Aff ilia lion 
Givori, Ip 44633 »39-44633 239 

8601000090 Final rosponso to FOSA request App A documenis totally wilbhcld (ref FOIA 
I koiiipliop 4) 

rSMlMt5lT:y Dff Oivisjon of Rules & Records (Posl 870413) 80/03/04 BASS.R 3 
I loriHiinr? Corp 3pp 44033 240 44633 242 

8003aQQ120 rOlA roquost for all documerds ro NRC invesligatiort of WQ DicH aficgd 
tlions nlioiil Fi&W & LILCO ro performing NRC instructions to tir-ing faoifily up to fuel 
k>rt<f sl<7s 

FAIASrXiA Union Associates 88/01/10 GRIMSLEY.DH Division of Rules & 
I Ujf orrfs. (P01I B/04 13) 3pp 44634 113 44634 115 

6003000127 FOIA /oquost for winning technical proposal for Emergency Response Data 
Sy^i.RfP nS-Ar:D-B7-129 

IIlliASE:Y,F F Sys 10ms Research & Applications Group RO/02/03 niOMPSON.RD 
C(j(\trorl NoQOtialcon Branch 2 Ip 44657 260 44657 260 

0003090120 fOIA request (Or documenis ro 630125 nieeling at plant w/NRC, uti|,S&W 

& DtHO/S 

F^AL AST, El A Union Associates 68701/18 GRIMSLEY.D H NRC - No DalailGd Affili- 
hti 0/1 Li Ivon 3pp 44633 ‘32 1-44633 323 


0603060329 Partial rosponso to FOIA request for documenis rd regional cvaluaiion ol 
plant Forwards App B documenis App A & B documents available in PDR 
GRIWSLEYDH Division of Rules & Records (Post 070413) 88/03/04 CONNQfl.L 
Ooc-Search Associates 6pp 44635 002 44005 362 

-8704080262 Forwards LJ Chandler 070305 memo requesting info on dratt ri.pl'4 re fn 
a'Uv QA/QC Response requested by 870416 

GRIWES.CI Ofc of Special ProjoUs 87/04/06 TRAMMELL.C . VIETTI COOK A 
BARNES J NBC - No Ootailecf Affiliation Given 2pp 44635 310 44635 362 

-8803060335 Requests NRr posHion re applicability of IEEE 450 1975 dunny rqnst 18 
prior lo conducting preopcrational load tosi of station batleries.basecl on 830511 
meeting V// IE 

GAGLIARDO,J E Region 4. Ofc of Itie Director 83/06/06 EfSENHUT.DH Division ol 
Licensing (600420 851 124) Ip 44635 008 44635 000 

* 8003080345 Forwards Region IV operaling plan for FY0O (toms which mgt shoii'il 
focub altonlion on listed Addl operating plans onci 

foster WH Region 4, Ole of Ihe Oiroclor 85/11/13 MARTIN, R D Region 4, Ofc 
of the Director 130pp 44635 009 44G35 14fa 

-8003080350 Forwards '‘Summary Ropt for Reqionaf EvalUcntion of Texas Utils Elucirii. 
Co.Comcircho Peak Sloam Electric Slallon,*' por Irisp Procedure 94300B 
DENISE, RP Hogion 4, OfC ol Iho Oiroclor 65/02/13 MIRAGUA.F Division of t» 
censing (000420 861124) 2pp 44635 147 44G35 140 

♦8803080355 '‘Summary Ropt for Regional Evaluation of Texas Uhls Emclnr 
Co.ComanchQ Peak Steam Electric Station ” 

' Roqion 4, Ofc of the Diroclor 05/01/31 llpp 44635 149 44635 193 

* 8803000359 Marked up ‘Summary Repl for Rcqional Evniualion of Texas Utils r ferine 
Co Comanche Peak Steam Eloclnc Slalion ” 

* Region 4, Ofc of the Oiroclor 04/03/27 34pp 44635 194 44635 227 

-8003080363 Drall "Summary Ropl for Regional EvaluaKon of Texas Dtils Ek'i-U-ic 
Co.ComanchQ Peak Steam Efeclric Station ” 

* Re^on Ofc of Iho Director 05/04/16 14pp 44636 220 44635 24 1 

*6803060365 D<a(l "Summary Repl for Regionnl Evalualion of Texa& UliK (lenoralirifj 
Co.Comanche Peak Steam Efeclnc Station " 

‘ Region 4, Ofc of rho Director 83/06/30 23pp 44635 242 44635 264 


6003090133 Final response to FOIA request for documonls App A docunnonts availahfa 
rn r>f>F3 

(^RfWSLCV.D H Ujv(Siof> of Rules & Records (Post 970413) 88/03/02 PALAST.G 
Onion Assonatos 2pp 44633 324-44633 325 


•0803060369 Forwards integrated assessment of Region IV iinplpmcnlalion ul tL 
pronrama Rapt assesses 10 sofecied areas within fE programs for foos 66 
TAYLOR, JM Ofc of Inspection & Enforcement, Director (020201 070413) BG/Ofi/OCi 
MARTIN, R D Region 4, Ofc of Ihe Director 7pp 44635 265 44635 320 


8003900135 f*inal rosponso to FOIA requesf for documenh Documonls In App A com- 
pfufcf/ Withbe/d itef FOiA Exemphon 4) 

G((tMSL^V*O.H Divisron of Rules & Records (Posl 8704 13) 08/03/04 

l r-tiASEV-F G Sysloms Rosoarch & Apphcolions Group 3pp 44657 269 44657 271 


8003100036 Appeals 871222 denial of 87 1 110 FOIA Request 87*767 
JONES, S Fort Worth Star-Telegram, Fori Worth, TX 07/12/30 GF\1MSLEY,D 
ston q( Rules & Records (Posl 870413) Ip 44661 942-44661 342 


8003000175 Fmal roeponsQ to FOIA rpquesl (or all documonls rd NBC investigation of 
WG Pick at loga lions about S&W & LILCO Forward's Apn A & B 
f)f)r;umon)s available in PDR App C documonls partially wilnheld (ref FOIA 

C 5 l(llM'si'^y*D H Divisron of nuWS i Records (Posl 070013) Bfl/03/03 PALAST.G 
uViiOti Associalos 5pp ddeSd 110 41834 276 

-0flO3OaO2Q7 Advjsos of Closure of listed allegations re facility Documenis discussing 
(or ctosGOut of each fisted allegation onci 

^TnOSNin(=n,J- fTeqion 1, Ofc of the Director 86/04/02 SHROPSHinE,A Region 1, 
ore oMho DJr^'ctor 4pp 44034 121-44634 124 

Bno30902a0 Farhaily de feted Hr re concerns expressed relating lo Nino Point Unit 2 
' ( nnal projoct & t<7 Readiness Assessment Taam tnsp conducted at 

VlRC concurs to meat w/feceipenl on 850305 lo discuss ilomB 
SrAnnsVlECKLn Region 1, Ofc of the Director 85/03/01 DfCK.WG Affilmfion Nol 
MslOnocI 2pp- 4<4634 125-14634*126 

PArlrallv do feted Iranscript of 650305 investigative interview (efosed meet* 
mnrlii Coliroibus.OH Pp 1*54 Related documentation end 
• 05/03/05 I31pp 81634 127 P-1634 257 

flnnrtr^trtnBDA Partially dolQted Hr forwarding concerns ro Nine Mile Point Unit 2 
..uijujwou I basis (or concerns in connection w/ matters relates to 
hnrkcjmuntf, assignments & expensneo duimg 4 r»s al Shoreham 

Affiliairon Not Assigned 65/01/26 Region 1, Ofc of the Director 2pp 
44604 ^50*44634 259 


B00310D056 FOIA request for documents fisted on end app ro rosponse to notice ol 
violation 

WlLLIAMS,OG JRA Associates OGW 87-095-TL 87/09/30 GRIMSLEY,0 U Divi 
Sion ol Rufes & Records (Post 870413) 3pp 44668 310-44C68 320 

08O31OODB5 Responds to 071230 appeal of DR GrimsiQy 871222 denial of FOIA ro 
quosl for documonls ra investigation on whofher boron leslinn prt^erfy coriducir'O on 
nuefear power plants Documeni will continue to bo withhold (rol FO)A Exemption 7) 
STELLO.V Ofc of the Executive Direclor for Operations 80/03/09 JONES, S Tori 
Worth Slar-TeJegram, Fort Worth, 7X Ip 44661 343 44661 348 

8803100066 Partial response to FOIA request for document re util response to notice of 
violation App B & portions of App A documents available in PDR Items 17,18,10 S 20 
of request oo not exist 

GRIMSLEY.D Division of Rules & Records (Post 870413) 88/03/07 VVJLLIAMS.O 
JRA Associates 4pp 44668 321 44668 337 

- 8803109076 Responds to NRC 830609 Hr re inllial Preoperational Radiation Protection 
(asp Repts 50 445/83 16 & 50 446/83-10 Ooiaifed planned actions to suppj proficni 
radiation protection staff w/experionced personnel end 

GARY.RJ TU Efectric (formerly Toxas Olilities Generating Co) TXX-3999 83/07/06 
MADSEN.G L Region 4, Ofc of Ihe Direclor 2pp 44668 325 44668 326 

-8803100079 Insp Rent 50*445/83*20 canceled 
JOHNSON.E.H Region A, Ofc of the Director 84/04/02 SPENDE.M D TU Eloclnc 
(formerly Toxas Ulifities Generalmg Co ) Ip 44668 327-44668 327 
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■'8803 1000^1 RequGSis response to listed questions ro staled violQlions note<l from 
Insp Rept 50 445^84 00 ro failure lo perform ii^sps of installalion activities re mairii 
coolant sys crossover leg restraints, per 040823 & 0007 llrs 

HUNTER DR Region 4. 0(c ol ttie Director 84/11/02 SPENCE, MD TU Electric 
tformerly Texas Utilities Generdlmg Co ) 2pp 44660 328 4466Q 329 

•8903100005 Responds to observations & concerns noted in Insp Repts 50 445/05-12 
& 50 446/85 OB SAPETEAM designed as mgl tool lo conccrris expressed by pro|ect 
employees 

GOUNSiL.WG TU Electric (formerly Texas Utilities Generating Co) TXX-4766 06/ 
05/14 JOHNSON, E H Region 4, Ofc of the Director 7pp 44668 330 44668 336 

^•8003100 195 Ack receipt of 780504 response fo 780406 ftr ro ilern of noncompfianco 
rioted in Insp Repts 50 445/78 05 & 50 446/78 05 Wore detailed mlo ro position that 
piping counterbored prior to 7Q0324,tochnicaffy acceptabte, needed 
SEIDLE.WC Region 4. Ofc of tho Director 78/05/12 GARY.RJ TU Electric (formor 
ly Texas Utihlies Generating Co) Ip 44668 337 44668 337 

8603150035 Final response to FOIA request for documents Forwards App D 
dacuments Apps C & D documenli, available in PDR App E documents partialBy vvilh- 
heW (ref FOfA Exemption 5) 

GRIMSLEY.OH Division of Rules & Records (Post 870413) 88/03/08 BAUMAN.L 
Goyernmenl Accountabilily Pro;ocl 5pp 44690 019 44600 036 

■ 6803150044 Forwards draft response to Senator C Levin 870528 Hr for review & EDO 
signatiiro RG Kunklo 870730 Hr re improverrenf in SAFETEAM end Related Into 
erKl W/o slated response 

DAViS.A B Region 3, Ofc of the Director 87/07/01 REtfM.T A Ofc of the Execulivo 
Oifector (or Operations 1 1pp 44690 026 44690 036 

B883150063 FOIA request for documents ro formulation of 800 topics ref in Allachmcnt 
t to Er»c! f lo SEC Y-7 7-561 Requesl updates FO'A Reqwesl 07-736 
CQNiNOR.L Doc Search Associales 87/12/07 GniMSLEY,DH NRC No Detailed 
AKiliabon Given 1p 44690 037 44690 037 

8603150065 Partial response to FOIA request App B documents available in PDR 
GRIMSLEY,Q Division of Rules R Records (Post 870413) 00/O3/OB CONNOR.l 
Ooc»Soarch Associates 2pp 44690 038 44690 039 

0803150131 FOIA request for documents re const flaws m Soabrook Sialion coniain 
morvt bldg in Rockingham County, NH 

BERGMAN.G Rockingham County Newspapers Inc, Hampton, NH 88/01/13 
GRIMSLEY.D Division of Rules & Records (Post 870413) Ip 44693 05I-44G93 051 

0803158139 Final response to FOIA request No agency records sub] lo request located 
GR1MSLEY,0 Division of Rules & Records (Post 870413} 88/03/08 BERGMAN.G 
Rockingham County Newspapers, Inc Hampton. NH Ip 44693 052 44693 052 

6003150149 Parlial response lo FOIA request Forwards App C (locumenls Documents 
also available in PDR 

GR1MSLEY,0 Division of Rules & Records (Post 870413) 68/03/00 HOLTHAUS.CJ 
Holthaus, CJ 2pp 44G90 047 44690 070 

-0003150172 Ack receipt of 050619 Ur & payment of S5.000 for civil penalliQs proposed 
by NRC in 650520 Hr Corrective actions will Ijg examined during future insps 
AXELRAD,JA Enfercomont SlafI, IE (Pro 070413) EAfl5 054 85/07/31 

STREINZ,0 Combustion Engineering, tnc 4pp 44690 050 44690 053 

-8803150179 Forwards signed order imposing civil monelary penalties issued to C E 
Glass. Inc on 061010 for transmittal to Ofc of FR for publication 
BEACH, A B Enforcomonl Staff. IE (Pro 870413) EAB6 051 60/10/17 Correspond- 
ence & Records Branch 3pp 44690 054 44690 070 

BBD3 150206 Final response lo FOIA request Forwards App E document App E docu- 
monl also available in FOR App F document partially withheld & App G documeni 
complolely withheld (ret FOIA Exomplions 4 & 5), respectively 

GRIMSLEY.D Oivisioh of Rules & Records (Post 070413) 80/03/08 AFTERGOOD, S 
Committee lo Bridge the Gap 5pp 44690 071 44600 107 

-9707250220 Draft Commission paper ro order modifying Hconso to convert from high 
to low enriched U fuo] (or nonpower reactors Ofc ol General Counsel rovicwod paper 
£ has no legal objection 

STELLO.V Ofc of the Executive Director for Operations 67/07/13 t3pp 44690077- 
44690 089 

-6S031 50212 Pariiallv deleted Ur submiUing addl inlo in response to NRC 061230 & 
B70211 requests re 860918 application for exemption from requiremont to convert 
from high enriched U fo low enriched U for roacior fuol,por Gononc Ltr 66-12 
MCGOVERN, JJ Cinlichem, Inc GL-86 12 07/07/09 Office of Nucloar Reactor Reg- 
ulation. Director (Post 870411) 18pp 44690 090 44690 1 07 

86D31S0215 Partial rosponse fo FOIA roquost for documents, including HR Dontor^ 
860409 memo to JH Snlozek re stress corrosion cracking In BWR piping Enel App A 
document also available in PDR App J documents withhold (rof FOIA Exempiion 5) 
GRIMSLEY.D H Division of Rules & Records (Posl 070413) 80/03/09 WEISS.E.R 
Harmon & Weiss 4pp 44704 070 44704 090 

-8604180106 Forwards regulatory analysis discussing rogulntory bases, past agency ac 
ions A example of value impact analyses done by atfeefed liconsoos on NUREG 
0313 re corrosion cracking in BWR piping 

DENTON.hr Office of Nucloar Reactor Rogulaflon, Director (851125 070411) 06/ 
04/09 SNIEZEK.J H Committee to Review Gononc Roquiremonts fSpp 44704 076 
44704 090 

0803150224 Final response to FOIA request for documonls ro NRC licenses Issued to 
Armson.Inc & accompanying info for license approval re Inlium gaa used in gun 
sights Forwards documents listed in App B Docu meats also available in PDR 
GRIMSLEY.D H Oivision of Rules & Records (Posl 870413) 88/03/10 REIOY.F 
McClees Associates 2pp 44693 064-44693 086 

-8803150231 Amend 1 lo License 21-19874 01 for Armson.Inc.changing name from 
Leadership Keys, Inc & address indicated, aut1nori2ing use of 800 Ci H 3 soaled 
source s,de!o1 log Condition 14 & amending Condition 22 ro conduct of program 
HICKS.J W Materials Licensing Branch 64/01/17. Qpp 44693 06/ 44693 073 

*-0803150233 Forwards MU200A night sight sys for Smith & Wesson revolver per tele on 
request including instruction sheet outlining instanation.mamt & sight sys use 
REIDY.F MeCteos Associates 07/05/28 BAGGETTS Office of NucSear Material 
Safety 8t. Safeguards.Director 3pp 44693 074 44693 076 


-B0O3150235 Forwards mall received by NRG containing aSlegaiione of unauthorized 
dislnbulion of Inlium gun sights by Hester BfOlhor*i Co NRC Form 307 also end 
O'CONNELL, R L OlfiCQ of Nuclear Material Safely & Safequarcls.Dircctor OT/OG/Ol 
URYC.Q Region 2 Ofc of the Oireclor 1p 44693 077-44693 077 

-8003150265 Forwards allegation re unauthorized distribulton of tnlium gunsight inserts 
by Hester Brolhers Wholesale CoRequesls advise as to planned actions 4 scheduled 
completion for input to Allegation Mgl Sys 

DEMIRANDA.O Region 2, Ole of the Oiredor n)l-87-A 9070 87/06/08 CLINE.W 
Office ol Nuclear Material Safely & Safoguards.Djiector ip 44693 078 44693 000 

-0003150375 Informs of L FranWin 870702 insp of Hester Brothers No violations 
noted Gunsights authorized for mail order distriDution for user inslallaion properly 
stamped w/l^o & tritium syinbo) 

POTTER NRC - No Detailed Afliliation Given Rll 87 A 0079 07/07/13 

DEMIRANDA.O Region 2. Ofc of the Director 1 p 44693 OB 1-4 469 3 081 

-8803150203 Informs ol actions initiated lo develop & examine facts & circumslancQs 
re allegations of unauthorized dislnbulion of tritium gunsight inserts by Hester Brolhers 
Wholesale Co in response lo 870521 ftr 

DEMIRANDA.O Region 2. Ofc of the Direcior RII-07-A-Q079 87/06/16 

BINDON.GA Afliliaion Not Assigned Ip 44693 002 44693 082 

-8803159291 Informs of insp comploUon re unaulhonzed dislribuion of tnlium gunsighl 
rnserts by f fester Brofhers Wfiofosafo Co Subj gun stghl5,ML290, authorized for maif 
order dislri button lor user insfallation & properly stamped 

DEMIRANDA.O Region 2, Ole ol the Director 87/07/15 BINDON.G A Affiliation Not 
Assigned 4pp 44693 083-44693 086 

6693150226 FOIA request for documents re NRC 870317 issuance of notice of violalior^ 
4. subseq^uenl order for Radiation Sterilizers. Inc, License 04-19644 01 
GREGORY.H A Smith a Nephew. Inc EA 87 028 08/02/17 NRC No Delailed Affdi 
all on Given Ip 44693 090-44693 000 

0003150229 Final response lo FOIA request for documenis ro 870317 notice of viola 
Hon & 070816 order issued for License 04-19644 Ol Apps A A B documents available 
in POR in Folder FOfA 87-/09 under namo ot Oovic 

GRIMSLEY.D Division of Rufes & Rocordu (Post 070413) OQ/C3/O0 GREGORY.H A 
Smith a. Nephovy, Inc 3pp 44693 091 44693 093 

08O3159252 FOIA request for documenis re 830218 meolirg at plant w/NRC 
reproscntaiives.util S&W Engineering & others 

PALAST.GA Union Associates 12/14 GRIMSLEY.D H Division of Rules a 
Records (Pro 670413) 3pp 44689 272 44689 274 

0803150268 Final response lo FOIA request No agency records subj lo renuosl located 
GRIMSLEY.D H Division of Rules a Records (Pre 870413) 08/03/08 PALAST.Q A 
Union Associales Ip 44689 271 44609 271 

8003100116 FOIA request for documents ro 871110 meeting of group ot hydrogon com- 
bustion ox ports described in End 0 to weekly Info rept lor wk ending 871204 a NAS 
rept on hydrogen combustion 

HIATT St Ohio Citizens for Responsible Energy 0B/Ot/21 GRIMSLEY.D H Division 
of Rules & Records (Post 870413) ip 44704 001-44704 001 

0003180127 Final response to FOIA request Forwards App A documenfa Homs 2 7 of 
app being placed In PDR Item 1 of app can be oblalnod al no charge from Nall Re 
search Council 

GRIMSLEY.D H Division of Rules & Records (Posl 070413) 88/03/14 HIATT ,S Ohio 
CiHzona lor Responsible Energy 2pp 44704 002-44704 OSO 

-6803100146 Sutimils coniments to assist NRC in assessing direcllotis for future ro 
search in hydrogen combustion phenomena per 671110 meeting Recommondalions 
for further research listed 

PLYS.M FauskQ a Associates, Inc 87/1 Ut? SILBERBERG.M NRC - No Detailed 
Afliliahon Given 1fpp 44704 004-44704 014 

* 8003160154 Commonls on Sandia hydrogerv rosearch program, per 071110 peer 
review group meeting NRC sponsorship of rosoarch on fiydrogon dotanabilhy limits & 
dcHagralion todolonatton transition apqropriate Related documentation end 
SCHGAL.BR Electric Power Rosoarch In sti lute 67/12/01 SILBERBERG.M Accident 
Evaluation Branch 46pp 44704 015 44704 060 

8003160315 FOIA request for documents ro M Vanuiiu & damns made in 1086 on Israeli 
mctGarjjtoqram 

KELLEFt,CL Fund tor PeacQ (National Securily Archive) Q8-0234-NRG010 08/02/ 
22 ROBINSON, LI Freodom of Information & Privacy Acts Branch 4pp 44704,066 
4470'f 069 

8003169318 Final response to FOIA request for documents No records subj to request 
located 

GRIMSLEY.D H Division of Rules a Records (Posl 870413) 80/03/10 KELLER, CL 
Fund for Pcaco (Naltcnal Sccurffy Archive) 7p 44704 005-44704 D65 

8003160427 FOIA request for most recent amended version of Parts 19 el al.of 
CFR.Tille 10 ro proposed NRC radiation slds doslgnod lo regulate permissible expo- 
sure of individuals to Ionizing radiation ffom liconsod activity 

DREY.N Drey, K 80/02/12 NRC No Oetaifod Affiliation Given tp 44704 06t- 
44704 061 

0003160439 Final response to FOIA request re proposed rule 10CFR2D, "Stds for Pro 
tcction Against Raeialton’' & amendod version of tOCFRlS, "Nolicos.lnsfruclions & 
flepls to Workers Insp App A documonls withhold (rof FOIA Exemplicn 5) 
GRIMSLEY.OH Division of Rules & Records (Post 870413) B8/03/1 1 DREY.K 
Drey, K 3pp 44704 062 44704 064 

0803170176 FOIA request for rept prepared by Ofc of Investigations re plant const 
phase S guatily first program & two page summary of Imdings according fo Kansas 
City Slaf/Times 

ARNST.D Sierra Club legal Dofenso Fund. Inc 87/11/30 Region 4, Ofc of lha Oi 
rector Ip 44725 318 44725 318 

8803170101 Final rosponse to FOIA raquQSl for docuiriGnla Ofc of Invosllgations Cbso 
4 aSOOd addressed in response to previous FOIA Request FOIA 87-800 Response to 
that roquost available in PDR & al listed LPDRs 

GRIMS1eY,D Division, of Rules & Records (Posl 870413) 80/03/14 ARNST.D 
Sierra Club Legal Defense Fund, Inc Ip 44725 319 44725319 



260 NONDOCKETED ITEMS 


8803180023 Final response lo FOIA request for documents Forwards App F 
documents Apps 6 & F documenis available in P[>n 

GRIMSLEY.DH Division of pules & Records (Post 870413) 88/03/14 AIROZO.D 
McGraw Hill Publicaiions Go 3pp 44773 088 44773 093 

“8603180026 Forwards complete Otc of Inspecior & Auditor repi on Region IV mgt ac 
lions re faciCily W/o end 

STELLOV Ofc of the Executive Director for Ope^at^on5 86/12/09 WESTERMAN.T, 
PHfLLlPS.HS, HUNTER, DR Region <1, Ole of Iho Director Ip 44773 093 
44773 093 

8803180042 FOIA request for documents re invesigation into wrongdoing issues al 
listed plant 

HAYS J A Wichita Eagle-Beacon, Wicbila, KS 87/11/25 ROBINSON.L Freedom of 
Information & Privacy Acts Branch Ip 44734 026-44734 026 

6803180054 Final response to FOIA request foi documents re invesirgation ol utd al 
leged matl false slalementApp A/ it documeni in POR Remaining App A documenis 
partially S entirely wilbheld {ref FOIA Exemplions 6 & 7) 

GRIMSLEY.DH Division of Rules a Records (Post 870413) 88/03/14 HAYS,JA 
Wichila Eagle Beacon, Wichita, KS 3pp 44734 027 44736 080 

“80O31SQO97 Sanitized version of 060821 lestimony of OL Thero m Lebo.KS re invesli 
ealEon of ulil 

THERO.OL Quaiay Technology Co 06/00/21 67 pp 44734 030 44734 095 

“8803160102 Sanitized version of mvestigalive interview of C Hrll taVon by OD Driskill 
on 860627 re plant quality first program 

HILL,C Affiliation Not Assigned 86/06/27 S4pp 44734 096 44734 169 

”8003160109 Sanitized version of investigative interview of RL Scott conducted by HB 
Griffin or> 670603 re ulil invesirgation 

SCOTT,RL Affiliation Not Assigned 87/06/03 149pp 44734 ISO 44734 338 

”8803180111 Sanitized version of inlervtew of C Snyder by HB Griffin on 870512 in 
Burlinglon.KS re investigation ol util 

SNYDEH,C Wolf Creek Nuclear Operating Corp 87/05/12 282pp 44734 339 
44735259 

--8803180113 Sanitized version of invesligaiive interview of GL Koostor on 870513 re 
inveslinalfon of util 

KOESTER.G Wolf Creek Nuclear Operating Corp 67/05/13 52pp 44.735 260 
44735 31 1 

•«&8031fi0117 "Woll Creek Nuclear Operaling Corp Alleged Mall False Slatemenl by 
Kansas Gas 6 Electric Mgt,” Case 4 86 004 

GRIFF! N,H 0 DRISKILL.D D Region 4. Ofc of the Director HAYES.B B Office of In 
vesligations 07/11/ 10 12Dpp 44735 312 44736089 

8803210054 FOPA request for Reactor Technology Memoranda (RTM) 4 & all other 
RTMs bo placed in PDR 

CONNOR, L Doc SOiircb Associates 87/12/31 Division of Rules & Records (Post 
870413) Ip 44769 144 44769 144 

8803210118 Final rosponso to FOIA request Forwards App A documenis ro reactor 
technology memorandums App A rfocumenls available in PDR 
GRIMSLEY.DH Division of Rules & Records (Post 870413) 68/03/11 CONNORS 
Doc Search Associates 2pp 44769 145 44769 345 

”8803210129 Forwards Reactor Technology Memo 3 ro seismic design entona for 
Class I slruclures.svs & components Comnienls requested by 600219 in order that 
necessary revs can be made prior to dislnbution to olher recuPatory divs 
LEVINE.S Atomic Energy Commission 68/01/22 aOYD.RS, SKOVHQLT.DJ 
Atomic Energy Commission app 44769 147 44769 154 

”8003210139 Forwards Reactor Technology Momo 4 ro ECCS evaluation guidolines of 
large PWRs Commenl<^ requested by 680213 

LEVINE.S Atomic Energy Commission 66/01/29 BOYD.RS. SKOVHOLT.DJ, 
UOW.L 0 Atomic Energy Commission Ip 44769 155-44769 155 

”8803210147 Reactor Tochnolony Memo RTM-4. "ECCS Evaluation GuidePines " 

• Atomic Energy Commission 66/01/31 25pp 44769 156 44769 180 

”8803210169 Forwards Draft Reaclor Technology Memo 5 re adequacy of containment 
design pressure for dry PWR containments Memo does not discuss in depth need for 
or type of margins that could bo used in assessing acceptabiPily of design pressure 
ROSEN, M Atomic Energy Commissi or> 88/03/21 LEVINE.S Atomic Energy Commis- 
sion 7pp 44769 181 44769 187 

”6803210165 Forwards reactor toctinofogy memo ro reactor vessel irradiation 
surveillance Recommends that requirements be factored into safely 
evaluation Comments requested by 680722 

LEVINE.S Atomic Energy Commission 68/06/27 BOYD.FS, SKOVHOLT.J, 
LOW.LD Atomic Energy (Jommission 9pp 44769108-44769 196 

”8803210174 Forwards reactor technology momore recording seismographs in nuclear 
facilities 

LEVINE,S Atomic Energ^y Commission 60/08/05 BOYD.RS, SKOVHOLT.DJ, 

LOW.LD Atomic Energy Commission 5pp 44769 197-44769 201 

”8803210185 Forwards reactor fechnofogy momo re calculating ihyrotd doses for DBA 
LEVINE.S Atomic Energy Commission 68/08/08 BOYD.Rs, SKOVHOLT.Dv J . 

LOW.LD Atomic Energy Commission t8pp 44769 202-44769 217 

"8003210194 Forwards reaclor technology memo ro almosphoric diffusion models 
LEVINE.S Atomic Erterg^ji Commission 6S/08/0B BOYD.RS, SKOVHOLT.DJ, 

LOW.LD Atomic Energy Commission 13pp 44769 210-44769 230 

”0803210199 Forwards reactor tecnoPogy memo re labulalion of accidanl assumption 
used by E&RST for LWRs 

LEVINE.S Atomic Energy Commission 6B/08/13 BOYD.RS, SKOVHOLT.DJ. 

LOW.LD Atomic Energy Commission 9pp 44769 231 44769 239 

”8003210204 Forwards Reactor Technology Memo 2A re nuclear vessels • supplemen 
lary cnleria 

I pViwp^s Atomre Energy Commissloji 68/08/ 13 Atomic Energy Commission 2pp 
'40 44769 241 ^ 


”8803210209 Forwards reaclar technology memo re fission products iodine formation 
& removal in power reactor facilities 

LEVINE.S Atomic Energy Commission 08/09/20 BOYD,RS. SKOVHOLTOJ 
LOW.LD Atomic Energy Commission 34pp 44769 242-44709 271 

”8803210218 Forwards reactor technology memo re major steel slruclural components 
embedded in concrete containment strucluros 

LEVINE.S Atomic Energy Commission 69/03/21 BOYD.RS SKOVHOLT.DJ 
LOW.L D Atomic Energy Commission Qpp 44769 272 44769 279 

•8803210226 Forwards Reactor Technology Memo 2 re nuclear vessels supplcmema 
ry criteria ASME Ocl 1968 draft sld, ‘Code for Inservice Insp of Nuclear Reactor Cool 
ant Sys.' end 

LEVINE.S Atomic Energy Commission 69/04/30 Atomic Energy Corrmission 25pp 
44769 280 44769 282 

”8803210258 Forwards Reaclor Technology Memo 5 re flooding considerations for 
sites along river 

LEVINE.S , MORRIS,P A Atomic Energy Commission 69/00/20 Atomic Energy Com 
mission 4pp 44769 283 44769 286 

-8803210266 Forwards Reactor Technology Memo 8 re combustible gas contro! sys 
evaluation guigelmes 

LEVINE.S Atomic Energy Commission 69/02/20 BOYD.RS SKOVHOLYDJ. 
LOW.LD Atomic Energy Commission 20pp 44769 287 44769 345 

8803210221 Final response lo FOIA request for documents App I documents end & 
availobiG in POR App J records totally withhold (ref FOIA Exemption 5) 

GREMSLEY.DH Division of Rules & Records (Post 870413) BQ/03/15 BAUMAN L 
Government Accouniahilily Projccl 5pp 44737 324-44737 332 

”8803210233 Requests legal analysis of facts m case re whether firing Ale bison consli 
luted violation of App B.including discussion concerning ability to prove that via1 alien 
occurred Analysis requested as soon as possible 

AXELRAD.JA Enforcement Staff, (E (Pro 870413) 86/04/10 LIEBEPIMAN.J Ruj-or^ 
al Operations & Enforcement Division Ip 44737 330 44737 332 

6003210230 FOIA request for all files or unpublished documents ro low power lesimg at 
plant scheduled to begin 600210 

BERGMAN.G Rockingham County Newspapers, Inc. Hampton, NH 88/01/19 
GRIMSLEYD Documeni Control Branch (Document Control Desk) ip 44771 32fl 
44771 328 

8803210244 Final rosponso lo FOIA request for documents No agency record<i subj to 
request localed Plant not authorized to begin low testing 

GRIMSLEY.DH Division of Rules & Rocords (Post 070413) 86/03/15 DERGMANtt 
Rockingham County Newspapers, Inc . Hampton, NH ip 44771 329 44771 320 

8003220257 Final rosponso to FOIA request for documents re risks of using E-firilu 26 
1 as nuclear power plant compononts Forwards App B documoni DocumonlS) hi so 
availablQ at PDR 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 08/03/16 PALASl (»A 
Union Associates 2pp 44773 334 44773 343 

”8803220259 Comments on end Hadco 870422 Ur warning about risks of using r Bnln 
28 1 as nuefoar power plant components Sub) oxaggorated Concerns very diificull to 
justify unless addi substantiating technical info made available 
SOONG.YP, Niagara Mohawk Power Corp 87/05/27 OLECK.RF Niagdm Mofiawk 
Power Corp 6pp 44773 338 44773 343 

8803220203 FOIA request for all correspondence bolweon 861101 083210 betwoon V 
Stoll o & any member of ACRS re pressure vossol ombrilllomonl of DOE high flux iso 
lope reactor & ombnttfomont of slruclural sloel 

AIROZO.D Inside NRC (McGraw-Hill Publicalion) 88/02/10 GRIMSLEY,D Division 
of Rules & Records (Post 070413) 1p 44791 179 44791 179 

8803220285 FOIA request for Policy Guidance Directive FC 86 2 
CLIFFORD.FL FL Clifford Associates 88/03/03 NRC • No Dciailcd AKilmtion 
Given Ip 44773 352-44773 352 

6803220289 Final response lo FOIA request for documents ro ACRS commonts on cm 
bntllcmenl of structural steel Forwards document listed in App C App C doCLimrinl par 
bally withheld (ref FOIA Exemption 5) 

GRfMSLEY.D Division of Rules & Rocords (Post 870413) 80/03/18 AIROZO.D 
Inside NRC (McGraw Hill Publication) 5pp 44791 100 44791 272 

”8803220300 f^arlially deleted followup to 870902 Ur to CZ Sorpan ro integrity of LWR 
vossol support struclures.describmg plans for continuing invosligalion oi vessel 
supports Study can be completed by end of FY08 

CORWIN, WR Oak Ridge National Laboratory 88/02/11 MAYFIELD.ME Division ol 
Engineering (Post 870413) 2tpp 44791 185 44791 272 

8803220290 Final response to FOIA request for documents Forwards App A documcr^l 
re Policy & Guidance Directive FG 86 2, “Processing Mall License Applicalions fnvolv 
mg Change of Ownership " App A document available in POR 
GRIMSLEY.OH Division of Rules & Rocords (Post 870413) 08/03/17 
CLIFFORD.F L F L Clifford Associates 2pp 44773 353 44773 358 

”8603220292 Forwards Policy Guidance Directive FC 86-2, "Processing Mall License 
Applrcations Involving Change of Ownership" Reviewers advised to obtain assistanco 
from legal slaif as appropriate re cases involving change of ownership 
CUNNINGHAM.R E Division of Fuel Cycle & Material Safety (Pro 870413) B6/02/ 1 1 
Division of Fuel Cycle & Material Safely (Pro 070413) 4pp 44773 355 44773 350 

0803220412 Final response lo FOIA request for documents Forwards App C 
documenis Documents available in PDR 

GRfMSLEY.D Division of Rules & Records (Post 870413) 08/03/18 CONNOR L 
Doc Search Associates 2pp 44791 016 44791 178 

”8603220430 "Analysis of Capsule V from Rochester Gas & Electric RE Gmna Unit > 
Reactor Vessel Surveillance Program," 

MAGER.tr Weslinghouse Electric Corp 73/04/01 65pp 44791 028 44791001 

”8803220454 “Assurance of Pressure Vessel Integrity W/Respect to Irradiation Embrii 
ttement-ActIvilles in Federal Reoubllc of Germany " Related info end 
KUSSMAUL.K, FOHL.J . WEISSENBERG.T Germany, Federal Ropubfic of 07/07/ 
31 94 pp 44791 082-44791 178 
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5803^30027 Partial responso to FOIA request lor documents Forwards App H & I 
documents Documents also available m PDR 

GRIMSLEY,OH Division of Rules & Records (Post 070413) 80/03/tB BELAIR.RR 
Kirkpatrick & Lockhart 3pp 44794 123 44794 158 

0603240008 Final response to FOIA request for documorts re registry of radioactive 
sealed sources & devices Forwards documents listed in App A Documents also avail 
able in PDR App 0 documents partially withheld (ref FOIA Exemption 4} 
GRIWSLEY.DH Division of Rules & Records (Post O/'0413) 00/03/16 Affiliation Not 
Assigned 5pp 44808 145 44808 277 

‘8803240Q17 Requests approval for new source holder designed & prototyped to re 
place one distributed yrs ago & approved under Designations 109A014A & 
ia9AO30ASet ol drawings specifying new holder & source assembly orcIW/o end 
NORD,RH Norland Corp 1775 83/11/01 BAGGETT,S L Materials Cert dication & 
Procedures Branch 2pp 44808 151 4400B152 

* 8803240038 Requests addition of Models 27GA,N2760 & N2740 to cerUhcalo (itoslnlo 
on rnodeis similarities & difforencos submitted 

NORD.R H Norland Corp 0906 83/06/30 BAGGETT, S NRG No Detailed Attilialion 
Given 2pp 44B0B 153-44808 154 

•'8883240049 Concludes that proposed changes to bone scanner acceptable tor ticens 
mg purpose 5 , per conditions of end certificate of registration Rotated info onct 
BAGGETT. SL Materials Certification & Procedures Branch OB/OB/II NORD,R Nor 
land Corp 123pp 44008 (55 44806 277 

8B0324Q024 FOIA request for documents re registration of scaled sources & dostgn for 
Norland t 125 Source Holder 178A58BA & 14QA5B6A for use in Norland Medical Diag 
nostic Bone Scanner Model N2740,formQr Model 278 

' Aflihalion Not Assigned 60875 88/03/02 FELTON.JM Division of Rules & 
Records (Post 870413) Ip 44808 144*44008 144 

8803240050 Partial response to FOIA request lor documents Forwards App A docu 
rnents 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 88/03/17 HIATT.S Ohio 
Cdirons for Responsible Energy 2pp 4400/ 054-44807 145 

"0883240141 Forwards “NRR Mgt & Operations Policies” for Implementation Familiari 
ty of staff w/policles should be ensured so that policies implemented consistently & 
effectively Alertness for potential improvements & now policies also roguosiod 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 6/041 1) 07/06/ 
12 VARGA.S A Division of Reactor Proiocts f/(f (Post 870411) CRUTCHrfELD.D 
Division ot Reactor Proiects 111, IV, V & Special Pro)ocls (Post 87041 1) ROSSI.CE 
Division ol Oporationaf Events Assessment (Post 870411) 62pp 44807056 
44807 143 

• 8603240153 Discusses mod of process for conducting technical reviews ol license 
amend ep plications re Iroalment of region resources Regions may recoivo work from 

d ecls & tochntcal branchos 

AGLIA.FJ Associate Director lor Proiects (Post 870411) 88/01/0G VARGA, S A 
Division of Reactor Projects . I/If (Post 870411) CRUTCHFIELD, D Division of Roac 
lor Projects 111,1V, V & Special Projects (Post 870411) 2pp 44007 144 44007 145 

8803240077 FOIA request for all rocords re roconl direction from NRR rngl concerning 
OL amend request lor facility noficod In B71211 FR Excerpt from weekly info repl for 
wk ending 6801 15 end 

HIATT.S L Ohio Citizens for Re^onsiblo Energy 60/02/11 QRIMSLOV.DH Division 
of Rules & Records fPosi 870413) 2pp 44007 052 44607 053 

8603240136 FOIA request for SECY-70 462A 
DAY.P NUS Corp CD US 07-872 87/12/23 Division of Rules & Records (Post 
870413) Ip 44B54 024 44054 024 

8803240145 Final responso to FOIA loquosl re SECY-/Q-462A PonArards App A 
document Document will he available m PDR 

GflIMSLEYjDH Division of Rules & Records (Post B70413) 86/03/10 DAYP NUS 
Corp 2pp 44854 025 44854 077 

"8803240160 SECY-78 462A Requests approval of Ur to JD Dingoll ro GE Rood Ropt 
DENTON, HR Ole of the Executive Director for Operations 70/11/09 41pp 
44B54 027 44854 077 

8803240162 FOIA request for documents ro plant SSEB 5 
CONNOR,L Doc Search Associates 07/12/16 NRC * No Detailed Aflilialion Given 
fp 44856 220 44856 220 

6603240166 Update to FOIA request for documents re plant SSER S 
CONNOR.L Doc Search Associates 80/01/21 GRIMSLEY.DH NRC - No Detailed 
Affiliation Given Ip. 44656 221 44856 221 

8603240175 Final response to FOIA roguesla for documents, including 8^1105 “Indo- 
pondenl Assossmont Program for Plant,” final root End App A docuitionls maintained 
among PDR files App B documents totally withhold (ref FOIA Exempiion 5) 
GRIMSLEY.OH Division of Rules & Records (Post 870413) 08/03/21 CONNOR.L 
Ooc-Search Assecrafes 4pp 44056 222-14856 225 

0803240203 Final response to FOIA request for documents ro 1975 NRC sfosmic 
design! audit of facility Forwards App A documents Documents also available in PDR 
GRIMSLEY,DH Division of Rules i Records (Post 870413) 88/03/17 SHOLLY.SC 
MHB Technical Associates 2pp 44051 109 44851 164 

-.0803240295 Notifies of 750425 meeling ro plant seismic design adequacy audit 
SHAO.LC Division of Technical Review (NRR 1975 only) 75/04/10 KNI6HT.J , 
JENG.D Division of Technical Review (NRR-1975 only) Ip 44651 1 1 1*44851 111 

"•8603240307 Provides list of elocfric equipment Hems chosen for solemic audit & 
lormat ol audit Requests transmittance of into to PG8E 

KNIGHT.J P Division of Technical Review (NRn-1975 only) 75/04/23 ALLISON, D P 
Division of Reactor Licensing (NRfl-1975 only) Ip 44851 1 12 44851 160 

-8803240311 Noliftcation of 750428-0502 meeling w/uli) & Weslingl^ouse in San 
Francisco, CA to review ulil seismic design 

ALLISON.DP Division of Reactor Licer^slng (NRR-1075 only) 75/04/21 PARROD 
Division ol Reactor Licensing (NRR 1975 only) 4pp 44851 161-44651*164 

8803240225 FOIA request (or rocords re 1975 NRC seismic design audit of facility 
SKOLLY.se MHB Technical Associates 88/01/07 GRIMSLEY.DH Division of 
Rules & Records (Post 870413) 2pp 44851 099 44851 108 


88032403:00 FOIA request lor all plans (subsequent to ulil B70807 commilmenl to excel- 
lence action plan) by ulil lo Commission re reslarl oJ facility 

LEWIS, DB Lewis, OB 8B/02/23 DwJSion ol Rules & Records (Post 070413) ip 
44B51 032-44861 032 


8D03240316 Final responso lo FOIA request App A S B documents end & available in 
PDR 

GRIMLEY.DH Division ol Rutes & Records (Post 870413) 60/03/21 LEWIS, D 
Lewis, Dfl 4pp 1185103344851098 

•8803240334 Forwards summary repl retlecling schedule inlo through 871120 & com 
milmenl lo excellence Soebon 6 2 Category 1 activities 

AUSTIN, JH Philadelphia Elacliic Co 07/11/30 RUSSELL,W f Region l. Ofc ol the 
Director tOpp 44851 069 44851 067 

"60 0324034 B Forwards advanced copy of SECY 88 82 “Updated Staff Action lor TVA 
Sequoyah Und 2 Restart ' Documoni available in PDR 

BATES, A Operations Branch BD/03/21 SHELQURNE.B Public Documenl Branch- 
Ip 44B51 080 44851 088 

"8803240365 Provides sumpnary of utils test rosulls & calculations on emerger^cy diesel 
generators including review ot design of sialic excdcr & vo'tago reDuiafc^ for emergen- 
cy diGsel generators 

KUSKO.A Failure Analysis Associates 00/03/08 MARINOS.A NRC - No Deiailed 
Alfiliaiion Given 4pp 44851 095 44B51 098 

BB03240337 Partial response lo FOIA request Partial response lo FOIA request from 
KirkpatrHcK & Lockftarl re NRG -rule on offsilo omorgency planning end & filed in PDR 
in Folder rOIA 0/ 794 under namo of flelair 

GRIMSLEY.DH Division of Rulos S Records (Post B70413) 80/03/21 

iNGEBRETSON.C Hunton & Williams Ip 44852 121 4485? 123 

B8D3240353 Forwards draft of Irisp Repl 50 445/02 14 iriiliafly withheld on App D ol 
NRC response to FOlA-04 210 & typing cover sheets or transmittal oages of several 
documanls initially withheld in response to FOfA-fl6-1Bl 

MULLINS, CE Assistant General Coun^sel for Legislation & Governmental Relations 
6B/03/11 YOUNG, MC Delaney & Young ip 44095 327-44095 351 

--8003280260 DrafI of Insp Repl 50 445/82 14 originally withheld from FOIA B4 210 ro- 
spor^so & typing cover sheets or transmittal pages of documcnls withheld from FOIA- 
66 181 rr'sponso 

‘ Assistant General Counsel lor Legislation & Governmental Relations 08/03/11 
24pp 44895 326 44695 351 

8803240425 Final responso to FOIA request Forwards App C documents App C docu 
mchfs also flvaiLibfo in PDR 

GRIMSLEY.DH Division of Rules & Rocords (Post 870413) €8/03/21 CONNOR.L 
Doc Search Associates 3pp 44B55 203 44855 226 

"6803240437 Advises that end mocno should bo issued to Board & parlies, per Ofc Ltr 
19 IssuancD of Board Notification 03 29 duo by C O D 830302 
EISENHUT.DG Division of Liceming (600428-051124), 63/03/02 NOVAK.T Assist- 
ant Director (or Licensing Ip 44655 207 44855 207 

"8603240443 Forwards ' t'loar-Torm Ol Review Mgt Rept " re status of plants as of 
mid Nov 1 984 Mark up of ropt roquoslod by COB on 041214 

EISENHUT.DG Assistant Director for Licensing E1SENHUT DG Region 4 Ofc of iho 
Director 84/12/06 Region 1, Ofc of lb o Director Ip 4185^208 44655 208 

-8003240451 "Near-Term OL Huviow My I Ropt ” 

‘ NRC • No Dolailcd Affiliation Given 84/ 1 2/31 17pp 44855 209 44055 226 

0003240400 Seventh partial response lo f‘OIA request (or dociimonls App F documents 
avaifabfo in POR App G documents compiototy withhold (rof FOIA Exemption 6) 
GRIMSLEV.D Division ol Rules & Records (Post 870413) 08/03/21 HUGE.H Rogo 
vm, Hugo & Lonznor 4pp 44000 13G-44BOO 143 

B603250149 ElglHh parlial response to FO^A request for documents App H documonts 
ovailablo in FOR No record available on K Combs 

GRIMSLEY,D Division of Rules & Records (Post 070413) 88/03/22 HUGE.H Rogo- 
vin, Hugos Lenzner 2pp 44B59'042 44859 047 

8003290180 Partial response lo FOIA requosl for documents re C E Forwards dofcu 
ments listed In App O Documonts also ovailablo m PDR App E documents withheld 
pef FO)A Exemptfon 5) 

GRIMSLEY.D Divisior\ol Rules Records (Posl 070413) 68/03/24 HOLTHAUS.C J 
HoUhaus, CJ 4pp 44893 001 44693 032 

• 0003290196 Forwards background info (or 8504 1D enforcement conference w/C E to 
discuss apparent violation idenfificd during 641204 insp wnicli incfudou inofc insp of 
liccnsoo 850225 repl Extromilv oxposuro & inadoquato survev of principal concern 
JOYNER.J H Region 1. 0(c ol theDiioclor 85/04/17 MURLEY.TE Region 1. Ofc of 
Ihe Director 2pp 44803 005 44693 QOB 

"B&032902Q9 Notice of violation from insp on 841213 050225 Violation noted technician 
performing tests on c harpy specimens In restricted area received occupational expo- 
sure of to 5 rom to hands 

* Region 1. Ofc of Iho Director 05/04/17 Ip 44693 009 44893 032 

060329026? FOlA/oquesi for documonts re 10CFR50.App R insps S enforcements 
JONES.CR Affiliation Not Assigned 08/02/01 GRIMSLEY.DH NRG No Detailed 
Affiliation Given 2pp 4489? 351 44892 352 

0003290265 Partial response lo FOIA requosl for documents re Insp rapls Forwards 
App B documents App A & B dccumenls available in PDR App C documonts withhold 
(ref FOIA Exomplion 6) AddI info available under FOIA-83 4O0,FOIA-a4-556 & FOlA- 
65-254 

GRIMSLEY.DH Division of Hutos & Records (Post 070413) 88/03/23 JONES, CR 
Afflliahon Not Assigned Gpp 44892337 44392 350 

"8603290291 Procoduro 64704, “Firo Prolecbon/Prevention Program IrTtplomentalion " 
Same procedure Issued on 310015 onct 

‘ NRC - No Detailed Affiliation Given 01/07/01 Opp 44092 343 44892 350 
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6003290295 FOtA r&qiicsl ^o^ cJocumenls fo rcpt on performance ol Region IV in m 
specliog util 

CONNOR, L Doc Search Associales 88/Ol/lB Division of Rules S Rpcords fPosl 
870413) Ip 44892 334 44692 334 

8803290298 Parlial response lo FOIA requesl for clocufficnts re rep! App A rfccurriGni 
available in PDR 

GRIMSLGY.D Division of Rules & Records fPost 670113) 8B/03/24 CONNOR, L 
Doc Soarchi Associates 2pp 41692 335 44B92 336 

6803290411 FOIA roquesl for documents concerning recent direction from NRR mgt re 
OL amend request m 87121 \ FR w/opportur^ily lor prior hearing & \v/o making signli 
cant hazards determinalion Weekly info excerpl enci 

HIATT, SL Ohio CihzQns for Responsible Energy 68/02/11 GRIMSLEY.DH Free 
dom of Information & Privacy Acis Branch 2pp 44697 058 44897 059 

8003290415 Partial response to FOIA request for documents App B documents end & 
availabfe in PDR AddI documents subj to request available in FOIA 87 592 & FOIA 07 
677 

GRIMSLEY.D Division of Rules & Records (Post 870413) 00/03/24 CONNOR, L 
Doc Search Associates 3pp 44897 063 44697 074 

-*8903290422 Forwards comments & questions on Paragraph 4d inclusion in Insp 
Repis 50*445/86 08 & 50 446/86 06 JP Johnson 760517 Ttr & Exhibit 23 
PHILLIPS.HS Region 4. Ofc ot Ihe Director 87/03/18 GOWER.G NRC No De 
tailed Affilialion Given 8pp 44697 067*44697 074 

0003290416 Final response to FOfA request for documents App 8 documents withhold 
(ref FOIA Exemption 5) 

GflIWSLEY.D Division of Rules & Records (Post 870413) 88/03/24 HPATT.SL Ohio 
Citizens for Responsible Energy Jpp 44897 060 44097 062 

0803300341 Appeals denial o-f FOIA request for documents re Jan 1987 memo from 
Slello to Hayes & listed in App A 

CONNOR, L DoC’Search Associates 88/02/11 GRIMSLEY.D H Division of Rules & 
Records (Post 870413) Ip 44913 301 44913 305 

6003300349 Responds to appeal ol FOIA request for documenls re Jan 1987 memo 
from SleNo to Hayes Release of sub^ tnfo could allow those being invos legated to learn 
scope .direction & locus of mvostigatory efforts fnto wilhtiold (Ref FOIA Exemption 7) 
STELLO.V Ofc of the Executive Dj radar lor Operations 8B/03/25 CONNOR, L Doc 
Search Associates ip 44913 306 44913 306 

8003309369 FOIA request for documenls re 671231 Insp Repts 50 445/87-27 & 50 
446/07-20 & notice of violation 

BAL/MAN.L Government Accountability Project BO/Ol/05 NRC No Detailed Affili 
alien Given 2pp 44906 032 44906 033 

8803300385 Final response lo FOIA request for documents re fnsp Rep is 50 445/87*27 
& 50 446/07-20 App D documents end App A documents available in PDR 
GRIMSLEY.D Division of Rules & Records iPost 070413) 68/03/25 BAUMAN, L 
Governmoni Accountability Project 4pp 44906 034-44906 061 

-0803300393 Forwards list of maior accomplishmenis for Dec 1907 
WARNICK,RF Ofc of Special Projecls 08/01/01 GRIMES, Cl Ofc of Special 
Projects 6pp 44906 056 44906 061 

8803360414 Final response lo FOIA request for documents Forwards (focumonls listed 
in App O Documenls also available in PDR Oocumonl ih App P compfolely wilfiheld 
(ref FOIA Exemption 5) 

GRIMSLEY.D Division of Rules & Records (Post 670413) 88/03/25 WANN.L Times 
PrmtingCo 4pp 44920 262 44920 294 

-0601150591 Summarizos NRC activities involving TVA from 05122 3 660103 IE pro 
pared for Sequoyah equipment qualification insp scheduled lo commence on 
360106 M Grotenhuis will assume duties as proiect manager for Browns Fony 
DENTON, H R Office of Nuclear Reactor Regulation, Director fflSl 125 07O4M) 86/ 
01/00 STELLO.V Ofc of the Executive Director for Operalcons 2pp 44920 204 
44920 205 

-8601170510 Forwards weekiv schedule of TVA acliviltos for wKs of 860113 & 
20 Schedule will bo updated & issued each Friday lo rolled aclivilies for forlhcoming 
2 wk period 

THOWPSON.H L NRC - No Dalaifed Affiliation Given 86/01/10 DENTON.H R Office 
of Nuclear Reactor Regulation, Director <051125 070411) TAYLOR, J M Ofc of In 
speclion & Enforcement. Director (820201-870413) GRACE, JN Region 2, Ofc of Iho 
Director 3pp 44920 271 44920 273 

-8602030012 Submits weekly summary of NRC activities involving util for 860113 17.in 
cludihg Oversight Group weekly tel con to discuss status of ongoing activities & site 
visit lo Sequoyah to assess electrical design calculation program 
DENTON,HR Office of Nuclear Reactor Regulation, Director (851125 870411) 86/ 
01/24 STELLO.V Ofc of the Executive Director for Operations 4pp 44920 291* 
44920 294 

- 8803310103 Forwards schedufo of NRC interactions w/TVA for wks of 060 tOd & 13 
DIRCKS.W J Ofc of the Executive Director (or Operations BS/Of/03 PALLAOINO, 
ROBERTS, ASSELSTINE Commissioners 3pp 44920 267 44920 269 

..0803310108 Forwards schedule of NRC interactions w/TVA for wks of 860113 & 20 
STELLO,V Ofc of the Executive Oifoctor for Ope rations 66/01/10 PALLAOINO. 
ROBERTS. ASSELSTINE Commissioners Ip 44920 270 44920 270 

-.0803310135 Forwards schedule of NRC inleraclion vr/TVA for wks of 860127 & 0203 
STELLO.V Ofc of Ihe Executive Director for Operations 86/01/27 PALLAOINO. 
ROBERTS, ASSELSTINE Commissioners 1p 44920 274 44920 274 

- 8803310143 Forwards weekly schedule for TVA activities involving NRC for wks of 
060127 & 0203 Schedule will be updated & issued each wk to reflect activities for up 
coming 2-wk period 

THO^fl^SON,HL NRC * No Detailed Affiliation Given 06/01/24 DENTON.H R Office 
of Nuclear Reactor Regulation, Director (851126-870411) TAYLOR,JM Ofc ol In* 
speclion i& Enforcement, Director (020201-870413) OLSHINSKIJ A Region 2. Ofc ol 
the Director 4pp 44020 275 44920 276 

-0e()331O166 Forwards schedule of NRC inleracltons w/TVA lor wks ol 860120 &. 27 
STELLO.V Ofc of the Execulive Director for Operations 06/01/27 PALLADfNO, 
ROBERTS. ASSELSTINE Commissioners Ip 44920 279 44920 279 


-0803310172 Forwards vreokly schedule of TVA activities involving NRC for vsks of 
000120 & 27 Schedule will he updated weekly lo reflect activities for lofthcoming 2 vrV 
period 

THOMPSON.HL NRC No Detailed Affiltalion Given 06/01/21 DENTON HR OfliCO 
of Nuclear Reactor Regulation, Director (851125 870411) TAYLOR, JM Ole of In 
bpection & Enforcement. Director (820201 870413) OLSHINSKI.J A Rogion 2, Ofc ol 
the Diroclor 3pp 4 1920 280 44920 282 

-8003310177 Fof\vards memo re summary ol NRC activiHos involving TVA from 
651223 860103 

STELLO.V Ofc of Ihe Executive Director for Operations 06/01/10 PALLAOINO, 
ROBERTS, ASSELSTINE Commissioners Ip 44920 283 44920 203 

-BB03310IB7 Forwards memos re NRC summary of activities involving TVA or 660106 

10 & 13-17 

STELLO.V Ofc ol Iho Execulivo Diroclor lor Oporations 86/01/27 PALLAOINO. 
ROBERTS, ASSELSTINE Commissioners ip 44920 206 44920 286 

-B0O33 10192 Submils weekly summary oi NRG activities involving TVA from 860106 
10 

DENTON.H R Ollice of Nuclear Reactor Regulation, Director (051125 870411) 66/ 
01/24 STELLO.V Ofc ol the Exoculivo Dircclor (or Operations 4pp 44920 207 
44920 290 

8803310001 Partial response lo FOIA requosi re CHGR meeting Forwards App K 
documents Documents available in POR App L documonts withhotd (ref FOIA Exemp 
tion 5) 

GRIMSLEY.D H Division ol Rules & Records (Post 070413) 08/03/24 WCISS ER 
Harmon & Weiss 5pp 44919 004-44910 295 

-6608190316 Forwards staff summary & issue idontification re Tech Spec policy siBle 
inenl for uso at CRGR Meeting 94 on 860822 

POLK.P J Regional Operations S Generic Roquiromonls. EDO (Pro 670413) 66/06/ 

11 BERNERO.R Office of Nuclear Reactor Regulation, Director (061125 870111) 
JOROAN.E L Ofc of (nsperlion & Enforcernonl, Director (8202018701131 
CUNNINGHAM, R Office ol Nuclear MJlorial Safoly & Safoguards.Diiector 15pp 
14919 140 44919 169 

••8609190 143 Forwards summary of NMSS proposed rule, ‘Requiromenls for Cnmnal 
History Checks,'* scheduled (or review al CRGR Meolinn 96 on 0609 1 7 
SCHWINK.WS Regional Operations & Generic Requiromcnls, EDO (Pro 870113) 
86/09/16 BERNERORM Olfice ol Nuclear Reactor Regulation, Director (851125 
870411) STAROSTECKI.R Ofc of Inspection & Enlorcomenl, Director (820201 
070413) CUNNINGHAM.R E Office of Nuclear Malorial Safety & Safofluards.Difrcror 
5pp 44919 213 44919 295 

-8611190068 Commenls on whether regulatory impact analysis satisfies Commissioi 
amended rogulaltons governing hackfitling & info request, per 8600 16 meoling ropro 
posed resolulion of USl A 46 concerning seismic qualilicalion of equipment 
REYNOLOS.NS Nuclear Utility Group on Equipment Cualilication Q6/09/2J 
SNIEZEK.J Committee lo Revtow Generic Roquiremenlb 12pp 44919 201 
44919212 

-0702240142 Advises that proposed amorid to 10CFR50 55a re cuclos A sids wiU hu 
reviewed by CRGR on basis that amend conslilutos formal change in slafi posilion lo 
bo imposed by NRC on ono or more classes ol power reactors 
SNIEZEK.JfT Regional Operations & Gr'neric Roquiromenls. EDO (Pro 870413) Qf/ 
02/13 BECKJORO.ES Offico of Nuclear Rcgulalory Rosearch, Director (IMs) 
060720) 2pp 44919 171 44919 172 

-8703020205 Responds lo 861222 (lr expressing diaagroemonl w/handfinri ol crviam 
aspects of backfilling question ro proposed resolulion of USl A 46 Analyses com furl 
ed luslifv request for info to bo direclod to nffeclod licensoos 
SNIEZEK.JH CommiUeo lo Review Generic Roquiromonls 07/02/24 SMITIlNl* 
Seismic Qualification Utility Group 2pp 44919 173*44019 1/4 

-6003310002 Forwards regional operalions & Gonoric Roquiromonls stall summary of 
proposed closeout actions on Gorierrc Issuo 3-19 Mailer schodulod for CRGF^ review 
at meeting 83 on 851 127 

TAYLOR, M A Regional Oporations & Generic Requirements. EDO (Pro 870413) 85/ 

1 1/25 BERNERO.R Office of Nuclear Roaclor Regulation, Oiroctar (05^125 07011 1) 
JORDAN.E Olo of Inspocfion A Enforcomont, Diroclor (020201-870113) 
CUNNINGHAM.R Division of Fuel Cycle A Material Safoly (Pro 070113) /3p() 
44919 011-44910 111 

-0003310004 Forwards Regional Operations A Generic Requirements staff summary re 
final rulomakmg for operafor licensing, including 10CFR55, conforming amcads A ll^reo 
reg guides Matter scheduled for CRGR review al Meeting 85 on 0GO226 
CO)<.TH Regional Operations A Gononc Roqurremenls, EDO (Pro 870413) 00/02/ 
21 BERNERO.R Commisslonora JORDAN.E Ofc of Inspection A Enforcement, l>i 
rector (620201*870413) CUNNINGHAM.R Division of Fuel Cycle A Material Snlnly 
(Pro 870413) 28pp 44919 112-44019 139 

-0003310005 Forwards Regional Operations A Goneric Requirements staff summary ro 
long range approach for dealing w/slross corrosion on cracking in BWR pipinaurall 
NUREG-0313,Rov 2 Matter scheduled for CRGR review al Moehng 89 on 860410 
CONRAN.JFf Regional Operations A Generic Requlromonls, EDO (Pro 070413) BG/ 
04/16 BERNERO.R Office of Nucloar Reactor Regulation. Diroclor {051125 0701 11) 
JORDAN.E Ofc of Inspection A Enforcernonl, Director {820201-070113) 
CUNNINGHAM.R Division of Fuel Cycle A Malerial Safoly (Pro 870413} Dpp 
44919 140 44919 148 

-8003310007 Forwards add! info re CRGR review of proposed USl A 46 resolution to 
be discussed on 861016 A Nuclear util on Equipment Qunlijicatron G 60923 Hr 
CONRAN.J Regional Operations A Generic Requirements, EDO (Pro 870413) OG/tO/ 
10 BERNERO.R M Commissioners STAROSTECKI.R Ofc of Inspeclion & Enforco 
ment, Direclor (820201*870413) CUNNINGHAM.R E Office of Nuclear Mnlonat 
Safety A Safeguards, Director 9pp 44919 184 44919 200 

-8003310000 Forwards Regional Operations A Generic Requiremenls staff summary rO 
proposed resolution of uSI A 46, "SoJsmtc Qualification of Equipment tn Opeialm-g 
Plants” Meeling 98 schedulod for 861016 

CONRAN.JH Regional Operations A Generic Requiremonis, EDO (Pro 870413) BG/ 
10/14 BERNERO.R Commissioners, ST AROSTE(JKI,R Ofc of Inspocfion A Enforco 
ment. Director (820201 870413) CUNNINGHAM.R E Division of Fuel Cycle A Material 
Safety (Pre 070413) 5pp 44919 164 44919 168 
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-60C331QIHO DisciiS6eb work w/NRC over yrs to develop technical approach data & 
requirements for resofuhon o1 USI A 'te Opportunity to work w/staff & WRC 
appreciated Preparedness to meet at recipient convenience to discuss matter stated 
SMITH.NP Seismic Qualitication Utility Group 86/12/22 SNIEZEK.J H NRG - No 
Detailed Afliliation Given 2pp 4<i9t9 169 44919 1 70 

- 8603310015 Forwards CRGR slali summaries of proposed bulletin re thinning of pipe 
walls in nuclear power plants & proposed long term resolution lo IGSCC problem in 
0WR piping Meeting 1 14 scheduled tor 070507 

CONRAN.JH Office lor Analysis & Evaluation of Operational Data, Director 87/05/ 
QG JORDAN ,E L NRG No Detailed Affiliation Given BERNERO.R M , SNIEZEK.J H 
Office ol Nuclear Reactor Regulation. Director (Post 870411) 9pp 44919 175- 
44919 103 

6893310304 Appeals 000204 denial for documenls listed on end App B w/o app 
ShlARPE.C Alfiliation Nol Assigned 08/02/17 Ofc of the Executive Director for Op 
eralions ip 44920 329 44920 334 

0803310307 Responds lo 800217 appeal ot DH Gritnsley 860204 denial ol porlions ol 
two records subj lo FOIA request Addl portion ol record on oncl app being made pub- 
licly avflilabte Portion of second document still withheld (ref FOIA Exemption 6} 
STELLO V Ofc of the Executive Director for Operations 00/03/25 SHARPE.C Alfili 
at!Or> Not Assigned 2pp 44920 335 44920 337 

'BG03310310 Partially withhold unnuthored 871029 memo re NRG test gun stolon from 
site 

• Affilcation Nol Assigned 07/10/29 Affiliation Not Assigned ip 44920 337- 
14920 337 


GEN TEC IS GENERIC TECHNICAL ISSUES 

SBOSOSOieo Advises that Generic Issue 125 II 13, 'Operator Job Aids,” saioly concern 
will bo dropped from further constdoration duo lo issue already addressed by INPO 
Training program & endorsed by Commission in 1985 Evaluation ol issue end 
BECKJORD.E S Office of Nuclear Regulatory Rosoarclt, Director (Post 860720) 86/ 
03/01 ARLGTTO.GA Division of Engineering (Past 070413) MORRjS.BW, 
HOUSTON,RW Division ol Regulatory Applicalions (Post 8 70413) 5po 44634 346 
44634 350 

Ba030a0346 Forwards Safety Insp Ropt 50 443/07 26 on 871208 B00201 No violations 
no fad 

WIGGINS,J T Region 1. Ofc of the Director 00/03/02 HARRfSON.R J Public Serv 
ICC Co of f'lew Hampshire 6pp 44636 230 44636 253 

• 6603080351 Safety Insp Ropt 50 443/07-26 on B7120B C0020I No viofatioiis 
noted Major areas inspected operational safety.liconsGo action on previous insp 
lindLrm.followup issuos.USI A 26, allegation followup & control room vonlilation 
HAV^KAMP.On Region 1, Ofc of the Direcior 08/03/02 SGpp 4463G236 
AAbSa 253 

8603110862 Board Notificaiion 88 002 notiliQs of rojeclion of rcquesl lor amend to facili 
ly OL Amend unacceplahio because liccnsco subrnittcd only results of analyses & 
modeling studios rather than aclunl studios 

PERKINS, KE Projoct Dirrctorato 1113 08/03/11 MARGULIES.M B , 
C ARP ENTER, J H , LINENS ERGER.G Atomic Safely and Licensing Board Panel 4pp 
44730060 44730 063 

8803140271 Forwards Prioritization Evaluation of Gor^oric Issue 126, ’ Roliabilily ol PWR 
Mam Steam Safety Valves ” Evaluation will bo incorporated into NUREG 0933 Informs 
of supporting NRR oflorts in ensuring Neenseo compliance w/roquiroments 
BECKJORD.ES Offico of Nurloar Rcgulaiorv FIcsoarch Diroctor (Post 850/20) 00/ 
03/10 MURlEy.TE Office of Nuclear Reactor Regulaliori Diroclor (Post 870411) 
t5pp 44670 192-44678 206 

0003210160 Responds lo util 070910 reguost to oliminnlo MSIV leakage control sys 
from Tech Specs Amend not accepinblo Licensee should resubmit amend request 
aller NRG has complolod resolution ot Generic Issue Cfl to obtain formal tjutdanco 
PERKINS.KE Projoct Diroctornto V GLflGI/ 88/63/11 KAPLIN.A Cloveland Elec 
Inc niuminalmg Co 5pp 44772 001-44772 005 

S803210652 Comments on need for greater coheronce among new regulatory 
poficios.por 335th meeting of ACRS on 8003 10- 12 Two sugqosllons ro allompt to Into 
rale evolving policies & issues & safety goal policy offered (or consideration 
ERR,W ACRS - Advisory Committee on Reactor Safeguards 88/03/15 ZECH.LW 
Commissioners 2pp 44746 340 44746 349 

6D03220417 Lists responses to specific concerns in Generic Lir 68 03 re Generic Safely 
Issue 93 concerning steam binding of auxiliary (oodwator pumps 
WILSON.K R Florida Power Corp (subs of Florida Progress Corp) GL68 03 88/03/ 
IB Document Control Branch (Document Control Dgsk) 3pp 44765 062 44705 064 

8B033HI001 Partial response to FOIA foquosl re CRGR mooUng Forwards App K 
documenls Documents available m PDR App L documents withholdf (rot FOIA Exomp 
lion 5) 

GRIMSLEY.DH Division of Rules & Records (Post 870413) 60/03/24 WEISS, E R 
Harmon & Weiss 5pp 44919 004 44919 148 

.-8803310002 Forwards regional operations & Generic Roquirements staff summary of 
proposed closeoul actions on Generic Issue B-19 Mailer scheduled for CRGR review 
al meoJing 83 on 05)127 

TAYLOR.MA Regional Operations & Generic Roquiromenls. EDO (Pro 87Q413) 05/ 
11/25 OERNEHO.R OMicq of Nuclear Reactor Rcflulation, Director (651 125 67041 1) 
JORDAN, E Ofc of Inspection & EnforcomonL Director (820201-870413) 
CUNN INGHAM, R Division of Fuel Cycle & Material Salety (Pro 870413) 73pp 
44910 011 44919 ttl 

-8703020205 Responds lo 861222 Itr expressing disagreement w/ handling ol cerlain 
aspects of backfilling Question re proposed resolution of USI A 46 Analyses conduct- 
ed juslily request for info to be directed to affected licensees 
SNiEZEk.JH Commilloo to Review Generic Requirements 87/02/24 SMITH, NP 
Seismic Oualificalion Utility Group 2pp 44919 179-44919 174 

-6603310007 Forwards addl info re CRGR review of proposed USI A 46 resolution to 
be discussed on 061016 & Nuclear util on Eguiipmont Qualification Q&0923 Ur 
CONRAN, J Regional Operations & Generic Requirements. EDO (Pro 070413) 86/10/ 
10 BERNGRO.R M Commissioners STAROSTECKl.R Ofc ot Inspection & Enforce 
ment. Director (820201-970413) CUNNINGHAM.R E Offico ot Nuclear Material 
Safely & Safeguards.Director Opp 44919 184 44919 200 


•'6B0331QOD8 Forwards negianal Operations & Generic Requirements staff aummary re 
proposed resolution el ITSI A 46, “Seismic Oualificalion of Equipment in Operating 
Plants “ Meeling 98 scheduled for 861016 

CO NR AN, J H Regional Operations & Generic Requirements, EDO (Pre 870413) 86/ 
10/14 GERNERO.R Commissioners STAROSTECKI H Ofc of Inspeclion & Enforce 
nner^l. Director (820201-670*113) CUNNINGHAM, R E Division of Fuel Cycle a Material 
Safety (Pre B70413) 5pp 44919 164-44919 168 

'•8603310010 Discusses work w/NRC over yrs to develop technical approach data & 
requiiements for resolulion ol USI A 46 Opportunity to work w/slaff & NRC 
appreciated Preparedness to meet at recipient convenience to discuss matter slated 
SMITH.NP Sgjsitiic Qualification Utility Group 66/ 12/22 SNIEZEK.J H NRC - No 
Detailed Alfilmtron Given 2pp 44919 169 44-919 170 

-QB03310002 Forwards regional opc-raltun^i & Generic Requirements staff summary of 
proposed closeout QCitors on Generic Issue B 19 Matter scheduled for CRGR review 
al meeimg 03 on 051127 

TAYLOR.MA Regional Operations & Generic Require men Is. EDO (Pro 070413) 65/ 
1 1/25 BERNERO.R Office of Nuclear Reactor Regulalion, Director (851 125 67041 1) 
JORDAN.E Ofc ol Inspection & Enlorcamont, Director (820201 870413) 
CUNNINGHAMiR Division of Fuel Cycle & Material Safety (Pro 870413) 73op 
449faoif 44919 Iff 

6063310216 Responds lo Gcnoric Llr 88-03 Hequiromonl for once per shift check of 
auxihaiy leedwatoi (AFW) piping temps committed to in IE Bulletin 85 001 
confirmed Removal ol lagging from AFW piping per IE Info Notice 64 06 noted 
FAY.CW Wisconsin Eleclric Power Co GI-8C-03 BO/03/23 Document Control 
Branch (Document Conlrol Desk) 2pp 44916 360 44916 361 


l&E INSPECTION AND ENFORCEMENT 


0712236003 Suppi t lo NRC Inlo Notice 87-028. '‘Air Sys Problems at US LWRs '* Sve 
lisl end 

ROSSI, C E Division ol Operalional Events Assessment (Post 870411) AEOD/C701 
07/12/20 Consotidolod Edison Co of New York, Inc I24pp 43995 130 43995 257 

6Q02020034 NRC Quilolin 00 001, ’ D elects in Westinghouso Circuit Breakers ” Sve list 
oncl 

nOSSl.C E Division ol Operational Events Assobsment (Post 870411) IEINe7Q35 
8B/02/05 Consolidated Edison Co of New York. Inc 140pp 44339 225 44340 004 

0802230035 NRC Info Notice 60 006, “Foreign Objects in Steam Generators'' Sve list 
oncf 

nOSSICC Division of OpordHonal Events Asaossmont (Post 870411) )EIN 83 24 
GB/02/29 Consolidated Edison Co ol New York, Inc liepp 44554 253 44555 089 

8802299005 EN8Q013qn 800222, notice of proposed imposition of civil penally in 
amount ol 8175,000 will be Issued lo licenseo Action based on two oven la re water 
from firo proteclion sys entered Instrument air sys 

LUEMMAN.J . LIEBCRMAN.J' Ofc of Enforcement (Post 870413) EA B7 210 00/02/ 
17 tp 44S52 {61-44552 161 

6802290008 EN 87 07 /Aon 07090B.Commibslon notified of intent of NRG Ofc ol £n 
forcoiiipnl to issue order suspending liccnso & order lo show cause.effcdivo 
iinmcdtalely.as tn why license should not bo rovoked 

FLACK, C, LIE0ERMAN,J Ofc of Erforcomont (Post 870413) EA-67-172 80/02/23 
ip 44539 142 44539 142 

0002290017 PhfO IV 88 0l3A on 0802 21 reactor bcfam occurred during sJiell warming of 
main turbine Caution added in turbine startup procedure ro possibility of rcaclor scram 
he causa of turbine first stop pressure rkiring snail warming 
MOLLEH.E Region 4. Ofc ol tho Dtreclor 08/02/22 2pp 44530 143-44539 144 

060229029B PNO 1II-H0 013 on 00021 6,pnlienl received radialion exposure of 2.000 
rads lo wrong side of poNis No cause stated Radiation treat men I to correct side of 
pelvis still planned 

SRENIAWSKI.D. MAtLETT.B RGgior> 3. Ofc of Iho Direcior 88/02/24 ip 

44530 1 10 44539 1 19 

8603010030 PNO V 68 014 on 8802 19. inadvertent salety injoclron actuation occurred 
whilo testing of actuation logic matrix was in progross 6 w/unil at 100% power Unit 
stabilized w/o complication & saioly injeclion components rest o red 
JOHNSON.P, TATUM, J Region 5. Ofc of tho Diroclor 00/02/22 Ip 44531 031 

44531 031 

0803010090 PNO 1 06-023 on 080223, ConAm truck carrying radiography 

dovico .containing tr-192 source. ran off road near Wilmington, Ot Source & devtco 
found inlact Driver appeared intoxicated Liconsoe look possession of source on 
800223 

ULLRICH, KINNEMAN Region 1. Ofc of the Director 88/02/24 Ip 44531 358 
41531 350 

D0O30 10233 EN 88 Ot 5 Commission informed lhal order to show cause why license 
should not be modi lied, is sued, elf ocUvo immediately Action based on lochnologiat in 
jecting patient w/aecond agent to cover up mistako & subsequent false statements 
CANW, LIEBERMAN.J Ofc of Enlorcornent (Post 870413) EA8a042 80/02/25 
Ip 44531 250 44531 259 

8803010251 EN 00-016 on B00225,ordar suspondirg llcensGs.affeclivo 
I mmodiatoly .issued lo Wrangler Labs, Larsen Labs. Or ion Chemrcal Co & JP Larsen of 
Provo.UT based on Larsen mifure lo fuffiff commitments mado on bohaff of firms 
FLACK, E , LIEBERMAN.J Ofc of Enforcomenl (Post 870413) EA-D/*2a3 86/02/25 
Ip 44532 046 44532 046 

0003019426 EN 69 014 on or about B80226,notlco of proposed Imposition of civil penal- 
ty in amount of $19,000 will bo issued to licenseo Action based on licensee failure to 
adequately correct pasi violations & numerous olhor violations 
FLAtK.E, LIEBCRMAN.J Ofc of Enforcement (Post 870413). 08/02/23 Ip 
44542 219 44542219 

60O3O1O438 PNO V SBOlGAon 0601 14, reactor bldg ovorprossurizallon 
occurred Invostigalion rovealad that high/ low pressure Irip circuit for Train 'B' (an trip 
circuit m operable Licenseo continuing Invosligation to determine root cause 
JOHNSON.P, 0OSTED.C Region 5. Ole of tho Director 60/02/ 19 2pp 44542*249- 
44542 250 
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8803020036 NRC Jnfo Notice 88 007, Jnadverlenl Transfer o1 Licensed Mall to Uncon 
trolled Localtons ’ Sve lisl oriel 

CUNNINGHAM, R E Division ol fnclustrial & Medical Nuclear Safety (Posl 070729) 
86/03/07 ConsoNdaled Edison Co of New York, Inc 12pp 44673 001 44673 012 

8803020228 PNO-V ^G 016 on 680224, Rk Qyrne recommended closure of plant lo 
Board of Directors al 080224 meeting Recommendalion will be considered by board 
for action on 880303 Licensee coniinumg loss of olfsite power lostmg 
MILLER, L Region 6, Ofc of the Director 80/02/25 Ip 44590 147 44590 147 

B80303Q040 PN04V 80 01 5 Region IV inlormed by emergency room physician at 
Edmond OK hosp that ivelder believed lo have been exposed lo radralion at 
Wynnewood,OK refinery Investigation indicates that wcfders might nol have been ex 
posed at all 

FISHER WL Region 4. Ofc ol Ihc Dircclor 88/02/26 2pp 44555 237-44555 238 

B80303Q134 PNO IV 8B 016 on 880228 reactor Inp occurred w/COn1ro8 rods positioned 
for initial criticality & boron dilulion was in progress Caused by spurious signal from 
Loop 3 lo lo temp cold Test procedures modi lied lo restart testing 
CALLAN L J , MARTIN FI D Region 4, Ofc ol Ihe Dtreclor GB/02/29 2pp 14557 254 
44557 255 

8803030172 PNO IV 08 014 on 080224 ,corttraclor employee fell S received gash on 
forehead afler hitting head on overhead duck Individual surveyed but no contamination 
found Employee transported to local hosp Stale ol AR nol informed 
HARRELL,P Region 4. Ofc ol Iho Director 86/02/26 Ip 44568 143 44568 143 

8603040062 NRC Bulletin 88 003. "Inadequate Latch Engagement in UFA Type Latch 
(ng Relay Mfg by GE Sve (isl enci 

ROSSI,C E Division of Oprralional Events AssessmenI (Post 870411) 06/03/10 
Consoltdaled Edison Co of Now York, fnc I2epp 44673 192 44673 319 

8803040063 EN 07 097A ofii 880301, order imposing civil penalties in amount of 52,000 
issued lo licensee based on violations, including excessive radiation levels in acid 
storage lank & failure to place gauges in shielded storage container 
FLACK, E, LIEBERMANJ Ofc ol EnforcemenI (Post 870413) 08/03/01 Ip 

44633 055 44b33 055 

8803070079 PNO IV 08 017 on 88 0229, Sequoyah Fuels Corp informed Region IV that 
Model 4BG cylinder containing depleted UF-6 received from DOE overlillecJ by approx 
3,200 lbs Cylinder to remain stored until DOE delermines proper removal action 
FISHER,WL Region 4, Ofc of Ihe Oirccter 88/03/01 Ip 44599 356 44599 356 

8B03070113 EN 87 094 A on 8 00303, order imposing civil penalty in amount of SI 00.000 
issued Action based on ovonl in which one ol two emergency diesel generators ror 
dered inoperable for approx 90 5 h 

LUEHMAN.J ore of Enforcerncnl (Post 870413) 88/03/03 Ip 44600 025 

44600 025 

8803070306 PNO IV 88 015Aon 880226, two wofders mighl have been exposed during 
radiography of 26-fool pipe at facility Causa not statad Radiation levels measured lo 
provide data (or dose eslimation 

FISHER, WL Region 4, Ofc of tho Director 86/03/02 2pp 44604 113 44604 114 

0003070375 PNO Ml 08-014 on 80O226.porlion of aulornaltc start circuitry lor plant (our 
diQSOl generators not fully tcslod Unusual ovcnl classilicalion terminated on 680227 
following manual reactor scram Maint & tesling outage begun 
PELKE.P, KNOP,n Region 3, Ofc of the Director 08/02/29 In 44604 220 
44604 220 

8803000077 PNO V 80 017 on 860301, util certified that all prerequisites lor non nuclear 
healup of plant lo normal operating test temp & pressure commeled Reactor criticality 
scheduled for BQ0320 

MILLER, L Regions Ofc ot the Director 88/03/01 Ip 44613 355 44613 355 

8803080140 NRC Info Notice 88-000, "Chemical Reactions W/Radwaste Soliditication 
Agents " Sve list end 

ROSSl.CE Division ■of Operational Evonis Assessment {Post 870411) 60/03/14 
Consolidafed Edison Co of New York, fnc 120pp 44772 253 44773 012 

0003000289 PNO-HI 80-015 on 8B0302,Feactor tripped automatic ally from 93% 
power Caused by fault in efectrical distribution bus which provides power to reactor 
coolant pumps & rrain feedwater pumps Similar event occurred on 07O7tO 
DEFAYETTE.R KNOP.RC Region 3, Ole of the Director 86/03/03 Ip 44643 332 
44643 332 * 

8003000294 PNO 1-08 024 on 8 00302. graduate student ingested quantity of P 32Suvey 
on Mar 1 revealed counts of 10,000 cpm over most parts of student body Nol known 
how or when intake occurred Dept of health has inspectors onsilo lo investigate 
MCGRATH.JR Rogron 1. Ofc of the Difoctor 88/03/03 Ip 44636 202 44636 202 

8003000304 PNS V-B8 001 on 000229, ptant notified of bomb throat Licensee conduct- 
ed routine search, found three suspicious packages Packages examined & found to be 
innocuous 

NORDERHAUG.L , SCHUSTER, M Region 5. Ofc ol the Director 86/03/01 2pp 
44624 073 44624 074 

6803000429 PNO IV-OC-OIOon 08O3O1,local business agents for const oleclncians & 
pipofdters slopped supervision of field work Work supervised by nonmanual & supervi- 
sory personnel Law enforcement authorities notilted duo to fights 
HUNNICUTT.DM Region 4. Ofc of the Director 80/03/02 2np 44626 292 
44626 293 

0803090329 EN B7-090A on 80O3O0,n.olrco of proposed imposition of civil penalty in 
amount of 31,250 issued lo licensee based on withdrawal of on© violation * licensee 
extensive corrective action 

FLACK.E, LIEBERMAN,J Ofc of Enforcement (Posl 870413) EA 87-155 88/03/08 
Ip 44674 086 44674 006 

0803090331 EN 07-09tAon 88O3O0,nolice o( proposed imposition of civil penalty In 
amount of 31.000 issued lo licensee based on withdrawal of three violations & current 
financial situation of licensee 

FLACK.E, LIEBERMAN,J Ofc of EnforcemenI (Post 870413) EA 07-157 08/03/05 
Ip 44674 087 44674 087 

8803030339 PNO IV B6 017A options being considered to resolve ovorlilfed UF6 eyfm- 
der problem include getting DOT approval lo shipeylmdar back lo Paducah, Licensee 
procoduro for receiving & weighing depleted UF6 reviewed 
FISHER, WL Region 4, Ofc of the Director 68/03/02 Ip 44640 274 44640 274 


6803100119 PNO 1-88 024A urine analyses taken on 800301 04 revealed h-gh (evofs ol 
P-32 in female graduate student Contrary lo earlier info.studonl domed using P32 
while working in lab Responsible investigator labs all shut down as of 800304 
MCGRATH,J Region 1 , Ofc of the Director 88/03/07 Ip 44675 013-44675 013 

0803140284 NRC Info Notice 88 009, “Reduced Reliability ot Steam Driven AuxiI'cIn 
F eedwater Pumps Caused by Instability of Woodward PG PL Typo Governors Sve 
fist end 

ROSSl.CE Division ol Operational Events AssessmenI (Post 070411) lEIN 66 014 
88/03/18 Consolidated Edison Co ol Now York, Inc 121pp 44857 068 44057 1/0 

0803140346 PNO V 86 019 on 00O3O4,SMUO board of directors met in public sossion & 
approved language for proposed measure lor 860607 ballot re transfer ol ownersivp A 
operation of plant to holding company during Inal run 

COOK,G , MILLER, L Region 5, Ofc of the Director QQ/03/07 3np 44702 252 
44702 254 

8003140353 PNO V 88 01 G on 880303 util board of directors met for 4 h in public ses 
Sion to consider recommendations received re operation of facility 
MILLER.L Region 5, Ofc ol the Director 68/03/04 Ip 44710 008 44710 000 

8803150056 PNO 1-08 025 on 000304, Uirbme control valves closed & automatic ccrain 
occurred Caused by operator bumping against span protection auxilinry relay licrr^’^ce 
retaining unit m shutdown condition lo perform maint work for 5 7 days 
BLOUGH.R Region 1 , Ofc of the Director 88/03/07 Ip 44710 039 44710039 

6803150225 EN 66-017 on 680308, proposed imposition of civil penally to bo issued ui 
amount ot 5100,000 lo licensee based on failure lo place inoporablo steam How ctian 
nets to trip as required by Tech Specs 

LUEHMAN.J , LIEBERMAN.J Otc of Enforcomont (Post 070413) EM 88 01/ BB/OT-/ 

03 Ip 44715 310 44715318 

8003150227 EN-8&018on 800309 notice of proposed imposition of civil penally in 
amount of $50,000 lo be issued to licensee based on violations of licensee ronvnii 
ments concerning physical security program, including multiple examplos of ViOlatiiuis 
ROSANO.R P , LIEBERMAN.J Ofc of Enforcemonl (Posl 870413} EN 68 010 68/03/ 

04 Ip 44715 326 44715 326 

66031S0279 PNO I 88 026 on 800305, unplanned loss of feedwater during full load rejci 1 
test experienced Rapid transfer of power plant electrical loads onlo allnmalr off si to 
source did nol occur per plant design & lost procedure 

JOHNSON J. COOK.W Region 1, Ofc ol the Director 80/03/07 2np 4471/041 
44717 042 

8003150315 PNOh88 027on 860307, util announced election of JF Paquotlo as pr(";i 
dent & chiof operating officer & director of company & CA McNeill as caccuIivo 
president effective on 000314 

LINVILLE.J, WENZfNGCR.E Region 1, Ofc of Iho Director 88/03/07 tp 41711) 2 1 'i 
44716213 

0803150328 PNO HI 88 017 on 860300, unit achieved initial criticality Conditions at nili 
calily as expected NRC inspectors monitored preparation for criticality OL porriiitlini| 
fuel loading & low power testing issued on 071218 

HINDS, J , FORNEY, W Region 3, Ofc of the Director 00/03/08 Ip 44/18 
44716 206 

8603150333 PNO (-86 026 on 880309, contaminated individual onloriruj facirily alariruil 
portal monitor Surveys Identified shoo & clothing conlaminahon Individual workt’d w/ 
hot cell windows at CINTICHEM.Inc during period 880225 OJOJ 
SHANBAKY, BELLAMY. CONGEL Region 1, Ofc of tho Director 88/03/ It 2iii> 

44726 261 44726 262 

0803160040 PNO HI 08 019 on 800306, weapon incident involving secunly guard o' 
currecl when during verbal confrontation one security guard pointed handgun al 
second guard Individual suspended & State of Ml notified 

CREED.J. MALLETT.B Region 3, Ofc of the Director 00/03/10 Ip 4472/011 

44727 041 

8003160076 PNO Itl 88-01 OA on 8803t0,llconsoc notified Region III that inveslKinliDn 
into firowatch record discrepancies completed & concluded that 51 watchman failL'd 
lo perform dutiesjier procedures Licensee awarded contracts to another coiilr actor 
CREED.J, MALlETT.a Region 3, Ofc of Iho Director 00/03/11 Ip .14/2G01() 
44725 046 

0003160155 PNO IV 60-004A update on ovoroxposuros lo two radiographers ('ausi rj 
by source backing out of shielded position when camera crankoul handle laid on lloiJi 
during selup run 

DOOA,RJ Region 4. Ofc of tho Director 80/03/10 Ip 44716297 44716 29/ 

0803160182 EN 88 019 on 88031 4.nolice of violation & proposed imposition of civil pi n 
alty in amouni of S 100,000 on or about 880314, based on operation of plant w/o di'i 
positioning certain weld flaw indications bolweon Juno 1986 & Sept 1907 
WONG,H , LIEBERMAN.J Ofc of Enforcement (Posl 870413) EA 87-22.1 86/01/0'! 
Ip 44726 302 44726 302 

8003160191 EN 08 021 on 880314, notice ol violation & proposed imposition of civil pen 
ally in amount of S25.000 will be issued Action based on Inadequate search of con 
tractor vehicle resulting In ammunition found in protected area 
ROSANO.R P , LIEBERMAN.J Ofc of Enforcement (Posl 870413) EA-QB 002 80/0 J/ 
09 Ip 44716 284-44716 204 

8003160196 EN 88-020 on 0803 14, notice Of viololion & proposed imposition ol civil pi n 
ally in amount of $100,000 will be issued Action based on failure to lake corroclivo 
aclion for fongslanding problem of conlamment bldg high temps 
LUEHMAN.J, LIEBERMAN.J Ofc of Enforcement (Post 070413) EA-87 227 80/01/ 

09 Ip 44716 285-44716 285 

B803160252 PNO-II 88-014 on 880219.ul(l discovered random failures of 5/16 inch siii 
con/bronze carnage bolls which are used to lie oleclncaf bussos together wilhn 
anels Bolts replaced NRC pursuing generic implications w/GE 
lAKE.J Region 2, Ofc of the Director 88/02/26 Ip 44726 329 44726 329 

0003160423 PNO 1-88 029 on 80031 1, theft of Troxfer moisture density gauge containuiiq 

10 mCi Cs 137 & 50 mCi Am 241 reported Gauge left in locked trunk ol employoo car 
al New Jersey Inst of Technology wnen car found missing Police informed 
COSTELLO, F, JOYNER.J Region 1, Ofc of the Diroclor 88/03/11 Ip 44747 172- 
44747 172 
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8803160129 PNO I 08 030 on Q003l3/eaclor scrammed due lo low reactor vessel level 
caused by loss of both feed pumps or lov/ suction pressure & resulting loss of 
feedwater Corrective actions not stated 

JOHNSON, J , COOK.W Region 1 Ofc of the Director BeyoG/M Ip 44747 t6d' 
44747 f64 

680317-0225 PNO I 8fl03f on 8B0314.sloam generator jet air eiector radiation monitor 
alarmed Caused by steam generator B leakage grealer than Tech Spec limit Reaclor 
shut down from power to repair steam generator B 

MARSCHALL,C, COWG1LL C Region 1, Ofc ol Ihe Direclor 86/03/15 Ip 
44739 246'44739 246 

8803170227 PNO 111 68 018 on 880309, reactor scrammed Caused by technician 
error Licenseo elected to place unit in cold shutdown lor various maml activities Stale 
of IL S NRC notified 

RING,M FORNFY.W Region 3. Ofc of tho Director 88/03/1.0 Ip 44739 245 
44739 245 

8803210105 PNO I 80 0240 on 8B0311, whole body count performed at New York Univ 
on 'female graduate student indicated approx 130 uCi P-32 remaining in body Uptake 
probably result ol freak accident No complaint filed 

UCGRATH,J Regiori 1, Ofc of tho Director 80/03/14 2pp 44782 105-44/02 106 

6803210142 CN 88 002A on 880 120, Commission informed thaf confirmatory ordei modi 
fying license issued Order confirms licensee commitmenf to conlinue suspension of all 
reaelor operations until licensee resolved all safety questions 

FLACK, E . LIEBERMAN.J Ofc ol Enforcement (Post 070413) CA 08 032 00/03/17 
Ip 44795 U63 44795 063 

8603210195 PNO IV 88 021 on 0707 lG,foportcd tosi Gs 137 source at Bulte,MT milling 
facilities Gauge lost when seciion of pipe removed Gauge placed in onsito -waslo 
dump or shipped to scrap metal dealer Stale of MT informed 
POWERS, D A Region 4, Ole ol the Director 88/03/14 ip 44795 064 14795 004 

6803210198 PNO HI 88 021 on 88031 2, source failed to rolurn lo shioldlad 
positiort Caused by chip in nylon pinion gear of shutter drive mechanism Oofectivo 
gear replaced & unit functioned properly 

SREN1AWSKI,D. MALLETT,0 Region 3, Ofc of iho Director 08/03/14 tp 
44771 180-44771 180 

8603210292 PNO IV B8 020 on 860308, bag containing used anti C clothing found lo 
contain hot particle in shoulder area ol garmonl Mobile particlo was approx 725 uGi 
of Coball/Manganose compound Four personnel oxafnincd w/no skin irregulanltos 
MURRAY.a , YANDELL.L A Region 4, Ofc of the Director 88/03/1 1 2pp 44799 132 
44793 133 

6803210512 PNO 1 6B 0J2on O0O317,explo5ion & liro ropofled at licensee facility Three 
deaths & one injury reported I icensed mail not believed to bo involved Region 1 pre 

B aring press release 

LLRICH.B, KINNEMAN,J , JOYNER J Region 1, Ofc ol Ihe Director 00/03/17 1p 
44804 224 4 4 804 224 

8603210516 PNO I 06 029A on 88031 1. licensee radiation saloty officer reported lo 
Reccon 1 theft of vehicle contaminn troxler Model 34 1 1 moislure density gauge On 
88031 5,lDcal police found vehicle in Newark & gauno found missing from Trunk 
COSTEUO.r. JOYNER, J Region 1 Ole ol Ihu Diroctor 88/03716 Ip 44804 221- 
44804 223 

6603210522 EN 88 023 on 880317, nolico ol proposed irbposilion of civil ponalty in 
amount of $100,000 lo bo issued lo hconsoo Actions based on several 
violalions.includmg lailuro lo follow radialion control procedures 
FLACK, E. LIEBERMAN.J Ofc of Enlorcomoni (Post 870413) CA07 216 88/03/14 
1p 44804 209 44004 209 

6803210526 EN 88 022 on or about 88[)Jl7,notico of proposed imp}ositioii of civil penal 
ly in amount ol $100,000 issued to util based on gauitipIcs of significant procedural 
control weaknesses resulting in improper rnaint on saloty related equipment 
WONG.H , LIEBERMAN.J Ofc of Enlorcomoni (Post 870413) EA07 213 BIJ/03/17 
Ip 44803 100 44803 100 

3603220265 PNO l•87♦10BD on 071 118, FBI arrosled six individuals accusod of drug dis 
tfibution al pfar>l Based on ulil review ol info from Inal, 16 pcopio were implicated Util 
Icrminaled four employees & intends to terminalo seven olher employees 
LINVILLE,J Region 1, Ole of the Diroctor 88/03/18 Ip 44709 043 44789 043 

8303220312 PNO V-8B 021 on 0003 15, leak of about 100 gpm occurred from down 
sirearn pressure relief valve while opening upstroam isolalicn valve ApproK 650 gat 
Ions ol water roloased No radioaclivity released Investigation underway 
MILLER,L Region 5. Ofc of tho Director 00/03/16 Ip 44803 082 44803 082, 

6803220371 PNO V 88 020 on 000225 0303, loss ol approx 502 Ci trilium gas out of Ok- 
haust Slack otcufiedGas inadvortonlly released in conconlra lions as high as 5.000 
limes max permissiblo concentrations Rept annotated 

HORNOR.JW, KUNIHIRO.D Region 5, Ofc ol the Director 88/03/14 Ip 

44D44 ^99-44644 109 

6803220360 PNOV-88 020Qn 880315, Slate of CA reported lo NRC lhal ICN 

Baomedicals.lnc lost aprrox 502 Ci tritium gas out of exhaust slack bolwoen 880225 & 
0303 Bioassay samples taken on suspoctod workers & licensoo installing now equip- 
ment 

HORNOR.JW, KUNlH(RO,D Region h, Ofc of tho Diroclor 08/03/15 Ip 

44664 011-44064 011 

6803220308 PNO III 88 OtOA on 8B0309.tGChntcian error rosullcd in both rocirculation 
pumps topping followed by isolation of sleam supply lo feedwater heaters reaclor 
tripped wlion power spike reached setpoinl on high APRM No fuel darnage oc- 
curred 

RING.M, FORNEY. W Region 3. Ofc ol Iho Direclor 88/03/17 Ip 44844 211 
44B44 21 1 

6803220473 PNO I 88 032Aon 8003l7,1irG occurrodTwo gas chromalographs contain 
ing radioaclive mall complotely burned Cause under invesligalionLtcensGe will doveb 
op plan for safely removing radioactive matt before re-enloring bldg 
ULIRICH.B , KINNEMAN.J , JOYNER, J Region 1, Ofc of the Direclor, 08/03/17 2pp 
44789 134 44789 135 

8603240289 PNO 11-88 01 8A suppi to PNO-11 80 OIBA.issuecl on OB0300 NRC Augment- 
ed Insp Team on 880309 has competed onsilo segmoni ol inlendod inission Licenseo 

e iven concurrence lo restart Unit 2 on 880318 based on review ol insp results 
ONSER.B Region 2, Ofc ol Iho Diroclor B8/O3/10 2pp 44844 063 44844 064 


6803240331 PNO III 88 024 on 8803 1 T.rnoisturo density gauge lobi from tail gate ol h 
censee vehicle & returned by private ciiizer^ Device not placed ir> storage conlamrr & 
secured lo Iruck bed Radiation sources in shielded position bul not locked 
WIEDEMAN.D. MALLETT.B Region 3. Ofc of tho Director 88/03/18 2pP 
44064 290 44064 299 

0603240343 PNO III 08 023 on 88031 /.vacuum pump on tobhng device blow 
up, releasing 50 Ci Kr-fl5 mlo environ No injurbos reported One empfoyoe bail nn/nof 
conlamination on leg horn Kr 85 contaminated oil from damaged pump 
SRENIAWSKI.D MALLETT D Region 3, Ofc of the Diroclor 88/03/10 2pp 
44864 315 44864 316 

8B03240355 PNO III 80 022 on 08O318,receivod bomb threat possibly origiiialmcj on 
site Site access resUicled to osser^tial personnel S search ol lacilily begun No explo- 
sive devices found & no explosions occurred Invcsligation conlinumq 
CREED.J, MALLETT B Region 3. Ole of the Diroclor 88/93/ Ifl Ip 4486-1312 
-14864 312 

8003280014 PNO 11-08 019 Model 341 l-B troxinr gauge containing 9 mCi Cs 13/ & 44 
mCi Am 241 was stolen from locked storage area Local police authorities, Stale Dupi 
of Health & Rehabililative Sves conduciing invesligation of incident 
WOODRUFF, R Region 2 O-fc ol Ihe Diroclor 88/03/ 15 1p -M903 059 -1«t90J 059 

0803280089 PNO II 08 018 on Q80309,unit tripped Irom 21 power resukling in feed 
water isolaiion whtcfi caused sicam generator levels to decrease 
BONSER.a Region 2 Ofc of Ihe Director 08/03/ 10 2pp 44903 080 44903 081 

8603280093 PNO 111 08 023A on B80317,gasooLis Kr 50 released to environ through ex 
haust vent Caused by blow up of pump in testing device Film badrjos chrckerl & area 
surveyed for conlamination New pumps to ho inblallcd by 800321 
SnENIAWSKLD, MALLETT ,B Region J, Ole of the Director 08/03/22 Ip 
44903 135-44903 1 35 


8803290056 PNS lV-60 001 on 8B03l6,tolcphonu throat aqamsl ulil & plant reenved al 
corporal G ofc in HousionJX Caller staled lhat two fjowor polos M«ui been ciil 
down Util conlirmcd that two poles had been, cut downConlinguiiLy plans implcmpril 
ed 

YANDELL.L A, EVERETT.RJ Region 4, Ofc ol Ihn Diroclor 88/03/1/ HfJp 
44903 33 S 44 903 336 

8003290134 PNO II 88-017 State ol Al reppfted Ihofl ol Uoxler gaucjo conlaininr) 10 
mCi Cs 137 & 50 mCi Am 241 Device stolon from locked cabinet inside locked stor- 
age bldg al consi site Local police dept invcsMgaling iholt 

WOODRUFF.R L Region 2. Ofc ol tho Director 88701/29 tp 44903 29C 44903 29b 

8803290183 PNO t 88 033 on B0O3 16, licensee pled guilty lo providing false info lo NRC. 
ro fnilure lo maintair certain NRC required srifely sysOn 8003 1 7,1iraiisr renewed Ici 
2 yr probalionary period 

WH1TE,J, JOYNER.J Ficqion 1. Ofc of the Diroclor 88/03/24 ?pp -1490-1119 
44304 t20 


8003290216 PNO! 00-034 on 080323,ou1!ol flow conJrol valve lor common lm>l pool 
cooling liller/do mineralizer failed open causing excessive flow & Imjh ditlurentinl 

? rossuro Roaclor currently delueled CommonwoaUfi ol PA inf-armed 
OUNG.F, BLOUGILR Region 1. Ofc of iMo Director 8n/0j/24 2pp 4490-1055 
44904 0 56 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8803040326 Forwards re pi ol nondisclosure ol safeguards info by NRC lor qiuirior 
ending 87 1231. per Sod ion 207ta) ol Public Law QG-295,dnl 000630 
BRADBURNE.JC Conflressiooal Affairs 88/02/22 BREAUX.J B Senate, Eiiviron- 
mcnl & Public Works 4pp 44582 334 44582 337 

8803080470 Inlorms ol new mailing aciclross 
DUTTON, 8 J Mid Easlcrn Goolech.tr^c 88/03/04 NRC No Detailed Alfdialion 
Given Ip 44657 157 44657 157 

0303220003 Clarifies issues discussed in 000229 Itr re inisunderslandiriq CQnf.orninM 
limilalions of company data base resullod from parltcular format usocj lo bans mil 
Ihrest calculations Colculalions now provided lo client w/overy sol of Iftrusl 
NADEAU, J MOVATS, Inc 8B/03/03 KIESSCL.O NRC No Detailed Affiliation Given 
2pp 44604 168 44804 189 

0003220373 Notificalion of 880324 meoling w/NUPLEX technical coiiimiltoo in 
RockviHo.MD lo discuss NUPLEX plan,induslry repts & status on Itconse renewal 
QcliviliQS Agenda end 

VORA,J Mechanical Engineeering Brar^cli 8Q/03/17 VAGINS M Mechanical Engin 
peering Branch Zpp 44790 356-44700 356 

8893290281 Forwards updalo repts or^ export S imporl ol South African oricjin nucloar 
rnall.mclu-ciing all data from NMSS dealings w/ month of Doc 1986 
WinrS.L Inlernalionol ProflTams 07/02/17 MOORE, N (ntornalional Programs Ip 
44909 184 44909 216 


-0803290208 "Info re South African Origirii Mall Imporlcd & Exported From US.IQDI • 
1986" 

‘NRC No Detailed Affilial ion Given 86/12/31 a2pp 44900 185-44909 216 

8003300321 Forwards DOE 870423 commcnls on Treasury Dept intorim rule inlorprol 
mg Section 309(a) ol Anli Apartheid Act 

SHBA,J R NRC - No Deiailod Afhltalion Given 87/05/12 DENTON, H NRC - No Do 
failed Al/ilrafron Giv&n 2pp 44909 049-44909 950 

0803300331 Forwards several Itrs from members of Congress lo Dopt ol Treasury pro 
viding commonls on Treasury iiuerim rule implcmonlmg Section 309 of Anu Aparihoid 
Acl of 1906 ro imports of South African U 

BRADBURNE.JC Office ol Congressionol Affairs (pro 070413) 87/05/12 7ECH, AS 
SELSTINE, BERNTHAL Commissioners 1 1pp 44909 051-44go9 061 



266 NONDOCKETED ITEMS 


NUREG MUREG REPORTS AND RELATED CORRESPONDENCE 


8702050160- Summitry of CRGR. Meeting! 10J on 651215 rc revre^v of proposed fog 
guido enlitlod EC 'tO^ -1 Draft 2,Oucii:ilicalion of Connection Assemblies for Nuclear 
Power Plants A proposed draft NUPEG 1150, Reacloi Risk Ref Document W/o 
er^d 

SNIEZEK.JH Comrniltee to Review Genuric Roquiremenls 67/01/16 STELLO.V 
Ofc o-f Ihe ExpcutkVL* Diroctor for Oporat!on5 Ip 44607 217 4 1807 2\7 

8802220246 Forwards rosponse to Enel 2 ol NRC «70910 Ilf re NUREG 0737, Hem 
II F 2,(ncludrng suggested clanlicaltons to discrepancies noted m NRC/SER & mife 
stones status 

SIMPSON, E C Florida Power Coip (subs of Florida Progress Corp ) 3F02B8 12 88/ 
02/17 Documonl Control Branch ^Document Control Desk} 37pp 44518 001 
44518037 

8002230035 NRC Info Notice 68 006. Foreign Objects in Steam Generators ” Sve Nsl 
end 

ROSSI, C E Division of Opcrabonal Events Assessmeni (Post 07041 1) GL 65 02 08/ 
02/29 Consolidated Edison Co of Nev/ Yorkjnc llOpp 44554 253 44555 009 

8803010116 Advises that ulil will revise current Tech Specs using STS for guidance 
rather than submit amends lo prccedurcs Procedure scheduled for issjance by 
8B0401 

CONWAY.WF Florida Power & Ugh! Co 168-94 06/02/26 Document Control 
Branch (Documonl Conirol Desk} 3pp 44552 134 44552 136 

6803010174 Annual rept of occupational rarfiaiion exposure & safety & relief valve fail 
ures A challenges for 1 987 W/Gao229 lU 

MUSOLF.D Northern Slates Power Co B7/12/31 4pp 44542 251 44542254 

6603010189 Submits altenialive method for satisfying NUREG 0737 Hem II B 3.Crilonon 
4 for review & approval NRC concurrence w/ plan to remove posl Occident sampling 
sys dissolved gas monitoring feature repuestod 

WUSOLF.D Northern Slates Power Co 60/02/26 Ofitre of Nuclear Reactor Regula 
hon, Director (Post 67041 1) 3pp 44S51 M4-44551 H6 

8803010192 Drscusses 871110-1204 meetings w/Scienco AppNcalions Inti Corp & for 
wards request for addi info re recjuiremonls of Suppl 1 lo NUREG 0737 Response ro 
quested within 30 cia-ys of Itr receipt List ol atlenrlGcs also end 
WAGNER, OH Project Oircclorate III 3 TAG 51270 00/02/24 FAY.C W Wisconsin 
Electric Power Co 5pp 44540003 44510 007 

8803010213 Forwards NUnEG-0R52 SER for CESSAR’F.Sys QO.fof review To furlher 
support ol reviaw.fuli sei of CESSAR DC will be sent W/o end 
VISSING.G S Slandardi/alion & Non Power Reactor Project Diroclorale 86/02/25 
RAJAN.J SHAW.H NRC No Dclailerf Aflilidtion Gwen 3pp 44540 206 
44540 280 


8803030156 Forwards environ assessmeni & notice ol issuance of environ assessnicnl 
& lindmg ol no significant impact per 870612 request re license amend to change 
Tech Specs to accomodate proposed spent luci pool expansion 
TOURIGNY.EG Project Directorate II 2 TAG 65 58 7 00/02/29 WOODY, CO Ffarrdi 
Power& Light Co 2pp 44558061 44558079 

-8803030162 Environ assessment re expansion of spent fuel pool Concluded lhal rio 
significant radtological or nonradiological impacts associated w/proposed spent fuel 
pool expansion & no significant impact on quality of human environ 
T0URIGNY,EG Project Directorate li 2 88/02/29 Mjjp 44556 063 4455B 07C 

-8003030168 Notice ol issuance of environ assessment & linding ol no signifjcani 
impaci re proposed spent fuel pool expansion to lacilily per 10CFR51 
BERKOW.H N Project Directorate II 2 08/02/29 3pp 44558 077 44558 079 

8803030260 Advises that scheduled dale for submittal of revised sot of variabis’ sheds 
to include changes known lo date revised to 080331 

WILSON.K R Honda Power & Light Co 3F028B 23 88/02/29 Document Conirol 
Brarich (Documonl Control Desk) ip 44505 102*44565 102 

8803030268 Forwards revised steam generator lube ruplure (SGTR) analysis based on 
Westmghouse Owners Group Program Discussion of five requiremenls staled «n SfR 
& addI SGTR documentalion end 

GUCWA.lt Georgia Power Co SL4149 88/02/29 Document Conirol Or an oh (Doi 
umeni Control Desk) llpp 44564 256 44565 100 

8603040174 Responds lo NRC 871127 request for ulif coinpfotion ol NtJfH G 
0737, Items If F 2 & I) K 3 18 Reconsidorntion of NRC position ro scheduled cori>p'<‘lioni 
ol Item II F 2 requested Addi infO re inadequate core cooling sys end 
GRIDLEVn Tennessee Valley Authority GL 84*23 88/03/01 Document C,oritml 
Branch (Document Control Desk) 5pp 44629 364 44629 358 

8803040167 Forwards SSER accepting util use of Rochosler Instrument Sys Mod<l SC 
1302 isolation devices per NRC review of SPDS design Post implenncnlalion auriit ol 
SPDS.per NUREG 0737, Suppf 1 not planned until issuance of generic Itr 
HERNAN,RW Project Directorate ( 4 TAG 61230 80/02/26 HUKILL,H D General' 
Public Ulililies Corp - GPU Service Corp 3pp 44584 079 44584 Otn 

•8803040215 Supplemental safety evaluation supporting util use of Rochosler tnbtni 
menl sys Model SC* 1302 isolation devices, per NUREG 07 J7, Suppl 1 
• Office of Nuclear Reactor Regufaiion, Dircclor (Post 870411) OB/02/26 ?pp 
445B4 0Q2 44564 003 

6803070076 Documents util position & forwards addi info re NUREG 0/j7, licin 
III 0 3 4 “Conirol Room/Technical Support Clr,” including brio! discussion of lunkario 
tests results & method & sile specific dala used m determining CR/TSC X/0 valuu 
ANOOGNINI.GC Sacramonlo Municipal Utility DisUrcl GCA 00-104 09/02/25 
MlRAGLPA,FJ Associate Diroctor for Projecls (Posl 870411) 6pp 4462/ ()3b 
44027 1(i8 


8803010235 Forwards Rov 3 to ERPT £0220, ■‘Runl on Conlormanco ol Nuclear Sve 
Elecirreal flidg & DjgsoI Gonoralor Dldg Electrical Insta Nation lo Rog Guide 1 75," prc 
senting clanlication for aclunr configuration at laciiiiy 

CROLEY.B G Sacramenlo Miinrcipal Lllilily Dislricl AGM/TA 80 052 88/02/22 
MIRAGLIA.FJ Associate Director for Projects (Posl B7041 1) 3pp 44532 047- 
44532085 

8803010421 Comment opposing draft NUREG 0654,FEMA REP* 1. Rov 1 Suppl I Docu- 
ment assumos that radiological Dmergency, nonparticipatirig stale A local govern* 
menls will cooperate wJ utili plari A will havo acfoquaio resourcos lo irrplemont plan 
HIATT, SI Ohio Citizens for Hosponsiblo Energy 52FR45B66 00001 88/02/08 NRC 
- No Detailed Affiliation Given 2pp 44542217 44542 218 

6803010432 Atfvisos that LER 413/08 02 will not be iisecJ,per guidelines m NUREG* 
1022 Further roviow of ovont ref in 060210 Ur revealed that loch Specs not 
Violated, iheroforc event dotermirjcd lo be nonrc-porlabfo 

TUCKER, H B Duko Power Co 88/02/19 Document Contiol Branch (Oocumenl Con 
frolDesk) Ip 44531 122 44531 122 

6803020042 Informs Ihal SPOS color nioritors installeci in conirol room seismic ally 
qualified per IEEE 323-1974 to moat irequiremonts of NUREG-0737, Suppl 1 Color 
mcnilors will be replaced w/commorcinl grade monitors to increase reliability 
GUCWA,L T Georgia Power Co SL-4177C 08/02/26 Document Control Branch 
(Oocumenl Conirol Desk) 2pp 44694 121-44594 122 

8e0302(>T26 Confirms (hat ficonsoa 841004 response to NUREG 0737.l1em II K 2 16 ro 
reactor coolant pump seal intognly following toss of offsite power accoplabfo 
SjLVEn,H Project Direclorate 11-2 TAG 48298 88/02/25 WILGUS.WL Florida 
Power Corp (subs of Florida Progress Corp ) 2pp 44552 330 44552 339 

8603020192 Response to FOfA request for mam rept & App D of NUREG 0627, “Sato* 
guards Case Study of Nuclear Mails 8 " Forwards documents fisted on end 
app Documenls available in PDH Portion ol Documonl 2 withherd (rof FOIA Exemption 
3 ) 

GRIMSLEY.OH Dtvision of RlIqs & Records (Posl 870413) 88/02/25 VIROSTEK.C 
Klski Valfoy CoaMion lo Siivc Oirr Children 2pp 44544 340-44545 076 

S803020241 NURGG/CR-SOOa SUMMARY DESCRIPTION OF THE SCALE MODULAR 
CODE SYSTEM 

PARKS, CV Oak Ridge National laboratory FIN 8 0099 ORNL/CSD/TM 252 87/ 
12/31 Division of Safeguards & Transportation (Posl 870413) 134pp 44544 202- 
44544 335 

8803020251 NUREG/CR-5025 ERR Errala to '‘Experimental Studies of Early Effects of 
Inhaled Beta Emilling RadtonudicJes for Accidenl Risk Assessmeni, Phase If Repl." 
arfdir^secordary repl number (LMF 1 17) on cover & lillo page 
SCOTT, B n . HAHN.F F , NEWTON G J Inhalalron Toxicology Research Instilule FIN 
A-1293 LMF-117 80/02/25 Division of Regulatory Applications (Post 070413) Ip 
44552 347-44552348 


8003070377 Comments supporting NUREG 0G54 FEMA REP LRov 1, Suppl I ro 
gency preparednoss m vicinily ol nuclear energy plants m silualions when stnlWIrKul 
govt refuse to participate in proparalion of emorgoncy plans 

KEARNEY,JJ Edison Efeclric Instllulo 52Fn45066 00006 88/02/26 MrYfH,D 
Rules & Procedures Branuh 3pp 44605 070 44605 072 

8603070398 Approves proposal lo devolop & implemoni plant specific procuduros A in 
sIfUcKons based on NRC approved 8WR Owners Group emergency proerJuK^ 
guidelines Oelaifed review of omergency opcralrng procedure will be donninr 
NUREG 0737 

SCOTT.W Project Directorate III 1 TAG 44203. 00/03/02 BERRY, K W Coiisunii-^fi 
Power Co 3pp 44610 078 44610 060 

8003000121 CommanI on Suppf 1 to NUREG 0654/FEMA-REP-1, Rov 1, Cnli'riii for 
Preparalion & Evalualion of Radiological Emorgency flosponso Plans & Propaicdnn'is 
in Support of Nuclear Power Planls 

EOWARDS.DW Yankee Alomic Electric Co 52FR45Q66 00010 00/02/29 

MEYER, D Office of Ihe Secretary ol the Cornmissfon 3pp 44fa3l 044-44631 046 

8803060160 Advises lhal Genoric Issue 12511 13, "Operalor Job Aids,’* s.Voly conrorri 
will be dropped from further consideration dim lo issue already addrossnil by INPO 
Training program ^ endorsed by Commission in 1985 Evaluation of issue end 
BECKJORDitS Office of Nuclear Regulatory Rosearch, Diroctor (Post 0607F0J 80/ 
03/01 ARLOTTO.G A Division of Engineering (Posl 870413) MORMIS.{3-W 
HOUSTON,RW Division of Regulatory Applicalions (Posl 870413) 5pp 44034.148 
44634 350 

8603080202 Comment opposing draft NUREG 0654, FEMA REP-1, Rev 1, Suppl 1 IVu 
posed rule change jeopardizes lives of millions by licensing Soabrook & aiiorrli,jrn 
O’NEILL.K Aflifialion Not Assigned 52FR45e66 00003 80/02/05 NRC No OntLiilcd 
Affiliation Given 2pp 44623 057-44623 058 

8803080222 Comment opposing proposed Suppl 1 to Rev l to NUREG-9654, f FMA 
REP 1 Document should bo immediately withdrawn pending oulcome of numorou% 
court chaflengos lo rule change 

LORO.WS Amesbury. MA 52FR45066 00005 88/02/24 MEYER.D NRC - No l>h 
tailed Affiliation Given 4pp 44622 299-44622 302 

8803000264 Comment on NUREG 0654, FEMA REP-1 ro criteria for preparation & evdP 
uatlon of radiological emergency response plans & preparedness in support ol nurlcMi 
power plants 

CHEMA.TV Ohio, Stale of 52FH45866 00009 88/02/29 NRC - No Dotairofl Mh\ 
alion Given 6pp 44631 047 44631 052 

0003080300 Provides addi info re util 870109 submitlal on roaclor coolani pump tniTjjCi 
NRC 671230 request 

MR0CZKA,EJ Northeast Nuclear Energy Go (subs of Northeast UCilitJUs) 
MROCZKA.EJ Northeast Ulililies A06990 08/03/03 Document Control Branch. 
(Documenil Control Desk) 6pp 44656 019 44656 024 


8303030010 NUREG/CR-4917 OCH-2 RESULTS FROM THE SECOND EXPERIMENT 
PERFORMED IN THE SURTSEY DIRECT HEATING TEST FACILITY 
TARBELL.WW., NICHOLS.R T . BROCKMANN,J E Sandra National Laboratonos FIN 
A- 14 06 SAND87-0976 68/01/31 Djvisran of Reactor Accident Analysis (Posl 
870413) lOOpp* 44550 165 44550 264 


8803080331 Comment opposing NUREG 0654/FEMA REP-1, Rev I.Suppl 1 ro omcr 
gency plan Implementing procedures Suppl illegal as interim document & rolios upon 
unroairstic assumptions Suppf should be rojocted 

8ROCK.M T Hampton, NH BROCK.M T Shames & McEachern 52FR45060 00007 
80/02/26 MEYER.D NRC - No Deiailed Aflifialion Glvon 3pp 44625 303 44625 305 



58{)30fl03B6 NUREG 1290 ERR Er^ala lo "DiHering Prof Opinions. t9D7 Special Review 
Panel,"' replacing paragraph three under section on Comanche Peak’ in App F.Page 
i7 w/slated paragraph 

• NRC - No Oelailed Affiliation Given 88/02/22 Ip *14633 360 44633 361 

8W3060406 Comment opposing NUREG 0654, FEMA REP-l,Rev I.Suppl 1. ""Ciilena lor 
Prepar alien A Evaliialion of Radiological Emergency Response Plans & Pieparcdfioss 
in Support ol Nuclear Power Plants 

WIGHT.R R Illinois, State ol. Depl of Nuclear Safety 52FR45B66 00008 66/02/26 
MEVER.D NRC No Detailed Affiliation Given 3pp 44631 053 44631 055 

8803000461 NUREG/CR.4834 V02 RECOVERY ACTIONS IN PRA FOR THE RISK 
METHODS INTEGRATION AND EVALUATION PROGRAM (RMIEP) Volumo 2AppN 
cation Ol The Data Based Method 

WHITEHEAD, DW Sandia National Laboratories FIN A 1360 SANDa7 0179 87/12/ 
3t Division of Reactor & Plant Systems (Post 870413) 45pp 44634 057-44634 109 

8803080476 NUREG/CR 4659 V02 SEISMIC FRAGILITY OF NUCLEAR POWER 
PLANT COMPONENTS (PHASE II) Motor Conlrol Centor.Swilch board, Panel beard And 
Power Supply 

BANDVOPADHYAY, HOFMAYER.C H , KASSIR.M K Brookbavorx National Laboralory 
FJN A 3278 BNL NUREG-52007 88/01/31 Division ol Engineennp (Post 870413) 
65pp 44631 287 44632 044 

66(33090033 NUREG 1100 V04 BUDGET ESTIMATES Fiscal Year 1909 
’ Division of Budget & Analysis (Post 870413) 00/02/29 136pp 44648 223 
44649 01 1 

8003090041 NUREG 0540 VOg N12 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE December 1-31,1007 

* Division ol Publica lions Services 68/02/20 289pp 44647 204 44648 222 

0003090091 Fom/ards commonls ol Commonwealth of MA Altornoy Gonetal JM Shan 
non in oppcsiUon lo NUREG 0654/FEMA/REP 1 Rev 1, Suppi 1, '"Crderia for Util ON 
Site Planning ” Certilicate of Sve onci Related correspondonce 
OSTRANO^FW Massachusetts, Commonwealth ol //188 5761 OL 06/03/03 
MEYER,D Federal Emergency Management Agency 73pp 44630 240-44630 311 

00.03090133 Forwards saioty evaluation re natural circulation cooldown tost performed 
at Unit 2 on 630727 & at Unit 3 on 850916 15 Suggests that util should consider 
dBSirabilily of using reactor head vents as supolemenlary method of cooldown 
HICKMAN.de Project Dirocloralo V TAG 62648 08/02/24 BASKIN, K P Southern 
California Edison Co COTTON, 6 D San Diogo Gas & Eloclrjc Co 2pp 44657 190- 
44657 203 

-8BQ309013G Safely evaluation ro natural circulation cooldown test Suggests that li 
censse review technical evalualion rept & consider need to include use ol reactor 
head vents as supplementary molhod of cooldown 

' Office of Nuclear Reactor Renulalion, Director (Post 07O41i1> 88/02/24 3pp 
44657 201 44657 203 

8803090179 NUREG/CP0091 V02 PROCEEDINGS OF THE FIFTEENTH WATER RC 
ACTOR SAFETY INFORMATION MEETING 

WEISS, A J Brookhavon National Laboratory FIN A-3263 88/02/29 Ollico of Nuclear 
Regulatory Rosearcti, Director (Post 060720) 200pp 44646 101 44647 203 

0603090227 NUREG/CR 4784 INFLUENCE OF GROUNDWATER ON SOIL STRUG 
TUBE INTERACTION 

COSTANTINO.C J , PHILIPPACOPOULO Brookhavon National Laboratory FIN A- 
3242 SNL NUREG-52039 87/12/31 Division of Enqinooring (Post 670113) 68pp 
44646.035 44646 100 

6803090250 Comment on NUREG 0654/FEMA-Rep I.SuppI 1 ro stafo & focal aulhon- 
lies nonparUcipalion In emergency preparedness Proposes concopi of lodorol omer- 
gercy preparedness loam 

ThtOMAS.G S Public Service Co of Now Hampshire 52FR45B66 00004 80/02/22 
MEYER, D DfVtSion of Rules & Records (Post S704f3) 7pp 44640275 44640 280 

8003690261 NUREG/CR-2000 V07 N1 LICENSEE EVENT REPORT (LER) 
COMPILATION For Monlh Of January 1988 

• Oak Ridge National Laboratory FIN A*9135 ORNL/NSIC-200 68/02/20 Of lice for 
Analybis & Evaluation of Operational Data, Director, 16Bpp 44649 139*4464 9 305 

0B93O9Q267 NUREG 0750 V26 N03 NUCLEAR REGULATORY COMMISSION fS 
SUANCES FOR SEPTEMBER 1987 Pages 109-248 

* Division of Publications Services 08/02/29 270pp 44655 1 10-44G55 271 

6603090295 NUREG 0936 V06 N04 NRC REGULATORY AGENDA Quarterly 

ReMrl .October December 1 987 

' Division of Rules & Records (Post 070413) 88/02/29 lOOpp 44652 213 
44652 327 

6603090296 Comments on NUREG 0654/FEMA-REP‘l,Rev I.SuppI l.re criteria for 
preparation & evaluation of radiological emergency response plans & preparedness In 
support of nuclear power plants Generic issues addressed 

TfPTON.T E, Nuclear Management & Rosourcea Council (NUMARC) (formerly Nuclear 
Ulilily Manage 52rR45B66 00012 88/02/29 MEYEH.D NRC No Dotailed Affiliation 
Given 5pp 44640 269 44640 273 

0603090298 NUREG/CP 0091 V06 PROCEEDINGS OF THE FIFTEENTH WATER RE- 
ACTOR SAFETY INFORMAT/ON MEETWG 

WEISS.AJ Brookhavon National Laboratory FIN A 3283 88/02/20 Office of Nuclear 
Regulatory Research, Director (Post 860720) 26Bpp 44654 151 44655 049 

0803690332 NUREG 0020 V12 N01 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Ol December 31,1987 (Gray Book I) 

SCHWARTZ,! Division of Computer & Tolecommunicabons Services (Post 070413) 
88/02/29, 310pp. 44653 001-44654 150 

03931.00004 NUREG/CP-0091 V03 PROCEEDINGS OF THE FIFTEENTH WATER RE- 
ACTOR SAFETY INFORMATION MEETING 

WEISS.AJ BrooKhaven National Laboratory FIN A 3283 88/02/29 Office of Nuclear 
Regulalory Research, Director (Post 860720) 431pp 44659 328 44661.021 

8003100008 NUREG/CP 0091 V01 PROCEEDINGS OF THE FIFTEENTH WATER RE- 
ACTOR SAFETY INFORMATION MEETING 

WEISS, A J Brookhaven National Laboratory FIN A-3283 08/02/29, Ofiice of Nuclear 
Regulalory Research, Director (Post 860720) ZOOpp 44658,210 41659.327 


8803100055 Forwards prelimihary generic communications list under development by 
NRC stall More complete & current listing will be forwarded within tew wks Suppi to 
Dec 1937 General Communica lions Index (NUREG/CR 4690) also end 
BERLINGER.C H Generic Communications Branch 1E1N 87-001 88/03/04 

FADDEN.D L Inslilulo of Nuclear Power Operalions lOpp 44725 216 44725 225, 

B 803 100060 Comment on be hall of Suffolk County, Stale of NY & town of Soulharnplon 
opposina draft NUREG 0654, FEMA-REP t, Rev 1 re new rules described in 
52FR42076New rule unlawful Draft flawed Rclalod info enci 

LANPHEH.LC Kirkpafnck A Lockhart LANPHER.LG Suffolk Counly, NY 
LANPHER.LC Now York. Slate of 52FR45aB6 0001 1 0B/O2/29 MEYER, D Rules & 
Procedures Branch 7pp 44657 327-44658164 

-8803100974 Affidavit of MM Cuomo re utif radiological emorgoncy response 
plan Reaffirms slatornenls made in 870506 affidavit & 860630 statement Stalemeni 
end 

CUOMO, MM New York, Slate of OL-3 68/02/00 5pp 44656 057-44658 067 

-8803100080 Affidavit of PG Halpln re matters alleged by ulil in " LILCO Motions for 
Summary Disposition of Contentions 1-2 & 4* 10" did 07 1218 Summaries & quotations 
of util assorlions, Resofution 1 11-1903 & PF Cohalan statemont end 
HALPJN.PG Suffolk County. NY OL-3 88/02/09 55pp 446580BB 44658 1 54 

88 03110062 Board Notification 60-002 nolifies of rojecl-ion of roquost for amend to facilj 
ly OL Amend unacceptable because licenseo submitted only results of analyses & 
modeling studios rather than actual studies 

PERK1NS.K6 Projecl Difociorato 1113 SB/03/ 11 MARGULIES.M B . 

CARPENTER JH , LINENBERGER.G Atomic Safely and Licensing Board Panel 4pp 
44730 060 44730 063 

08031 100B7 Provides comments ra LLRW site characlenzaion efforts Draft NUREG- 
1293, Am on can Nall Sid NQA-3 a EPA Oocumanls OAMS 004/00 & 005/80 end 
WOLFE.D Bechtel Group, Inc 83/02/29 PITTIGLIO.CL NRC No Detailed Afili- 
auon Grven 3pp 69215 20S 69245 309 

8803140027 Fonvard^ Amends 75 & 67 to Licenses NPF-2 a NPF 8, reapocUvoly & 
safely evalualion Amends change Tech Spec 69 19, "Adminislralive Controls/ lo 
amend semiannual radioactive elftuonl release re pi requirements 
RE EVES, E A PfO|Gcf Dreclorato 11-1 TAG 66777 00/03/00 MCDONALD.R P Ala- 
bama Power Co 5pp 44669 126 44689 (42 

QB031 40054 NUREG/CR 4996 A REPORT ON THE HOUND ROBIN PROGRAM CON 
DUCTED TO EVALUATE THE PROPOSED ASTM STANDARD TEST METHOD FOR 
DETERMINING THE PLANE STRAIN CRACK ARREST FRACTURE 
TOUGHNESS.K(lA),OF FERRITIC MATERIALS 

DARKER, D B , CHONA.R , FOURNEY.W L Oak Ridqe National Laborelofy F)N 0- 
0110 68/01/31 Division ol Enginoermg (Post 870413) 200pp 44667 159 44667 351 

8803140060 NUREG/CR-4947 ANALYSIS OF THE A302B AND A533B STANDARD 
REFERENCE MATERIALS IN SURVEILLANCE CAPSULES OF COMMERCIAL 
POWER REACTORS 

STAILMANN.FW Oak Ridgo National Laboratory FIN B-0415 ORNL/TM 10459 88/ 
01/31 Division of Engineering (Post 070413) I32pp 44673013 44673 140 

8803140139 Forwards errata sheet to 670928 submittal re NUREG-1 150, corroctecli 
pages & draft version of oxoculive summary 

SPECTER. H New York Power Authority (formerly Power Aulhorily of the State of New 
York) 07/11/04 RYDER.C NFtC - No Oolailed Affiliation Given 22pp 44669 001- 
44671 150 

-0710210209 Comment opposing draft NUREG 1150, '"noaclor Risk Rof Document" 
Reduced uncorlainiy in risk assessment found to he significant w/ respect to NUREG- 
1150 NUREG also does not consider valuo of operator actions AddI comments and 
BRONS.J C New York Power Authority flormorly Power Authonly of the Slate of New 
York) 52FR7950 00031 07/09/28 Rules & Procedures Branch 056pp 44669 023- 
44671,150 

6803140251 Forwards Vol 4 to NUREG/CR 4735. "Evalualion & Compilation of DOE 
Waste Package Tost Data, Draft Biannual Rept Aug 1987 - Jan 1908 " Comments re 
quested 

INTERRANTE.C G Commerco. Oepl of. National Bureau of Standards 88/02/28 
PETEBSOHC Technical Review Branch I79pp 44637 253 44508 071 

6003140271 Forwards Prioritization Evatuation of Genonc Issue 126, "Reliability of PWR 
Main Steam Safety Valves" Evaluation will be incorporated mlo NUREG.0933 Informs 
of supporting NRh oMorts In ensuring iicenseo comphanco w/ requirements 
BECKJORO.C S Office of Nuclear Regulalory Research, Director (Post 860720) 88/ 
03/10 MURLEY.T E Office of Nuclear Reactor Rogulation, Director (Post 870411) 
15pp 44676 192 44C78 ?06 

B0O314O396 Comment re NUREG 0654/FEMA-REP-1 ,Rgv I.SuppI 1, “Criteria for Prep- 
aration & Evalualion of Radiological Emergency Ro&ponso Flans & Preparedness m 
Support ol Nuclear Power Plants " Document poody wrillon & lacks concise direction 
BLANCHARD, 0 Interior, Dopt of 52FR45a66 00013 86/03/01 MEYEH.O NRC - No 
Detailed Affiliation Given 4pp 44G75 240 44675 243 

8803140406 Comment supporUng NUREG 0654/FEMA REP-l.Rov I.SuppI 1 ro crilana 
for preparing evaluation of radiological omergency plans & preparedness in support of 
nuclear power plants State of NO would support described slate /local task forco 
MYERS.JF North Carolina, Slata of 52FR45fl66 00014 BO/02/1.5 MEYER.D NRC- 
No Dq tailed Aflillatlon Given 3pp 44675 244 44675 246 

0003140410 Common! re Suppi 1 to NUREG 0654/ FEMA-REP-1. Rev 1 Document 
should bo modified lo provido for smaller scale compensatory measurGS commensu 
rate w/reduced impact on emergency planning that would result under stated condf 
lion 

MORQAN.WE Commonv/ealth Edison Co 52FR45e66 00016 88/02/29 MYEH.O, 
NRC No Oelaifod Affitiaiicn Gwen 1p 44675 247*44675 247 

B603140416 Commonl ro NUREQ-0654/FEMA REP- 1. Rev I.SuppI 1 concarnlng guid 
ance for developmon I, review & evaluation of util offsite radiological response plans 
undor stated conditions Suppi can be improved w/sovoral additions & Glariiicauons 
ZEUQIN.LB Hurtton & Willtams 52FR45866 00018, 8B/02/29 MEYER, D NRC - No 
Detailed AMihation Given app 44676 246 4467S‘^255 
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8803150090 Commcnl forrtard.ng Brief of Petil'Oneis NV State, Governor MM Cuomo & 
Suffoll' CourMy did 800301, dcmonslfaimg that underlying rule tthich draft NUREG 
0651 suppi scevs to impfemeni is itleual Certificate of Sve enci 
LAtJPHER L C Suffolk Ccuniy flV 52^45066 00017 00/03/02 MEYER.D Rules & 
ProcLdures Branch 166pp 44603 057 14683 222 

0803150090 Comment opposing NUREG 0651,FEMA REP 1 & Suppi 1 re stds & crileria 
for handling bituahons of noncooperabon by local govcrnmenlal (unsdictions dunng 
crncfauncy at nuclear plants Suggests direct simple & dear cnlena 
BUN(:hDP Energy Dept ol 52FH45866 00019 B0/O3/O4 MEYER.D NRC No 
Detailed Affiliation Gi/en 2pp 14662 340 41682 350 

0803150215 Partial response to FOIA request for documents including HR Denlon 
860109 memo to JH Snezek re stress corrosion cracking in BWR piping End App A 
document also available in PDR App J documents withheld (ref FOIA Exemption 5) 
GRIWSLEYOH Division of Ru’es & Records (Post 670413) 08/03/09 WEISS.E R 
Harmon & WgiSS Ipp 44704 070 44704 090 


8803170203 Forwards Safely Insp Repis 50 456/88 04 & 50 457/80 
02 1 6 No violalions noted 

SHAFER, WD Region 3, Ofc of the Director 88/03/10 REFDr 
Edison Co 2pp 44781 121*44781 137 ' 


on BSOin 
Common 1^ 6 alth 


-8603170205 Insp Repis 50 456/88 04 & 50 457/88 05 on 880113 0216 Nn i„ni , 
or devrations noted Mafor areas inspected operalional radiatior^ - 
program, including Itconsce aclion on previous insp findings & oroamzalion 
GRANT, W B . GREGER.L R Region 3. Ofc of the Director 50 457/80 05 
12pp 44781 126 44781 137 


proteu'vi 


> 457/80 05 88/03/09 


6B03180006 Forwards addi info re planl specific issues concernina NURFr,n7'i7i, 

II D1. '‘Prossurizer Safety & Roliof Valves Testing," per lelcons concernn/u?! 
850815 response to NRC 650606 roquesl (or info ^ * 

BRONS.J C New York Power Aulhorily (formerly Power Authority of Ihe stato 
York) IPN 00 006 08/03/07 Documonl Control Branch (Document cS n.f 
6pp 44755 102 44755 192 " 


8003150280 Advises that all items noted in NRC 870325 Hr re post accident sampling 
SyS (PASS) complete 8 PASS was operable prior to exceeding 5**o 
power Contirmalion of completion ol cond»tions conlained in License NPF 65 end 
VAN BRUNT E E Arizona Nuclear Power Projecl (formerly Arizona Public Service 
Co) 161 00050 EEV0/ 88/03/04 Documcnl Conlrol Branch (Documonl Control 
Desk) 4pp 44602 351 44602 354 


8803210098 Forwards SSER 14, NUREG 0707 rc oporalion of facihly SSER r/. 
rectivo achon program concornintj design of largo & small bore pipmo SuddU^ 
ASLB 871118 scheduling order ^ ^ *> 

MOORC,JE Assistant Gcnoral Counsel for Hoarinps //1fl6 5883 ol RT/M/in 
BLOCH.PO, JOHNSON.EB, MCCOLLOM,KA Atomic Safety and Licensma Bo Si 
Panel 2pp 44731 307 44731 308 ^ ucensing Boa-d 


8803 150354 NUREG 0750 V26 N04 NUCLEAR REGULATORY COMMISSION IS 
SUANCES FOR OCTOBER 1907 Pages 249 381 

* Division of Publications Services 08/02/29 14 Ipp 14704 091 44704 233 

8603150370 ffUREG/CR 5039 V01 REACTOR SAFETY RESEARCH SEMIANNUAL 
REPORT January June 1987 Volume 37 

* Sandia National Laboralories FIN A i016 SAND07 2411 88/01/31 Division of Re 
actor Accident Analysis (Post 870413) 343pp 41692 046 44693 029 

8003150377 NUREG/CR 4898 RESULTS OF SEMISCALE MOD 2C FEEDWATER AND 
STEAM LINE BREAK (S FS) EXPERIMENT SERIES floltom Mam Feedwaler Line 
Break Accident Experiments 

BOUCHER TJ EG&G Idaho. Inc (subs of EG&G, Inc) FIN A 6038 EGG 2503 80/ 
02/29 Division of Reactor & Planl Systems (Post 670413) 200pp 44691 218 
11692 047 

8803150379 NUREG/CP 0091 VOS PROCEEDINGS OF THE FIFTEENTH WATER RE- 
ACTOR SAFTEY INFORMATION MEETING 

WEfSS,AJ BrooKhaven National Laboratory FIN A 3203 80/02/29 Office of Nuclear 
Regulatory Research, Direclor (PosI 060720) 401 pp 44690 108 44691 217 

8803160121 Forwards implementation plan to which SPDS will be evalualed.per 870408 
request Results of plan will form basis for planl specific SAR 
SIEBBRJO Duquesne Light Co TAG 51221 88/03/02 Document Conlrol Branch 
(Documenl Control Desk) 4pp 14705 120 41705 123 


asoWOjee^Fowards corroctod Hr Irnnsmilling SSER 14 to Board & parties Date of Itr 

MOO?1E,JE Assistant Genera! Counsel for Hearings //18Q 5800 OL Ba/nn/i.i 
BLOCH.PQ, JOHNSON.EB. MCCOLLOM.K A Alornic Safety and Licensino Bol^d 
Panel Ip 44731 236 44731 230 ^ ucensing board 


-8803210176 Forwards SSER 14, NUREG 0797 & documenls used by NRC m or^nara 
tion of SSER 14 W/o ends ^ 

MOORE, JE Assistant Genoral Counsel for Hearings OL 88/03/10 BLOPHPn 

Licensing Board Panel 


44731 237 44731 238 


8003210168 Responds to util 870918 roquobl to olimmalo MSIV leakage control svs 
Tcdi Specs Amend nol acceplabJo Liconsoo should rosubmit amend reciuest 
after NRC has comploled resolution of Gononc Issue C 8 to obtain formal Guidance 
PERKINS.KE Proiecl Oirecloralo V GL06 17 66/03/ 11 l<APLIN,A Cleveland Elec 
trie llluminaling Co 5pp 44772 001 44772 005 


8803210202 Forwards safoly ovalualion on util 8/ M 13,1224 & 880114 addI into on L 
conse CondHion C(12) ro addition of SPDS & operation of listed SPDS parairiGleis 
before restart License conrlilion saKsfiod Listed NUREG 0737 item unresolved 
FERGUSON, RL Prolocl Oirocloralo 14 TAG 65805 Q6/03/07 MROCZKAEJ 
Norlhoasl Nuclear Energy Co (subs of Norlheasl Utilities) 2pp 44772 110 
44772 1 15 


6003160211 Forwards FEMA analysis of prompt alert 8 notification sys for facilily con 
dueled on B70922FEMA determined that sys does nol satisfy requirements of 
NUREG 0654/FEMA REP-l 8 FEMA 43 Uhl should provide plan to correct inadequa- 
cies 


COLLINS.DM Region 2. Ofc of the Director 80/02/19 MCDONALD,R P Alabama 
Power Co 5pp 44695 350 44695 362 


-8803210210 Safoly ovalualion accopling util Liconso Condition C(12) re addilion ol 
SPDS 8 operalion of (islod SPDS paramolors boforo reslarl NUREG 0737, Suppi 1 re 
quirements unresolved 

GOODMAN.M Office of Nucloar Reactor Regulation, Director (Post 670411) 08/03/ 
07 4pp 44772 112 44772 115 


Discusses NRC participation in facility emergency exercise scheduled for 
880517 Both base 8 site team will be involved, per NUREG 0845,Suppl 1 
NELSON J Region 2, Ofc ol the Director 88^2/23 UTLEY.E E cWfina Power 8 
Light Co 2pp 44703 354 44703 355 


8803210255 NUREG 1178 VITAL EQUIPMENT/AREA GUIDELINES STUDY Vilal Area 
Commilleo RoporLFinal Report 

* Office of Nucloar Reaclor Roqulalion, Director (Post 870411) 88/02/29 90pp 
44737 195 44737 291 


8003 160251 Notifies of intent to support 681018 emergency preparedness oxerciso at 
plaril Parircrpalion will involve both base 8 expanded site team responding to exercise 
as delineated m NUREG 0845 Suppi 1 Development of scenario requested 
GRACE.J N Region 2. Ofc of the Director 88/02/23 UTLEY.E E Carolina Power 8 
Light Co 2pp 44705002-44705 003 


0803210286 Forwards proliminary safoly ovafuallons ro TVA omployoo concern elcmeni 
roots submitted as part of omployoo concern special program NRC concludes that 
TVA has sufficionlly resolved omployoo concerns to support restart of Unit 2 
ZECH.GG Ofc of Special Projects 08/03/1 1 WHITE, S A Tonnossee Valley Author 
(ty 15pp 44852 141 44854 023 


fowards Union of Concerned Scienlisls comments re Suppi 1 to NUREG 
^ offsite planning 8 preparedness 

n Harmon & Weiss 52FR45866 00020 88/03/09 MEYER.D NRC Ni 

Detailed Affiliation Given Ip 44712 013 44712 076 ^ 


■8803210363 Safely ovafuation accoplrng TVA invosllgation of employee concerns re 
human factors roviow program 

* Ofc of Special Projects 88/03/1 1 J3pp 44052 278 44052 290 


Concerned Scientists comments on Suppi 
No Detailed AHMo 


8603210380 Forwards SER accepting responses to Generic ttr 86 05 8 NUREG 
0737, Hem IIK3 5 on aulomalic tripping of reactor coolant pumps EG8G evalualion 
also end 

PASTIS.HN Proioct Diroctoralo lf-3 GL-06O5 80/03/15 TUCKER.HB Duke Pov.er 
Co 19pp 44760 293 44760 31 1 


-0003160372 Comment opposing Suppi 1 to NUREG 0654/FEMA Rep-1, Rev l.re crih 

52FH4586 

^°? ?r60 435 Forwards Dev 2 to ' Operator Requalitication Program," lor raviaw 


f^SAR for Perry Nuclear Power Planl U; 
as submitted m Jan 1981 & amended through Amor 
lipi Ik A incorpora^d up to 870918 8 in selected cases, more rS\ 

Cleveland Electric llkjminaling Co PY CEI/NRR 0824 88/03/17 Doc 
moot Conlrol Branch (Documenl Conlrol Desk) 5pp 44810 001 44826 360 

' n?l Requirements for Applicants fi 

New OLs to Perry Nuclear Power Plant Unit 1 updated FSAR ri 

Cleveland Electric Illuminating Co 86/03/17 124pp 44811 120 44611 242 

8003170097 Advises of Region II rnleniron to fully support 680628 emeraenev Dreonmi 


8803210437 Forwards safety ovalualion 8 tochnical evaluation rcpl ro 870916 10 prfiun 
plomentalion audit of plant DCRDR Open items fdonlifiod Suppiomontal summary rept 
identified items roquoslod within 60 days of Hr receipt 
ABELSON.H Project Directoralo I 1 TAG 56123 88/03/14 QRONS.JC N aw York 
Rower Authority (formerly Power Authority of the Slate of Now York) 2pp 44738 198 


-0803210444 Safely ovalualion ro util DCRDR Liconsee should provide responses 4 
0%7 *0 opon Hems in order to fully satisfy DCRDR requirements in NUHEQ 

Nucloar Reaclor Regulation, Director (Post 070411) 88/03/14 22pp 
44738 200 44738 221 a . x 

®85p2 10503 Forwards Insp Rept 50 312/88 OB on 000126 0219 & notice ol violation 
KIRSCH.D F Region 5, Ofc of tho Director 08/03/02 ANDQGNINI.G C Sacramento 
Municipal Utility District 2pp 44809 001 -44009 034 

8803210554 Summary of 880202 meeting w/util,C-E & Yankeo Atomic Electric Co in 
ScaK ro E E small break code List of allendeos end , . 

SEARS.P Prolocl Oirecloralo 13 08/03/16 WESSMAN.R Projecl Directorate 1 3 
4pp 44746 340-44746 343 

8803220018 Forwards Kerr-McGee Chemical Corp response to comments on drelt 
suppi to final environ statemont ro docommissfoning of Rare Earths Facilitj/hWesl 
Chicago, IL, per 800202 request 

MESERVE.RA Covington & Burling 29124 08/03/10 SWIFT, JJ Fuel Cycle Safely 
Branch 204pp 44790 068 44790 271 
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fifl0322flft24 Forwards ulil comments on SSER 6 {NUREG-tOS?) 

SIEBER.J D Duquesne Light Co D8/03/08 Document Control Branch (Oocijment 
Control Desk) 3pp 44774 310 <14774 312 

88<O32201Q4 Advises that calculatioii package prepared to evaluate continued need tor 
control complex ammonia detectors, per NUREG 0737Jlem HI D3 4 Util will romovo 
ammonia detectors & expects to submit Tech Spec change by 880429 
WILSON.KR Florida Power Corp (subs ol Florida Progress Corp ) 3F038B 11 88/ 
03/17 Document Control Branch (Document Control Desk) 2pp 44808 066 
44808 067 

0003220116 NUREG /CR 5097 SIMULATION OF LIQUID AND VAPOR MOVEMENT IN 
UN SATURATED FRACTURED ROCK AT THE APACHE LEAP TUFF SITE MODELS 
AND STRATEGIES 

JIM YEHJC . RASMUSSEN.T C , EVANS, D D Arizona Univ of. Tucson, AZ FIN D 
1662 68/03/31 Division of Engineering (Post 870413) G4pp 44774 066 44774 148 

0BO3228121 NUREG/CR 4807 SURFACE COMPLEXATION MODELING OF RADIONU 
CLIDE ADSORPTION IN SUBSURFACE ENVIRONMENTS 

S1EGEL.MO Sandia National Laboratories KENT.D B . TRIPATHI.V S Stanford Univ, 
Stanford, CA FIN AH756 SANOae7175 88/03/31 Djvision of High Level Waste 
Management (Post 070413) I32pp 44774 149 44774 289 

3603220132 Forwards revised SER concluding that plant use of narrow range monitors 
m combination w/upgraded wide range mstrumentnlion acccpidblo deviation from Reg 
Guido 1 97 criteria ror steam generator fevof monitoring 

HOOD.DS Proioct Directorate 11-3 TAG 66189 88/03/17 TUCKER. MB Duke Power 
Co ?pp 44773 306 44773 311 

• 8003220170 Revised SER concluding that util narrow range steam gonorator (SG) 
fevef mstrumenlation.ln conjunction w/ upgraded wide range steam generator Eevel in 
strurnenlation, acceptable rleviation from Reg Guide 1 97 criteria 

• Oflico of Nuclear Reactor Regulattori, Diroclor (Post 870411) GL 62 33 88/03/17 
4pp 44773 308 44773 311 

0803220216 Forwards response to action item resulting from 871 113 mooting w/NRC 
on rediofogicaf effluents nUREG- 0133 detauft vafuo for max activity conter^t of outooor 
tank reasonable for siio 

ANDOGNINI.GC Sacramento Municipal Utility District GCA 8B 124 88/03/11 
MIRAGLIA.FJ Associate Director tor Projects (Post 870411) 6pp 4 4800 1 13- 
44808 tlQ 

6803220332 Forwards util response to NUREG 0737, Item HE 4 2(7). ‘'Automatic tsola- 
lion of Containment Purge & Vonl Valves " Valves on linos 2 inches in diameter or 
smalCer do not noed direct radiation actuated Isolation signal 

BiRO.RG Boston Edison Co DECO 08 063 00/03/14 OocumonC Control Oranen 
(Document Control Desk) 8pp 44787 088 44787 095 

8803220377 Forwards Amend 29 lo Liconso DPR-73 & satoty evaluation Amend ro 
V3SQ5 table of conlonis & Sections 3 2 1.3 2 2. 3 2 3.5 6 f & 5 6 2 of Tech Spec App B 
TRAVERS.W 0 TMF2 Cfoanup Project Directorate (870413 080201) TAG 61571 80/ 
03/17 STANDERFFR.fr General Public Ulilillos Corp ♦ GPU Sorvico Corp 3pp 
44789 267 44769 308 

• 0603220394 Amend 29 to Liconso DPR 73.foviblng Table ol contents & Sections of 
App D lo modify radiological environ monitoring program to be consistent w/ NUREG 
07 42 

TRAVERS.WD TMt 2 Cleanup Projocl Directorate (870413*080201) 08/03/17 31 pp 
44709 270-44789 300 

• 8893220400 Satoty evaluation st^poriing Amond 29 to Liconso OPR -73 

• Olfico of Nuclear Reactor Rogulallon, Director (Post 07041 1 ) 88/03/17 8pp 
447B9 301-44789 300 

0803220412 Final response lo FOIA requost tor documents Forwards App C 
documents Documents available in PDR 

GRIMSLEY.D Division of Rules & Records (Post 670413) 80/03/18 CQNNOR.L 
Doc Search Associates 2pp 44791 016 44791 178 

•■8003220464 "Assurance of Pressuro Vessel Integrity W/Rospoct lo Irradiation Embril 
llcment Aclivitios in Federal Republic of Germany " Related into onci 
KUSSMAUL,K, FOHL.J . WEISSENDERG.T Germany. Federal Republic of 87/07/ 
31 94pp 44791 0B2-44791 170 

8803220416 Application for amends lo Licenses DPR 38, OPR 47 & DPR 55, revising 
Tech Specs re operability & surveillance roquiromenls (or inadcc^uato core cooling m 
sirumenfalwh per Genorre L(r 63*37, Item UF2 

TUCKER, H B Duka Powor Co GL 83 37 88/03/15 Document Control Branch (Docu 
mont Contfol Desk) 5pp 44707 214 44787 235 

8S03230023 Forwards Rev 1 to end lo 880126 Hr, "Implications of liriprovomonl Los 
sons ol NUREG-1275, 'Operaling Experionco Feedback Ropt Now Plants'” 
GridlEY.R Tennessee Valley Authority 80/03/16 Documonl Control Branch (Oocu* 
ment Control Desk) 7pp 44850 204-44850 210 

8003240056 Forwards SER re review of 851101 response to B50617 reguost for tnlo 
concerning SPD5 Inadequate justification lor not including into in SPDS design noces* 
sary lo meet requirements ot SuppI 1 to NUREG 0737 provided No safety questions 
noted 

ABELSON.HI Project Directorate It TAG 51240 88/03/18 BRONS.JC New York 
Power Authority (formerly Power Authority of the State of New York) 2pp 44B55 291 
44B55 323 

”8803240415 Safely evaluation supporting continued implemonlation ol SPDS No sen 
ous safely questions identified SPDS must bo modified to Include ttems,including 
source range monitors In order to meet requirements of SuppI 1 lo NUREG-0737 
‘ Office of Nuclear Reactor Regulation. Director (Post 870411) 86/03/18 31pp 
44855 293 44B55 323 

8603240132 Forwards revised set ot Reg Guide 1 97 variable shoots originally sent lo 
NRG w/fi40821 transmittal Revs include equipment mods made In Refuel VI ending 
880110 Status shown on attached sheet complete with listed exceptions 
WILSON, KR Florida Power Corp (subs of Florida Progress Corp) 3F0308-10 88/ 
03/21. Document Control Branch (Document Control Desk) e5pp 44867 226* 
44867.322 


8803240172 Forwards satoty evaluation accepting ulil responso lo requirements ol 
NUREG 0737.llein II D1, “Pcrlormance Testing of Relief & Safely Valves" Recom 
mends insp of safety relief valves after lift involving water discharges 
DICK.GF Project Directorate IV TAG 44560 88/03/11 CAMPBELL G Arkansas 
Power 8 Light Co 3pp 44851 001-44861 031 

“8803240178 Safety evaluation accepting util response to requirements of NUREG 
073 7,1 tern II D 1, ' Performance Testing ol Reliof ^ Safely Valves " 

• Project Directorate IV 08/03/11 2 app 44051 004 44651 031 

0803240367 Rcquosis addl info re facility emergency plan before concluding that V(?hic 
ufar alerl & notification sys & plan conform to NUREG 0654, Rev t guidelines 
NERSES.V Project OiiGclorato I 3 88/03/18 HARniSON.R J Public Service Co of 
Now Hamrishiro 2pp 44852 127-44852 126 

8003240402 Forwards rev lo guidanco for Inal NBC roqualilicalton exams ro fleeting les 
sons learned Irorn Dec 1987 exams Addl revs will bo made based on lessons learned 
from Inal nrogiarr a incorporoied jrito NUBEG 1021 

WRIGHT GC Region 3, Ole ol the Director 88/03/18 HEINS, G L Consumers Power 
Co 2pp 44080 23/-44080 230 

8003240 4 OS Forwards revisQd guidance lor trial NRC roqualibcfition exams Revs rollecl 
lessoi^s leaniGcj Irom oxams acimmisicrod at HB Robinson plant in Dec 1987 Final 
version shall be incorporated into Examiners Slds (NUREG 1021) 

WRIGHT, GC Region 3, Ofc of Iho Director 88/03/10 GERSTNERWC Illinois 
Power Co Ip 44080 152-44860 152 

8Q03240409 Forwaids revised guidance lor Inal NRC requalificalion exams Revs reilecl 
lessons loaincd from exam administerod at HB Robinson planl sn Dec 1987 Final revs 
will bo rncoporaled into Examiners SteJs NUREG -1021 

WRIGHThG C Region 3. Ofc of the Dircclor 88/03/18 ALEXICH,M P Indiana Michi- 
gan Powei Co (formerly Indiana & Michigan Electric Co ) ip 44800 31 /-44Q00317 

6003240414 Forwards revised guidanco for iriat NRC requalificalion exams reflecting 
lessons learned from Dec 1987 oxambAddl revs will be made based on lessons 
learned from tnal exam prod ram & incorporated into NUREG 1021 W/o end 
WRIGHT, GC Region 3. Ofc ol llio Oirec'or 88/03/16 S}lELTON,D Toledo Edison 
Co )p 44080 164 44000 J&4 

8Q03540421 Forwards revised guidance for Inal NRC roquahhcation oxams roIlQctmg 
lessons learned from exams admimstercd at HB Robinson in Qoc 1987 Final version 
shall bo incorporated into oxarmnors slds (NUREG 1821) W/o end 
WRIGHT,GC Region 3. Ofc of Ihe Director 88/03/16 SCHNELL.D F Union Eleciric 
Co ip 44898 331-14890 331 

0803249431 Comment suppoding proposed NUREG 1293, ‘OA Guidanco tor Low Level 
Radwaslo Disposal Facility 

GRlDLEV,R rcniiGssoo Vatfoy Aulnorify G2Fn47576 00024 88/02/25 Oocumoni 
Control Branch (Docu mont Control Desk) 3pj) 44798 009 44708 011 

8003240449 Forwards Amends 1 18 & 1 16 lo Liconsos DPR 32 & DPR 37. rosper livoty 
& satoly evalualioh Amr»ncls citanqo Tech Spot Tables 3 / 6 S. 4 1*2 re core e/il iher 
mocouplo requiremcnls ot NURCG-0737,Uorn II F 2 

PATCL.CP Project Direcloralo 112 TAC 05413 06/03/15 ST EWART .W L Virginia 
Power (Virginia Eloclric ■& Power Co ) 3pp 44056 245 44656 258 

•-0O9324(>46O Safely ovatualion suppcrling Amends 118 & 116 to Licrnsos DPR 32 & 
DPR 37,re‘5poclivoly 

' Project Diroctorale II 2 GL 83 37 88/03/16 3pp 44856 25G 44856 258 

8803250002 Forwards rfrafl Rev B to lE irsp Procedure 62412, Emoryoncy Rosponso 
Facililios Appraisal ” Procedure will bo used lo vorily it^at err crgency response fncili 
liQs meet roquiremenls of lOCFRSO 47(13), App E & per Supnl 1 to NUREG 0737 
COLLINS, DM Region 2, Ofc of the Director 08/03/16 WOODY ,CO Florida Power 
& Light Co 39pp 44962 142 44062 101 

B0O 3 250907 Forwards draft Rov B lo IE Insp Procotfuro 02412. "Emorgency Response 
Facilitios Appraisal" Procodura will bo used to verilv that emergency response facili 
lies moel roquiromonts of t0CFR50 47(b).App E & SuppI 1 lo NLJREG 0737 
COLLINS, D M Rogion 2, Ofc of the Diroclor 88/03/ IS UTLEY, E E Carolina Powor & 
tight Co 39pp 4488 f 030 44081 0u6 

0003250034 Forwards Director’s Decision DO 88 94 donytug poliUon lo order ulil from 
/oslarlmg until comploto check of all cables undertaken, not ice of issuar^ce & NUREG 
1206, in response to 670225 Ur 

MUBLEY.TE Ofkco ot Nuclear Reaclor Regulation, Director (Post 670411) OD B8- 
04 60/03/17 MOLLERB AMiliaticn Nol Assigned 7pp 44654 070 44855 166 

•“08032B0220 Notice ol issuance of director’s dccision.under 10CFR2 206, denying B 
Mo Her 870226 po till on to order license e to show cause why planl should not bo pro 
vented fro-nrt restarting until compteto chock of all cables underlakcn 
MURLEY.T E Otiico of Nucloar Reaclor Regulation. Director (Post 870411) DD 86 
04 68/03/18 22Qpp 44654 099 44855 166 

8003250939 Forwards revs to guidanco for trial NRC requali beat Ion oxams re lessons 
(Gamed from exams at HB Rocinson pfanf W/o onct 

WRIGHT.GC Region 3, Ofc of the Director 08/03/18 REED.C Commonwealth 
Edrson Co 2pp 44081 095 44681 09B 

60 03 2 50252 Advises that NRG published end rev to guidance for trial NRC requalilica 
tion exams.rottocung lessons learnGd from Dec 1987 exams nl HB Robinson 
planl Final version will ho incorporated Into oxaminsis slds (NUREG 1021) W/o end 
WRIGHT.Q C Region 3, Ofc ol Iho Director 88/03/18 LARS ON, C E Northern Slates 
Power Co Ip 44fc 218 44945 216 

8003250253 Advisos Ihoi NRG published end rov to guidanco tor trial NRC requalifica- 
lion oxams,to role cl lessons (earned from exams admintslored at facifity in Dec 
1987 Final version will bo mcorporatod into oxaminer slds (NUREG-t021) 
WRIGHT.GC Region 3, Ofc ol tho Diroclor 80/03/18 SYLVIA, B R Dolroil Edison 
Co Ip 449t3 193 44913 193 

8003250393 NUREG 0640 VtO NOI TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE January 1 31,1960 

^ Division of Publl cations SorvteGS BO/03/31 318pp 44862 164-44863 117 
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8803?a0039 NUREG0797 S1<1 SAf-ET 7 EVALUATION REPORT RELATED TO THE 
OPERATION OF THE COMANCHE PEAK STEAM ELECTRIC STATION.UNITS I AND 
2 Docl'ol Nos 53 -145 & "^0 446 (Tox, is Utililies Generating Company) 

• ore at Special Projects B8/03/31 i80pp 11885 199 44889 066 


8003230134 Fon^ards package ol documents for entry into DCS Documenls being 
alacGcl 11 PQR for cliscovery purposes & not liemg docketed Documenls should not be 
placed in docket S&W 860619 Itr lo uliJ forwarding CPPP5 Smalt 0ore Walkdown" 

MOORE J HRC - No Deiailed Aflihalion Given 8Qy03/'18 BLANTON.J NRC No Oe- 
lailDd Affiliation Given 12pp 44086 012 41886 023 


.0803230147 ''CPPP-5 Smalt Bore Field Waikdown Rept " 

OLIVER.JJ. WRUCKE.RH. KLAUSE.RP Stone & Webster Engineering Corp 66/ 
06/19 5pp 44086 024 44886028 

8003280055 Rov 4 io Procedure C PSP- 1 2. ^As BuiU VGrilicalron ‘ 

WRUCKE R R > FONSECA, C A . BERPY.R A Stone & Webster Engineering Corp 87/ 
09/03 2<1pp 44806O29 44B86O52 

*0003280062 Piping & Supporl Sys Engineering WaIkdown.Final Rept " 
NORMANDEAU,n D , WRUCKE, R R . CHAN, AW Slone & Webster Engineoring Corp 
86/06/04 .I2pp 44886 053 44886091 

.8803200Q69 GEHX 042 ROO Rev 0 lo "JuslificaCion of Design Load for Struts/Snub* 
bers S Lugs Used in Conjunction W/ Riser Clamp '■ 

ROZINSKY,L, LIN, CL Slone & Webster Engineering Corp 86/04/04 22pp 
44886 095 44886 1 16 


0003280081 Clarifies items in safety evaluation of SEP lor NUREG 0025, Section 4 111 
provides bnel summary of NRC position, per util request LLL 8709 1 7 Hr & EGAG lech 
meal evaluation rept end 

FAtRTILE,MB Project Directorate I 3 88/03/21 PAPANIC.G Yankee Atomic FICLtrc 
Co 4pp 44805 172 44885 195 

00O32DOO97 NUREG/CP 0091 V04 PROCEEDINGS OF THE FIFTEENTH YMfER RE 
actor safety INFORMATION MEETING 

WEISS, A J Brookhaven Nalional Laboratory FIN A 3283 08/02/29 Office of Nu^.lc4f 
Regulatory Research, Director (Post 660720) 624 pp 44860 269 4486? 155 

0003200243 NUREG/CR 5070 ANALYSIS OF NATURAL CONVECTION PHENOMENA 
IN A 3 LOOP PWR DURING A TMLB* TRANSIENT USING THE COMMIX CODE 
DOMANUS,HM, SHA,W T Argonne National Laboratory FIN A 2255 ANL87 54 
8B/01/31 Division of Reactor Accident Analysis (Post 870413) SSpp 448901115 
44890 157 

8003200283 Responds to concerns expressed in NRC Jul 1987 SER fO SPDS Instiui 
tions issued lo conirol room staff to onsuro that safely status boxes will bo contir.u 
ously displayed on at least one SPOS consoles 

MCBURNETT,MA Houston Lighting & Power Co STHLAE 2589 08/03/18 D^vu 
ment Control Branch (DocurnonI Conirol Desk) 26pp 44912 045 44912 070 

88032801310 Requests name of NRC representative lo serve on oxerciso sceiuvib 
review group responsible tor reviewing scenario packages developed to itigoI ruqiire 
menls established in NUREG 0d54/FEMA REP 1, Section N, 'Drills & Exercises ' 
CR0LEY,BG Sacramento Municipal Utility Di&lricl AGM/TA 80 059 88/01/18 
FISH,R Region 5. Ofc ol Iho Director Ip 44912 028 44912 020 


.0003200078 DAP.EP057 Design Adequacy Program DAP EP 057, "Review of Calcu- 
laliort GENX 042 " 

‘ TU Electric ((ormorly Texas Uliiilios Gencrdting Co) 87/07/15 5pp 44606 117* 
44086 121 


.0803280006 DAP*EP ObS Design Adequacy Program DAP EP 068, ‘ Diflerontial Snub- 
ber Lockup of Dual Snubber Assemblies " 

• TU Eloctric (formerly Texas Utilities Goneraling Co) 87/07/15 25pp 14886 122 
44086 146 


8003280094 GENX2B1 ROO Rev 0 lo 'Potenlial Binding ol Luijs in Axial Supparls" 
TIEN.y L, HO,K n Stone & Webster Engineering Corp 87/11/19 12pp 44886 147 
44806 158 


0803200100 GEHX 207 ROD Rev 0 to ^‘Evaluation of Fluid Transient Culolf Forces 8 
Development of Screening Ctilona for Piping Sys " 

BUDLONG.LA, BAIN, R A Stone 8 Webster Enginoonng Corp 07/05/22 49pp 
44806 t59 44086 207 


0003280337 Forwards info ro safely issues mgl sys,addin{j omiltod generic tssues nj ii'i 
cable lo plant & providing best esIimalGd date for comptotion/implomontalion ol fsictk 
aspect of identified issuo.per Cl Grimes 871106 hr 

COUNSIL.W G . BECK,J W TU Electric (formerly Texas Utilities Generating Co) LXX 
88338 88/03/25 Document Control Branch (DocurnonI Control Desk) 2yr'P 
44913 164-44913 192 

8803290003 Advises that Jan 1960 progress ropl for Contract 60 19 03 01 /FIN A l/f-h 
Geochemical Sensitivily Analysis," salisfaciory Draft of "Users Guido lo SaiKha Siiqi 
tion " under review & comments will be provided when completed 
BEM6IA.PJ Technical Review Branch FIN A-1756 88/03/01 SIEGEL, MD SnniFn 
National Laboratories 4pp 44892 254 <14092 257 

0003290104 Forwards SSER 14 lo NUREG 0797 containing details of NRC ovafuaHjo 
ol applicant corrective nclion program for large & small boro piping & buro 
supports W/o end 

GRIMES, Cl Ofc of Special Projects 88/03/24 COUNSIL.W G TU Efoctnc lfaimiTl,f 
Texas Utilities Generating Co ) 4pp 44893 037 44893 040 


0003280130 GENX 023 HOP Rev 2 to Dovolopmcnl of Motfiod for Evaluating Local 
Stress in Pipe Supporl Members ’’ 

ROZINSKY.L , KAWAI.ro . LIN.C L Slone & Webslor Engineering Corp 86/00/20 
I49pp 44888 208 44886 357 

0003200164 DAP E P 070 Design Adequacy Program DAP E-P 070, "Review of Calcu 
lation GENX 023 " 

* TU Electric (formerly Texas Ulilities Generaling Co) 87/05/08 237pp 44606 358 
44807 196 

8QO3208172 GENX 103 ROO Rev 0 lb "Faiiguo Cycle Determination for Pipe Sup 
ports " 

LEE.S , LIAW.J , LIN.C Stone £ VVebsler Engineering Corp 86/09/16 35pp 
44887 197 44887 231 

0003280178 GENX-OOfl R02 Rov 2 lo "Documunlalion of Use of Low Stroriqth A563 
Grade A Double Nuls on High Strength SA 193 Grade B 7lh D Rod for Richmond 
Insert Boll Connoction " 

PARIKH.DM, OGDEN, F L Stone & Webster Enginoonng Coip 86/09/10 6pp 

44887 232 44087 237 

0803280187 DAPC P 004 R02 Rev 2 lo ‘Use ol Low Slrenglh (A-563 Grade A) Nul 
W/High Sirongih (SA 1930 7J Latest rev approval date tllegiblo W/copyrightod mall 
^TENERACorp (subs ofTERACorp) 87/03/13 1«pp 4<iea7 23D.<I4807 250 

0803280194 Undid marked up "ASME Code-SIress Inlonsilicalion Factors for Coman 
cho Peak Sloani Electric Station Units 1 & 2 " 

MOORE.S E Oak Ridgo Naliona! Laboratory 88/0J/31 43pp 44867 251 44887 203 

0OO32OO2S1 ‘Test RepLShcar & Tension Loading of Richmond Inserts 1 1/2 inch 
Typo EC 6W, 1 -inch Type EC 2W'‘ 

MCBEE.SG, KISSINGER, R M TU Electric {formerly Texas Ulililtes Gonoralmg Co) 
84/04/19 109PP 44007 294 44800 042 

1803280267 75 ROI Rev 1 to “Stress Inlensilication Fdclors for lateral Branches F ab 
ricntod From 'WelderJ.ln’ Piping to be Used in ASME Class 3 & ANSI B31 1 Pipe 
Stress Analysis 

RAGHAVEN.L, ARENA.G Stone & V/obsler Engineering Corp 82/04/21 28pp 
44800 043-44808 070 

)0O32aO205 flov 39 lo Procedure QI-QAP 11 1 28, "Fabrication & InstalJalion Insp of 
Safety Class Componenl Supports" 

* Brown & Root, Inc (subs of Halliburton Ce> 87/10/09 65pp 44880 071- 

44888 135 

1003280294 GENX 283 ROO Rev 0 to "Investigation of SIF for Weld Shrinkage " 
PETERSON.N S , SKVIRSKY.Y, LIAW.J Stone & Wobslor Engineering Corp 88/01/ 
21 60pp 44088 136*44086 221 


8803290402 NUREG 1199 ROI STANDARD FORMAT AND CONTENT OF A I K { N'51 
APPLICATION FOR A LOW LEVEL RADtOACTIVF WASTE DISPOSAL f ACII HY 

* Division of Low Level Wasto ManagemorU & Oecommissroning fPost 870413) fiH/ 
01/31 125pp 44096 001 44096 166 

6003290408 NUREG/CR 5080 A STUDY OF NEW ENGLAND SEISMICITY VVHH I M 
PHASIS ON MASSACHUSETTS AND NEW HAMPSHIRE Final Report t^avimij 
Period 1076 1985 

TOKSOZ M N . KADINSKY CADE Massachusetts InsliUUa ol TechnoPogy. CarnhruM'r 
MA FINA-4056 88/01/31 Division of Enginooring (Post 870413) ITbpp 44895 190 
44895 324 

6803300120 Comment opposing serious procedural dofocts m NUREG 0051/ I ! MA 
REP I.Rgv l.SuppI I, ‘^Qileria for Ulil Offsite Planning & Proparodno&s.Diafl Mujil lor 
Interirh Uso & Comment " 

SPIELBERG, A , WEISS, E Harmon & Weiss SPIELBEnG,A Now Engfar^d Coalitoii on 
Nuclear Pollution 52FR4 5866 00022 87/12/11 Fedorat Emergency MarmqiNiiL <it 
Agency lipp 44901 178 44901 108 

6803300156 NUREG 1200 R1 STANDARD REVIEW PLAN FOR THE REVIEW Of A 1 1 
CENSE APPLICATION FOR A LOW LEVEL RADIOACTIVE WASTE OiSPOSAI i A 
CIDTV 

* Division of Low Level Wasto Management & Docornmissioning (Post 870-113) (ifi/ 
01 /31 400p|) 44906 1 1 7 44907 264 

6803300275 Responds to 800301 Ur ro granting of full power OL Icr facihly & sialns id 
NRG invesligatron ot allegations received from GAP No subslanlivo issues icJonhln il in 
NRC ropl (NUREG 1306) that would delay consideration of OL 
ZECH.LW Commissioners 08/03/21 BENTSEN,L Sonata 4pp 44905 007 
44905 006 

8003300314 Discusses FEMA rocommendatioh re Increased freouoincy ol lull cycle ^>-3 
lost siren public warning sys from annual les* to monthly lost Util will conlinuo to i>i'» 
form siren testing w/current program 

STARKEY.RB Carolina Power & Llghl Co NS&ES 08 26 08/03/04, COLLINS.DM 
Reglort 2, Ofc of the Director 2pp 44904 280 44004 201 

8803300456 Forwards SER re restart of plant following ovenl of 851226, NUflLG 
1206,Suppl 1 All issues ro restart closed, except for TOI vibration problems W/o onrl 
KNIQHTON,GW Project Directorate V 88/03/10 ANDOGNINI.G C Sacramcnlo Mn 
nidpal Utility District 2pp 44914 203 44914 Z04 

8803310001 Partial response to FOIA request ro CRGR meoli no Forwards App K 
documenls Documenls available m PDR Afjp L documents withheld (rof FOIA Excinp 
tion 5), 

GRfMSLEY.DH Division of Rules & Records (Post 870413) 08/03/24 WEISS, I fl 
Harmon & Weiss 5pp 44919 004-44919 205 


003280307 GENX-242 ROI Rev 1 lo "Parallel Snubbers “ 

HO.KR Slona & Wehslor Engineering Corp 88/01/2 1 65pp 44060 222 44083 066 

03280072 Commenl opposing Rev 1 to SuppI I lo NUREG 0S54/FEMA/flEP-1, "Cri 
oria for Uhl Offsilo Planning & Proparednoss ” Cnle/ia falls to provide assurance that 
ideq^ale prolectivo measures will bo lakon under ulil plan in emergoncy event 
DSTRANDER.F W MassadiusoUs, Commonwealth of 52FR45866 00021 88/03/03 
4CYER.D Federal Emergancy Managannent Agency 59pp 44912 163 44912 241 


-8803310005 Forwards Regional Operations & Generic Requirements staff sumnuuy lo 
long range approach for dealing w/slross corrosion on cracking in BWR prpinq.fffafl 
NUREG 03 13, Rev 2 Matter scheduled for CRGR review at Meeting 80 on OCOilFi 
CONRAN,J H Regional Operations & Generic Requirements, EDO (Pro 070413) fln/ 
04/16 BERNERO.n Office of Nuclear Reactor Regulation, Director (851125-8704 1 )) 
JORDAN, E Ofc of Inspection & Enforcement, Director (820201 870413) 
CUNNINQHAM.R Division of Fuel Cycle & Material Safely (Pr© 870113) 9p|> 
44919 140-44919 140 
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3801310152 Comment supporlmg Rev l,Suppl t 0l NUREG 0654/FEMA REP 1 r (5 radi 
ofOQical emergency response plans 

G RID LEY. R Tennessee Valley Authonly 5PFR458f,6 00024 85/03/ 21 Document 
Conlrol Oranch {Oocuiiioni Control Desk) 2pp 44967 321 4496/ 322 

8803310244 NUREG 0/50 V26 N05 NUCLEAR REGULATORY COMMISSION IS- 
SUArjCES FOR NOVEMBER 1987 Pages 383 447 
' Division 0l Publications Services 88/03/31 71pp 44920 107 44920 180 

8903310246 NUREG-D/50 V25 102 INDEXES TO NUCLEAR REGULATORY COMMIS- 
SION ISSUANCES January June 1987 

• Division o1 Publications Services 88/03/31 06pp 44920 1B1 44920 261 

8803310249 NUREG-1236 THERMAL HYDRAULIC RESEARCH PLAN FOR BABCOCK 
AND WILCOX PI ANTS 

LEE.RY Division of Render & Plant Systems (Post 070113} 60/02/29 44pp 
44910 156 41918 200 

0003310268 NUREG /CR 4997 METHODS FOR DESCRIBING AIRBORNE FRACTIONS 
OF FREE FALL SPILLS OF POWDERS AND LIQUIDS 

GALLINGER.M Y . OWCZARSKLPC. BUCK J W BaUolKi Momonal lesmule. Pacilic 
Norlh^est Latjoratorios PNL 6300 88/01/31 Office of Nuclear Material Safely & 
Safeguar 3s, Director 50pp 44918 201 44910 253 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8502230035 NRC Info NoKco 88 006, ‘ Foreign Ob|ecls in Steam Generators" Sve list 
end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) GL 85 02 08/ 
02/29 Consolidated Edison Co ol Mew York. Inc 1 lOpp 44554 253 44555 000 

8803010171 Submits regions comments re regulatory rosponsibiliifes for byproduct 
malls produced in nonpower reactors Policy gutdanco.as outlined in End iS.shoukl he 
issued as mio notice to nonpower reactor licensees 

HUBEfJSTElN.L S Slandardizatiort & Non Power Reactor Project Oircctorale 88/01/ 
20 Division ol Licenscp Performance S Quality Evalualion (Post 070411!) 3pp 
14540 278 44540 281 

8803010367 Hov 2 to "Repository Design Roquiremonls Shaft Collars & Linings Procla 
sure Period 

SPAETH.WE, WFRKLEY.P, GERTZ.CP Energy, Dept ol 06/02/22 Bpp 
445JB 001 4453B 008 

8603020036 NRC Inlo Notice 66 007, "Inarlvortent Transfer of I tcensod Mall to Uricon- 
Irolleri Locations " Sve list oriel 

CUNNINGHAM, R E Division of Induslnal & Medical Nuclear Safely (Post 070729) 
80/03/07 ConsoUddled Edison Co of Now York, Inc 12pp 44673 001 44673 012 

8603020053 Forwards exercise repls (or 870923 & 1028 Qxorcisos of offsito rad'iological 
ernoriioriicy preparr^dness plans 

KRIWM.RW Federal Emergency Managcmonl Agency f3B/02/22 CONGCL.F J Oivt 
Sion of Radiation Proloclion & Emorgenev Proparodness (Post 8704111 ip 
41589 159 44589 234 

-8603020055 Slata ol CA tngoblion Pathway Zone E/<ercise Evaluation Root ” 

‘ Federal Emergency Management Aqor^cy 88/02/22 29pp 44589 100 44569 168 

-8603020057 "Racltological Ernorgoncy Preparedness Olfsito Jurisdiction Exerciso Ropt 
ol Evaluation Findings at Diablo Canyon Power Plant " 

* Federal Emergency Managomonl Agency 08/02/22 46pp 44509 169 44509 234 

8603040062 NRC Bullelin 80 003, "tnadegualo Latch Engagement in HFA Typo Latch 
irq Relay Mfq by GE " 5>vc list onci 

ROSSI.C E Division of Operational Events Assessmonl (Post 0/0411!) 06/03/10 
Consolidated Edison Co of Now York, Inc 12Gpp 44673 19? 44673 319 

B0O3O4O176 Final response to FOIA rcguosl Forwards App M dociimonts Documonts 
also available in PDR App N documents withhold (ref FOIA Excmoiion 5) 
GRIMSLEY.DH Division of Rules & Records (Post Q 704 13) 88/03/02 BOLEY.K 
Public Cilizen's Crilicdl Mass Energy Profect 4pp 445G3 015 44583 020 

-B803040244 Forwards preliminary post accreditation audit reviews at Susquehanna on 
851021 23,01 Dresden on 851110-21 & at Oconee en 851216 18 & repl on INPO 
851 210 lollow up visit at Susquehanna 

DENTON, HR Office of Nucloar Reactor nogulalion. Director (851125 870411) 86/ 
01/26 PATE.Z Institute of Nuclear Power Operations 40pp 44583 032 44563 079 

8803040186 Final robponso to FOIA rcguosl tor documents ro Nov 198/ resignation of 
Judgo MB Margulics from NASLP Forwards Apps 8 & C documents which are also 
available in PDR 

GRIMSLEY.DH Division of Rules & Records (Post 670413) 68/02/29 BELAIR,R H 
SoLilhamplon. NY BELAIR.R R Kirkpatrick & Lockhart, Opp 44501 336 44561 352 

■ 6703060239 Forwards proposed minutes of NRC/FEMA Steering Commitloo 670120 
meeting Comments should be provided to E Podolak 

JORDAN, E L Div of Emergency Proparedness & Engineering ReBponso,IE(860212 
670413) 07/03/03 KRIMM.RW Federal Emergency Management Agency 3pp 
445ai.341-446B1 344 

-6707130499 Forwards proposed minutes for NRC/FEMA Steering Committeo 070527 
meoling.ior comments 

CONQEL.F J Division of Radiaiion Protection & Emergency Preparedness (Post 
070411) 87/07/06 KRIMM.RW Federal Emergency Management Agency 8pp 
44581 345 44581 352 

0803Q70044 Summary of 080223 Operating Reactors Events Meeting 80 006, List ol 
attendees, tabula) ion of tong-term followup assignmonts to be completed & summary 
ol reaclor scrams end 

LANNING.W Events Assessmonl Branch OREM QO-OOft 88/02/28 ROSSI,GE Divi 
Sion of Operational Events Assessment (Post 870411) 20pp 44609 001 -44609 020 

6603070181 Summary of Operating Reactors Events Meeting 00 006 on 880209 
LANNING.W Events Assessment Branch OREM 08 006 00/02/26 ROSSI.C E OivL 
Sion of Operalonal Events Assossmenl (Post 870411) 12pp 44610 1 58 4 4 610 1 69 


6603070392 Submits NRR Ole Llr 108 providing guidance that describes actions stall 
mernbers should lake when called by representa lives ol news media 
MURLEY,TE Office ol Nuclear neactoi Regulation, Director (Post 870411) 88/03/ 
01 Office of Niiclcai Reaclor Rcgutalion. Director (Post 670411) 3pn 44609 021 
44609 023 

8803060148 NFIC Info Notice 68 006, "Chenucal Reactions W/Raclwasto SoliiJifiCrilion 
Agents" Sve list one! 

ROSSI.C E Division ol Oporationdl Evonts Assossmont (Post 870411) B8/03/14 
Consolidated Edison Co ot Now York. Inc 120pp 44772 253 44773 Ol 2 

8803090091 Forwards commenls ol Commonwoalth ol MA Alter ncy Goncrai JM Stian 
non inopnosilion to NUREG-0654 /fEMA/BEP 1 Rev 1, Suppl 1, ^‘Cnfcna hr UJil Off- 
site Plannirm ” Cortilicato of Sve end R Dialed corrospondenco 
OSTRAMOEBrW MassachuseUs. Commonwealth ol //18B 5761 OL 68/03/03 
MEYER, D Federal Emergoncy Managemont Agency 73pp 44630 240-44630 311 

8803140152 Reguost for 0MB review & supporting statomenl re class exemption for 
ropls concerning possible ronroulme generic problems Eslimalod respondent burden 
IS 6 OOO h 

MACDONALD.WG Olfico of Adminislration & Resources Management, Director (Post 
0704 13) OMQ 3150 0012 68/03/0B 5pp 44080 259-44660 263 

8803140258 Requosi for 0MB review & supporting slatemeni ro lOCrR34, ' Licenses 
lof Radiography & Radialion Safely Requirements for Radiographic Operations Esli- 
m tiled respor^denl burden is 1 750 h 

MACDONALD.WG OflicD ol Administration & Resources Management Director (Post 
070413) OMD 3150 000-7 06/03/00 7pp 44674 345 44674 351 

BB03 140284 NRC Info Notice 00-009, Reduced Rotiabilily of Steam Driven Auxiliary 
Feedwater Pumps Caused by Inslahitity ol Woodward PG PL Type Governors” Sve 
list Orel 

ROSSI.C E Division of Operational Evonts Assossmont (Post 870411) lEIN 86 014 
66/03/18 Consolidated Edison Co of New York, Inc 121 pp 44857 058 44857 178 

8093140291 Notificaliori of 680314 meeting w/AEC Board in Rockvillo,MD to discuss 
LomputeriZQCf shutdown sys 

THAOANl,A Assistant Diroctor for Syaioms 08/03/00 SHAO.L Division of Erginoer 
ing S Systems Technology (Post 070411) lp 44660 312-44600 312 

8003150049 Submits Rev 1 to NRR Ole Ltr 103, "Handling of Controlled Correspond 
once " Hr summarizes procodurcs lor handling controlled correspondenca 
MUHLEY.TE OUicu of Nuclear Reaclor Regulation, Dirocior (Post 870411) 86/03/ 
08 Oifico of Nucloar Reactor Regulalicm. Director (Post 870411) 7np 44689 299- 
44609 305 

8803150053 Summary of OpqfaUng Reactors Events Mooting 80-10 on 660300 List of 
aUotidoes & significnnl olemants of evonts discussed end 

LANNING.W Cvonls Assossmont Branch OREM ftD 010 06/03/10 ROSSI C E Divi- 
bior\ of Opuralronal Events Assossmont (Post 070411) 19pp 14609 306 44609 324 

8803170063 Confirms 880210 lelcon w/NRC re oaci inadequacioa In plan lor State ol 
MA communilios Expresses serious concerns about advisability ol continuing on cur- 
ronl schedule for plan review & exorcise duo lo nature of inaduquaciGs 
KRIMM.RW Federal Emergency Management Agoncy 68/03/00 STOHRJP Office 
of Nuclear Reactor Ragulalion, Director (Post 0704 1 1) 3pp 44/49 224 44749 226 

8803170002 Forwards "Final Radioloqiral Emergency Preparedness Exercise Dcpl Wa 
lorlord 3 Steam Electric Station^' on 671014 No deficiencies IdcrMilied during 
qxcfCisoOne area requires corrective action from provious exorcise In Oct 1966 
KRIMM.RW Federal Emof'qcncy Managomont Agency 80/03/06 STOHR.J P Divi- 
sion of Radiation Prolecuon & Emergency Proparodnoss (Post 87041 1) lp 
44730 347 44/39 035 

-8803170088 ‘ Final Radiological Emergency Preparedness oxerciso Repl for Waterford 
3 Steam Electric Slatton" on 671014 

’ Federal Ernorgoncy Managcrfiont Atjoncy 06/01/22 46pp 44730 346 44/39 035 

8003178249 Discussos staff requiromenls memo ro 800126 briefing on status ol NRC 
internal drug program Staff should assess ricod to update or dovalop requirements to 
assure that omployoGsdo not abuse alcohol & legal drugs 

STELLO.V Ole of Iho Exocolwo Diroctor for Operations MBBOloe 06/03/06 
CHILK.S J Olfico ol tho Secretary of tho Commission Opp 44723 339 44725 347 

8803170266 Summary ol Operating Roactors Events Meeling 8B 03 on 660301 ro 
events which occurred since Iasi mooting on 680223 List of ailGndaos.signiticanl olo- 
mcntsol evonts & tabulation of long term follo-wup asslgrtmonts to be complGled enci 
LANNING.W Events Assossmont Brancfi OREM-86-009 06/03/04 ROSSI.C E Divi 
Sion ol Operaltona) Evonts Assessment (Post B7041 1) 6pp 44725 346 44725 355 

0803188039 Submits oxcorpl from minutes of Subcommiltca on Properties QB0209 
moolmp ro allogation llialdala used to obtain code approval misreprosonled review of 
26Cr Mo fcrrilic stainless 

MILLMANJ American Society of Wedianical Enginoors 68/03/06 STONE. J, NRC - 
No Detailed AUilia1ior>Qlvon 2pp 44761 145-44701 146 

8803210149 Testimony ol J Hock,JH KolCer & WR Gumming on behalf ol FEMA re shol- 
lo ring/ beach population issues * Appraprrate basis exists by State of NH not to shel- 
ter summer beach population except m limited circumstances Related correspond 
enco 

HOCK,J, KELLER ,J, H , CUMMING.W R Federal Emergency Management Agency 
//18a 5859 OL 66/03/14 35pp 44731242-44731276 

8803210481 Summary of 6803)0 meeting on noed for revised regulatory guldanco on 
skin exposures lo hot panlclo^i Altendoo list ■fii viowgraphs used in industry presonla 
tion end 

CUNNINGHAM.L J Radiaiton Proloclion Branch 88/03/17 STOHR.J P Division of 
Radiation Protection & Emergoncy Pioparednoss (Post 870411) 16pp 44760 079 
44760094 

8883210491 Forwardis scope & objectives for plant medical emergency drill scheduled 
for 680316 Drill beino conducted In conjunction w/annual uhl medical emergency drdi 
& designed to allow for succesful demons Irahon of offsite objectives 
ZACH.J J Wisconsin Eioctric Power Co 66/03/01. WEAVER.W Federal Emergoncy 
Managemont Agency 14pp 44001 107-44001:120, 
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8B03220023 Responds lo 880205 Itr to FEHC referred to fJRC lor assistance in rc 
sponding lo B Stoh concerns re fJRC docurnenlalion process 

STELLQV Ole of Ihe Eitocutive Director for Operations 88/03/11 COCHRAN, T 
Senate 7pp 4-1773 252 44773 261 

”0803220036 Forwards T Cochra-n Hr lo FERC re monitoring of nuclear poiver plants lor 
riRC response 

KENNEDY, J M Federal Energy Regulatory Commission 88/02/11 KAMMERERCC 
Congressional Alfairs 3pp 44773 269 4 1.773 261 

0803240286 Requests INPO confirmation of position ro issuance of studies utilizing 
NPRDS dal a within 10 days from Itr date, along w/iNPO donneslic member & supplier 
participant distribution list Posilion elfeclive 680328 

PLUWLEE.G L Trends & Patterns Analysis Branch 68/03/16 Trends & Patterns 
Analysis Branch 2pp 14652 0D9 44852 100 

0603240371 Submis NRR Ole Ltr 601 rc stall policy & procedures for board nolilica 
tons lo adjudicatory tribunals Supersedes 860529,Rev 3 to NRR Ofc Ur 12 
MURLEY.T E Ofirce ol Nuclear Reactor Regulation, Direclor <Pos1 870111) 08/03/ 
21 Otlicc of Nuclear Reactor Regulation Director (Post 870-1111 8pp 44052 129 
44852 136 

8803240393 Discusses 080315 Operating Readers Events Meeling 08 11 List ol 
altendees, events discussed S tabulation ol long term folfowup assignments detailed in 
ends 

LANNING.W Events Assessiiienl Drancti OREM-08'O1t 80/03/15 ROSSI.CE Divi 
Sion of Operational Events Assessment (Post 87041 I) I7pp 14890 284 44890 300 

0803250097 Forwards response to 870901 request for descripUon of actions & schedule 
for NRR transfer of regufalory responsibility lor reactor decommissioning to NMSS 
MURLEY.T E Oflice of Nuclear Reactor Regulation, Director (Post 870411) 
THOMPSON H L Olfice of Nuclear Material Saloly & Salcguards,Di rector 88/03/21 
STELLO.V Ofc ol the Executive Director for Operations 40pp 14857 OH 44857 055 

0803250109 Nolifpcalron ol 680324 hrieling on INPO program on monitoring safety sys 
availabriity 

ROSENTHAL, J E Reactor Operations Analysis Branch 80/03/16 NOVAK,TM Divt 
Sion of Safety Programs {Post 8701. 1 3) Ip -14659 216-44859 216 

0803250231 Accepts 880104 mvitalton lo parlicipate in Civil Preparedness Exercise 
REX 89 BRAVO 

ZECH.W Commissioners 8B/02/24 BECTON.JW Federal Emergency Management 
Agency Ip 44851 247 44851 247 

880325CI2'16 Advises ol inlenl to revise current UMTRAP lechnical approach documonl 
so as to achtevG compliance w/ proposed EPA groudvvaler stds Highest priority special 
studios to bo unrioriakon listed 

ARTHUR.WJ Energy, Dept of 86/03/01 HAWKINS.E Uranium Recovery Fietd Ofc. 
R4 5pp 44859 055 44059 059 

8003200072 Commonl opposing Rev 1 loSuppI 1 to NUREG 0654/FEMA/RFP 1. "Cri 
Iona for Util Ofisito Planning & Preparedness " Cnlena fails lo provide assurance that 
adequate prole c live measures will bo taken under util plan in emergency event 
OSTRANDER.F W Massacbusells. Commonweallh of 52Ffl 4 5066 00021 08/03/03 
MEYER, D Federal Emergency Managcmoril Agency 59pp 4-1912 183 44912241 

Q603290017 Forwards recerilly issued telex lield mslriiclions ro trade w/Soulh Africa & 
Namibia in response to 870610 Hr & prior Icfcon 

O'LOUGLIN.JB Treasury, Dept of 87/06/10 DENTON.HR Oflice of Governmontal 
& Public Affairs (Post 870413) 4pp 449(>9 013 44909 01 6 

0803290021 Forwards Exorcise Evaluation ol [mplementaHon of Stale & Local Radio 
logicol Emergency Response Plans for exorcise conducjed 871007 & remedial oxer 
CISC conducled B71203 

KRiMM.nw Federal Emergency Management Agency 60/03/22 CONGEL,FJ Divi 
Sion of Radralion Protection & Emergency Preparednebs (Post 070411) ip 
44099 024-14899 003 


-00O3Z9OO29 Exerciso Evalualion ol Imp lomenta lion of Slate & Local Radiological 
Emergency Rosponso Plans ” 

OVERSTREET, J D Federal Emergency Management Agency 87/12/23 59pp 
44899 025 44099 083 

0803290101 Telex 0693 Tracio w/Soulh Africa & Namibia Cfanficalion of Textile Delini 
tions 

MCMANUS, GJ Treasury, Depl of, U S Customs Service 87/01/16 Treasury, Dept 
ol, US Customs ServjCQ 23pp 44909 290-44909 312 

0803290158 Forwards lour applications for licenses to import South African origin U,per 
198B Comprehonsivo Ahtt Apartheid Act, for infoW/o onci 

MOORE, RN Assistant Direclor for Exporl/lmport & Inlernati opal Safeguards 07/01/ 

05 LONGENECKER.J Energy, Dept of Ip 44909 320 44909 320 

3803290168 Forwards four applications for licenses lo irrporl South African origin U,per 
1986 Comprehensive Anti Apartheid Act, lor inloW/o applications LfS Inll Trade Com 
mission publication end 

MOORE,R N Assistant Director for Export/ Import & International Safeguards 87/01/ 

06 PRUZAN.J Energy, Dapl of 6pp 44909 313 44009 319 

8803290175 Forwards four applicaiions lor licenses to import South African origin U,per 
1 906 Comprehensive Anii Apartheid Acl, for info W/o end 

MOORE, R N Assistant Director for Export/ Import & Intornalional Safeguards 87/01/ 

05 VAUGHAN,JW Energy, Depl of 1p 44909321 44909321 

8803290179 Forwards four applications for ficonses to import South African origin U.per 
1986 Comprehensive Anti Apartheid Acl. for info W/o end 

MOORE, R N Assistant Director for Export /Import S International Safeguards 87/01/ 

06 SEWELL,P Energy, Dept ol Ip 44909 322 44900 322 

8803290292 Expresses disagrsemenl w/aspecls ol Treasury Depl apparent mterprela- 
lion ol embargo on U of South Afriacn origin embodied in Seclion 309 of Anti Apart- 
heid Acl Requests explanation for depl ignoring Congressional inlenl 
BINGAMANJ Senate 07/01/20 BAKER, J Treasury, Depl of 2pp 44909 182- 
44909 183 


8803300312 Forwards Project Directorate Ilf slides for briefing of executive Itam- 
lively scheduled (or 880317 Primary slides lo be shown marked F Ollv r sh.ks. 
backup for possible ref W/o end 

VIRGILIO.M J Projeci Directorate III-1 88/03/14 NOVAK T Division ol Saluly lYo 
grams (Post 870413) SHAO L Division ol Engineering & Systems Technoloijy (Pos! 
070411) ROSSI C Division of Operalional Events Assessment (Post 870411) Zj.p 
44907 360 44907 361 

0603300314 Discusses FEMA recommendalion re increased frequency of full cycle s^b 
tost siren public warning sys from cinnual lest to monthly lest Util will conlmiiL lo prr 
form siren lestmg w/currenl program 

STARKE Y,R 0 Carolina Power & Light Co 88/03/04 COLt INS.D M FlciJion 2 till ol 
tho Director 2pp 44904 280 4-1904 281 

8803300344 Summary of 800300 meeting w/NUMARC working group on Tech S| un 
provomenls developmeni ol now STS re slalus & direclion of MRC & irdusliy lerfi 
Specs improvemonl elforls 

BUTCHER, EJ Technical Specifications Branch 88/03/23 ROSSI,C E Division u1 
Operational Events Assessment (Post 870-11 1) 2pp 44913 307 44913 306 

8803300378 Forwards latest draft of info nolico, Potontial for Loss of Post LOl'A Hulm 
culalton Capability Due to Insulation Debris Blockage,'' lor review & comiurni by 
600329 

BERLINGER,C H Division of Operalional Events Assessment (Post 870411) bfr-in. 
23 MINOR.J Alpha Associalos, Inc 2pp 44914 015 41914 021 

-8003300390 Forwards draft inlo notice, "Potenlial for I oss of PosFLOCA RocirHuItjtuh 
Capability Duo to Insulation Debris Blockage," for review & comment by 800 329 
BERLINGER.C H Division of Operational Events Assessment (Post 6/0 til) 8is/0 5- 

22 HARRIS, R Pennsylvania Power & Light Co Gpp 44914 017 4491-1021 

0803300442 Provides guidance re Region IV 870606 request lo determine cas- s when 
licensed mail in nonpowor reactor facility may be covered by NRC mall lin ns-' i-' 
AgroGmenl State license rather than roaclor license 

CRUTCHFJELD,D Division of Reactor PfO|uctb lll,IV,V & Special Projisis (I’n i 
870411) 80/03/08 CONGE L, F J Region 1, Ole of the Director TOl LIN'^ DM 
Region 2, Ofc of t.ie Direclor MINOJA Region 3, Ofc ol Ihe Oiru Un ipj) 
44914 180-14914 182 

0B033 10094 Forwards drafl info notice entitlGci, Potential for Loss of PasI I Ol A Rnc* 
culation Capability Due lo Insulation Debris Blockago," for review & conim» Ms tiy 
880J29 

BERLINGER,CH Division of Operational Events Assessment {Posi 87041 1) 88^0 I. 

23 H ARRIS, R Pennsylvania Power & Light Co Gpp 4-1918 001 44910 097 


PR PROPOSED RULE 


8803010463 Comment on proposerf rule lOCFROO ro cnleria for preparnlion A cv.i’m.i 
lion of radiological emergency response plans A preparedness in support ol nuik-ir 
power plants 

bOUGHTY,J Scacoast Anil Pollution l oaquo 52rR45866 00002 80/02/1/ NH- 
No Delailed Affiliation Given 15pp 44530 344 44530 350 

8803010461 Comment supporting proposed rule 10CrR35 Although in full sii|)pi>it (jI <i' 
sumption that human errors inevilablo & independent rcdunifnnl checks best t ^ 
reduce error s,some of proposed rule needs lo be clarified 

WONG.H H , HORN,R A Tacoma Radiation Center, 1 aroma, WA 521 R JliT-t/ f-siXM 
00/02/09 Docketing & Services Branch Gpp 445-12 154 44542 15G 

8803020081 Comment on NRC technical position paper. "Environ Monitorinc) I OvV ln,-^ i 
Radwaslo Disposal Facilily ' 

WOMELDORF.DJ California, Stalo ol 52FR42406 00003 88/01/19 NRC Ni) D-- 
tailcd Affiliation Given 2pp 44548 172 44548 173 

0803040007 Comment supporting proposed rule 10CFR62, 'Criteria & Procedufis liif 
Emereoncy Access to Nonfodoral & Regional Low I evel Disposal Facilities ' 

DICUS.GJ Arkansas. SlalQ of 52FR4757Q 00021 68/02/18 Dockrlinq 8 Snyii". 
Branch 2pp 44572 020 445/2 021 

8603040016 Advises recipients that util 000217 commonl on 10CFR50 errori-dusly 
marked Commonl 17 & should bo marked Comment 20 

* Docketing & Services Branch 52Fn45344 80/03/01 Affiliation Not Assicini'd ip 
44572 005 44572 005 

0803040074 Comment supporting proposed rule 10CFR62 re criteria & profediif<is k r 
emergency access lo nonfodoral & regional low lovof waste disposal faciliNes Urqi s 
NRC lo adopt comments intact 

BULLARD,CW Central Midwost Compact Commission for Low-Lcvul RndiiKwliy. 
Waste Management 52Fn47578 OOOlfl 88/02/16 Docketing & Sorvicos RrarKli U> 
44571 244-44571 244 

BB03040090 Comment opposing proposed rule 10CrR62 ro crilona & proceduar, fi.» 
emergency access to nonfodoral & regional low level radwasto sites 
OEERIN WATER, J Nalivo Americans for a Clean Environmonl 52FR475/8 OOb/n 
88/02/24 CHILK.S Office of the Secrolary of Ihe Commission lp .145/6 21/ 
44576 247 

8803040127 Comment supporting proposed rule 10CFR62 ro emergency acccbS lo t w 
level radwaslo disposal silos Believes proposed criteria well dovolopod & will bo rlk'. 
two m mainlaining control of amount ol radwaslo sent lo sites 
KEMPER, JS Philadelphia Eloclric Co 52Fn475/8 00019 80/02/24 CMll K I 
Office of the Secretary of the Commission lp 44573 164-44573 164 

B003O403S0 Comment opposing proposed rufe 10CFR62 re crileria & procedunis fi-r 
emergency access lo nonfederal & regional low level waste disposal facililias 
DORNSIFE.WP Pennsylvania, Commonwealth of 52FR47578 000)7 Hfj/tj2/l/ 
Oockeling & Services Branch 4pp 44574 108 44574 191 

0003240388 Proposed rule 10CFR34, "Safely Roquiremonls for Induslnal Eqiuf.nn'Pd 
Rule would affect persons licensed lo perform industrial radiography A manuHriuri r'i 
of radiographic equipment 

CHILK.S J Olfice of the Secretary of tho Commission 53FR8460 08/01/ 1h i/i-ri 
44798 012 44798 048 


\ 
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,(103240401 "Reconsidoraiion of Enforcemeni Policy Provision Involving Peoppmna 
Closed Cases," 10CFR2 modified policy sletemonl Enforcomont policy modified to 
daniv NRC policy on reopening closed enforcement actions 
thilkSJ Office of the Secretary of the Commission 52rR362l5 60/03/ 17 Gan 
i'45G9'326 44009 331 

M032404ai Comment supporting proposed NUREG 1293, ‘ QA Guidance for Low Level 
nadiwaste Disposal Facility " 

GRIDLEY.R Tennosseo Valley Authority SaFR-tyoyo 00024 B6/02/25 Document 
Ccnlro! Branch {Document Control Desk) 3pp 44/98 009 44796 01 1 

5803240450 Cammonl supporting propobod rule lOCFRSO ro alternate melhod for leak 
age rate testing Sehevos method orovidos proven way of evaluating containment teak 
age test data 

BRADBURY.RB Slono & Wohslor Engineering Corp 53rR5905 00001 86/03/10 
Docketing & Services Branch ip 440C5 039 44065 039 


methods available tu iri.pro. ' r - 1 ui on u 
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8603040291 Forwards Rev 9 to West Valle/ Dt.m.jnb'»at,xi Pfoj i ^ j-r J. S, ^ .cu'i 
fy review Commenis Ta> be addrc^^cd r 'thrr fj r.r i< n y; - <'n'i 
"°*JSEL C Fuel Cycle Safely Branch 86iuj<oi DR/^hwE Lir, nsi,, j Er.^nai ip 


8803240459 Commonl opposing proposed rule 10CrR62 ro irnfwct of Low Level Nude 
ar Waste Policy Act o1 1900 Act should bo rovisud to slop development of mulliplo 
compact & irtjrv/duaf sfato faerJihos 

drake, G A Drake, GA, MO 52Fn47b76 0002? 86/02/28 Qflice of the Secretary 
of (he CommrssfOP 7pp 44809 339'4 4809 345 


8803240471 Comment on proposed ruto lOCFROO re assumplion that human errors m 
evitable & independent rodundant checks host way to reduce errors 
VVONGRH Tacoma Radiation Centor, Tacoma, WA b?Pn36942 00071 88/02/06 
Docketing & Servicos Branch 2pp 44809 332 44809 333 


8803240480 Comments ro rcquiromonts of Low Lovul Radwaste Policy Amends 
AcLPuhlic Law 90-240 Conclutfos that most roasonalile, economic & less harmful way 
lo dispose o1 waslo Is by delay & docnv method & then linal disposal in landhll 
HERNANDE2 COLON Puerto Rico, Commonwoalth ol 52FR47570 00023 69/02/29 
CHILK,S J Office of tho Secretary of the Comiiiission 5pp 44809 334 44809 338 


8003250308 Seeks assistance m resolving issue ro NRG proposed guidelines lor reduc 
(no therapy misadmmislration Cornmonls of V Pernkas.radiairon safely officer end 
SPENCER.RP Connoclicut, Umv of. Hoallh Center, Farmington, CT 52FR36942 
00072 66/02/09 MCELROY, N NRC . No Detailed Affiliation Given 3pp 44609 298 
44809 300 


8003250327 Proposed rules lOCFROO & 73, "Nuclear Power Plant Access Authorization 
Program. Policy Stalemonl " Policy staternont dolrnob policy ro unescorted access to 
protected areas & vrtal areas at nuclear power plants 

CHlLK.Sd OffiCQ of tho Secretary of Iho Commission 5'JFR7534 08/03/04 6pp 
44809 301 44609 325 


-8803250332 Rov 0 to "Industry Guidelines for Nuclear flower Plant Access Authonza 
lion Programs" 

• NRC - No Dolailod Affiliation Given 86/10/03 tOpp 44809 307 44009 325 

8803290102 Amond to 31CFR545, '“Soulfi African Transartions Regulations’' 

•NRC No DotallGd Affiliation Given 87/03/10 4pp 44U09 ?81 44909 264 

0603290220 Undated Final Rulo lOGFRilO, "ImporU? of U from South Africa" Regula 
tions amended ro Import of U from Seulh Africa to Implemenl provision of 661002 
Comprohonsivo Anil Apnrlfioid Act prohibiting import of U into US 

• Ollico of the Secrolnry of tho CommiSfiion 88/01/29 Bpp 44909 323 44909 330 


PRM PETITION FOR RULEMAKING 

8803070170 Commonl opposing proposed rulemaking PRM 31 4 re exemption to allow 
unlicensed food labs to store up lo 100 uC*i P 12 Food industry lacks expertise lo 
handle radioactive sources NFIC roputation would bo hotter served if petilion re)GCled 
LEWIS, Ml Lewis, M 53FR20553 0000 1 88/02/20 Olficu ol the Secretary of tho 
Commission 3pp 44505 360 44505 36? 

8803240380 Comments on petition for rulomaking PRM 31 4 Info provided in notico not 
sufficiently dolailod in description of procedure to allow lull assessment of hone Ills or 
risks of petitioned regulatory position 

DONOVAN, L Air Force, Dopt of 53rR285'i 06002 80/03/10 Dockeling & Services 
Branch 2pp 44609 346 44009 347 

8803240462 Petition lor Rulemaking PRM 50 48,roquostin(j that Commission adopt reg 
ulafion that would add dofinition for terro "rosoarch runLtor" & reUefino term "testing 
/acility" based on function of facility instoarf of on power level 
CHILK.S J Office of tho Secretary of tho Conunissiun 53rn6l59 86/02/25 Commis 
sioners Opp 44790 001 44/08 000 

8803250163 Fonvards petition to amonti portions of 10Crn2 802 for consideration 
REILLY.WF Missouri, Univ of. Rolla, MO COFRGISQ 07/11/19 Public Oocumonl 
Branch 15pp 44009 279 44000 293 


BBO3O40354 Summary of 0BO2O1 mccintj bflwci n NRf"' nr,,: & ,v-t va'I? 

Sves reprcsenlaiiveb m West VaircyN/ re lo,^ Ir c? i.aLt„ ferme* ui.m xcjstj 
content S dcconhmination & Ji rDmmis‘=>ijnin i L'lt of Ttt- 'n'l 
HURT.R H Fuel Cycle Safety Branch Y N/'PP M R t',,i 5 ' 0 H l,1 I o‘- L j 'A'cV- ?n 
agement S Decommissioning (Post 8/041 3| 61*9? .V w Eirrci, D r> L' rD ^ I 
Fuel Cycle Safety Branch 2pp 44662 350 1158<J 3nl 

6B0314008S Forv/ards nonpropnetary Vol I & propn -tar, zuppl Vol ll l'> NUH mi R , : 

Topical Repf Amend 2 for NUTECH Horizontal futu’-r S'or i S,t U r hr l.md 
NUHOMS 24 P ‘ Affidavit end Fee paid Siippl wiUiirl i (ref tO^ FRJ 790) 
MCCONAGhV.WJ NUTECH Engineers Inc ’//JM83 031 RrjuSELr 

Fuel Cycle Safety Branch 6pp 44676 155 44677 2l • 


-8803140101 NUH 001 R02 Nonpropnetary Vol I to Rc/ J lo Topicit Rupl *' 

'O^fpNUTECH Horizontal Modular Storage Sys lor Iffarlial 4 r^jJ- r Fu’l rJUHuMS 

' NUTECH Engineers, Inc DUK003 0103 66/05/29 248pp 116/ /2il 

8803140427 Nolilicalion of 860317 16 meetings w/DOE to d 4’.‘;4 |jlS ul trjpfiit' 
lire.augmenlaHort of Amend 8 responses rcaclo' v^bb^l p rl.-irmin-i t-^ ar.jr, of r.^.. 
tor bldg & comparative safety enhancerncrils Agenda t asciJ on orn l nnmi rv i a iiit i 
MORRIS, 0M Division of Regulatorv AonliLations (Post 67<'ltii c6 (jJ'Oi 
NULTON.O Energy, Depl of I7pp 41704 299 tJ7(j;ai5 


8803150040 Approves 080122 request to withhold Ba'^o Linn L‘ ,cl l PRA fer ho 
NSSS desigrr from public disclosure per lOCFR? 790 

VISSING.GS Standardization & NonPover Reactor Proiect Oirectorat- Bd'Q)/t1 
SCHERER, A E Combustion Engineering Inc 4pp 4 1689 235 11tbJ29d 


8803150067 Notification of 880318 meeting w/EPRI in RqcVviID.MD lo ds' 
plant features being considered for advanced LWRs 

LEECH, P Standardization & Non Powpr Rfarlor Pro;cci Dnectoralr pfiiOVO? 
RUBENSTEIN,L Standardization & Non Povvor Reactor Pr ijcrl DircLiorali ’pp 
44689 357'446a9 359 


8803160204 Responds lo 000226 submittal ol topical rcpl un NUHOMS 21P d'vujn fer 
storage of spent fuel Serious problem of polonhal conlus'on racLd by fJlJTECH use o( 
same rept number for two repts Rept number should be renxaminoJ S revred 
ROBERTS, JP Fuel Cycle Safety Branch 80/03/06 MCCONAGHYWJ NUTECH 
Engineers Inc Ip 44689 360 44669 360 

8803170219 Nolilicalion oi 880105 meeting w/util to rc/it-w Nov 1966 subrnitl-^l lo re 
solve open geoscience issues 

VISSING.GS Standardization S Non Power Reactor Project Dirc:tcrate 8?1/03'0'J 
RUBENSTEINLS Standardizaliori & Non Power Reactor ProjOLt Dircrioratc 2pp 
44725 360 44725 361 

8803170224 Forwards request for addl info re Amend 12 Chipters I A 10 ol hO t 
CESSAR DC,lransmi1led bv 871130 Ur Info requested v/ilf,in Go days of Itr r«:ce pt 
VISSING.GS Standardization & Manpower Reactor Project Dircc'oralo 6fi/C3'il 
SCHERER A E Combustion Engineering Inc 4pp 44725 320 14725 323 

0803210222 Forwards Rev 9 lo Safeguards & Security Plan WVDP006 incorporating 
changes required to implement ID Order 563? F Custody A Disposition ol Cor>lrolfod 
Substances’' W/o end 

BONEN0ERGER.D West Valley Nuclear Scrvice-i Co , Inc 29019 86/01 /2'3 V/ust 
Valley Nuclear Services Co , Inc ip 44737 333 44737 33J 

8803210307 ' Wesi Valley Demonstration Project Safety Analysis Rept, Vol VI, Part 
M.Oporafiorraf Safely Reqjii'vmenfs 

GORDON, JW West Valley Nuclear Services Co, Inc 20116 88/02/10 121pp 
44738 074 44738 197 


808325O29Q Withdraws petition for rulemaking PRM 40 25 ro Slate ol AL request for 
CoiTimission lo review oxomptlon from ticonsing roquiremenis for products or parts 
cor^aining tungsterr or magnesium thorium alloys 

STELLO.v Ole of the Evoculivo Director for Operations 50FR53335 68/03/17 4pp 
44809 294 44800 297 


8863310273 Comments on Umv of Missouri petition for rulemaking PRM 50 4& re new 
definition (or reactor research & rccJofiniiion of term testing facility Agrees that exces 
& hhnocessary renulalions contrary to Atomic Energy Act „ 

MULDER.RU. WILUAMSONJG Virginia, Umv. of, Charlollesville, VA 8B/03/18 
Dockeling & Services Branch 4pp 44918 152*44918 155 


PROJ PROJECTS • PREDOCKET LICENSING 


8803010213 Forwards NUREG 0852, SER for CESSAR F.Sys BO.for review To further 
WOff Of review, full sol of CESSAR-DC will bo sent W/o end 
V SSING.G S Standard 12 at Ian & Non Power Reactor Proiect Qirectorato 00/02/25 
HUM.M. RAJAN.J. SHAW.H NRC - No Detailed Affilialion Given Bpp 44540 286- 
44540286 


8B03Q102B9 Forwards request (or addl info ro vendor 871130 submittal ot Amend 
Chapter 10 of Sys 00 t CESSAR-DC Response requested within 90 days of ffr 
date 

^[SSING.G S Standardization & Non-Powor Reactor Project Directorate 8D/02/25 
aCHERER.A E Combusilon Engineering, Inc Bpp 44540 356 44540 360 


8D032104B0 Requests for addl info re Chapter 10 of Plant Sys Branch CESSAR Oe^iqn 
CGfliiication.CE Sys eO-j ^ . 

VISSINGGD Standardization & fJon Power Reactor Project Directorate 08/03/15 
SCHERER, A E Combustion Engineering Inc 5pp 44746 357 44746 361 


8003210501 Notification of 660317 & 18 meetings w/OOE re fuel A key issues remair^ 
ing in MHTGR review hnal agenda end ^ 

KJNGTL Advanced Reactor & Generic Issue Branch 60/03' 14 BECKJORO.E , 
SPEIST MORRIS, 8 NRC No Detailed Affiliation Given 4pp 44760 122 11760 125 


8603210515 Forwards "Topical SAR for Nuclear Assurance Corp Storage/ Tranapo/l 
Cask Conlaining Consolidated Fuel tor uce at ISFSI," Vols 1 & 2, for rcv,ew & 

Nuclear Assuranco Corp 29065 88/02/1/ ROUSE, LC Fuel Cycle 
Safety Branch 4pp 44755 280 44759 328 


• 8603210525 Requests withholding proprietary info from public disclosure contained m 
"Topical SAR for Nuclear Assurance Corp Slorage/Transporl Cask Containing Con 
solidaied Fuel for Use at tSFSI.” Vols l & 2 Proprietary info removed ^ ^ ^ 

VIEBROCKJM Nuclear Assurance Corp 29065 86/01/25 ROQERTS,J Fud Cycle 
Safety Branch 4pp 44755 294 44755 297 

-8803210535 "Topical SAR for Nuclear Assurance Corp Storage/ Transport Cast Con 
lamina Consofidafed Fuel for Uso a( fSFSf," Vols I & 2 
• Nuclear Assurance Corp 88/01/31 900pp 44/55 298 44759 326 
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8803210519 JnfOFms of relocation ol NFIR to stated address in Rockville MD 
nU0£NSTt£iin,L S Slandarrfization & Non Power Reactor Pro|ect DirecCorale 80/03/ 
15 KINTNER E E ALWfl Utility SteerrnQ Commitlee KINTNER E E General Public 
Utililios Corp *GPU Service Corp 3pp 41760 349 14760351 

8803210550 Inlorris of relocotiun ol NRR to slated address in Rockville.MD 
RU3ENSTC1NL b Slcindardi^ation & fJon Power Reactor Pro^ecl Direcloiaie 80/03/ 
15 SCHERER A E Comliuslion Engmerring, Inc 3pp 44760 138 44760 140 

8803220434 Forwards monilorint) team repi on prcopofational asses&meni conducted al 
West Valley Demonstration Project during wk of 800104 Monitoring loam reviewed 
startup readiness of supernalant Ircaimenl sys & camenl solidification sys 
HURT,RD Fuel Cycle Safely Branch 80/03/18 BDCBY.WW Energy, DepI of 2pp 
44790 033*44790 067 

• 8803220442 Forv/ards Region I contnbulion & mpul to monitoring rept prepared to 
document resells of visit lo DOE West Valley site during wk of QB01O1 OB 
BEiLAMV.RR Region 1, Ofc ol Ihe Director 80/03/14 HURT.RD Otiice of Nuclear 
Walerial Safety & Safeguards, Diroclor Ip 44790 035-11790 035 

-80O322O44B "Rept on Preopeiational Moriloring of Integraled Supernatant Treaiment 
Sys, Liquid Wa^ito Treaimonl SysCcmcnl Solidification Sys & Hadwasle Treatment Sys 
at West VaHuy Demorislralion Project, Jan 1988 " 

* NRC - No Detailed Alfilralion Given 00/01731 32pp 44790 036 44790 067 

8003230078 Forwards WVDP-055, ' Wasle Complianca Plan for West Valley Demorstra 
lion Project High level Wasle Form," per request Revised waste compliance plan will 
bo reissued to indicate curreni strategy for meeting glass quality requirements 
QIXBY.WW Energy, Dept oE Idaho Operations Of Itce 29135 88/03/11 HURT.RO 
NFC No Detailed Afliliation Given 2pp 44794 008 44794 122 

”8003230000 WVDP'056. Waste Compliance Plan for West Valley Oernonslralion 
Project High Level Wasle Forrr>" 

' Energy, Dcpl of 29135 86710731 tllpp 44794 010-44794 122 

8803240394 Forwards requesl for acJdl inlo re Chapter 5 ol ALWR ulil requirements 
document Current schedule of review based upon receipt ol response by B0G429 Noli 
ficalton expected if delay anticipaled 

LEECH, P H Slandardi2alron & Non Power Reactor Projecl Directorate 88/03/18 
KINTNER,E E ALWR Utility Steering Commilleo KiNTNER,E E General Public Ulili 
ties Corp GPU Service Corp 6pp 44D90 335 44890 340 

3Q03290114 Forwards NRG Hr ol approval lor topical rept for Foster Wheeler modular 
vault dry store for irradiated nuclear fuel Summary of conclusions ol SEF also oncl 
ROBFRTS.J P Fuel Cycle Safely Branch 86/03/23 PtCKERING,H C FW Energy >^P 
plications, Inc Ip 4 4904 320 44904 334 

'0603290123 Advises lhat rnodular vaiill dry store design as described m Rev I to lopi 
cal repl provides acceptable means to mcel requiremonls ol 10CrR72 Acceptability 
Imnilcd lo conditions S spent fuel detailed in lopjcal repi Summary ol SER end 
ROBERTS.J P Fuel Cycle Safely Branch B8/0J/22 PICKERING H C FW Energy Ap 
plications, Inc 3pp 44904 321 44904 334 

”0303290136 Topical real ovalualion of, "Topical Repi for Foster Wheeler Modular 
Vault Dry Store (MVDS) for Irradiated Nuclaar Fuel Rept accopiahle since cornmitt 
menls for QA meet requrromenis of Siibpart G of 10CFR72 

• Fuel Cycle Safety Branch 6B703/23 1 fpp 44904 324 44904 334 

0803300277 Summary of B0O318 moelmg w/EPRi ir> Rockville,MD ro bnofing for NRR 
senior mgl on passive safety sys being considered for advanced LWR program List of 
altondoes & viowgraphs end 

t EECH.P H Stand ardiyalion & Non Power Reactor Projecl Directorate 80/03723 
HUBENSTEIN,L S Standardization & Nori Power Reactor Project Dirodorale iBpp 
44013 203 44013300 

8603300283 Notification of 680406 07 meeting w/ulil in New York, NY to review pro 
posed submaMal to resolve open issues re soil structure intoraclion/dcconvoliition 
VISSING.Q S Standardization & Non Power Reactor Projecl Directorate 86/03725 
RUBENSTEIN.L S Standardization & Non-Power Reactor Projecl Directorate 4pp 
4490501244905015 

8003310096 Forwards commenls on review of Topical Repi TP-08,Rev 0, "Topical SAR 
for NuPac CP-9 Concieto Storage Cask *“ 

nOBEnTS,J P Office of Nucloar Matenal Safely 8= Safeguards, Director 88/03/23 
HAELSIG,RT Nudoar Packaging, Inc 26pp 44919 304 44919 331 

8803310139 Informs of 880418 19 formal prosenlaHons for Operalionat Readinoss 
Review Board assessment of integrated radwasto Irealmenl sys startup 
MAESTAS.E Energy, Dept ot, Idaho Operations Office 29153 80/03717 ADAMS, T, 
CLARK,D. DAVISON, N Energy. Dept of, fdaho Operations Office 3pp 44919 332 
44919334 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8803040062 NRC Bullelin 08 003, '‘Inadequalo Latch Engagement in HFA Type Latch 
ing Relay Mfg by GE " Sve list ond 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/03/10 
Consoltdated Edison Co of New York, Inc 128pp 44673 192-44673 319 

8803040221 LER 87 079 02 on 87102 1,(Jiq set generator voltage rise low duo to improp 
or installation of voltage regulating drode Caused by lack of adequate guidalinos for 
writing test procedures Voltage regulator reparred W/060226 Hr 
LONG,JL, SMITH, SJ Tennessee Valley Authority 88/02/26 5pp 44637 306- 
44637 310 

0803070001 Part 21 rept re potential problem w/GenerPl Motors connecting rod bearing 
shells AddI info will bo provided when available 

KULCHAK.R D Mornson Knudsen Enninoers, Inc 10CFR21 88-2 08/03/01 

TAYLOR, J NRC No Detailed Affiliation Given 3pp 44612 059-44612 061 

8803080159 Part 21 repi re withdrawal of LC4 overlay from markel ^ Union Carbide 
due lo potential crevice corrosion Bingham IntIJnc working w/ Union Carbide to qualify 
new overlay procoduro Quafification scheduled for 12 14 wks 
RANDALLO L Guy F Alkinson Co (formerly Bingham-Willametla Co) 80/02/25 
NRC - No Dolailed AfFilialion Gtvon 3pp 44657 162-44657 164 


8803160450 LER 68 001 GOoH 670601, improperly crimped terminal lugs on two GE 
motors discovered during overhaul of ventilation fan motors Caused by mlg 
defect Discovery documented & new lugs inslalied W/8Q0302 Hr 
SCHUMANN, D, ANDOGNINI.G C Sacramento Municipal Utility Disinci GCA BG 122 
88/03/02 MARTfN.J B Region 4, Ofc of the Director ipp 44725 042 44725 045 

680322002G Part 21 repi re delect in operation of gas monitors using fixed MteisImtiLiH^ 
reported on 0802 12 Caused by error in software for monitors Vendor lesting mod to 
software & in interim recommends changing fillers every 48 h 
STANLEY,L A Kaman Instrumentation Corp 08/02/22 Region 4, Ofc of the Dirccior 
3pp 44848 327-14648 329 

8803220045 NoKftes ol passible exislanco of defective GE Type PK 2 test bfocks sup 
plied by company orr four ememency diesel generator relay panels proved ed lo plant 
by Oelaval Oelaval has notified TVA about situation 

LANE,A ASCO/DELTA {formerly Della Controls & RTE Della Carp) 86/02/21 
Region 4, Ofc of the Director 2pp 44785 065*44785 066 

8803280192 Part 21 & second (nlorim delictency rept ro possible failure ol icinyi to 
open in dtesGl generator control panels mfg by Morrison Knudsen Co Ini li ally report* d 
on 870424 Relay or motor assembly will bo replaced Next rept will bo on 090014 
GRIOLEY,R Tennessee Valley Authority 88/03/21 Document Gonirof Branch (Oo-cu 
ment Control Desk) 4pp 44098 344 44890 347 

8803280195 Part 21 rept re Temp Mai fibrous insulation blankets covered w/nlumnuni 
laminated alpha mantex style fiberglass cloth Initially reported on 0BO314 AH nlirnii 
num famrnatod alpha marilox style ftfaorglass cloth will be removed 
KEISEn,HW Pennsylvania Power a Light Co PL A 3003 88/03/21 RUSSELL.WT 
Region 1, Ofc of the Director 4pp 44903 049 44903 052 

8803300137 Responds to questions & request made during 880301 Iclcon 
Reporlahilily,dodication of commercral grade mail & 10CFR21 being set! imposin^j*." 
among topics addressed 

STONE,JC vendor Inspoctton Branoli 08/03/23 FRANCOIS, E Vclan Valve Co 
4pp 44901 200 44001 203 


OA999 QUALITY ASSURANCE INSPECTIONS 


8002250415 Forwards insp Rept 999010/6/00 01 on 880111 14 & noliro of 
nonconformance Implomenlatfon of QA program failed to incol ccitan 
requirements, including instances ot inadequate mall control & control o I temp gduqrii 
used m wold rod ovens 

STONE.JC Vendor Inspection Branch 08/02/22 HOOPER, M Circlovillo MrMI 
Works 4pp 44570 338 44570 350 

--0802250416 Notice of nonconformance from insp on 880111-14 Noncontofniarx e 
noted mail nol purchased lo ASTM/ASME spec, chemical composition limits intoni 
ploto & actual mechanical property limits missing 
* Vendor Inspection Branch 88/02/22 2j)p 44570 342-44570 343 

”8002250426 Insp Repi 99901075/00 01 on 0801 1 1 14 Nohcompliances noted Mnjor 
areas inspected wclding,procuromont,NOE, testing & insp, measuring S lustimj 
equipment, noncomforming itoms, Ifdining & audits 

ABBATE.CM Division of Reactor (nspeclion & Safeguards (Post 070lll| 
BAKER,ET Vendor Inspection Branch 88/02/15 7pp 44570 344 445/0 350 

8003010455 Trip rcpl of 880120 visit to vendor ro msp & losling of valves rrUunpiii lo 
Automatic Switch Co & pilot valve event at Brunswick on 0801 02 
PETROSINOJJ Vendor Inspection Branch 80/02/22 BAKER, E T Vendor Insprr 
Hon Branch 5pp 44595 285 44505 289 

8803010468 Forwards 080222 trip repi ro 000120 visH lo riorham Park.NJ In witness 
msp & tesi of Automatic Switch Co valves thal failed lo opcralo recenlfy at 
Brunswick Branch will bo conducting followup insp at facility 

STONE,JC Vendor Inspeciton Branch 80/02/22 MERSCHOFF.C Region 2, Of^ of 
IheOiroclor 3pp 44595 290 44596 205 

0003040025 Summary of 880204 meeting w/Afloghony Ludlum Corp for tutorial pmson 
tation ro alloy E-Brile 26- 1 & similar ferrolic alloys List of attondeos end 
CONWAY, JT Vendor Inspoction Branch 88/03/02 PARTLOW.JG Division of R cue 
tor Inspection & Safeguards {Post 070411) 5pp 44610 333 44610 33/ 

8003040041 Forwards response to NRC 071215 Hr ro violations noted in (n«ip 
99900317/87 02 Corrective actions memo did 871012 sent lo buyors involwetl w/ 
calibr sves advising that all such suppliers taken from approved vendors list 
LAMBERT,WH Cooper Bessemer Corp QCG-4309 80/02/15 STONE.JC Vrndnr 
Inspection Branch 22pp 44610310-44610331 

8803040045 Requests extension until 800219 to respond lo Audit Ropt 99-9003 1 7/07 
02 

LAMBERT.WH Cooper Bessemer Corp QCG 4258 08/01/13 STONE.JC Vendor 
Inspection Branch Ip 44611 022 44611 022 

8803040049 Advises thal commitments for programmatic control of training sves area 
described in GE 880126 Hr acceptable 

STONE.JC Vendor Inspection Branch 00/03/02 STUART, I F General Electric t^o 
Ip 44611 021 44611 021 

8803060243 Forwards OA Program Insp Rept 99902006/07-01 on 871230 No vnolalioiUj 
or nonconformances Identified 

MARTIN, TT Region 1, Ofc of the Director 08/03/04 GERALDINE, FJ Hydro Nucln 
ar Services. Inc (subs of Westinghouso Efeclnc Corp) 2pp. 44622 273 44622 276 

-•6803080251 QA Program Insp Rept 99902006/87 01 on 071230 No violations, non 
conformances or unresolved Items noted Major areas inspoctod audit, incFu ding da 
tailed review of screening files for 10 employees hired since Feb 1987 
LANCASTER, W K , MADDEN, T P , KEIMIG.R.R Region 1, Ofc of the Diraclor 88/02/ 
01 4pp 44622 275 44622 278 

8803140149 Nolification of 880324 meeting w/ We sting house in Rockvilfo, WD to dis 
cuss Westinghouse process used to dedirale olectricai equipment for use tn Class IF 
applications 

STONE.JC Vendor Inspection Branch 08/03/09 MURLEY.T. SNIE2EK J 
MIRAGLfA.F NRC - No Detailed Affiliation Given 3pp 44678 106 4467B 103 
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0803100040 Fanvards Insp RepI 99900403/87-03 on 070615 IB & 0727 0806 & notice 
of nonconlormanco Areas of concern ro reactor mode swilch.FSAR veriticalion de- 
ferred design verification, tire proleclton & subcontractor also noted 
WEBSCHOFF,GW Vendor Inspection Branch 07/10/20 FELMUS.ML General Etec 
IncCo 2pp 44778 181 44778 216 

<-8603180041 Notice of nonconformaco from msp on 870727 OB06 Nonconlormanco 
noted documentation reviewed could not support GE performancG o1 seismic analysis 
' Vendor Inspection Branch 87/10/20 Ip 44778 183 44778 183 

- 8603180045 Insp Rept 99900403/ B7 03 on 870615 10 & 0727.0806 Nonconformanco 
noted Mapr areas inspected review of allegations involving potential deficiencios in 
dG^n control activities within QA program for Mar 1907 Apr 1902 
PETTIS,R L, POTAPOVS.U Vendor Inspection Branch 87/10/13 33pp 44778 1B4 
44778 216 

8803180207 Forwards Insp Rept 99901075/68 01 re fabrication of LHRL 120 spent fuel 
frarspcrtatcon cask fabricated by Qrcfeviffe Metal Works for Australian Dept of 
Transport Insp conducted on 8001 1 1 id.per Australian govt W/o end 
PARTLOWJG Division of Reactor Inspection & Safeguards (Post 670411) 80/03/ 
to WANGLER.ME Transportation, Dept ot 3pp 44737 166 44737 170 

0803210265 Ack receipt of 8D0215 response to 871215 notice of violations/ 
nonconlormance Implementation of corrective actions will be reviewed during lulure 
insp to dele mine that full compliance achieved & mamtamed 
STONE,JC Vendor Inspection Branch 80/03/15 STOLBA.FB Cooper Industries, 
Inc 3pp 44760 141 44760 143 

8003210510 Responds to NRC Hr ro violations noted in Insp Rept 909010'75/08-QI on 
880111 l4Correclivo actions all mall purchased by or for licensee controlled items 
shall be reviewed prior to placement ot order by QA manager 
R(ODLEBARGER,J DrclevHlfl Motal Works 08/03/15 STONE, JC Vendor (nspecl ion 
Branch 2pp 44801 141 44801 142 

6803210639 Confirms arrangomenls made for NRC insp audit beginning on 880328 for 
2 or 3 days, per 880310 tolcon 

STONE, JC Vendor Inspection Branch 08/03/16 HEALY,CC Ebasco Services, Inc 
(subs of Enserch Corp ) Ip 44787 356 44707 356 

6803220001 Clarifies interprelation of 10CFR21 3(d)f41 reporling 
requifomenls.establishes clear basis for such repts & ropls results of search of polon 
tially reportable condition records 

ARTIGAS,R General Electric Co MFN-018 00 80/03/07 PARTUOW.JG Division of 
Reactor Inspeclion & Safeguards (Post 870411) 3pp 44004 190 44604 192 

88(13220077 Ack receipt of 880310 Ur informing NRC of slops taken to correct noncon- 
formancos notecl in Insp 99000003/87 01 GE response to items adequate A no add! 
inlo requested 

STONE, J C Vendor Inspection Branch 80/03/10 LEES.EA Gonoral Electric Co Ip 
44604 144-44804 144 

8803220267 Ack rocQipl o1 071030 itr informing NRC of actions taken lo correct viola 
(tons noted in fnsp Ropl 09900636/6 7*01 Several items in response considered mad 
equalo & require addl into Requires addi info on some Items lo render decision 
STONE,JC Vendor Inspection Branch 60/03/17 nUDIS,-MA Rockwell Enginoering 
Co . Inc Spp 44769 082 44769 086 

8803220374 Notificalion of 600329 meeting w/B&W in Rockvillo.MD to discuss Q&W 
OA topical rept 

SPRAUUJG Quality Assuranco Branch TAG 67502 8B/03/10 ROE.JW Division of 
Liconseo Porformanco A Oualily Evaluation (Post 670411) 2pp 44007 020 
44807 021 

GB03220463 Fonvards Insp Rept 99900403/67 06 on 671 10Q.12 Insp conducted os fol 
lowup to NRC Insp Rept 99900403/06.01, In response to GAP 851005 Hr to NRC re 
allGQQd deliuonclos in design control activities within QA at rof GE facility 
STONE.JC Vendor Inspection Branch 08/03/02 WOLFE, B Gonoral Electric Co 
4pp 44785 073 447D5 115 

••8803220467 tnsp Reel 99900403/67 08 on 871109-12 No viotahons/ nonconlof 
mancos or unresolved items noted Major areas inspoctocl allogations Involving potorv 
(iq{ doficcencies in design control activities within QA program 
PETTIS, R L. Division of Roactor Inspection A Safeguards (Post 070411), 
POTOPOVS,U Vendor Inspection Branch 80/03/26 39pp 44785 077-44785 115 

8803280291 Forwards Insp Rept 90902007/88 01 on 880104 07 No Inslanco whore li- 
censee failed to moot NRC requlromonts nolodNRC no(ed,howevor,mstancos where 
QA/OC fesponsibihiios. normally assigned to QA manage r»handlGd by others 
STONE, J C Vendor Inspection Branch 60/03/21 BfeBER,W G Allegheny Ludtum 
Steel Corp. 4pp 44071 275-44671 203. 

”8303280309 Insp Ropl 99902007/66.01 on 680104-06 No violations, nonconfor- 
mancos or unresolved Homs noted Major aroas inspocied QA records & procos»s used 
to fabricate E Brito 26-1 lubing for shutdown cooling HXs at ANO-2 in 1961. 
CONWAY.JT Division of Reactor Inspection & Safeguards (Post 870411)1 
BAKER, ET Vendor Inspection Branch. 88/03/07 5pp 44071 279-44871 283 

8003290374 Forwards Insp Rept 99900853/87-01 on 871207-11 & notice of nonconlor 
mance 

STONE, JC Vendor Inspeclion Branch 68/03/22 GOLDWYN.LH Pullman Construe- 
tion Indusiries, Inc 2pp 44692 277 44692 202 

”8803290306 Notice of nonconlormance from insp on 671207 11 Nonconformance 
noted failure lo establish adequate QA program to controt safely rolaled activities re 
fire damper design & QA monitoring design areas 
* Vendor Inspection Branch 68/03/22 2pp 44B92'279*4409a 260 

”8803290395 Ihsn Ropl 99900853/87 01 on 871207 11 Nonconformances noted Major 
areas inspected validity & basis of closure tests of curtain typo lire damper assemblies 
performed under simulated in plant air How conditions 

PETROSINO.JJ, BAKER.ET Vendor Inspection Branch 80/03/04 12pp 
44B92 201.44092292 

8803300137 Responds to questions & request made during 9B03O1 tolcon 
Roporlability.deoication of commercial grade mat! & 10CFR2t being "soil Imposing," 
among topics addressed 

STONE.JC Vendor Inspection Branch 08/03/23 FRANCQJS.E Velan Valva Co 
4pp 44901 200 44901 203 


6803309300 Ack recicpl of 860223 (tf mforming NRC ol CQrrodiva actions taken in re- 
sponse to violations noted in Insp Rept 99900779/67-01 Acldl info,<ncluding results of 
evaluation of hardware ref in Nonconformance Items 3 2 6 8 4jequested 
STONE.JC Vendor Inspection Branch 68/03/24 HtNSON.L Nulherm Inlernalional. 
Inc Spp 44904 275 44904 276 


REGGD REGULATORY GUIDES 


8003010235 Forwards Rav 3 to ERFT EO220, *‘Ropt on Conlormance ol Nuclear Sve 
ElQclncal Bldg & Diesel Generator Bldg Elecincal Inslallalien to Reg Guide 1 75," pra- 
se nttnqcfarilicalion for actual confiauralton ai facility 

CROLtY.BG Sacramento Municipal Ulilily Disbicl AGM/TA 88 052 88/02/22 
WIRAGLIA.FJ Associate Director for Projects {Post 870411) 3op 44532 047- 
44532 005 I » ^ 

”8803010250 ERPT E0220 Rev 3 to "Ropl on Conformance ol Nuclear Sve Eleclncat 
Bldg£ Diesel Generator Bldg Electrical Inslallation to Reg Guido 1 75 '* 

Sacramenlo Municipal Utility District 80/02/05 36pp 44532 050*44532 065 

8003010492 Informs that duo lo changes In mods, Nuclear Slalion Mod (NSM) MG* 
12044 will bo complolQCj by end ol 1989 Unit t roluelmg oulaqo & NSM MQ-22044 
will bo completed by end of 1909 Unit 2 reluoling outage, 

TUCKER, HB Duke Power Co 08/02/17 Document Conlrol Branch (Document Con 
trol Desk) 2pp 44531 236-44531 239 

8603030179 "RMS Annual Reg Guide 1 16 Rept for CYB? " W/800229 Hr 
KEISEH,HW Pennsylvania Power & Light Co 87/12/31 BROOKS, BG Office of Nu- 
clear Regulatory Research. Director (Post 660720) 2pp 44602 163-44602 164 

0003030260 Advises that scheduled dale for submiltal ol revised sol of variable sheets 
lo ineCude changes known lo date revised to 860331 

WILSON, KR Florida Power & Light Co 3F0280-23 86/02/29 Document Conlrol 
Branch (Documoni Control Desk) Ip 44565 t02 44565 102 

0003040019 Requests pcrntission lo use ASME Boiler & Pressure Vessel Code Case N 
416 w/o oxiCGption.jier Reg Guido 1 147,to replace 2 inch inservico insp Class 2 
piping in ateam generator blowdown sya upstream valves Fee paed 
LlPPOLD.WJ Baltimore Gas & Electric Co 86/02/24 Document Control Branch 
(Document Control Desk) 4pp 44572 001 44872 004 

60030701 65 forwards annual repts containing tabula Hons on annual basis of number of 
stall on, ulil & other personnel receiving exposures greater than 100 mrom/yr & associ 
alQd exposures according to job functions for unit, per Tech Spec 6 9 15 
MITTENBERGER.S Public Sorvico Eteclfic & Gas Co ol New Jersey NLR N60031 
08/02/26 Documeni Control Branch (Document Conlrol Desk) 2pp 44600 002- 
44600 013 

”8003070162 "Sid Format for Reporting Number of Personnel S Man-Mrem by Work & 
Job Function for 1967 ’’ W /undated Hr 

• Public Sorvico Elociric & Gas Co of New Jersey 07/12/31 I2pp 44600 004- 
44600013 

0003090010 Provides Info re uiil ability lo porfornri intended safety function in accord 
ance w/Ren Guido 1 9 Diesel generalor Ovalualton repl encl.doc ume nil ng lhal 1967 
tosi results fioundod by analysis & satoly roiatod sys aporato prqperfy 
GRIDLEY.R Tonnossoo V.ilfoy Aulhofilv 60/02/29 Document Control Branch (Docu 
monl Conlrol Desk) 4pp 44639 067 44640 265 

0003140199 Forwards SER concluding that posl-accldenl monitoring Instrumonlalion 
conforms lo Rog Guido 1 97, Rev 3, except for instrumanlalion lor conlamment Sump 
water lomp Review ol MuHi-Planl Action A. 17 lor both plants completed 
PATEL.CP Projofl Directorate II 2 TAG 51130 08/03/03 STEWART.W L Virginia 
Power (Virginia Electric & Power Co ) 3pp 44676 114 44670 137 

• 8803140207 SER accepting plant design ra conformance to Reg Guido 1 97, Rev 3,w/ 
exception of inslrumontalicn for conlamment sump water temp variable 

• Project Directorate II 2 GL 62 33 80/03/03 2pp 44570 117 44670 137 

8003160171 Discusses revised schedule for compliance w/PTS rule, draft Reg Guide 
1 &9,Rev 2 & 10CFR50 6t Incorporation of shield assembllos in Cyclo 8 fuel will re 
quire installation ol slamloss stool rods m 16 previously discharged asscmhlios 
SMEOLEY.RW Consumers Powor Co 68/03/09 Document Confrof Branch (Oocu 
monl Control Desk). 2pp 44/26 022-44720 023 

BB03 150326 Informs that guidanco rof In 600301 application lor Rev 0, SuppI 6, Pro 
posed Amend 164 rol guidanco provided in Reg Guido l 3 Rof should bo Rog Guide 
1,78 

CflOLEY.B G Sacramento Municipal Uiiliiy District AGM/TA 08-061 80/03/04 
MIRAQLIA.FJ Associate Director (or Projects (Post 870411) 1p^ 44609 064 

44609064 

0803170311 Forwards Safely Insp Ropl 50 440/06-03 on 871231-880222 a rolico ol 
violation 

KNOP.RC Region 3, Ofc of the Director 80/03/03 KAPLtN.A Clavoland Electric lllu 
minating Co 2pp 44725 170 44725 191 

”0803170316 Notice ot violalton from Insp on 871231 860222 Violations noted failed to 
analyze grab samples for gravity method & 870327 special rept not supplemented lo 
frrefudo mfo recommended m Reg Guide J tOB.Rov > 

KNOP.R C Region 3, Ofc of the Oireclor 88/03/04 2pp 44725 172 44725 173 

0803210044 Requests permission lo use ASME Boiler & Pressure Vessel Code Case N- 
416 w/o exception by 069321 Code case wi(f bo applied in repair or replacement of 
two 16 Inch check vafvos in Unit 2 main feedwater sys 

LlPPOLD.WJ. Baltimore Gas & Electric Co 80/03/14 Document Conlrol Branch 
(Document Control Desk) 2pp 44798 256-44798 257. 

0CO32 10075 Informs of actions underway to sahsly facitity OL Condition 2 C (36) for in- 
stall ing or upgrading neutron monitoring sys required by Reg Guido 1 97 
KINGSLEY.OD System Energy Rosourcos, Inc AECM B0/OO51 88/03/11 Oocu 
menl CenUol Branch (Documoni Control Desk). Spp 44724 334 4 4724' 338 
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^8 032 <01 01 Forwards SFR & icchnical evalualion rept re ulil submiltals on conforming 
to Reg Guido 1 97, Rev 2 Insliumenlalion provided by ulil acceplabfo e^'cepl for varia 
blGS of listed ilerns Implemenlation schedule requested wilhin 60 days 
PASTfS,HN Pfoiect Direclorate 11-3 BB703/I5 TJCKER.HB Duke Power Co 3pp 
*14772 065 44772 073 

' 8803210186 SER supporting util conformance to Reg Guido 1 97 re post accident 
monitoring insirumentatmn except (or listed variables 

‘ NHC No Detailed Atfilialion Given GL B2 33 88/03/15 5pp 44772 069 
44772 073 


‘►8706230339 CGG EA 6959 "Contormance to Reg Guide 1 97,OconG0 Nuclear 
Station, Units 1,2 & 3, " final informal rept 

STOFFEUJW EG&G Idaho, Inc (subs ofEG&G, Inc) FIN A-6483 TAG 511 13 87/ 
03/31 NRC No Oelaited Afliliation Given 24pp 44772 074 44772 097 

88032t0329 Forwards SER accepling ulil deviations Irom Reg Guide 1 97 for each post 
accident monitoring variable w/exception of neutron flux Existing neutron flux instru 
mentation acceptable lor use in irtonm pending impfementation of sys 
ABEUSON,H Project Directorate I 1 8B/(>3/11 BRONSJC New York Power Author 
ily tformerly Power Authority of the Stale of New York) 2pp 44760 055 44760 07B 

‘ 8303210346 Safely evaluation accepting ulil justification for deviations from Reg Guide 

I 97 tor post accident rnonilonng variables 

* Office of Nuclear Reactor Regulation, Director (Post 87041 1) G 1-82-33 88/03/14 
2pp 44760 057 447G0 058 

- 0803220250 EGG EA 7040 ROl Rev 1 to "Conformance to Reg Guide 1 97 Filzpa 
trick 

UDY.AC EG8G Idaho, Inc (subs of EG&G, Inc) UDV.AC Idaho National Engineer 
mg Laboratory FIN A'6483 TAG 51090 87/11/30 NRC - No Dclailcd Alfiiration 
Given 20pp 44760 059-44760 078 

0803210524 Advisos lhat ASME Code Cases N-27a & N 375 2 to bo used m msorvice 
msp progr«imi acceptable & per Reg Guide 1 47, use provides acceptable level of qual 
ily & safely & will nol endanger life or property or common defense & security 
CAPRA, R A PfOiBct Direclcrale I 1 TAC 67115 80/03/15 MANGAN,CV Niagara 
Mohawk Power Corp 4pp 44760 342-44760 345 

0803210530 Concurs in regulatory positron on Rog Guide 1 99, Rev 2, "Rodialtoft Embnl 
tfemeni of Reactor Vessel Mails.” dtd Mar 1988 

KERR.W ACRS ■ Advisory Commileo on Reader Safeguards 08/03/15 STELLO.V 
Ofc ol the Executive Dircclor lor Operations Ip 44769 359 44769 359 

8803210557 Authonzios use of ASME Boiler & Pressure Vessel Code Case N 416 in 
lieu of performing hydrostatic pressure losl on Steam Generator Blowdown Linos 21 
or 22 & on Mam Feodwater Valves 2FW-130 & 2FW 133.if lino repaired or replaced 
CAPRA, R A Project Directorate f 1 TAG 67353 08/03/17 TfERNAN.JA Baltimore 
Gas & Electric Co 4pp 44746 336 4474 6 330 

8003220132 Forwards rovisod SER concluding lhat plant use of narrow range monitors 
in rombjnaKoh w/upgraded wide range inslrumentation acceptable doviatron from Reg 
Guide 1 97 cnierra for steam generator level monitoring 

HOOD.DS PrO|DCt Directorate II 3 TAG 6618 & 88/03/17 TUCKER, HB Duke Power 
Co 2pp 44773 306 44773 31 1 

“8803220170 Revised SER concluding lhat uliJ narrow-range steam generator (SG) 
level instrumef^talior»,m conjunction w/ upgradeo wide range steam generator level rn 
strumonlalion, acceptable deviation from Reg Guide 1 97 criteria 
‘ Office ol Nuclear Reactor Regulalion. Director (Post D70411) GL 62-33 88/03/17 
4pp 44773 308-44773 311 

8803220316 SuppI 1o 1987 annual repl, "Financial & Slalistical fnfo," per Paragraph 
10CFR60 7 1(b) & Item 70 in Reg Guido 10 1 W/ B8(53 18 Mr 
ISDAHL.J Northern Slates Power Co B7/12/31 2lpp 44650 142 44850 163 

8803240265 Forwards amend to License SUA1358 revising License Condilrorr 

I I Charges consistent w/guidanco approval in Reg Guide 0 31 

SMITH, RD Uranium Recovery Field Ofc, R4 88/02/01 UMETCO Minerafs Corp 
(subs of Union Carbide Corp) 2pp 44807 165-44B07 199 

88032S0110 Concurs w/util 880205 Hr lhal radiation safety refresher training, os roqurred 
m Reg Guide 8 31, will nol bo required lor engmecring & earthwork activiliQs at High 
land lacilily duo to decommissioned nature o{ site 

HAWKINS.EF Uranium Recovery Raid Olc. R4 60/02/11 Exxon Corp Ip 
44859,255-44859 255 


8003300093 Identifies changes to post accident monito/ir^ instrumentation (PAMI) list & 
clarilms position re qua fifica lion require menis for PAMI Changes to list based on fisted 
criteria Compleie listing end 

WAREWBOURG.DW Public Service Co ol Colorado P-asoOB 88/03/ 14 Document 
Control Branch (Document Control Desk) 37pp 44901 130 44901 166 

8803310176 Forwards safely evafuaiion accepting ulil submittals on planl post accident 
monitoring instru men tation.per Reg Guide I 97 Response to Generic Ur 62 33 com- 
plete & conformance to Reg Guide 1 97 closed 

KNIGHTON.GW Project Directorate V GL-82-33 86/03/23 SORENSEN, GC Wash 
rngton Public Power Supply System 2pp 44920 295 44920 313 

“8803310189 SER accepting ulil submittals on planl post-accident monitoring 
instrumentation, per Generic Ltr 02-33 Instrumentation meets guidelines ol Reg Guide 
1 97 

♦ NRC No Detailed Alfiliation Given GL 82 33 80/03/23 2pp 44020 297- 
44920 298 

“8708270082 EGG EA 6963 "Conformance to Reg Guide l 97.WPPSS,NLicrear Profec! 
2 " 

UDY,AC EGSG Idaho, fnc (subs ol EG&G. Inc) UOY.AC Idaho National Engineer- 
ing Laboratory FIN A-6493 GL-02-33 87/08/18 NRC - No Oolailed Allrlialion Gwen 
15pp 44920 299-44920 313 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


0702050160 Summary of CRGR Moeting 103 on 851215 re review of proposed reg 
guide enlilfed ‘EE 404 4.0raft 2, Qualification of Connection Assemblies lor Nuclear 
Power Plants" & proposed drafi NUREG 1150, "Reactor Risk Ref Document ' W/o 
end 

SNIEZEKJH Committee to Reviev; Generic Requirements 87/01/16 STELLO.V 
Olc of the Execulivo Director (or Operations ip 44007 217 4400/ 217 

8702270239 Summary of CRGR Mcelmo 109 on 870209 re proposed new SRP 6 5 5, 
“Pressure Suppression Pools as Fission Product Cleanup Sys" W/o stated 
ends Attendees fist end 

SNIEZEK.JH Committee to Review Generic Roquiremonls 67/02/12 STELLO.V 
Ofc of the Executive Director (or Operoltons 2pp 44007 216 44807 219 

8704I5Q097 Summary of CRGR Meeting 105 on 070115 re proposed licensing gu d 
anco for recently effective new rules (search requirements & miscellaneous arror^ds) 
& proposed Rev 2 to SRP Section 6 5 2 Attendee fist end Addi slated ends wilfitiE'd 
SNIEZEK.JH Committee to Review Generic Requirements 87/03/02 STELLO.V 
Ofc of the Executive Dircclor for Operations 3pp 44007 2l3 44607 215 

8705190194 Summary of 87040/ CRGR Meeting 1 12 re proposed rev to Branch Tech 
nical Position MEB-1 (SRP Soctiorr 3 6 2) re postufaled arbitrary mlermodiato pipe rup 
lures & proposed policy slatoment re intogmled plant mod schedules Record copy 
JORDAN.EL CommiUee lo Review Generic Requirements 87/05/0/ STELLO,Y Ofc 
of the Executive Director for Operations 26pp 44807 216 44807 216 

8706090204 Summarizes CRGR Meeting 1 14 on 870507 to discuss review of proposed 
bulletin on pipe wall thinning & generic Hr on IGSCC Record copy 
JORDAN, E L Committee to Review Generic Requiromonts 67/05/26 STELLO.V Ofc 
of the Executive Director for Operations 3pp 44007 210 44807 212 

0803040176 Final response lo FOIA request Forwards App M documenis Documenls 
also available in PDR App N documents withhold (ref FOIA Exemption 5) 
GRIMSLEY.DH Division of Rules & Records (Posl 670413} 88/03/02 BOLEY.K 
Public Cilizon’s Critical Mass Energy Projerl 4pp 44583 01 5 44563 020 

-8502010139 Summarizes position of Commission re Nuclear Util Mpf & Human Rc 
sources Committee lour tnilialivo on people reJalod nonhardware issues Riilomaking 
deferred for 2 yrs while NRC industry efforts lo attain goals w/o fogislalion 
PALLADIN0,NJ Commissionors 85/01/23 MILLER, JH Nuclear Managcmenl 8 flo 
sources Council (NUMARC) (formerly Nuclear Ulilily Manage MILLER.JH Georgia 
Power Co 7pp 44583 022-44503 028 

8803070128 Notification of 060306 mooting w/NUMARC in Rockville, MD to discuss 
status of Tech Specs improvement program 

BUTCHER.EJ Technical Specifications Branch 06/03/01 ROSSl.CE Division ol 
Operational Events Assessment (Post 0704 11) Ip 44632 199 44632 199 

0803150335 Nolifios of CRGR Mooting 131 on 860J11 re J Partlow proserlalion of 
draft, "Fitness for Duty Rule " End contains predecisional info & will nol bo released 
lo PDR until info considered in public forum or decision roachod 
JORDAN.EL Committee lo Review Generic Roquiromonls 00/03/10 
BERNERO.B M Oflice of Nuclear Malerial Safely & Safeguards, Director MARTIN.T T 
Region 1. Ofc ol the Director ROSS.DF, Office of Nuclear Rogulatoiy nosoarcli. Dr 
rector (Post 860720) 2pp 44660 261 44669 202 

8803150349 Notification of 860317 mooting w/NUMARC in Rockville, MD to discuss 
status of industry implemonlallon of erosion/ corrosion insp (irograms 
WU.P Chomical Engineering Branch 60/03/09 MCCRACKEN.CC Chomical Engi 
neering Branch 2pp 44609 283-44609 206 

8003100201 Notification of 800317 moeting w/NUMARC In Rockville.MD to discuss 
status of industry implemonlalton of erosion/ corrosion Insp programs Time cf>an-go lo 
1 0 00 - 1 2 00 am incficalod 

WU,P Chemical Engineering Branch 00/03/14 MCCRACKEN, CE Chomical Eng i 
nooring Branch 2pp 44736 001-44736 002 

8803210041 Notification of 800329 Tech Spec Improvement Program mooling w/ulil 
owners groups mgt in Rockville, MD lo discuss NF^C one! draft Tech Specs split rcpl 
BUTCHER.EJ Technical Specifications Branch 08/03/10 ROSSl.CE Division of 
Operational Events Assessment (Post 070411) 45pp 44773 043 44773 087 

8803220210 Forwards FR notice of rev of ASB 3 l of SRP 3 6 1. eliminating specified 
jet equipment offects.w/NRR concurrence, for roviow & approval LLL analysis & sum 
mary & more complete explanation also end W/o analysis & summary 
BE(jKJORD,E S Oflice of Nuclear Regulatory Research, Director (Posl 860720) GL- 
87 11 07/10/02 JORDAN.EL ComnilltGe to Roview Gononc Requirem-onis 
KERR.W ACRS • Advisory Commilloo on Reactor Safeguards 4pp 44774 031- 
44774 034 

8803220455 Forwards final ropt of Vol 3 of EPRI NP-5300. “'Visual Wold Acceptance 
Criteria Training Manual for Inspectors of Structural Wolds ” & Vol 2 to EPRI NP- 
5380. ' Samjaring Plan for Visual Reinsp of Welds “ 

SHIPPER, JD Pacific Gas & Eleclrrc Co DCL-60 060 06/03/10 Oocumopil Control 
Branch (Document Conlrol Desk) 3pp 44865 252-44865 347 

“8803220469 Final rept of Vol 3 lo EPRI NP.5300, "Visual Wold Acceptance 
Criteria Training Manual for Inspectors of Structural Welds at Nuclear Power Planis 
Using Acceptance Criteria ol NGIG 01 (Rev 1 lo NCIG 03) 

* Electric Power Research fnslilute * Reedy Associates, Inc " Nuclear Construction 
Issues Group 07/09/30 54pp 44865 255 44865 308 

“8803220475 Final rept of Vof 2 to EPR) NP-5300, "Visual Wold Acccptanco 
Criteria Sampling Pfan for Visual Reinsp of Welds (Rev 2 lo NCIG 02) ’’ 

* Electnc Power Research Institute * Nuclear Construction Issues Group 07/09/30 
41pp 44665 300 44865347 

8803300394 Summary of 880200 10 meetings w/NUMARC Working Group in 
Rockville, MD re Tech Spec Improvement & development of now STS AtlondGO list & 
agenda one! 

BUTCHER.EJ Tochnicaf Specifications Branch 80/03/22 ROSSl.CE Division of 
Operational Events Assessment (Post 8704 1 1 } 14pp 44906 001-44906 091 
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0803310001 Parlial fcspofibij to FOIA foquoM ro CRGR mooting Forv^ards Apn K 
documonls Documonts available m PDH App L ilocumontb withhold (rof rOIA Exemp 

GUwkcY.DH Divi'ilon □( Rulo^. & Hocorfls (Post 070-113) 0E5/03/2-1 WEISS ER 

Harmon S Woibs 5pp -14910 0(H 44019 1-1» 

-.£611190068 Comrnonls on wholhor fogulatorv impact ntmly^ris salislies Commission 
amended rogulations nov(Mmncj uacHiitiiK) & info ronuo'it.pGr BG0816 inocling m pm 
nosed resolulioi' of USI A 4C roncnminc) soisinic qualification o1 ociuipmont 
PEYNOLDS.NS Nuclear Utitily Geoup oit Eguipmont Qualilicalion 06/09/23 
SNIEZEK,J CommitlGO to Rovmw Gonnrir naquitomor^ls 12pp 44919 201 
44919 212 


6702240142 AiNisos that proposed nmoiul to 10CFH50‘>bo ro codes & slds will be 
foviowod by CRGH {jr\ hams that nmonti ronmitnios formal chanqo in stalf position lo 
be imposoil liy NRC on one or mnro olttbson of now nr reactors 
SMIEZEK.JH Riitjioonl Oporalmns A Gononc Hoquiromonls, EDO (Pro 9/0413} 67/ 
02/13 BECKJOFtD,t S Ollico of Nuefonr Rugulatory nesoarcb, DirecloT (Post 
660720) 2pp 44919 171 44919 172 


mnni ° 880122 Itr expressing concerns re potential failure o1 contain 

h^r?r ° severe accident NRC sponsored research indicate some low praba 

ni sequences Methods lor improvements being pursued 

Ole of ttie Director 88^02/29 FREEMAN H Harford 
County MD 3pp 44640 024 44640 044 


87 297 Informs Commission ol plans lo resolve issues re perform 
arice ot MARK I containments -during severe accidents Integrated plan for -effecting 
AoM^0 accicieni issues lor all plants is also scheduled for submiss lori by 

44640‘344 Executive Director tor Operations e6/1?/08 IBpp 44640 327 


0803150206 Final response lo FOlA request Forwards App E document App E docu 
P DR App F tfocumenl partially withheld & App 6 document 
corripletcly withheld (ref FOlA Exempt ions 4 4 5) respeclivel/ 

GRIMSLEY.D Division ol Rules & Records (Post 870413) a0/O3/O& ARERGOOD S 
Commiltoolo Bridge the Gap 5pp 44690 071-44690 076 


8703020206 noi>ponds lo lU (ixprossirir) dinaqrrHiqrenl w/handlmcj of <ertaiq 

aspects ol backfillinq rtuoilion r» proposotl K'colulion of UbI A 46 Analyses conduct 
ed luslily fpquDsi lor info ta fro diroririci to nffm-lcd Hennsoos 
SNlF2Ek,JH C-omrnillun lo Rnviow OoiKifK Roquircmi'nls U//0?/24 SMITH NP 
Seismic Oii.ifificaffon t/fdity Group ?Pf> 1A9 44919 f 74 


870725022a Draft Comnnission paper re order mod dying license lo convert from high 
to !qw enriched U JuoJ lor nempowe-’ reactors Ofc of General Counsel rev-ewed paper 
& has ro legal objection 

STEUO.V Ole of the Executive Director for Operations 07/07/13 13pp 44690 077 


.8803310002 Forwards roqiorinl opofhtiohs A Gorurric Ri'qmronmnls Slalf summary of 
proposed clobObiJl arlions on Gonnne Is'.lio iM 9 Mnltor scheduled for CRGR review 
at fficalirig on 05 ) 12 / 

TAYLQR.MA Reqiomil Oj)nrn 1 ians A fJiiourk, Roquirernnnts, EDO (Pro 6704 13 ) 85 / 
11/25 DERNEROiR Offico ol Niicleuf Roaelor Ruquliilion Diroclor (651125 B 7041 1 ) 
73 op 44919 011 44919 1 1 1 

-6003310007 Forv/nrds tiddl Inlo rn CRGR roviuw ol projiosed USI A 4 G rosoltdion to 
bo discussed on 861016 A NnUunr util on rnirijitminl fjuallficnlton 060923 llr 
CONRAN.J Rerjiofifll npamlion-i A fienurir nririiiiR'nients. EDO (Pro 070413 ) 86 / 10 / 
JO BEHNERO,R M Coniriiissiotiurs SI AllOSTEf^KI R Olu ol Insjieclion & Errforce 
menl, Oiroctor ( 0?()201 07 () 4 ri) tAJNN INGHAM, R E Oflierj ol Nurlonr Mdlcrial 
Safely A SnfonuwKDiUK tor hjip 44919 104 44919 2(10 

9803310000 rorwnrds Ronionni <jj)orn 1 inns A HofU>ri( RcrquiromenlS) stall summarv re 
proposed resolution of USI A 4 (), '’SrriMnk Qiialilirrilion of Equipment in Opomlinq 
Plante” WcoliiHi 98 'u herJuleiJ lor dlifOlO 

CONnAN,J(t nogtonal Operation'. A riorieric Requifomunls. FfJO (Pro 070413 ) flh/ 
10/14 OERNFRO.R Coinniis'tionofs SFAROSTECKI.R Ole Of Ins pocUon & Enforce 
monl, Director ( 62020 1 6 / 0413 ) (UINNINGI lAM.M f Division ol Fiml Cycle A Material 
Safely (Pm 6704 13 ) hpp 449 lO 164 4491.9 1<)6 

8803310004 f oiwanJs Rngioiml Opijridltins A (luiiuric Requiminenls stall siiinnuuy ro 
final mlomnklnii lor onerulor licrrn'.irm, riu lurlimj lOCf Rb^.conlormlnq arnonds A Ihroa 
ron nutdos Mellor scliedulnd for C.Rult rnviciw at Moo ling 65 on 6 C 022 C 
CO)(,TH Ronional f^prirnlions A (ioiumk Riu|iiirdmonl'i, TDO (Pry 670413 ) 06 / 02 / 
21 BEF 1 NERO,R (.oiiiinl'.'iiononi JdllDAN.E Ofc of Inspection & Diforcomnnt, Di 
rector (620201 6 / 0419 ) (.UNNINfil lAM.ll iJivislon of ( uul GyckJ A Malonal bnfoly 
(Pro 6 / 0413 ) 2 Bpp 44919 112 44919 Kill 

8803310905 Fniwaidn fhrrjionni Ofurialloiv. A GetiOni) RotitilrOfiienls stall summary ro 
Iona rniigo npjrroarh ior dnelinu w/btre-.'i ((Jiro'den on cracking in DWR piping draft 
NUmEG 03 UU 1 uv 2 Mailer '.(hi’iliiled lor (,MGH review at Mroling 69 on 060416 
GONRAN.JII Reqtoiml Operaiiotvi A (jonerir Rdrinirenuinl'i. TDO (Pro 6 / 0413 ) 66 / 
04/10 IJERNERO.R Ollit o el Nnr lear Rear lor Henulntien, Uirorlar (051125 D/ 0411 ) 
JORDAN,!- Otc ol lnspf)c.llou A f nforremenl, Diroclor ( 62020 H 07 O 4 13 ) 
CUNNINGHAM Divi'.lon Ol fuel (.yrtu A Watorinl Safely (Pro 6 / 0413 ) 9 pp 
44910 140 44919 148 

•8608100316 forwoidh stall seninxiry A jssiin IdentilicnHen re loch Spec policy ataio- 
mont lor use at CfKiR MuoKiiq 94 en 6 f )0622 

POIK.PJ Rueionhl Oirerallon'. A Generic Rnquiruiminls EDO (Pre 8 / 0413 ) 66 / 06 / 
11 BERNFRu.ll (Tflun el Niirtear Ihjoclor Regulation, Duerlor 1051125 870411 ) 
JORDAN, EL Ofr ol In',>pec 1 lnn A I rdorcemonl. Direclor (B 20201 670413 ) 
CUNNINGHAM R Olliru of Niiclenr Malerjal bnfoly A bnicguards, Direct or 15 pp 
44910 149 44019 103 

-8609190143 Forwards suinmniy el NMSS pronofierl tulu, "Requirumonts lor Criminal 
History Chocks/' schoduleil lor in view at (aitiR Mor)linn 96 on 600917 
SCHWINK.W S Rojjlonal Oinsrallons A Clenonc RcrriuireTnanls, EDO (Pre 670413) 
66/09/16 RERNLfuXRM OffK.n of Nuclonr Ronclor Roqulalion, Diroclor (651129 
670411) STARObH-CKI.R Ole ef liqipnnUon A Enfotcomonl, Director (020201 
670413) CUNNINGHAM, R L Odirn ol Nucluar Malorial Safety A SafuQuards, Director 
5pp 449)9 2)3 449)9 295 

• 8003310016 Forwards C)RGR duff sunnnurihs of proposed hullolm ro thinning of pipo 
v/alls Ifi nucloar power pinnis A projrosorJ long torni rosofiihon lo IGSCC problem in 
own piping MooHng 1 14 m hodutyd lor O/ObO/ 

CONRAN JH Officu (or Anolysls A Evntualion t >1 Oporational Data, Director 67 / 05 / 
06 JORDAN.E L NRG No Oelaih'd Affilinhon Givor> OERNERO.n M , SNICZEK.J H 
Olfice of Nucinar Reactor Rogulnllon [iiroclor (Post 670411 ) 9 pp 44019 175 - 
44919 103 

8803310267 Siiminary of 600311 GRGR Meuiinfl 131 ro proposed draft rule on fitness 
for duly issunnro or proposed ruin rocommonded (or public comment Rrquosts wniton 
rosponso ro ayrooinont or rlisanreomnnl w/rocummondaiions wilhin 5 worWng day« 
JORDAN.E L Cornmllloo lo Movmw Generic Ftoquirements 56 / 03/25 STEILO.V, Ofc 
of Iho Exoculwo Dirodor for Operations ?pp 4491/350 44017 352 


SECY POSITION PAPERS BEFORE THE COMMISSION 

07O6O3Q1B6 8ECY 8/H 1G Proviflns an.ilybis of issues lO possible amend of Qxlslmg 
NRC liconsas auihorizlng Import of South African origin U A recommending that Com 
mission schedule Exoculivo Branch hrtofinj to manor ^ 

DENTON.hr Qfhco el Governmonlal A Public AIfnirs (Post 070413) B7/0j/O7 
20 pp 44908 0/5 44009 094 

0003030264 SECY flQ 039 Providos third quorlnrly progross ropl on proliconBing phase 

of doe civilian high tovol rad waste mgf program . 

STELLO.V oic of 1)10 Executive Director for Operaliorrs 60/02/09 32pp 44566104- 
44566 225 


8B09220410 SECY 86 069 Discusses do nmimis A holOA regulatory concern concepis 
A informs Cemmissiqn ef status of staff efforts lo -dcveloo oroposed policy slatemenl 
identilymg level or ladmtien risk below which govt regulalior^ would become limited 
STELLO.V Ole of the Executive Director lor Operations C0/O3/O8 23pp 41789 341 

;1i>47F)n ^ 


0603240145 Final response to FOlA request r-o SECY-78 4B2A Forwards App A 
docuinoin Oocumcnl will be avadablo in PDR 

GRIMSLEY DM Division ol Rules A Records (Post 870-113) 68/03/ IB DAY P NUS 
Corp Zpp 44854 025-44054 077 

-8803240180 SECY 76 462A Requests approval of Hr lo JD Dingetl re GE Reed Rept 
□FNTON.hr OIc of the Executive Director for Operations 7B/11/09 -Itpp 
44854 027 41654 077 

8803240298^ SECY 66 079 Inf-orms Commission of conclusions ro reliability of 
Tmnsnuclear.lnc as nucloar exporler in view of -recent developments in Europe con- 
corning Transnukloar.FRG A NUKEM W/6 80321 release memo 
SHEA J n Irternational Programs 80/03/15 1 1pp 44860 234 44860 244 

6003240316 Final response lo FOlA request App A A B documents end A available m 
PDR 

GRIMLCY.DH DiviMon of Rules A Records (Post 670413) 88/0-3/21 LEWIS.O 
LeW(5. DG 4pp 4d85f 033-44G5f Oee 

eeQZ250i47 Forwards acfvanced copy of SECY-OB 086, *Upda(ed Staff Action for TVA 
Sequoyah Unit 2 Rasta r1/‘ for placemeni m PDR 

BATEs,A Public Documenl Branch 68/03/21 bHELBURNE,8 Operations Branch 
Ip 14057 00144857 006 

-60O32SO167 SECY 88 066 Recommends Commission authorizo siafl lo permit TVA to 
restart Unit 2 now that all open issues resolved A Mode 3 evotutions successfully 
comnletocf 

STEIL0,\/ Qfc of iho Exoculivo Diroclor tor Operatiohs BS/03/21 5pp 44857 002- 
44857 006 

0603280106 SECYQ&0B6A Provides supplemental info on status of remaining issues 
required to be resolved prior to restart ol facility 

STELLO.V Ole of Ihe Executive Director for Oparations BB/03/22 4pp 44889 358 
44869 361 

8803300457 SECY-87 120 Recommends that Commisiqn approve request for hearing 
on applications to import U of South African origin Summary A analysis of petition to 
inierverio A responses theroto A draft order end 

PARlER.WC Oflice of the General Ccunsol 87/05/21 23pp 44914 20 5 4 4 9 1 4 227 


STATE PROG STATE PROGRAMS 


8602250140 Requests that B Shoemakor bo made available to support meeting vv/PSC 
ol LA on or around 0602 17 re briufing on Reed Re pi 

CRUTCH F1ELO.D Division of Reader PfO]DCls lIMV.V & Special PrO|ects (Posl 
670411) 86/01/26 MURRAY.J P Office of the General Counsel 2pp 44490 103- 
44400 134 


0803010217 Noificalion of 680309 meeting w/ Stale -of NJ Bureau of Nuclear Engineer 
ing (NJ0NE) In RockviHe.MD to enhance inlertace between NJBNE.facilily project 
managers in Now Jersey A NRR mgl Agorida & list of attendees end 
OOGtR.BA Assislanl Diroclor for Region I Reactors BB/02/25 MURLEY,T. 
bNlBZEK,J, MIRAGLIA.F NRC - No Dolailed Aflitialion Gwen 5pp 44559 354- 
44559 358 


8B030 10390 Requests meoling w/NRC lo discuss two proposals by util to reduce 
amount □( lesling of safely equipment Oecroaso in testing may adversely affect reli 
dbjijly of sys A reduce assurance ol public protection against accidents 
KUN1N M M Vermont, State ot 80/02/25 MUR LEY, A Ofheo ol Nuclear Reaclor 
Regu1aiior>. Diroclor (Post 870411) Ip 44512 M4 44542 144 


0003020081 Commont on NRC technical position paper, “Environ Monitoring Low Level 
Radwaslo Disposal Facility " 

WOMELDORF.O J Calilornia. Slate of 52FR42406 00003 BS/OI/IS NRC - No De- 
Jailed Alli'iabon Gwen 2pp 44 548 172 4 4 54B 173 


0803030182 Notihcalion of conlracl oxeculion.Mocl 7Jo “Radiabon Monitoring Program 
RGflUirements ” Con tract or,Stat-Q of SC 

DORSEY M Contract Administration Branch FIN B 04O3v NRC 29 63 624 08/02/24 
MALEY.RJ Req/oh Gfc o) the Director KAHLEJB NRC - No Detailed Affiliation 
Givon Ip 44566 O02»44 566 (164 
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-8903030191 Mod 7.clar»fying fcrtda previously provided to Stale of SC re cooperative 
agreement since inception & provi.cling CVes tends, lo '‘Radtaiion Monitoring Program 
Requirements " 

* South Carotina, Stale ot WIGGINS, EJ Division of Conlracls {Post 870-113) FIN B 
B403 NRC-29-a3*S24 88/02/24 2pp 44566003 4-1566084 

0803040007 Commeni supporting proposed rule 10CFR62, "Criteria & Procedures for 
Emergency /^ccess to Nonfederal & Regional Low Level Disposal Facilities" 

PICUS.G J Arkarvsas, Stale of 5aFP47578 00021 88/02/16 Dockeling & Sorvsees 
Branch 2pp 44572 020 44572 021 

8803070211 Forwards "Annuaf Survey Repl NS Savannah" & "Conlrolled Area Survey 
Repi," including slalus of facility.ro&ults of annual radiation surveys & monitoring of 
sialic dosimeler readings & semiannual environ sample analysis survey submitled 
WALDROP, CG South Carolma, Stale of 8B/02/28 Document Control Branch (Oocu- 
montConlrol Desk) 8pp 44893 056 44093 092 

-0803070214 "Annual Survey Rept NS Savannah," consisting of TLD monitoring 
repLenviron sample analysis repLdirecl radralion survey & contaminalion survey re 
sulls 

* South Carolina, Stale of G7/03/26 16pp 44093 064*44893 079 

-0603070218 "NS Savann^ah Controlled Area Survey Repl" Areas surveyed lower sec* 
ondary containment starboard & port stabilizer.cotd chem lab & hot chem fab 

* South Carolina, State of 07/04/10 13pp 44893 080-44693 092 

8803140406 Comment supporlmg NUREG 0654/FEMA-REP I.Rev I.SuppI 1 re crile/ra 
for preparing evaluation of radiological emergency plans & preparedness tn support of 
nucloar power plants Stale of NC would support described stale/local task force 
MYERS.JF North Carolina, Stale of 52FR45066 000t4 80/02/15 MEVER.D NRC * 
No Delailcd Affiliation Given 3pp 44675 244*44675 246 

8003150364 Responds to NRC 871217 request for commenls re technical & administra 
live aspecis of Stale o1 NV radiation control program Complete sections of Nevada 
Administrative Code 459 382 through 459 384 will bo dislr-ibuted by Mar 1 906 
GRIEPENTROG.J New York, Stale of 08/02/19 KAMMERER,C State. Local & 
Indian Tribe Programs 2pp 44688 261 44698 262 

8003180229 Confirms 600129 discussion following 1966 review of Slate of UT radiation 
control program State of UT program for regulation of agreement malls adcqual© to 
proleclbubTic health & safely & compatible w/NflC program W/hsted ends 
KAMMfcRER.C Stale, Local & Indian Tribe Programs 88/03/11 DANDOY.S Utah, 
Stale of 4pp 44701 191-44781 194 

8003160243 Summary of 060309 meeting w/Sla(e of NJ Bureau of Nuclear Engineering 
(NJDNE) & div re enhancing interface between NJBNE of nuclear faciJilies sited in 
Slate of NJ & appropriate mot 

WEND 10 LA, A J Division ol Reactor Projecls I /II (Post 070411) 08/03/10 
BOGER,B A Assisiani Director for Region I Reactors 7pp 44734 019 44734 025 

0803210494 Forwards eight listed memos & Itrs ro NPDES permit d-ischargos from 
facilityjper 680211 reguesl 

GRACE, S R Uranium Recovery F^eld Ofc. R4 08/02/16 JOHNSON.S Wyoming, 
Stale of Ip 44760 322 44760 341 

6003220384 Confirms 000418*22 visit to preroviBw Stale of CA radiation control pro 
gram for agreemenl mails A radwaslo.por lelcon 

HORNOR.JVV Region 5. Ofc of the Director 86/03/09 COLLINS, HF California. 
Stale of Ip 44040 320 44840 320 

8003240480 Comments fo rcquiremenls of Low Level Radwvaste Policy Amends 
Acl.Pubtic Law 99 240 Concludes that most reasonable, economic & tess harmful way 
to dispose of waste is tw delay & decay method & than final disposal m landfill 
HERNANDEZ COLON Poerlo Rico, Commonwoallh of 52FR4757G 00023 08/02/29 
CHILK.SJ Office of the Secretary of Iho Commission 5pp 44009 334 44009 338 

8603250018 Notificalion of contract executlon.Mod 9,lo "Radiation Monitoring Program 
Reguiremonls " Contractor Stale of LA Depl of Environ Quality, Nuclear Energy Oiv 
XNOX.E CGnlract Administration Branch FIN B 8502 NRC-3 1 83 659 88/02/09 
MEYER.D M Region 4, Ofc of Iho Director NICHOLAS. J 8 NRC • No Oolailed Afliti- 
a1ion Given Ip 44856 274 44856 276 

-00O32SOO41 Mot# 9, providing funds for CYaD & incomorating revised Attachment A- 
fllatomenl of work to, ''Radiation Moniionnn Program Requiroments " 

SHARP, AH Louisiana, Slala of WIGGINS.EJ Division of Conlracls <Posl 670413) 
FIN 0*8502 NRC 31 83 669 00/02/09 2pp 44656 275 44856 276 

8803250134 Ack receipt of 880201 Itr re "Final Technical Evaluation Rept for Proposed 
Remedial Actcon at Ihe Durango Tailing SilQ,Ourango.CO.'‘ dovoloped by U Recovery 
Field Ofc Nolificalfon of review results forlhcomlng 

KNAPP.M Division of Low Level Waslo ManagemenI & Decommissroninn (Post 
870413) 00/02/17 ROITMAN.H Colorado. Stale of Ip 44056 325 44B56 326 

8803200032 Advises that 800121 (tr requesting slate representative to participata on 
Commissbn Hrgh Level Waste Licensing Support Sys Advisory Committee forwarded 
to facilitator of committee for consideration at 880322-24 meetings in Hono,NV 
ZECH.LW. Commissioners 60/02/22 ROMER.R Colorado, Slate of Ip 44890 15Q- 
44890 172 ^ 

-8803280038 Advises that 880121 Hr requesting state representative to participate on 
Commission High Level Waste Licensing Support Sys Advisory Commilteo forwarded 
to facililalor of commilloo for consideration at 680322-24 meetings in Heno.NV 
ZECH.LW Commissioners 88/02/22 CARRUrHERS,G New MokIco, Stale of lOpp 
44B90 159-44090 100 

”8803160281 Requests participatron of corridor govt pfanning group In High Level 
Waste Licensinp Support Sys Advisory CoinmiHeB 

ROMER,R Colorado, Stale of 80/01/21 CHILK.S Office of the Secretary of the 
Commission 2pp 44890169 44890170 

-S803280040 Requests participation of corridor govt planning group in Commission 
High Level Waste Licensing Support Sys Advisory Committee 
CARRUTHERS.G Now Mexico, Stalo Of 8B/01/21 CHILKS Office of the Sacrotary 
□f the Commission 2pp 44890 171-44090 172 

0803280315 Forwards DOE documonls that question suitability of Yucca Mountain 
sitojjer State of NV 860122 request 

GEHTZ,CP Energy. Dept of 80/03/00 BRYAN,H H Nevada. Slate of 7pp 
44091 104-44892 141 


toprep vendor reports and related correspondence 

8802250140 Requests that E Shoemaker he made available to support meoling w/PSC 
of LA on Of around 880217 re briefing on Reed Rept 

CRUTCHFIELD,D Division of Reactor PfO|GCla - III, IV, V & Special Proiccts fPos! 
070411) 86/01/26 MURRAY, J P Office of the General Counsel 2pp 44499 163 
44499 tQ4 

8803010067 Forwards GE proprietary rept, "Tech Spec Improvement Analysis for Reac- 
tor Protection Sys for Pilgrim Nuclear Power Station," suppojting proposed changos lo 
Tech Spec Tables 3 1 1 & 3 2 A Rept withheld fref 10CFR2 790(bHf )) 

B(RD,RG Boston Edison Co BECO 08 026 80/02/22 Document Control Branch 
(Document Control Desk) 6pp 44535211 44535 216 

8803010291 Forwards Ofc of Inspector & Auditor (OIA) rept entitled "Review ol NRC 
Relationship W/TVA Nuclear Safety Review Staff (NSRS)" Ropl eJoared w/ 
Commission.OIA & Ofc of General Counsel for public release 
SHOWMAN, S Correspondence & Records Branch 08/02/12 SHELBURNE,0 HRC - 
No Dolailed Affilialion Given Ip 44540 196 44540 253 

-8803010313 Forwards rept on review of NRC relationship w/TVA nuclear safety review 
staff (NSRS) re receipt & distribution of NSRS repts prior lo 8501 01, per Jf Oinj/oll 
860319 request No formal or Informal arrangemonls to provide repts lo NRG lound 
CONNELLY.SR Office of Inspector & Auditor 87/12/28 ZECH Commissioners 2pp 
44540 197 44540 253 ^ 

-8802170125 "Repl to Commission Revlow of NRC Relationship W/TVA Nuclear Safely 
Review Staff " 

* Office of Inspector & Auditor 87/12/31 55pp 44540 199 44540 253 

0003010293 Forwards nonproprielary. "CLASIX-3 Goneric Sensitivity Analysis Repl " 
Mods to CLAStX code discussed * 

LANGLEY, JR Hydrogen Control Owners Group HGN 109 NP 08/02/19 Office of 
Nuclear Reactor Regulnlion. Oireclor (Post 07041 1) 3pp 44532 024 44532 04S 

”0003010290 Nonproprielary "CLASIX 3 Goneric Sensitivity Analysis Ropl " 

Hydrogen Control Owners Group HGN-109 NP 08/02/12 I9pp 44532027 
44532 045 

0803020185 Discusses B&W Owners Group program to evaluate tilil disposilions of 
safoty & performance improvement program (SnP) rocommendalio ns Completion el 
implementation of SPIP recommendations will incroaso plant safely 
CRUTCKFIELD.O Division of Roaclor Projects • lll.lv.V & Special Proiects jPosi 
07041 1) aa/02/23 WILGUS.W S Babcock & Wilcox Operating Plants Owners Group 
WILGUS.WS Florida Power Corp (subs of Florida Progress Corp ) 3pp 44547 12J 
44547 125 ir' 

0803030260 Forwards revised steam generator tube rupture (SGTR) analysis based on 
Wcslrnghouso Owners Group Program Discussion of five requirements sin led in SEN 
& addi SGTR documonlalion end 

GUCWA.lt Georgia Power Co SL 4149 08/02/29 Documer^l Control Branch (Doc 
umenl Control Dosk) 1 1pp 44564 256 44565 100 

-0003030209 WCAP-11732 "LOFTTR2 Analysis for Steam Generator Tuho Rupluro 
Event " Related info end 

LEWfS.RN, MENDLER.OJ, MILLER, T A Wesllnghouso Efoctnc Corp BQ/01/31 
04pp 44565 010 44565 too 

0803030279 Responds lo 080111 request lhal Woslinghouso Rept WCAP-1 1666, "Point 
Beach Unit 2 Evaluation for Tube Vibration Induced Fatigue," ho withhold per 
10CFR2 790 Roquosl granted based on review 

WAGNER, OH Project Dircclorate II 1-3 00/02/26 FAY,CW Wisconsin Electric Power 
Co 5pp 44558 132-44558-136 

0803040073 Forwards responses lo NRC 000113 questions on Proposed Clinngo 40 & 
rovisod Tech Spec Pages 155 & 166 showing increase of 2 F In nonbellino portions of 
curves of Figures 3 6,1 a & 3 6 1 b GE Rept NEDO-24703 also end 
TREVORS, G A Nebraska Pubfic Power District NLSQ000063 80/02/22 DocumaM 
Control Branch (Document Control Desk) t3pp, 44601 132 44601 21 6 

-8803040087 NEDO-24793 "In Vessel Neufron Spectral Analysis " 

DURNS.LS, SABOL.WW, ARMIJO, J S General Electric Co 00/00/00, 7?pp 
44601 147-44601 210 

8003070325 Forwards Rev 49 to CE-1-A. "QA Program for Nuclear General ing Pro 
grams," consisting of listed revised pages Rev reflects organization & litio changes aa 
well as changes rosullmg from mock ASME surveys 

MORGAN.W Commonwealth Edison Co 052 1M 00/02/26 Document Conirol 
Branch (Document Conirol Desk) Ip 44604 306 44604 325 

-8003070344 CE-1-A P49 Rev 49 to CE-1-A, "QA Program for Nuclear Goneraling Si a 
lions " 

• Commenweallh Edison Co 00/02/09 17pp 44604,309 44604 325 

0803080001 Ack receipt of 800301 Itr certifying that util has competed preroqulsitcs 
necessary for heating up beyond 200 F & notification re final TDI diesel vibration 
rriGasuroments NRC has no objection to heatup per approved tost program 
MARTIN.JB Region 5, Ofc of the Director. 00/03/01. Sacramento Municipal Ulility 
District Ip 44613 296 44613 296 

8003080224 Submits Info ro TDI emergency diesel gGneratOfSjnduding into on starling 
& backup air supply sys.diasol lubricating oil consumption, TDI radiator performance A 
vibration 

ANDOGNINI.QC Sacramento Municipal Utility District GCA 08 116 88/02/25 
MIRAGLfA.FJ Associate Director for Projects (Post 870411) 6pp 44630 255 
44637 042 

-8803080241 "Preliminary Repl Rancho Seco Piping Vibration TDI Diesels A & D ” 
ARZANI,V,G, SCHEFFLER.W Duke Engineering & Services CB/02/11 142pp 
44636 263 44637 042 

8003080230 Requosls that enforcement discretion be used to grant relief from roguiro 
ments of Tech Spec 4 63C6 for limited period from heatup until complelion oT sur- 
veillance prior lo criticality 

ANDOGNINf.GC Sacramento Municipal Utility District, GCA 80-129 88/0?/?5 
MARTIN.J B Region 5. Ofc of the Director 3pp 44622 296 44622 298 
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TMLOn' jTf eWR"t?wne«^ W?8B'5rH8/iT/orV)OnUEnG,J A NRC Mo 

teSr°O Afl;i,aSonG«e.. ?PP AA679 OM «679 OOn 

-aaQ3Q9Q279 BAW-tQ167 SOI SuppI 1 to ’’Justilication for lncra.isiiiq Honctof Trip Sys 

EfOTNA If S^tevlNSON^S H , SWANSON.EW Bfibcock & Wilcox Co flO/02/29 
33pp 44679 056 44679 000 

9003110140 Fownrds Rov 4A of 0QTOP‘f< "DQChlol OA Proomm lot Nucluar Power 

rp£msfm% A^OochtorViroop, Inc QAS HO/029 08/03/04 Doctimonl Control 
Kh <DocumGnTGonirol Dost;) Ip 44694 111-44694 ?10 

,flR031l0t42 Rgv 4A iQ BO TOP U ' Oticliloi OA Program for Nuclear Power Plniits ’ 
■ Bechtel Group. Inc OS/02/29 lOOpp 44694 112 44694 210 

0603140068 Expresses thanks lor speech lo Chnllnnoogn cfinplor of AMS PorspocUvo 
of nationally rocogr^izocl individuali ossonfial compononi o1 iipgr.ulmr) profcsslonnlii.ori 
ot focal nudear communily . , ^ vi i 

HANIJUWWH Tehno‘j‘>oo Volloy Aiithorily HANNUM.WH Arnerw nr^ Nudoar Socio 
1y 88/02/22 GRACEJ N DocuiTionl Conlfol □ ranch IPoriimonl Cor\tro1 Desk) Ip 
446 MP' 14698 Hfl 

8803140085 Porwards nonproprlolnrv Vot 1 & propnoUiry suppI Vol W to NIJH QOI.IKjv 2. 
•'Topical Pont Amend 2 tor NUTtCH llori/onlal Modular SloriUjo Sys for IfrarJinU'tl 
Nuclear Fuel NUUOMS ?4P Affidnvil one I Foo paid Suppl wilhhald {rof lOCI-n? 7901 
MCCONAGHV.WJ NUTECH Fnqinecjfb, Inc WJM8H033 86/02/20 nOUSF.LC 
Fuel CyclQ Safoly Qrancli Gpp 44676 156 446/7 214 

- 8603140101 NUN 001 R02 Nonpfopriolniy Vol I lo Hov ? Jo Tonlcal rjonj AJiiomJ 2 
lor NUTECH Hofizonlal Modular Sioraijo Sys lor Irrrtduded NiJcUmr Miol NUHf^Mb 
24P ” 

• NUTECH Engmoorfa. Inc DUKOOOOIO'I f30/()2/29 246pj) 4407b 1b1 446// 214 


6903158350 Forwards tndorsornonis 1 16 & 123 to NEl I A Polities NP 64 R Nf 11 ViO* 
sdbcIivqIv & Endorsornntklb 49 & 60 lo MAl'lU frolic ins MP 64 6 Ml -iJ'i.tospoclivdv 
SAMUELSJL Marsh & MeUnnan, Ino 86/03/03 DINIT7.I Dlfico of Nuelear \\m\c 
tor Regulalion. Director (Post 6/0411) 13p|> 44606 335-446118:14/ 


6833160044 Advjsos that u61 ovalonlod romainmij TDl vibration i'>nuo‘> Inlo ro TUI (>inor 
gericy diesol qonornlors avnllablo lor ravlow al plant IksUid Addl fOsjmnMrs In ques 
Uons enci 

CROLEY,BG Sacramonto Mumcipnl UliUly UisUict AliM/TA 0(1 060 66/03/04 
MtRAGLIA.FJ Associain Difoctor lor Projects (Post 670411) 3j)p 44695 Kill 
44695 132 


0803160056 Requosls sobmiUal of olijoctivtj'i & dnlailorl sfonniios for annunl rodiolorji 
cal emergency rosponsrr drill Inlo should bd providod in arrordarito w/lisloil sfhml 
ulc 

STOHR.J P Region 2, Ole o1 Iho Dirorlor 68/02/19 I OCHf P Woslatghoii'H) \ lor 
UicCorp Ip 44694 350''MQ94 356 

8603160341 Forwards atldl Info ro 6C1100 jiropost'd nninncl tiddmri lironsn donililiori 
stating that dosign of rmiLlor coolmd pump ft nUmm fjonernlnr siijHiorls nuiy Ipis 
revised, per 07071/ roquosl SpncHic answnrs to (ivmsHons ft si«jjJdrlinp nnalvsis (*(v I 
STEWARCWt Virqmia Power (VifRlnin ElocUic ft Power Co) 6fl4//() llH/fXJ/Od 
Documonl Control Brandi (DocunH'nl Control Dusk) ICpp 44 /Of) 0|V) 44/00 J:i2 


•0003160355 WCAP-t!f64 SOI NonproprloUiry SuppI 1 of "Addl Info in Support td 
Technical lusJilicallon for Ellrnlnatinu larijo Primary loop Pipo Mppfuro nn SlriMliJr.il 
Oesmr Basis for Norih Anna Units 1 ft 2 

WfTtFJ, PALUSAMY.S W«'3tiiHjhtJn<i<i I Un trie Corp 6tl/01/:n 2Bpp 44/0l)<)'>(! 
44700 125 


6603160340 DiscusbUG uHl subinilial of otjjncllvos ft dniailod hronEinn<i for liiqijtrod 
annual radiological ornivgoncy rospon'io drill tistod iido nia'dtid within 45 dayi A 26 
dayS.rosoocnvDly, In artvanco of dpff fo far rfifabr NRC fttt<rfrd4fit.u 

STOHR.jp Region 2. Ofc d Iho Dirnrlr^r PfH02M9 IhTflAUirnE dphcf/fk A 
WifcoxCo Ip 44704 324^44/04 324 

8803160384 Forwards propriotary linni rfinbVol 1. "To-il fhogram ft ITesiills Hcvinw,’ ft 
VoJ 2, '■'App*' Enel wllfihold (rol lOCl R? 790) 

LANlGLEY.JR Hydrognn Conlrhl Owimrn Group HGN 130 B8/03/04 NflC - No On 
faifod Affdialion Given 6pp 44607 OCG 44897 0/1 

8803170070 Discusses offorl lo onsuro dopondahiu oparaiion of new TOI 010*101 oanora 
tors by uncforlakinij oxhausiivo losting TDl diosol [lonertilors dodarod ojicrahki in 
preparatvon lor or\torvr\Q ti^atup oootduwn mmto 

ANDOGNINI.GC Sacrarnonlo Muninipnl Utility Oisifict GCA 68 145 Ofl/on/lU 
MIRAGUA, FJ Asboemto Oiroctor for Prolocls (Post 0/0411) 3pp 44 740 043 
44740 045 


8003170167 Denies 080309 roquost to dutny compfuUon of fUf Uiesol Gundralor lonil 
Jesbrg unlil 880320 Exforrsion of otiforcoinoiU discretion to expire no fnlur thnfi 
080315 granted All olhor cohdUion*! of author 680226 llr romnin in olfccl 
MARTIN, J 0 (Togion 5 , Ofc ol lha Diroctor 88 / 03/09 ANDOQNINbGC Sar fomnnto 
Municipal Utility D)$lrjcl Ip 44 / 3 f'f 8 f M/ 3 f fdf 

860310019 Q Forwards "SDS liner QuulHication as ))tgh Injegnty Coniamer - Uimforff 
fiunal" & (hree supplomonlol into submit lals per fuduosl 

CLARK, G I Nuclear Packaging, Inc H 546 66 / 03/14 WICK.C NftC • No Deliiileri At 
tilialion Given Ip 44646 044 4484 b 323 

- 06 O 3 Z 4 OO 98 "SDS Lmor Qualification as Huifi Inloqnty Container I Km ford Hunal " 

’ Nuclear Packaging, Inc 84 / 11/20 lOOpp 4484^)045 44845 I /I 

- 80032 W 20 GFNO INF 057 "Corrosion AbSossrrorM ol Submorgud Dominnratiznr Sys 
Vessels for Burial as High Integrity Containor^ 81 HaotonJ Cortimorclal Was to Oisposnl 

* Batlella Memorial Instituto. Pacific Nortfwosi laboratories 84 / 11/30 I 50 pp 
44045 <72 44045 323 


■OBO32100O2 Hnciimsis lliai proprioinry WCAIMRiflO brj withtwid from public 
dibClos.uro.t5Gr lOCFR? /90 Alfttfavil onrl 

Wir.SEMANN.n A Weslmghousu UGLtnr’ Coip CAW 68 016 88/03/03 MtJRirV.r 
Office oJ NuciO/j; nenctor flngi/fat'O'), Pt/rjc'for fPosI a?04fr) 7pp 4400.7 175 
44009 186 


8603210005 WCAP 1 f /Of) Nanprafir^.infy ’ TcLhrMcnf ./ijsfifM tilKm for Clirninalinq largo 
Primary loop l^ipo Huplnro as Blrnrluial Design Babis for rrojan f’lanl " 

SWAMV.SA , JDHN50N,f:n, WiMmghmibu Eleolric Cerp 86/02/29 «8pp 

44899 106 44009 2/8 


8CO321O035 Forwards Rov T to WC’AP HOlb, "Nortli Anna Units 1 ft 2 Hoactor Vossol 
FliionCiJ 8 Rrl Icnip PtS f-vfiKmli(iiis ’ Hov inrdudos ovti'risiiOii ol pLinl liLt'nsos lo 40 
yrs from Ksuanrn ot licenses 

STEWAftr.WL Virginia Powi'f {Virrinufi ( UscUir ft Pownr Co) 88 050 88/03/15, 
Dorumoni CotiIojI UrnriLh (Donininrit Conirol Desk) 2p|) 44/71 ??2 147/1 301 

-Q6O321OO'I0 W(.AF 1 UJIU ROJ Hov 3 to North Anna Units ! ft 2 RoaLlor Vobsol 
riiuifwi* ft Rdf Torn)) f*TS I valmitinru. " 

nr INI CKf G l IPfHNCnTf.F P , wt AVi'ft M Wi-4inijhc5n'.n I'Jnr toe L'n;/' OfKDI/ 
'll llOpp 4 4/ /I 224 44 //I 'U)l 

0003210941 Notdn tibon ol 880129 Inch S[hh' Iruproviinionl f’rograrn innoting vr/iib) 
owners yroujis iiigf m Hotkviltn,MD to ilisi uss NRC ivid tliah Toch Spnrs solit iuj;t 
nt/rCftf RJ 4 MUfinitai bpnttbt niions (biiruh (18/U.i/lO RORSbCF IDiVihiori of 
Opnrulionnl Fynnls Assessnionl tPosl fl/(Ml 1) 4‘jpp 44//3 04J 44//3,08/ 

B091ZfOf4B Nufiftcidion of fiflO tjv nX'OtiiHi w/W('stin(ilioijsn,Noflfii)fn binb's f^jwer ft 
{iandia m floi WiUn.Ml) In tlisi uss W(-AI> 10924 P, "Wnstingtiousr) I area DrenV 1 OCA 
ffidst I sliinntfi Motfioifnfoiiy 

IIHII.Y Heat tor Systiinis llrant h 88/n'l/1| H(ltK»IS,MW Ronefor Syslt'fji« 

2pp ()!)25() 2(14 f5‘l2bb 285 

0003218 188 Inlonns Ifiai.ptu Cornrmssiori H/tnob (Inusnjii.applii'nlion A rnwnw fro*/ fr>f 
slandarrlizfsl rioslnn aimrovafs ft < citificniinri*, wiiJ not bn MupnsnrJ.pfY unwhi pmVi 
sions ol H)Cf R1 / tl 

HOIIOWAYC^J I If I i\M( f 1-0 Mnn,HpMiit‘nl Hmnrb) ipi/iWM AffrfCAS.R 
t !(•( Inc r.!) 2pii 44/14) :F)2 44 /f A) 'ib I 

0003220006 ffr*s^;nftdi ft; naru onfornianrns noted dunritj audit on 671207-11 t.a5rr<M 
live artirins tndivitliitil dirurtuil to follow all niidoar b<tb5ly rc’giiiroriicnls.indurliiKj nol 
chinsjnrj rjuni wfv’o 'n t/^nhol^od tfrrsj ft dAtif#l;r,aiy ac tunr rsTtna/ 

Ul9,f'A rff'iroM) rirffric t-o ffH/d.f/fd SfiJNI.dC Vontfor tnspndmo Hrant h 
4|)p 44602 2<)l 44802 :'<M 

0663220032 lioijijnsls <«drrisioii fur uiiiipHilii>n ol 24 fi suivnilhnco run lo Illl0!)2() lo 
firnvidfi liniii for ((>pn|)lf'lu)M,( on1ii|i'n( Ins ft rnsult rnvu'w Lbisis for original rnquosl has 
riot rfiflocfiJd ft fo'ibrn] witi hii < omfifLifud prior fo llhO f 12 

ANOf)GHbNI,fU’ fmiraiiumlo Mnnu.ipal Utility flislni I (\(A HD UH 88/01/09 
MAfUfWif U Hogitin Oft of Urn DirnUor 2pp 44802 29b 44802 298 

0003230095 I nrwahVi (4 Rupl i AS 98 0(111/, fJrvwell lurnn Analysis,'' rirovldinp rn 
viscid itrywi'll Iniiiji protulns ii'ijiniblnd «t( NIK- 860129 llr liimji |)n5li1i*s duturdiinrsi 
hasud on 30 ft ID niifuilns (fl tlrywcOI spray iniiiitiKin luno 

RIUn.MG Huston t Ik tin f t> Ilf ( O Dll Obi 6D/01/1S t Hx Unuinl Clotdrol Rr.inch 
tfkif iinU'iil tiOnlrnl Di'sk.) 2pp 44/24 00 I 44/24 0(4) 

- 8061230100 t AS 'Xt 0!!H/ Diywnll 1 nmti Analy^s 
idV/I.Gt Gomiiral Muctnu (.0 Ulll I2:! 00014 H//UH/41 b2pp 44/24 00'» 
44/24 {)(»(* 

Q60326Q120 I utwant^i 'iiduly ('v.ilunlion iiie cmliriij util lopicaj Rupt TH 099, "Molhods 
for la'riLiralion of Com Kimitu 'i Data lor 18 (MAN 02 ’ Atcuptniuu ol nuilhods in repl 
(Ions nol nstdlilisb iult'ininuy nl ML I RAN 02 D I) or 1 |) model 

DffOMf Rd'K.A W fVtiitit t Ufu« forafu f 4 fAC OSCdj f?fl/0:t/2l f IFth Fft.fMf (U^n 
t'lal fbiltUo Ublclins Gofp r d’lj St'rvk ii Coij) 2p;i ddDSD 0?/-448'>DO92 

“00032^0135 lopinil repl fvalnatinn of Ibiv 0 to fit 033 "Mnlhotls lor Gmicration of 
l.nro t'u'ntilui, M,ila lor 1^1 lUAtl 02 '' IJnc niUiirilms in Inpul onrnmolers ft Impiiet no 
HI IRAN rr‘Milt'1 (.huuld Im dotnrfniopd for Dunliln alion of inodcD 
* OfOcn of Wiicfnrif Rom lor Hcri|iilatif)n, Dmaot (Post 8/0411) 86/0.9/21 4pp 
448S\U)2S ^4hS9 03'2 

0003256130 ( orwarfK I'do on MHC cdik arris rn uupporls lor R2 TDl diisol gmintaUir 
cninfHjntrnts ft 1)2 diusnl <‘xfiaia,l slirciud (airnplulitin of mods on nipincj rostranUs ft 
snnpurt conluiuraWii^ gjiior Ui sHiikip from luixl rufutillmj ouliui) inlndud 
/VNOUf 1NINI2 » t . Mat ranmnld Mnnit >pal Utility Ikstncl GCA DIMUD (18/03/21 
Wlfl/VGl 1^1 .1 Assnt.iaui Diroctor (or l'rd]ni’is (PosI 670411) /Ojip 44i)<>DC'tfl 
44906 090 


6003260183 I mwards 4/ 1 If), 1/43- M. ■'flnrornmuritlation Tdir king Sy‘) Rojil “■ 
OCONNOH.WT Itiibr.OLk ft Wilroy Opt^rallriD fMnnlb Owners Group OG llFi 8«/0'l/ 
oa CRUlClinniM) OIIku n1 Niiduaf Mrmotnf RcfjLiUditjn, Oiraclor (Post 6/0411) 
ip 449(11) 1pf> 4490 f OT 

“0603260190 4/ lli>3/4:M4 I Uu oinnumdoHon frarkinD 55ys Rnpl " 

* Robcuck ft WiIlox OpOfatiruji i’lflidn Ownnra Group 60/01/31 200pp 44000 1?/ 
<1470 f 020 


0003200306 Inrward'j suiiiiiiaiy of luicltiar inatl Udnsaobono mnrfo Irrjin WObinyhoii'm 
Nucinor f iml Div I uel rahnr.aiinn Plnnl m (^oturnbla.SC hutwmin OVIDOI 1231 
SANOFfis.C: F W«3StinylHm‘)0 I'lor Inc C/Orp Nf/MCrSDllDlb 60/02/22 RAfr;R,J 
Region ?, Ofc ol Dm Dmutor 3pp 4491? 140 44612 146 


0003300421 flummaiy ol 080113 mouting w/Wostirujhouso Owners Group & DNl to 
disruba hwkw of roincal Rnpl W<.Af’-t0?7l ,Buppl 2.Rov 1, ’’Evnlualion of Survuil 
fnneo Friitiiiunrlos ft Oiil of five Tinms for t'hfllm'ti ring Safely, , 

WOhl.Wl. Ii’chniuil fiiitrificatlonij Hr, inch 60/03/22, llUTCHfHlJ foclimcal 
Sp(»citi cations Hr, mull 'Ipp <1490(1 91O 44008 322 


8803210001 Forwards propriotary WCAP-IIGOO ft nonpfopriotary WOAP 11700, “Tocfi 
j^c8i Jt^fifrcafron for EfimfnatmQ f ergo Primary Loop Pipo Mupturo as Struciurnl 
r/oiao r/anf.'' fooK boioro ijronk analys^ia final repis 
COCKFIELD.OW Portland Gonornl Eloctfic Co TAG 06596 06/03/14 Documonl 
Conirot Branch (Docnmont Control Desk) 2pp 44809 1 70 44009 27fl 


.*8001130080 Notilicalioiv of ODD1 13 nmolinij vv/WosIi(\d)idusu,NUWARC,BNL ft 
linghouso Ownmi Group In RottmQda.MD to disuuss probloms oncounlorod In rovluw 
ol Suppi 2Mflv 1 HJ VVGAt>'10?/l 1^.1 I 

Hurcnt:n,i :4 rnctmlcal Specificatiorw Dranth DD/O1/04 ROSSl-Cb Division of 
Oporoliona! bvonls Ans-iissiiinni tPost 6/041 1) Ip 44008 322-44D0D 322 
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1001,1 Forsvurds listed tmforscmcnts lo listed po’icies, including Endorseoienl 102 
U> MAElU Policy MF ^r>En<1orscrFcrt 123 to NE LI A Policy NF 76,Cndorsemonl 71 lo 
Poliry MF-5b konor'^cmem 89 10 r^EUA PoNcy NF.t89 
O^.OrgNOn D J Wc^rMn & McLennan, Inc 88/03/22 DINITZ.I Oflice of Nuclear Re 
tor ru Cintcnliori Director ^Pobl 870nit 53pp -U918 099 151 

tiBOll 10074 C orfc»ctni| t/anscnpt ol 8P022'1 fiV/R MARK I conlainment performance 
v.orkshop Pp 162 270 

N I Kj * Mo Deimleil Afliliilion Given 88/02/21 llOpp 14918 25<1 44919 003 


WASTE MGT NUCLEAR WASTE MANAGEMENT 

fl-Q03Ol0Q2Q Li-slb previously identified concerns A issues w/somo generic aspects 
whit U li4v<-.‘ fioi liGun rfSi>lvctj or .vheru inildaied resolulions resulted in meflectual or 
i-rn'*, itisfiK lory aolians ^ r-L 

NRC rto Detailed Affiliation Given 88/02/25 BROWNING R E Division 
eil Miijri l fvd W^iste Managerri'Pnt (Post 070413) 5pp 44531 Ul3 44531 017 

10075 roiv/.ird'> Sandia cfala calalog tor period ending 800115 
I ‘fU- ST HOLT P T rjRC - No Dr'Iailed Afliliatron Given 8B/02/23 STAB LEIN, K NRC 
Mcj |}Mtcii|i,(J Afijlintion Given Ip 14682 0'>5 44692 119 

-0001140420 forwv.tFd^ qtirirtcrly upiJcite to Sandia data catalog for period ending 

[it ANfJtAHDM & Energy, Dnpi ot 88/02/08 PRESTHOLT.PT NRC No Delaitod 
Affiluiti'-Jii tiive-n 53rp 41692 057 14692 119 

9003010005 Forwdrdb li'iiocl ref info ire fudmg NNWSI waste nigt project ofc verrti cation 
A < Itv.irrL of stri licirncv repls ^ 

I^M{,STHOl T.P T NRC No Dctaifml AKilialion Giver 08/02/23 KENfJEDy,JE NRC 
thj l‘)t»U3<K3tl AfMiJliun Given 2dpp 44683037 44683056 

0BOJO1O1 15 rorw.utN guidolinos lor onsito liccnbinq reprosentalive aclivilrcs 

i » )C5K r n NF-iC * fJo Dc-laaltJ Affiliation Given 99/02/25 BROWNING RE Division 
■Ilf I lirjiti I Fi-vol Wn'^^Co Management iPost 870113) 21pp 44535 232-44635252 


B803 100053 Forwards project mileslone schedule repl Rept shows 1 yr wrndoiv cf all 
NRC revtow activities on UMTHAP 

ARTHUR, WJ Energy, Dept of 08/02/29 SMITH, D Uranium Recovery Field Ofc 
R4 9pp 44666 161 14666 169 

8803100062 Forwards Mar 1988 upd«ite of OGR consolidated audit schodufo 
SOMMER, K G Er^ergy Dopt of 88/02/22 KENNEDYJ NRC No Detailed Alfiliation 
Given KAY.E KALC,S Energy Dopt ol 4pp 44675 1 08-44675 191 


8803100067 Forwards Wasle Form Certificalion Program,’' describing proij!Mn> used lo 
verify attammoni o! stability roguiremeiUs for current formulahons* of connentilrotjs 
binders used to stabilize low level radwaste 

EBENMACKDG Chom Nuclear Systems, tnc RA-0061 8 88/03/01 TOKAR.M Dimi 
Sion ol Lav; Level Waste Management A Decommisstoning (Post 970413) Ip 
44665 279 44G66 003 


- 8803100069 Wasle Form Certificalion Program ' 

* Chem Nuclear Systems Inc 08/02/29 91pp 44665 280 44666 003 

8803100073 Confirms receipt of 071208 comments re Mdybeil.CO final CADSAR as pro 
sentrd in 871200 Hr Concerns re stability of sNmo pocKots in tailing pilo,grouatlAaljr 
corUaminatior & fault aclivily in area wili bo addressed in doiai! 

ARTHUR.WJ Energy, DepI of 88/02/23 LOHAUS.P Oporatiois Branch Ip 
44666 175 44666 1G7 


BB03100077 Conlirms agroemenis reached during 880210 & 11 meetings ru UMTRA 
documenl review process Ouliino of meeting end for verification & comparison 
ARTHUR,WJ Energy. Dept of 80/02/23 LOHAUS P NRC • No Delmlod AfliMtion 
Given 22pp 44/23 001 44723 022 


0803100103 Forwards dralt ‘Surveillance & 
commenl Comments requested by 880307 
ARTHUR.WJ Energy, DepI of 88/02/05 
Ofc, R1 Ip 44658 165 41658 209 


Maint Plan Durango,CO” for iflvin»v & 
HAWKiNS,E F Uranium Recoyery Field 


8803090293 ‘ Survoilldnco & Mainl Plan Durango,CO " W/ono oversize drawing 
* Energy, DepI of 88/02/29 53pp 44658 156 44658 200 


9003010 129 Forwards BWIP PrOjec! Directive 80 005 ro v/asto isolation records to 
riii'fiin' ft' *,t> LI risibilities processes & guirieJincs necessary for disposifioning 
ANT U)NE-N J H b’rierq/, Oept of O0-AMC-49 08/02/19 LINEHAN.JJ Operation^ 
Rr.wKli HUSSFMANt, DROVOST,D Washington, Sialo of Dpp 14543 205 
4 iS +'1 UU? 

0001020047 F^rciss. release announcing DOE & Slate of CO 080223 meeting m Grand 
hnn GO tu uitforJucc MK-Furguson Co as tailings dc^anup contractor 
• I iir'rijy, Unpl of 08/02/16 Ip >14547 160-41547 160 

0003020 $8 1 noqur'sts review of groimdwatGr S surface water porliors of Yucca Moun 
t.iin t cuis-iiittiii-fHi (Ira It site characterization plan wilhin available tuntfing Review period 

?a' TrcDmcal Roviow arnneh FIN 0 1020 00/01/19 WILL lAMS.R E Wil 
hiiMi'y ^ A*»t*[)U<itii‘5 14pp 4 1548 336 4454B 350 

0033020240 C^ornments on NUS monlhly Hr rept for Nov 1987 on "Evaluation & Compi 
Litmn id DOb VYcistr' Package Data '’ Decision made to cParaclerize only Yucca 
rii)ijid<biri '^iilo & ropis applying only to v/abto package performance al Yucca should 

FI fl riSnN,Ci H Tecfmical ReviOW Branch FIN A4171 88/01/20 

IN I E FIF1 Al^ 1 E" C Li Lomrnurce DepI ol, NationaP Duroau ol Slanclnrds >lpp 

44'ih?'1l4 44652 M6 


08{]J070I41 Atilhori/Obi Nuclear Waste Censultanls lo roviow groundwater, surface 
v/ali r rrin'ti'cirolociy & climatology perilous of Yucca Mountain consullalion draft silc 

r h.ir.u trniz'.Lit inn fjian vvilhin available funding 

Font I ,J A Teofinical F1ovit.vv Oranch FIN D 1021 08/01/19 LOGSDON, MJ Nude 
eU VVh-iln (^orisuliants, Inc 13pp <14610 091 4<1610 103 

nOD3 100013 Fr^rwuriK rusponso to 889219 comments re waste sys engineering & inte 
cir.!lior> M.iior Mileslone 10 Compliance w/ rociucsl lo rnako Maior Milestone stand 
.Injpu’ iiiTients shout cl be deferred until completion of crilical milestone in 
E Al/ J !' Fiauthwost Roscarch Instilule 00/03/01 BUNTING, JO Systems Enginoer 
iru^ FvAlijntion Branch 4pp 44682 124*44682 131 

-60031000/6 Forwards cwmrnenls oin \v4S!e sys onginoering & integral ion Major Mile 
■4i>rir' 10 dlH noCJI M W/o comment ^ ^ 

hij/jTINli jo NRG No Detailed AlliliaCion Given 80/02/19 IATZ,JE Southwest 
n<-jf'4rrh inshhJtd Ipp 44602 120-44682 131 

nnn'Mnno29 Forwards monthly issuance of schedules lor UMTRAP sites Schcdulos ro 
^ 1 1 1 Vf t 1 vr window of all key project activities m areas incruding.sile 
\ u «nrliinzatian,NEPA compliance, tfesign dovelopmeni & romodial action const 
AM I MijIl'wJ krorqy. Dept of 00/02/26 Energy, DepI of 25pp 4-1666 196 
44filDU PP? 

0903100034 Forwards Finn I QA Audit PJan Scfecled QA Program Elements. 080223 

AMT i n/xjFM J H Enerqy. Dopl of 00-QSD 048 88/02/22 Baltelle Memorial Institute, 
pIi, \iiU MoVflwast laboraloriQS Ip 44675 170 44875 179 

nnf»'iinr>f>4[l 'Tinaf OA Audit Plan Sefeclod OA Program Elements 880223 26 " 

■ SMmilAMANfAN.T, GIBeONS,WS. SAGET,RP Energy, DepI ot 80/02/22 9pp 
44(i/'i 1 /I 44675 179 

r.nmuin04S F'orwards ‘UMTRAP IntQgraledi Monlhly Viciniiy Property Progress 

ir AViUPi-r i> ” ncpt ?5 Jaf' toao 

! i! ^1* r'lf-n wfSS J W Jacobs Engineering Group, Inc 80/03/01 ARTHUR, WJ Energy. 
ti< ?PP 4'/te63 001-1<l663037 

-0803100047 "UMTRAP inlegralGcJ Monlhly Vicinily Proporly Progress Rept (VPPR)," 
[lAncriA^j'A^'Fn«H^)y?DGRl of 00/01/31 35pp 44663 003 44663 037 

Gtfmiii.'irv of 071125 mg1 meeting w/DOE headquarters re future NRC 
OOOJjyuujio ^ waste repository program 

^'Vr/Nf'nVJE Opc/ahons branch 88/01/21 Operalions Branch 2pp 44662 359 
4 h'>D 


0BO31OO135 Advises tiint iriilial survey of lilGralufO re transportalion risk sludy 
completed Documents listing & calegonzing repls & lechnical arliclrs will bo basis fiJr 
literdiure review rcpl duo on 880329 

PIERCE, RN Southwest Research Institute 00/02/19 COOK.J Trarispo/tatioi 
Branch Ip 44681 261 44681 261 


0803100137 Fomards ‘'Operations Plan for Element Rosoarch," incorporating J llimliug 
& 1- Coslann commohts,(or revtow & approval . ^ ^ , 

LATZJE SoulhwGbt Research Inslitulo NRC 02 08 005 80/02/29 MAOI-.M Dvi 
Bion of Contrncls (PoM 870413) fp 44681 204 44681 298 


-8003100140 ‘"Operalinns Plan for Rosoarch Elomenl " ^ ^ . 

OUFF.D M , PATRICK, W C , LAT2,J E Southwest Rosoarch Institute NRC 02 ntl 0r}5 
00/02/29 NRG No Dolailed Affiliation Given 33pp 44681 265 44GEn 290 


8803100139 Roguesls Ifial ctr be advised if rocipionl considcfiny constltnid folu for 
evaluating & roviewino nctivitios of DOL on behalf of NRC, per 880205 llr AdJI Itrs ro 
positions available at clr end r, r. . 

PATRICK, WG Southwest Rosoarch Instiluio 00/02/15 CRYTRGWSKi.n FI Ab-li 
, nlion Not Assigned 57pp 44601 204 44601 260 


8003100144 Discusses dislnbulion of consultation draft of site chnrnclohzntion pfan 
issued on 080108 Coiisbllnlion draft will bo discussed w/Slato of NV & NBC m vs oik 
shops in Feb & Mar (908 

GERTZ.CP Energy, Dopl of 00/02/23 Energy, Dopl of 2pp 44682 064 -4 4 Q 6? 066 


8003 100 ISO Forwards nonpropfiotary Vol 1 to "Topicnl Rcpl for High inlegrily G-onlflin^v 
HIC 7 NP for Disposal of Low Level Radwablos’' & propnolnry Vols 2 & 3 lo "Topicar 
Rent for Higli Integrity " Fee paid Vols 2 & 3 withheld 

STOCK, A J Bondico Nuclear 80/02/25 KNAPP, M R Division of Low Lowcl Wasto 
Management & Decommissioning (Post 870413) 2pp 44601 326 44682 045 


-8003100154 Informs If ml now Projecl Fife WM 94 ro Bondico Nucfcar Hi()ili Inirgpity 
Conlamer HIC 7 for disposal of low (ovel radwasle established Updated listing end 
BAIIEYJ Records & Reports Management Branch (Post 800103) 6&/01/8E5 

2WILSKY.Q Tochnassociales, Inc 5pp 44GQ1 328 44601 332 


■8603100165 Nonproprietary Vol 1 lo “lopicnl Rcpl for High Intogrily Conlainor HIC / 
NP for Disposal of Low Level Radwasfos " 

* Bondico Nudoar 68/02/29 73pp 44681 333*44682 045 


8603100163 Forwards DOE NNWSI project weekly highlights rept for wk onclinq 
PRESTHOLT.pt NRC No OelailecI AffiliaUon Given 88/03/03 DROWN 
NRC - No Delaifed Affilrafion Given 4pp 44602 120 44602 123 


800226 
iNG R r 


8803100160 "Implementation Plan for Doploymonl of Federal Interim Storage I acillicii. 
for Commorcial Spent Nuclear Fuel " 

' Energy, Dopl of 88/02/29 21 pp 44681 304 44601 325 

8003100191 Forwards iocat newspaper clippings re DOE focalion of high level ■nuclenf 
waste repository at Yucca Mountain „ ^ 

PRESFHOLT.PT NRC - No Detailed Affiliation Given 80/03/03 BROWNING.RE Di 
Vision of High Level Waste Management (Post 870413) 6pp 446B2 058 44602 0G3 

8003110022 Summarizes 800211 meelinos ro DOE implomonlation strategy concerning 
proposed EPA groundwater slcfs as well as UMTRAP OA program 
MATTHEWS,ML Energy, Dept of 00/02/26 LOHAUS.P Division of Low lOyC) 
Waste Management & Oecommissioning (Post 070413) 4pp 44681 157*44601 160 

80031 10025 Informs that disclaimer on consultation draft silo characterization plan inacf 
verlenlly & erroneously included & should be disregarded 

KAY.CE Energy, Dept of 88/01/22 Affiliation Not Assigned Ip 44681 057 
44681 057 


6003110026 Advises that NRC will make site visit lo view NNWSI projecl seismic monr 
toring sys on 800229 0302 flinerary for visit end 

GERTZ.CP Energy. Ospl of 08/02/26 LOUX.fl R Nevada, Stale of 2pp 
44681 146 44661 147 
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8B03HQ044 Requests response to comments & observations from end OA Audit BB01 
at selected BfiWl. activities v;itbin 30 days 

SAGtT.f^ P Energy. Dept o1 Q8 OSD 052 80/03/03 BaUelle Memorial Institute, Pa 
citic Northwest Laboratories ip <14603 005 44683 023 

- 8803110-040 Audit of selected 8NWL aclivilios 

• Energy Dopt o1 OB/01/03 lOpp 44603 OOG-44663 023 

8603110053 Fon.vards Mod A005 to Cooperative Agreoment DE FC04 65AL20533 bo-^ 
tween DOE & State of NM incorporating state S DOE cost estimates tor FY87/eB ■& 
assuciatetl lundinq tor E ytj/ 

MEYERS, WC Energy Dept ol 08/02/29 MAR FIN, DE Office o1 Nuclear Material 
Saloty & Safeguards, Director 4pp 44603 001 44683 004 

&8&31 10061 Forwards Change Controt Board Directive D*16, *OA Requirements for 
High Level Waste Form Production/' approved by 8801 25 Recommends approval of 
spec for issuance as OGR baseline document as noted in implomenlation of directive 
STEIN R Energy Dept of 88/02/23 KALE,Stl Energy, Dept ol 3pp 44681 t50 
<M681 152 

80O311OOS3 Forv/ards pmlirnmary list of eyperience ol preapproved potential 
consultants Cornptolod fist w/consultanls identilied & under contract to cir idcnlificd 
as Milestone MB & sclindulcd for completion on 080610 

PATtt(CK,WC SFII International 88/03/04 BUNFINGJO Systems Engmooring & 
Evaluation Branch lipp 44681 060 44C81 070 

8B031 10095 Submits info in response to comments on Falls City acceptance 
rcyirwDOE developing standardized approach lor modolirg groundwaler/soepage 
rriKirg beneath siabilizod tailings piles Aerial photo of site end 
BOSlLJEVAC.r Energy, Dept of 08/02/26 GNUGNOLI.G NRC * No Dclailod Atlili* 
fltion Given 5pp 44682 358 44602 362 

8603110396 Forvrards “Program Manager Periodic Rept," rollocting cir activities from 
660123 880219 Rrot iricorporatos changes recommended bv NRCPro fdla allocation 
of indirorl costs on basis ol actual direct costs begins in Poriod 6 
LArZ,JE Soutfiwosl Research Inslitutn 88/03/03 BUNTING,JO Systoms Engineer 
ing & Evaluation Branch Ip 44681 098 44681 145 

-8003110102 "Program Miinnqnr Ponoitic Rept on Aclivilics ol Ctr lor Nuclear Waste 
Regulatory Analyses for f iscal Reporlinq Period 880123 0219 

• Southwest Research Institute FIN D 1035 8 NRG 02 88 005 60/03/03 NRC No 
Dpiailcd Affiliation Givr>n 4/f3p 44681 099 44681 145 

8B03116111 Forwards assesmont of lecbnical mcrils of stabilizalion-on site option For 
Guruiison UMTRAP processing site tjuvclopmonl of conccrtis into positive inilialive for 
reinoVii/ of brilrngs to rnirrifciind faricfWf afterriafe srle anirc/pafed 
ROlTMAf^f.H Colorado, State of 08/02/26 ARTHUR, J Cnorgy, Dept of 12pp 
446fM 16f -44681 172 

8603110121 DOE/nWOl55 'ON ol Civilian Radwastc Mtjl Bullotin/' for Feb I9Q0 re 
right ol wav reservation granted 'o DOE at Yucca Mountain site 
’ Energy, Dept of 80/02/29 6pp 44601 003 44681 086 

8803110141 Forwards analybis of NRC concerns re planned changes in exploratory 
shaft facilitv for NNWSIDOE anlicipalos that ctnnficalior^b containec! in 
responso.combinod w/ review of draft silo characterization pfan.will address concor-ns 
STEIN.R Energy, Dept of 08/03/11 YOUNGBLOOD,0 J Opernlions Branch Dpp 
44681 009 416B1 097 

6003110143 Advibps that acldl refs citciJ in Jnn 1988 silo ch oracle rization plan consulla 
lion drall for NNWSf proiecl iransmilUtd undor boparatu cover on 8Q0216 
GERTZ.C P Energy. Depi ol 88/02/22 LINEN AN.J J Division of Hfgli Level Waste 
Maragoment (Post 870413) 2pp 44698 153 44698 154 

8003110146 Forwards Orall 0 ol "QA Manual/' for review & cornmcnlb 
LATZ.vl E Southwest Rrsoarch Inslitiito 88/02/25 OELIIGATTI.M S Division ol High 
Level Waste Managemont (Post 070413) Ip 44701 090-44701 164 

•*80031 10140 Draft 0 to “QA Manual “ 

• South wrsi Rosr'tuch Institute 88/02/20 67pp 44/01099 44701 164 


6803160428 Aelvi&es lhal OA Audit 00-02 re OA program plan & related activities will be 
conducted on 880328 Audit wiLl focus on listed areas & btirveymg activities re chock- 
ing vcriical & horizontal co-nito! on Yucca Mountain photo panels 
BLAYLOCK.J Energy, Dept of B0/O3/O4 CALOVtNI,JC Holmes & Narvor. Inc 2pp 
44747 165 44747 165 

8803170035 Forwards preliminary co-mmenls generated as result of indial review ol se- 
locled sections of Chapter 8 of "CDSCP for Yucca Mountain ' 

HART.RO ITASCA Consulting Group. Inc FIN D 1016 NRC02-B5 002 80/03/10 
TIKTINSKY,0 NRC No De tailed AlUliation Given 67pp 4<t73 1 070-44731 116 

9603170071 Forwards info m rebponse lo S Wasticr 880310 tcicon reguL'-sl for review of 
Green River final romecliai action plan 

ARTHUR, WJ Energy. Dept of 88/03/11 LOHAUS,P Oflice ot Nuclear Maienal 
Safety & Saloguaids, Director 45pp 4474726-0 44747 304 

8003170250 WMPO/Q6 \ FtOO Rev 0 lo "QA Program Plan A. Quality Mgl Procedurob 

* Energy, Dept ol 86/02/16 ISOpp 44739 036 44739 220 

8803160012 'Technical Assislanco m Hydrogeology - Project B Analysis monthly 
progress rept lor May 1907 Attach mont A containing financial & adnninisir«Uivo sum 
mary withheld 

LOGSOON.MJ Nuclear Waste Cortsuliants Inc FIN D 1021 3014 87/06/15 

POHLE.J NRC - No Detailed At filiation Given 1 1fip 41716 083 4 <1716 093 

6803180047 Forwards DOE NNWSI project weekly highlights for wk ending 0eO3O<1 
PRESTHOLT.PT NRC No Detailed Affiliation Given 08/03/10 GROWNlNG,R E 
NRC No Detailed At fill a lior^ Given 6pp 447G1 130 44781 144 

8003160105 Forwards Vols III A III lo UMTRAP Green River, UT,GRM, 
Calculalions,Final Design Review " Summary of changes incorporated into remedial 
action plan (RAPj & commonls on draft RAF, on prclinunary design S final designs 
also end 

ARTHUR, W J Energy, Dopl ol 88/93/03 LOHAUS.P Division of Low Lovel Waste 
Managomanl & Decommissioning (Post 670413) 1/4pp 44761 001-44769 143 

--8903160112 Vols Mil ol UMTRAP Green River UT.GRN , Co Icul aliens Final Design 
Rovio/; 

‘ Morrison Knudsan Engineers, Inc 87/11/30 1 200pp 44761 181 41.763 261 

-8903180119 Vols It & III ol Geolcchniral Into ot “UMTRAP Green River, UT.GRN Info 
lor Bidders " 

* Morrison'Knuflsen Engineers, Inc 87/12/31 56flpp <14763 262-44765 055 

-06031B0122 Final Vol lH,App E of UMTRA-DOE/AL 050510 QRNO, "Roinodial Action 
Plan Final (Design lor Stabilization ol InacUvo U Mill Tailings at Green River, UT " 

’ Morrison Knudnon Engineers, Inc 88/02/29 270pp 44765 056 44765 270 

--8003100133 Vo! I o1 “UMTRAP Grcpn Rivor.UT,GRN,lnfo for Bidders Demolition & 
Decontamination of Structures & raciiiims " 

Morrison Knuchon Enqincrrb, Inc 87/12/31 200pp 44765271 44766030 

-6803180134 AtfdondurTi 1 to 'UMfRAP Greon River, UT.GRN CaloLilaliOii-s - final 
Do^ign for Review " 

* Morrisori-Kniidson Engincorg, Inc 06/02/29 350pp 447G6-0'f1 <14766 295 

-0003100136 Final Vo! I of UMTnAP-DOE/AL0500l0 GRMO, Remedial Action Plan 
Final Design for Stabilization of Inactive U Mill Tailing at Green Rivcr.LfT Text.Apps 
A.OAC 

AnTHUR,WJ Morrison Knudsori Engineers, Inc 88/02/29 tOOpp 44766 ?9(j 
4m7 Wb 

-9003180197 Vol 1l,App D to final UMTRAP 0OE/AL050510 GRNO, "Romedial; Action 
Plan Final Design for Sinbilizalion. of Inactive U Mill Tailings at Greon River,UT ‘ W/ 
five oversize drawings 

ARTHUR WJ Enorgy, Dept of 00/02/20 400pp <14767 106 44760 143 

9803100188 Forwards SDS Liner Qualification as High Integrity Container Hanfrsrd 
Buriat" & tlueo supplornantal info sub initials, per request 

CLARK,G L Nucloar Packaging, Inc G54Q G8/l>J/)4 WICK,E NRC ■ No Dclaiind Al 
hliation Given Ip 44045 044 44045 323 


6603110150 Forv/ards draft format for dovoloping data base & tracking sys lor docu- 
meriting acquisitions & reviews of technical documents ro IntcrmeiJiato Miloslono 21 
m waste sys enninDormy & integration oporatior> plan, I or mfo 
WHITING A R Southwest Research Insiilulo BD/03/04 ALTOMAnE,P Division of 
Nigh Level Waste Mnnoqomont (Post 070413) 4pp 44681 079 446Q1 0B2 

0893110156 Forwards Milestone 14. “Cir Mtit Plan" for Contract NRC 02 89 005, con 
sisUr^a of ctr award foe baseline roprcsonling oslimaiod oxpcndiluro levels (or FY60 
GARCIA,H F SRI Ir^ornalional NRC 02 80 005 88/03/04 BUNTING.J 0 Dwision of 
High LqvgI Waste Manacjcmonl (Post 870413) 3pp 44690 163*44090 164 

8903110157 Forwards drall spec /acceptance criteria lor waste sys engineering 4 Inle 
aration maior Milestone 18 Comments & revs reguested 

PATRICK, WC SRI International 00/03/04 BUNTING, JO Division of High Level 
Waste Management (Post 070413) 8pp 44690 155 44690 162 

6003110164 Forwards Revs 5 & 6 lo UMTRA design procedures manual, updating 
Chaptora 5 & 8 as indicalori 

WATHEN.TR Morrison Khudsun Co, Inc 06/02/ 19 JAGANNATH,B NRC - No De- 
tail ed AlfiLialion Given 2pp 44666 042-44666106 

- 0803100012 Revs 5 & 6 to UMTRA Design Procediiros Manual.consisling oi Rev 4 to 
Chapter 5 & Rev 3 to Chapter 8,rospocllvGty 

JO ROAN L . WATHEN.T R , TRIERS, G R Morrison Knudsen Engineers, Inc 08/02/ 
18 64pp 44666 044 446G6 106 

8803140171 Forwards lochnicdl review of DOE 800100 “Consultation Draft Sito Charac 
lenzation PLiri for Yucca Mountain Site’’ Drafl point papers wjII bo used lo focus 
forthcoming workshops in Mar & Apr w/DOE & will bo finalized following workshops 
BROWNING, RE Division of Nigh Level Waste ManagBnionl (Post 870413) 08/03/ 
87 KALE,SH Energy, Dept of 221 pp 44677 240 44 670 093 


- 6003240098 “SDS Liror OualdicaUon as High Integrity Contamer - Hanford Burial 

• Nuclear Packaging, Inc 84/11/20 iSOpp 44845045 44045 171 

- 8803290028 GEND lNF-057 “Corrosion Assessment of Submerged Domincraltzcr Sys 
Vessels for Burial as Nigh Iniognly Coritalncrs at Hanlord Commercial Waste Disposal 
Silo" 

* BatteLlo Memorial Inshtuto, Pacific Norlliwosl LaheroforiGS 84/11/30 160pp 

4484 5 172-4<1045 323 


8003190203 Ack receipt of 6Q0205 Hr requesting review of Rov 1 lo facility remedial 
action insp plan No ob|OClions expressed 

HAWKINS, E F Uranium Rccevory Field Ofc, R4 60/03/02 MATTHEWS, M L Energy, 
Oept ol lo 44737 166 44737 166 


8903100217 Forwards commenls on 080129 Mexican Hal radon harrier borrow area 
preliminary final remedial action plan & final dosign for roviow documents Regiiosls 
fosponse lo commenls as soon as avaitablc 

HAWKINS.EF Uranium Re covorv Field Ofc, R4 BQ/03/Q2 ARTHUR.WJ Energy. 
Oopl of .Ipp 44736 339-44736 342 


9803220042 Forwards Rov 4 to NNWSI-USGS OAPP 01. "QA Program Plan,” Rev 1 to 
Chapter 5 a Rev 2 to Chapter 0 of ‘Mot PrococJiiros Manual “ 

WILlMON,J R Interior. Dapl of, Geological Survey 80/02/26 KENNEDY, J NRC - 
No Detailed Affiliation Given 4pp 44802 097-44802 219 


- 8003220049 Table of conlenls lo "Mgt Prccccluros Manual “ 

* Interior, Dept of, Geological Survey 60/02/ 17 Dpp 44902 101 44002 108 

-8B03220059 SecUon 3 Of Rev 1 to Chapter 5 of NNWSI USGS QMP-5 03. 
“lns1ruciionB,ProcGdures, Plans & Drawings," of mat procedures manual 

* InlOMOr, Dept of, Geological Survey 89/02/17 9pp 44802 109*44002 )17 


9903150232 Forwards "Drafl Index (or Yucca Mountain Silo Characlonzatlon 
P/an,Co/rsuUafron Draff “ 

GERTACP Energy, Dopt of 00/02/23 Energy, Dept of ip 44721 OOQ 44721 330 


<6003220063 Section 1 ol Rov 2 lo Chapter 8 ol NNWSI USGS QMP 8 01, "Idcnlifica 
lion & Control ol llams.SannpleB & Dala,“ of mgl procedures manual 
* Interior, Dopl ol. Gcologiral Survey 89/02/19 3pp 44B02 110'44BO2 120 
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-aB03220073 Rt3v 4 to NNWSI USGS OAPP Ot ' OA Proqfam Plan 
WILLWOrjJR HAYESLH, DEVINC.J T Inlenor, Dept of, Gcoloqical Survey 38/ 
0WO6 97pp 14802 121 <14&02219 

88032200SO Forvvardlb commenls on quoslions raised at Feb 1988 rneeiing v// LN 
Technologies re elfect ol lerrp of bone acid v;aslQ lorn, sullaie concenlralion & 
c(Nneii1 durabilityjeacbing ol calcium & etiects of insoluble residue (lom liliration 
CLlFTOfJ J R Commerco, Deot ol, National Bureau of Slandards 88/03/15 
TDK An, M Diviston ol Low Level Waste ManageetierU a Decommissioning <PobI 
8m\3) 4pp 44801 28<J 4.1801 292 

8809220142 Forwards absliact for prcssontalion a1 1986 AM& annual meebng re sys ap 
proach to high level waste licensing sys 

ADLER n E Soijlhwesl Research rnslilute 4B3 88/03/10 PORTER, N Amoritan Nu 
clear Society Ipp 4 4B02 093 44802 095 

8003220344 Forwards resolution of commenls on pioioct manager periodic rept for 
Period 3(871121 1 2 1 fl) m response 1o 8602 1 8 ttr 

PATRICK, WC Soul hwest Rcsoaich Institute 88/02/29 BUNTING.JO Systems En 
ginccring & Evaluation Branch 2pp 44809 357-44009 361 

-08O325OJ3O Cornments on monihly progress rcpl for period 67)121 1218 
BUNTING JO NRC No Detailed Afliliation Given FIN A 1756 08/02/18 LATZ.J 
Southtvesi Research Inslilulc 3pp 44809 359 44009 361 

880322035G AeV receipt of 800226 commonls re DOC 871203 paper lor disposal of 
slightly coniarninated bldg S equipment at UMTRA silos 

AnTHUR,WJ Energy Oepl ol 86/03/21 LOHAUS.P H Operations Branch Ip 
1.1343 GOG 44B43 006 

8803230235 Discusses actions lakon by DOE to miUgalQ dolrcioncios in site character 
izntion plan consullation draft in response to 600128 Itr lo SH Kale Summary of miss 
ing rels current status end 

STEIN.R Energy Dopl of 08/03/17 BROWNING.R E Division ol High Level Waste 
Wanagompnl (Post 870413) 7pp 44066 161-44866 170 

8803230238 Responds to 800122 Hr re documeni on sunabifily of Yucca Wotntam site 
for high lovcf radwaste repository No cause found to concludo site unsuitable State 
participation m con suiting process w/NRC encouraged 

KAY.CE Energy. Dept ol 80/03/15 0IL8nAY.JH HouSO of Rep 5pp <14849 193 
44849 197 

8003230254 Forwards plan for Milestone 10 re establishing clr ofc.per schedule idenb 
fiad in current cornmilmcnl control Jog Preparations being made for acquisition of all 
furniture, lixlurcs & equipment lo bo utilized 

GARCIA, HF Southwosl Research fnslitute NRC 02 80 005 88/03/10 

BUNTING, JO Systems Engineering & Evaluation Branch 4pp 44P67 132 44867 135 

0003230202 Forv/ards draft inlenm rapt on dovelopmenl ol high level nuclear waste Ij 
censing sys pronram architecture, lulfiUtng purposes of documenting status of sys cngi 
noering approach & displaying depth & breadth of analyses 

PATRICK,WC Soulhwest Research I nsUtule 80/03/21 BUNTING, J Systenni> Engi 
neering & Evaluation Branch 772pp 44976 173 44978 226 

8003230300 Ack receipt of 880212 Itr lo R Stem proposing technical meetingb w/POE 
during wks of 800314 & 21 to discuss NRC preliminary concerns w/ Yucca Mountain 
CDS(3 p, including alternative conceptual models for sito 

LOUX.F^ L Nevada, Stale ol 68/02/23 YOUNGBLOOD, 0 J Operations Branch 2pp 
44866 250 44866 25. 

0003230332 Forwards CA Johnson 080310 Itr for tnlo S any commenls re Jtr request od 
WJLLIAMS.C American Society of Mechanical Engineers 00/03/17 Amerjcan Sociely 
of Mochanical Engineers 4pp 44B66 1B9 44866 192 

08O323O35S Rov 7 to WKF UMTRA-3, “Health Physics Monitoring Plan UMTRAP “ 
MEYER,HR, OLDHAM^J G MK-Forguson Co B&/O3/0I 64pp 44066 252- 
44866 315 

00O324O1S1 Discusses Topical Rept TFCTn84 & probfoms w/Swanson Engineering 
A^soc Corp due to possible ccnflicl of interest as slated in end RH Mallet 
Itf Requosts imno extension lo complale review ol DNL Model to 680229 
CHANDO.JJ TFC Nuclear Associates. Inc 88/01/19 MCDANIELS, K NRC No Do 
tailed Affiliation Given 2pp 44880 l63 44680 154 

08O324O1G5 Informs of delay of imp] omental ion of 801221 suggcslion ro limiting waste 
loadings of boad resrn waste tormulations to 18 weight percent Reasons for delay 
based on resin lest results & effect of cure lime 

VOkT.n E LN Technofog IBS Corp (formerly London Nuclear Sves, fnc ) LN 07-00016 
CP2 86/01/f1 TOKAR,W Division of Low Level Wasla Managomoni & Decommts 
sioning (Post 8704131 2pp 44867 171 .14B67 1?2 

0803240252 Responds lo NRC 871 124 Itr ro inappropriately submitted data & mall false 
statement Subji Itr intended as amplification of excerpts from technical publication on 
concrete & to demonstrate BNL study results were inclusive & misfeatfing 
BARNHART.VJ Chem-Nucloar Systems, Inc 88/01/04 TOKAB.M Technical 
Branch 4pp 44080 200 44800 203 

0603240491 Discusses review of luslification for application of supplemenlal sids at vi- 
cinity Property GJ-00343 CS Recommends lhal concurrence be granted 
HEYER.RS, PETTENGILL,H J Uranium Recovery Field Ofc, R4 BB/01/29 Uranium 
Recovery Field Ole, R4 3pp 44800 133 44808 135 

0603250022 Rov i to ‘‘NNWSI Project Exploratory Shaft Facility Sub sys Design Re 
quirements Documenl.Vors 1 & 2 W/ 15 oversize drawings 

SK0USEN,LP, BLAYLOCK.J, GERTZ.CP Energy, Dept of 87/12/18 BOOpp 
441069 052-44870 310 

0803250134 AcK receipt of 800201 Hr re “Final Technical Evaluation Ropl for Proposed 
Remedial ActrOfi at the Durango Tailing Site.Durango,CO,“ developed toy U Recovery 
Fiord Ofc Nolification of review results forthcoming 

KNAPP.M Division of Low Level Waste Manage monl & Decommissioning (Post 
870413) 68/02/17 ROITMAN.H Colorado, State of ip 44856 325 44056 325 

0003250227 Notifies that Conoco sees no problem w/agency discussing issues about 
closure plan w/Wa lor, Waste & Land,par telcon 

Ol ENJCK.C Conqursta Prcj'^ct 8B/02/08 HAWKINS, E NBC - No Detailed Aflilration 
Given Ip 44059 267 4.1059 267 


BB032B0070 Forwards proprietary table idontifying proprietary additives 
composition Confirms 800329 meeting in Washington DC 

RVANMT Chem Nuclear Systems, Inc 08/03/18 TOKAR.M Division of Lo/v Luvrl 
Waste Management & Decommissioning (P^osl 870 113) Ip 44061 345 41861 115 

88032B0131 Forwards NNWSI project list of controlled (focumenls currcnl as of BWilO 
lor info & use Listing ol document status used to verify that ilocurienls held Inr u-.* 
are current Si outdated matt not used 

SPAETH, M E Snence Applications International Corp (formerly Science Applituiicris, 
Inc) 00/03/11 STABLEIN.K, KENNEDY J PRESHOLt.P NRC - No Dolailed AIf.li 
ation (3ivPn 40pp 44871 144 44871 183 

B0O328O144 Provides renaminq/redofinition of WSE&I Mileslone 10,pGf 080120 meet 
mg Sys Engineerinq Mgl Plan’ v/ill appear as annex to center mgl plan lo reinfori.e 
concept lhal all work ol center is executed as sys engineering approach 
LATZ.JE Southwest Research InsMulo NRC 02 00 005 00/01/27 DUNltNGJO 
Systems Engineering & Evaluation Branch 2pp 44871 184 44071 105 

0603200163 Record ol telcon w/R RearJ of US Boroau of Mines on 0801 18 nionlhV 
mgl call re Interagency Agreement NRC 0? 05 004 FIN D 1018 
A0RAMS.C Technical Review Branch FIN D 1010 NRC 02 05 001 88/01/16 Ipp 
44871 344 44G71 346 

0003200155 Forwards listing of regulations & btatulos transmitted to NRC S, I’rmohl 
managers concurrently in compliance w/schedufe established m wasle sys rrujin-r^-'r 
mg & mtegralion operation plan 

LATZJE Southwest Rosearcli Institute 80/01/14 MACE M Division of Conlrecls 
(Post 870413) 8pp 44871 IG6 44Q71 193 

0003260163 Forwards cost estimate & other pertinent info lor trip nol expressly sehed 
ufed in ofemenl/subclement operations plan Trip imporinnt lo fulfilbnent ot aulhon/. ii 
scope of work olomont/subefomont & can bf* nccommotlaled by exislinu t'urjgm 
GARCIA.H Southwest Research Institute NRC 02 08 005 00/01/20 Fmm: M fJui 
Sion of Contracts (Post 870413) 2ptJ 44071 104 4.1071 195 

8033200183 Forwards Rov 1 of fisting of regulations & statutes iransiniUed lo NRi, A 
element managers concurrently m complianco w/schctlufo osiabfished m waste sss 
engineenng & integration operations plan Roplacos 8001 1 1 submittal 
LATZ.JE Southwest Research Insliluto 08/01/20 MA('E,M Divibion ol < odif.ich 
(Post 870413) 8pp 44871 196 44071 204 

0003200184 Advises that based on rovtow of docurnont, “Annual Rcpl on Fift A l/‘0 
'Geochemical Sensitivity Analysis for FY87’,’' draft miorim rept for FYOG 07 & up'lTU' 1 
deliverables list for FIN A 1 75G.progros& to dale satisfactory 
BEMBIA.Pj Technical Review Branch FIN A 1756 88/01/25 SIEGEL.MO b^ivfia 
National Laboratories 3pp 44071 205 440/1 207 

6003200100 Forwards geolochnical mginooring oornmonls on sub ontf.i'3 
documents.Vols I III of calculations & assonatod apps tor Rifle, C O DMTftAP 
sito.Phaso If preliminary design 

TOKAR.M technical Branch 08/02/09 Ft lEGEL.M Gprtralions Brnrirh Ipp 
44804 346 44864 310 

8003260197 Trip ropl of 880127 29 visit lo Clr for Nucloar Waste Rcqulalory Arnh^os 
re introduction of J Cook lo clr & SWRI staff who will be involved m« transp<jrl.di. vi 
activities 

DELLfGATTf.M S NRC No Detailed Affiliation Given 88/01/29 QUNlIfKiJff 
terns Engineering & Evaluation Branch 3pp 448/ 1 200 44871 210 

8803260200 Commonts on SANDIA Jan 1908 monihly ropl for FIN A 1165 Unexpla«i-Ml 
& possibly Incorrect sublask charges noted m 800(21 Itr nol arklrussedRcspons^* tu 
Items rentiGsled 

QALSON.OA Oporalions Branch f-fN A 1165 8a/(n/02 GRANWELLFUI sKind.i 
National taboratonos 6pp 14071 347 44871 352 

0003280203 Submits general & program ofomonl spociftc commonts ro Clr lur Nud'sir 
Waste Regulatory Analyses monthly progross ropl for 8/1 121 1218 
BUNTING, JO NRC No Dolailod Alfilialion Given 08/02/19 I ATZ.J Soulliwesl Fto 
search InsWule 3pp 44871 211 44071213 

BBO320O2O4 Confirms approval of proposed subconlracts & clariFios other achriiriisUalKiid 
mailers, per 000128 moeling Contract billing roquiremonls & subcontracts (liscus'9i,d 
MACE.MH Division Of Contracts (Post 070413) NRC 02 80 005 00/02/Ib lATZI 
Southwest Research Insliluto 5pp 44871 214 44071 210 

8803200206 Comments on 080216 monthly progress ropl describing status of NucN ar 
Waste Consultant lechnicat assistance unefor Contract NRl;- 02 85 009 OvLinll 
progress made to date under contract satisfactory 

POHLE.JA Technical Review Branch FIN D 1021 NRC 02 05 009 90/03/01 
LOGSDON, MJ Nuclear Waste Consultants. Inc 3pp 440/1 219 44071 221 

0803280210 Comments en project manager periodic rept on activities of clr for pi’ nod 
871121-1218 Info presented in Subsections 6 3 & 9 3, “Element Financidl SUUus " suf 
ficient to allow meaningful review 

PEARRING.JR Technical Review Branch 88/01/21 FORTUNA.S Systauib Fivp 
neermg & Evaluation Branch 2pp 44085 094-44806 095 

6803280212 Ack receipt of monihly rept for Jan 1988 for NRC 02 05-002, FIN F) 101 0. 
“Technical Assistance for Design Reviews “ Technical work described salisfncfory 
TIKTINSKY.DH Engineering d^ranch (831001-870413) FIN □ 1016 NRC 02 (15 QO? 
08/03/03 HART.R ITASCA Consulting Group. Inc 3pp 448/1 222 4487 1 224 

8803280214 Requests mod to Section H 1, “Key Personnel, ’ of Contract NRC P? OF) 
005 to delete DG Cadena & RJ Prevosl & add positions ciesciibed in 
atfachmonLnolmg “individuals to bo named ” Documents will be subiniUod when posi 
tions filled 

LATZ.JE Southwest Research Institute NRC 02 80 005 OB/01/16 MACF.M Divi 
sion of Contracts (Post 870413) 4pp 44071 131 44071 134 

8803280215 Discusses plan & justification for ORACLE in Clr for Nuclear Waste Flcgu'a 
tory Analyses General configuration & NRC computer sys network end 
LATZ.JE Southwest Research Institute NRC 02 88 005 80/02/12 BUNT ING. JO 
Systems Engineering & Evalualtor» Branch 4pp 44071 225 440/1 228 
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00032302 17 Commenls on draft obioclions re Yucca fvtouniam Draft cannot be support 
ed by Hydro loay Section as presonlly slated 

CHERY.DL Division of Higl\ Love! Waste Management (Post 3704t3) 38/03^16 
BALLAnQ,R L Technical Review Branch epp 44885 088 44885 o&S 

$303280218 Responds to 080110 llrs transmitting qeomorplitc analysis ol Gunnison 
UMTRAP site bv S Schumm DOE curronl schedule includes reissuance ol clrall envi* 
ron assessment & remedial action plan for review 

KNAPP.MR Division ol low Level Waste Managoinent a OecofTirrussioning {Post 
870413) 88/02/09 LEINSDORF.D Colorado. State of ip 44885 074 44805 087 

8803280223 88 4 "Program Manager Periodic Repl on Activities of Clr lor Nuclear 
Waste Regulatory Analyses," for 871218 880122 W/ 800200 11r 
LAT2,JE Southwest Research Institute FIND 1035 8 NRC02eD 005 00/01/22 
NRC No Deiailed Allihation Given BUNTING, J O Division oi High Level. Waste Wan 
agemcnl (Post 870413) 38pp 44671 229 44871 286 

6803280324 Forwards revs to 8801 14 Summary of Operations Plans for Ctr tor Nude 
ar Waste Regulatory Analyses FY8B 09," per J Bunting GQ0120 request Two sols of 
Change panes, Figure 2, Page 6 & Attachment l, provided 

LATZ,JE Southwest Research Institute NRC 02 Q8 00*5 08/01/28 MACE,M Djvi 
S ion of Contracts (Post 870413) 6pp 44070 355 44070 360 

6603280225 Summary of B80201 02 mootinas w/CNWRA ro sys cnqinGCring activiKos 
THOMAS.B Operations Branch LEE.M Syslomb Engineering & Evaluation Branch 
88/02/10 BROWNING, R Division of Hmh Lovel WaslG Ma.ndgrmcnt (Post 070413) 
YOUKBLOOD Operations Branch STILTENPOLE.B Systofns Engine eriruj & Evalua- 
tion Branch 3pp 44871 333 44071 315 

E8iQ32a0231 Forwards proposed annotated outline for corner sys engineering rngt plan 
corresponding to Milestone M4,per 880205 Itr Completed plan will appear as Annov 2 
to center imgi plan 

LATZJ E Southwest Rosoarch tnstitulo 88/02/16 BUNTING, JO Systems Engineer 
mg a Evaluation Branch 9pp 44871 135 44071 143 

8803280234 Forwards rlrafl plan for establishing & utilizirng Otc of Policy/Rcgtifalory 
Analysis .& Coordination in Washinqton.DC 

LATZ J E Southwest Research Inslituto NRC 02 08 005 80/01/19 BUNTING, JO 
Systems Engineering & Evaluat on Branch 5pp 448/1 336-448/1 340 

8803280240 Forwards NRC summary of BQ0210 meotinq ro UMTRA clocuiriGnl review 
process, per 800223 Itr NRC will iransmil via tetcon, slan conclusion on acceptability & 
will not include decisions/agroemonls between NRC mananor & DOE ongincor 
LOHAUS,PH Opornlions Branch 88/03/14 ARTHUR.WJ Energy, Oept of 2pp 
44BB5 059 44BU5 067 

-'6603280262 Forwards summary of NRC/DOE UMTRAP mootings on 080210- tl to 
discuss various asprclb of program 

GILIEM.D Low Levol Waste 8 Uranium Recovery Pro|Pcls Branch 00/02/23 
LOHAUS.P H OperatiOPb Branch 7pp 44885 061 44805 067 

6663200244 Advises that Jan 1988 monthly progress ropl for Contract FIN R'0290. 
Lab Evaluation of DOE Radionuclido Sofubililv Data & Selocled Relardeition 
Parameters, Experimental Slralogtos, Lab lochniquos & Procoduro** salisfaclorY W/o 
staled end 

QRADBURY.JW Tochniral Roviow Branch FIN B 0290 08/03/02 MEYER.R C Oak 
Ridgo National Laboratory 3pp 44885 012 44005014 

08O32BO248 Commords on monthly progress ropl (or period 871024 1 120 1 Istotf activi 
lios in ayreemonl w/info provirfed in contract & guitlanco provided in NRC Suggaslcd 
formal for future monthly ropts also rovinwod 

FORTUNA,SL NRC No Detailed Affriialion Given 8B/01/1? LAT2,J Southwosino 
search Inblituto 3pp 44805 058 448851)58 

8803200252 "Technical Assistance in Mydrogeology-Projoct B-Analysis,’ rnonthty 
piouress ropl for Feb 1088 

LOGSOON.MJ Nuclear Waste Consultants, Inc FIN D 1021 247 00/03/15 

POHLE.J Technical Review Branch 15pp 44864 349-44fiC5 003 

0803286255 Advibos that info provided for review of draft romcdml aclior'i plan & silo 
conceptual design (or stabilization of & draft environ assessmont of remedial action 
not adequate Commonis re deficiency & info nooded oncl W/o end 
lOHAUS.PH Operations Branch 80/02/01 AUTHOR, WJ Enorgy, Dupt of Ip 
44085 055 44885 055 

6603260259 Doscribos addi info required ro acc^lanco review ol preliminary final re 
medial action plan & protiminary final design lor Green River UMTRAP site 
LOHAUS.PH Operations Branch 88/0)/ 11 ARTHUR .WJ Enorgy, Do pi of 3pp 
44871 34.1 44071 343 

0603280265 Comments on FLAG manual & code reguostod in Ur 000215 Action taken 
by fir considered to bo within scope of current Contract NRC 02-05 002 
TIKTINSKY.DH Technical Review Branch FIN 0 1016 NRC-a2B5 002 80/03/03 
BOARD, M ITASCA Consulting Group, tnc 3pp 44B71 353 446/1 355 

88032B0263 Comments on Jan 1980 monthly progross rept Ropl rcccivorj on lime & 
contents tuHill roauifomonts of contract 

BUCKLEY, JT Technical Roviow Branch FIN D 1004 NRC-02ft4 002 88/03/00 
SINGH, M M Engineers Inlernalionhl, Inc 4pp 44871 267-44071 260 

8603286272 Comments on project manager periodic ropl on activilies of clr for period 
871219 680122 Info re Subsections 63 & 9 3, ' Elcmonl Financial Stales, " insiillicionl 
lo allow meaningful review Recommends ctr bo directed to present greater detail 
PCARHING.J R Technical Roviow Branch OQ/03/02 FORTUNA.S Systems Entji- 
aBoriag A Evaluation Branch 3pp 44085 052 44885 054 

0663260275 Forwards commonis on rifle promliminary doslgn {Phase II) dociiment Enel 
commonis & Jul draft EIS & draft remedial action plan commonis need to ho resolved 
prior lo concurrence w/DOE proposed remedlol aclion 

LOHAUS.PH Operations Branch 80/02/22 ARTHUR, J Energy. Depi of 10pp 
44805 039 44805 048 

8603280277 Discusses acceptance review of final remedial action plarr & liiml design 
for Green River UT UMTRAP site Brunch identified sovetal analysos & refs which 
should be supplied lo NRC in order to completo review Missing Info listed 
STARMER.RJ Technical Branch 08/03/09 FLIEGEL,M Operations Branch 2pp 
44871 270 44871 271 


Q6032602B6 AdviSQs that no evidence have been provided of tvpe of distilled bitumen- 
ized waste addressed in topical lept can possess reqmsile 60 psi min comprehensive 
strength Review of rept discontinued Now rcpl should be submiUeU 
KNAPP,MR Division ol Low Level Waste Managemonl Decommkssioning (Post 
670413) 06/03/04 DAY.J E A'isocialed Technologies Inc 3pp 44B71 272- 

44071 274 

66032B0267 Forwards response lo NRC commenls & ques Icons re "Topical Repl on 
10CFR61 OualiliGd Radwasto Forms " Doscriplion ol tost programs lo address listed 
addI problem areas will bo provided bv end ol Mar 1980 

MCCOY.SB LN Technologies Corp (lormerly London ISluctoar Sves, Inc) LN OB- 
0140 DEVI 80/03/16 PERSON,n fngineefing Branch (831001 870413) 22pp 
44665 Q04 4 4605 025 

6803280293 Advises lhal Monthly Mgl Hr 18 dtd 000205 satislaclory Topical draft repl 
on AniariUo Wichita up lilt tcctonica requested 

BLACKfORO.ME Technical Review Branch FIN A 0297 06/02/18 CHUNG, DH 
Lawrence Livormore National Laboratory 3op 44085 049 44005 05 1 

0863280299 Requests lhal listed work be performed under Conlracl NRG 02 05 002, 
"Technical Assttjlance lor Design Reviews ' 

TIKT1NSKY.DH Technical Review Branch FIN D 1016 NnC0285 002 BB/01/27 
HART.R ITASCA Consiilling Group, Inc 3pp 44871 204 44071 285 

0803280313 "‘Poflornnance Assessnipnt Methodology Prograni." inonthly repl for Feb 

CRANWELL.R M Snndia National Laboratories FIN A 1158 BB/OS/IS 
COLEMAN.NM Division of High Lovel Waste Managomoril (Post 870413) 13pp 
44065 026 44865 038 

6603269318 Forwards DOE documents that question suitabihly ol Yucca Mountain 
silo, per State ol NV 000122 request 

GERTZ,CP Enutejy, Dept ol 08/03/08 BRYAN.RH Nevada, State of 7pp 
4489)104 4409? 141 

“0803300239 bAND02 2441 "Empirically Determined Uncertainly in Potassium Argon 
Anes lor Plio Ploisloconu Basalts from Crater Plat Nyc County, NV " 

SINNOCK.S Sanctia National Laboratories B3/(M/30 35pp 44001 111-44691 142 

- 8003300263 "U Thorium Dating of Ouartenary Caibonato Accumulations in Slate ol 
NV Tost Site negion.SoullhQrn NV ‘ 

&2!ADO,BJ, CARR.WJ, QOTTSCHALL,W C Interior, Dopi of. Geological Survey 
08/03/08 30pp 44891 M3 44891 101 

• 8603300260 USGS OFR 85 2?4 UJlioritm Isotopic Analyses & U Scries Ages of 
Calcito & Opal & Slablo Isolopir CornposaUons of Calcito from Drill Cores 
UE25a// l.USW G-2 A USW G 3/Gl> 3, Yucca Mounlmn.NV ' 

S2AnO,BJ Interior, Depi of. Geological Survey 88/03/08 27pp 44891 182 
44091 209 

• 0003306270 "Review ol Soil MciMuro Flux Studies at NV test sile in Nyo County, NV 
TYlcn.SW Desert Rosoarch Institute 0//O4/3O 5‘Jpp 44091210 44891 260 

“0063300259 USGS OFFl 82-9/3 "Preliminafy Ifiterpretalion ol Thermal Data from 
Nevada Test Silo " 

• inlenor. Dept ol. Geological Survey 02/12/31 61pp 44891 259 44091 320 

“0863300262 "Cliirialos & Lakes of Ocatti Valley Drainage Sys During last Glacial 
Max " 

CRAIG.RG Kant Stale Univ , Koril, OH 00/03/08 200pp 44801 320-44092 I4t 

0063200317 Cominrnis on "Fvalualian & Compilation of DOE Waste Package Tost 
Data, ' monthly Itr ropl for Jan 10Q0 Repls solocted for rovjew sficukl bo assigned pri 
ofkty 

PETERSON, GH Technical Ruviow 8ran.ch FiN A 4171 00/02/09 
INTERRANTE.CG Coinniorco, Dept ol, Nalionnl Bureau of Standards 5pp 
44862 315 44892 319 

8003280320 Informs ef 080209 lolcon w/Morrison-Kmidsen Engineers fMKE) ro erosion 
proteclion design ol Rilfo UMTRA sitoMKE roqueslrd that rnoeting be held as soon 
as possible to discuss some other roncopt MKE has 

JOHNSON, T Toctjnical Branch 80/02/ IG STARMER.J Technical Branch 
FLIEGEL.M , WASTLER S Opornlions Branch 2pp 44085 037-44BB5 030 

0803280322 Discusses 670014 Itr ro DOE response lo comments on OA requirements 
for high Sovol radwasto production 

STEIN, R Enorny. Dent ol 00/03/15 KENNEDY.J NRC No Dolaklod Affilialion 
Given MONTGOMERY.N S Utility Nuclear Waste Management Group 2pp 
44805 095-44085 03G 

€803280323 Forwards gootrchnical engineering commonis on prolimlnary design for 
Riflo.CO UMTRA sites 

TOKAR.M Tecimical Branch 80/02/1) FL1EGEL,M Operations Brarveh 3pp 
44885 032 44885 034 

0603200325 Forwards rovHSod groundwater protection portion ol Stuprock technical 
evaluation mom orandum Revs reflect suggeslod changes on Nov 1907 draft & Incof 
porato M Wobercoinmonts 

STAnMEn,RJ Teclinical Branch 80/02/23 I'LIEGEL.M Oporaltons Branch lOpp 
44071 290 44871,299 

8003280332 Forwards revised surfaco walor hydrology & erosion protection portion ol 
Ship rock technical cvaluadon memorandum prepared by T Johnson 
STARMER.RJ Teclinical Branch 88/02/19 F18EGEL,M Operaltons Branch 7pp. 
440/ 1 300 44871 306 

8803288345 Forwards evaluation of Topical Rept VRS-002, "1OCFR01 Waste Con 
formanco Program lor Solidilied Process Waste Products Produced by WasleGhom 
Coip Vol Reduction & Solidification Sys ” Ropt acceplablo 

TOKAR.M Technical Branch 80/01/22 KLEIN.WJ WastoChom Corp 2pp 
44071 307-4407) 332 

-8663280352 Topical rept ovaluauon of VRS 002, "10CFR6I Waslo Form Confoimance 
Program lor Solidified Process Waste Producls by WasioChem Corp Vol Reduction & 
Solidilication Sys "Repl accopiable 

* Oflico 01 Nuclear Material Safely & Safeguards, Director 06/01/22 24pp 
44071 '309 44071 332 
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flB032B035-0 ToniVaids siaf* comments on waslfi sys &nqincering & inlegraiion major 
Mileslonc tO (regut^lions & statulos idonlificd as having potential to repository pro 
qrami Cnleria used lo identify regulations & siaiulcs requested 
BUNTING, J O Sy sifc ms Engineering ^ Evdluatiorr Branch 00/’O2/l9 LATZ.J E San 
Anlonio, TX 1 tpp ‘14005 01 5 44005 020 

0803290003 Advises that Jan liOSO progress repi lor Conlracl 50-19 03-01 /FIN A 1756 
Geochemical Sonsiltvily Ar>alysi&,’ satisfactory Oraf I of Users Guido to Sandia Sorp 
tion " unilrr revitw & Lommenis will bo provided when completed 
0EM0IAPJ rechnical Re vjov/ B ranch FIN A-1756 88/03/01 SIEGEL, WD Sandlia 
National Labordlories -tpp 44B92254 11692 257 

0803290018 Forv/ards quesUons re techno fogy transfer from existing NRC contractors 
10 Clr for Nucioar Waste Regulatory AraS/sesper 080201 & 02 meetings w/NRC 
LATZ.J E Southwest Research I r^stilulL 80/02/00 BUNTING, JO Systems Engineer- 
ing & Evaluation Branch 3pp 4*1892 258 44892 260 

0003290020 Forwards final concurrence of NRC members who contributed to review & 
preparation oP end CDSCP draft point paper w/open item W/o draft point paper 
YOUNGBLOOD.D J Operations Branch BALLABD.fl L Technical Review Branch 
80/03/09 BROWNING RE Division of High Level Wasle Management (Post 
870413) 2pp 44890 359 44890 J60 

8803290081 Record of totcon w/R Hager on 660212 ro erosional stability at Spook site 
& Ragcr draft response lo 071109 comments 
GRIMM J Technical Branch 88/02/12 Ip 44892 142 44692 142 


0003290252 Requests that listed comments rc CNWRA Periodic RepI 2 for 871121 
1 218 be forwarded to JE L4tz ^ DL Russoll 

JUSTUS PS Divisiorr of High Level Waste Management (Post 870413) 80/01/21 
FORTUNAS Division of High Level Waste Management (Post 87D413) 7pp 
44090 34B 44090 J54 


6803290256 Forwards annotated index lo operating poficios & procedures manual in fuf- 
fiFIment of Milnslone M6,scliedu1ed for 680212 

LATZJE Southwest Research Institute 86/02/10 BUNTING, JO Syslems Engineer- 
mg Sl Evaluation Branch 4pp 44800 355-44690 358 

8803290276 Requests revised draft ol repi Effect of Rock fnhomogenaily on Uniformi- 
ty of Downward Flux m Yucca Mounlain/' based on listed comments prior to accept- 
ing repi as final Revised draft rcquesleo py 6603 18 

POHLEJA Technical Review Branch 88/03/03 WtLLfAMS,R E Williams & Assoc i 
attiS 3pp 44892 147 44092 149 


0003290308 Rev 12 to UMTRA Project Remedial Aclion Conlraclor Healih Physics 
Procediiros 

MEYER H R Chern Nucioar Systems, Inc 88/03/01 7pp 44B92 270 44892 276 


8803100098 Progress repi lor 880222 0304 Vouctier tor prof sves end W/o voucher 
STEPHENS,KW Stephens & Associates FIN A 4165 88/03/04 CHANG.KC NRC 
No Detailed Affilialion Given 3pp 44666 223 44666 225 

8803100177 Forwards trip rept re K Wahi parlicipalron in 880201 03 SCP OA rcviev< m 
Rockvilfe.MO re OA review ol NNWSPI SGP objections, comments & guoblions 
HART.RD ITASCA Consulting Group, fnc FIN D 1016 NRC 02 85 002 8B/02/22 
TIKTINSKY.D NRC No Detailed AfliNation Given 4pp 44601300 44661303 

8803110108 Forwards eslimaled project financial statomenl for Jan 1968 
CHUNG, DH Lawrence Livermore National Laboratory FIN A 02S7 88/02/23 
BLACKFORD. M E Technical Review Branch 2pp 44681 148 44681 149 

0803140194 Forwards ITASCA Document Review 006 01 42, “fmplicil Thermal Logc in 
FLAG Addendum describing logic for thermal expansion of rockbolts in MUDEC & 
discs end W/o discs 

HARTRD ITASCA Consulling Group, tnc FIN D 1016 NRC 02 85-002 80/03^01 
TIKTINSKY.D NRC - No Detailed Affiliation Given 2pp 44712 258 44712 268 

“8803140226 006 01 42 “Implicit Thermal Logic in FLAG " 

MACK.M G . BRADY.B . HART.R ITASCA Consulting Group. Inc FIN 0-1016 NRC- 
02 85 002 80/OJ/O2 NRC No Dolaited Affilralion Given lOpp 44 712 200 
44712 268 

8803140203 Submits semiannual update of NNWSI conceptual Model 1 per Contiract 
NRC 02 85 OOB Allernativo conceptual models assumo groundwater flows soulhi^iirj 
toward Death Valley Other valid conceptual models may exist 
BLOOMSBURG.G Williams & Associates FIN D 1020 173 86/02/2G POHLfJ 
Office of Nuclear Maleridt Safety & Safeguards.Direclor 3pp 44727 240 44727 242 

8803140231 'Technical Assistance in Idenlificnlion & Evaluation of Seisrno Tectenic 
Issues re Rcposilory Site Characterizalion Plans. “ Monthly Mgt Ltr Ropi 10 lor fnl) 
1988 

CHUNG 0 H ^ CUMMINGSG E Lawrence Livermore Nalional Labornlory FIN A C29 7 
L 196 68/03/04 BLACKFORD.M E Technical Review Branch 3pp 44712 263 
44712 271 

8803140251 Fotv/ards Vol 4 to NUREG/CR 4735. “Evalualion A Compilation of DOF 
Waste Packago Test Daia.Draft Branniml Ropt Aug 1987 Jan 1900’ Commenls re 
quested 

INTERRANTE.C G Commerce, Dept ot. National Bureau of Standards 88/02/20 
PETERSON.C Technical Review Branch 179pp 44697 253 44698 071 

0803160308 “NRC Technical Assistance for Design Reviews ' Progross Repi 31 for 
Feb 1908 

HART.RO ITASCA Consutling Group. Inc FIN D 1016 NRC 02 85-002 80/03/00 
Office ol Nuclear Malerial Safely & Safeguards, Director 8pp 44733 204 44738.^11 


8803300110 Respontfs lo 660125 fir to M Williams re regulatory status of asphalt 
mails, specifically delorrnination if asphaPi is hazardous waste Asphalt considered solid 
waste duo to burial in trench 

LOWRANCE,SK Environmenlaf Proloclion Agency 89/03/22 SIMPSON, S Associat- 
ed Technologies, Inc 3pp 44904 302-44904 304 

8803300159 Responds to 860315 l|i rc technical direclion lo meet rcquirorfienls of in 
termediale elurnent milestonos S Spnetor wilt provide input & guirfance 1e develop cri- 
teria to nssisl ih integmiron of cfemenls by 680515 Miteslonos datns end 
ADLER, RE SRI International 80/03/21 DELLIGATTI,M NRC No Do laifed Affili- 
ation Given 3pp 4491320B 4491321U 

8803300192 Roquesis NRC concurrenco (or early acquiSi>tion of Green Rivor Sito.por 
UMTRCA A Section 4 2 1 of OOE/NRC MOU Drawings indicating DOE recommenda- 
tion for area to bo acquired A const boundary for site onci 

ARTHUR, WJ Energy Dept ol 88/03/2? LOHAUS.P Low Level Was lo & Uramum 
Recovery Projects Branch 3pp 44901 337-44901339 

8803300246 Forsvards draft DOE LIMTRAP position statement re compharico w/pro- 
posod groLinciwaler bids, for review A comments ODE intends to proceed w/disposal 
designs Meeting proposed w/NRCorn 880406 lo fjiscuss subiissuea 
ARTHUR, WJ Energy. Dept of 08/03/23 KNAPP, M Division ol Low Level Wasle 
Management & Decommissioning (Post 870413) 11pp 44902 175-44902 105 


8803160410 Trip rept for K Walii participation in 080215 19 sito charactenralion pfart 
QA review in Rockvilfo,MD under FIN 0 1016, “NRC Technical Assistance for Design 
Reviews’' 

HART.RD ITASCA Consulting Group. Inc FIN D-IOIG NRC 02 85 002 dh/O'f/OI 
TIKTINSKY.D NRC - No Dolaired Affiliation Given 4pp 44/47 174 44747 1 // 

0803160443 Forwards T Sruff GG0219 ltr re points raised in papers prepared for consul 
latron draff Site characlerization plan concorninq Subiask 1 6 Praclica! d logisfu at as 
peels ot program not adequately riddrossod by DOE 

LOGSDON, MJ Nuclear Waste Consuflants, tnc FIN D 1021 RS NMS-05 OOn 08r 
03/08 POHLC.J Technical Review Branch 4pp 44730 018 44730 021 

8803170005 Forwards “Use of Environ Tracers for Eslimalion of Recharge at Yucca 
Mountain Summary." Technical Rapt 0 Repi provides critical literaluro roview of potun 
lial lo use environ isotopes lo address questions ol not inlillralion 
LOGSDON, MJ Nuclear Waste Consultants, Inc FfN D 102t 245 OQ/OJ/OG 

POHLE.J Technical Review Branch Hpp 44747 305 44748 039 

“8803170089 "Use of Environ Tracers for Eslimation of Recharge at Yucca 
Mounlain Summary," Technical Ropt 0 

* Water, Waslo & Land, Inc RN D 1021 00/02/20 NRC - No Detailed Alhimtfon 
Given 92pp 44747:300 44740 039 


8803310087 Forwards Modilicalton A003 lo Cooperative Agreement DE rC04 
03AL 23067 between US DOE & Slplo ol SD 

DIXSON.G R Energy. DepI of 80/03/24 KNAPP, M NRC No Detailed Aflihatton 
Given 5pp 44917 356 44917 360 


8803170006 Forwards LLL comments on DOE consultation draft silo chnraclonzaiior^ 
plan for NNWSI sfle Draft plan did not consider effects of seismic activily 
CHUNG.Dfj Lawfonco Livermore National Laboratory FIN A 0297 L 196 00/03/08 
BLACKFORD.M E Technical Review Branch 67pp 44747 180 44747 246 


8003310137 Discusses 860314 meoling A forwards iistccl ilerns prepared as resull of 
meeting fO test plots const at Tuba City silo W/o ends 

D’ANTONIO.J R Energy, Dept of 88/03/22 HAWKINS, E F Uranium Recovery Field 
OfC, R4 Ip 44015 359 44915 359 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

0802240344 Progress rept (or 880208 19 Voucher for prof sves end 
STEPHENS.KW Stephens & Associates FiNA4l71 88/02/19 CHANG.KC NRC 
No Detailed Affilialion Given 1 1pp 44679 15 4 446 79 164 


6803170009 Forwards Subtask 1 2 update repi. “Data Inventory & Mgt Ropt ” Ropt pro 
senls bibliographical info re 22 now documents added lo Water, Waste & I and library 
on NNWSI 

LOGSDON.MJ Nuclear Waslo Consuflonls, Inc FfN D 1021 24 3 88/03/08 
POHLE.J Division of High Level Waslo Management (Post 870413) 4pp 44740 062- 
44748 085 

6803170035 Forwards preliminary comments gonorated as result of initial review of sg 
fected sections of Chapter 8 of “CDSCP for Yucca Mounlain “ 

HART.RD ITASCA Consulling Group, Inc FIN D 1016 NRC 02 85-002 80/03/10 
TIKTINSKY.D NRC - No Detailed Affilialion Given 67pp 44731 070 44731 13B 


8802250173 'Effect of Rock Inhoinogensity on Uniformity of Downward Fiux in Yucca 
Mountain," final ropt 

WIL LIAMS, RE WJlIiams & Associates FIN D- 1030 160 88/01/29 POHLE.J NRC ^ 
No Detailed Affiliation Given t5pp 44679 135-44679 149 


8803170099 Monthly Progress Hr Flept 47 for Feb 198Q re activities under Conlracl 
NRC 02 84-001 

FANNON.MM Weston Geophysicaf Corp FIN D-1003 WGC 01531 80/03/14 
IBRAHIM, A Technical Review Branch 2pp 44740 041 44748 042 


8002280192 "Technical Assistance for In Situ Testing." monthly progress ropt for Jan 
1906 

SINGH.M M , HUCK,P J Engineers International, (rtc FIN D-1004 1 148 07-16 88/02/ 
16 BUCKLEY, J T NRC No Detailed AfMiabon Given 4pp 44679 150 44679 153 

8803070141 Auliiorizos Nuclear Waste Consuflants lo review groundwater, surface 
water, meteorology & climatology por Irons of Yucca Mounlain consultation draft site 
characterization plan Wilhrn available funding 

POHLE,J A Tochnicai Review Branch FfND-f021 00/01/19 LOGSDON, MJ Nucle- 
ar Waste ConsuHants, Inc 13pp 44610 091 44610 103 

0803100020 Roqiiosls CDSCP refs listed in end in order to continue review of CDSCP 
WILLfAMS.n E Williams & Associates FIN D 1020 172 88/02/22 POHLE.J NRC - 
No Dolailod Affifiption Giveri 5pp 44666 170 44666 174 


8003180012 “Technical Assistance in Hydrogeology - Project B - Analysis." moniht/ 
progress rept for May 1987 Attachment A containing financial & admintstralivo sum- 
mary Withhold 

LOGSDON.MJ Nuclear Wasle Consultanis. fnc FIN D 1021 3914 87/06/15 
POHLE.J NRC - No Dotailod Affiliation Given 1 ipp 44736 003 44736 093 

8B032 10057 Monthly progress ropt for Feb 1908 under Contracl NRC 02-05 008 
WILLIAMS.RE Williams & Associates FIND-1020 174 08/03/07 POHLE.J NRC 
No Dela lied Affiliation Given 8pp 44724 308 44724'315 

8003220396 “Evatuation & Compilation of DOE Waste Package Test Data,'* monltily ltr 
progress rept for Feb 1968 

INTERRANTE.C G Commerce, Dept of, Nalional Bureau of Standards FIN A 4 1 7 1 -7 
08/03/15 PETERSON.C Technical Review Branch 57pp 44865 350 44866 043 
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6ft03230ia8 Discusses svcs rendered on high level waste repository perlormanco as 
sessmer^t development for 860229 03 1 2 Vouchers encf W/o end 
MOLeR.RB Systems Support Inc FINA41B5 08/03/ 12 CHANG, KC NRC No 
Oetailed Affiliation Given Spp ^4867 098 44G67 102 

0903230296 Forwards seven propnetiirv MG Cowgill memos to file re Stock Equipment 
Co cement solidification topical rept Enel withheld 

SISKIND.B Brookhaven National Laboratory FIN A 3174 88/03/13 MCDANIEL, K 
Technical Branch 3pp 44866 182 44866 104 

8803230310 Forwards Ur Rept LR‘2Q7 76. Prelimmary Consultalion Draft Site Charnc 
lerization Plan Draft Point Papers ” 

KELMERS.AD Oak Ridge National Laboratory FIN B 0287 8 68/03/17 

BROOKS, DJ Technical Review Branch ip 44B6G 193 44B66 231 

- 8803230324 LR 287-76 “Preliminary Consultation Draft Silo Charactcri/ation Plan Drall 
Poinl ” Ltr rept 

KELMERS.AD , CATLETT, C R , GOVE.R M Martin Marietta Energy Systems, Inc FIN 
6*0287 ft 86/03/17 NRC No Ootaitod Allilialion Given 3Bpp 44Q66 194 44U66 231 

8803230153 Record of telcon w/R Read of US Beroau of Mines on 880118 re monthly 
mat call ro Inloragency Agreement NRC 02-85 004, FIN D 1016 
ABRAMS.C Technical Review Branch FIN D 1018 NRC 02 05 004 86/01/15 3np 
44071 344-44871 346 

90-03280104 Advises lhat based on roviow of document, "Annual Rept on FIN A-175C. 
'Geochemical Sensitivity Analysis lor FY07’,'‘ drall interim rept for FY86 87 & updnloti 
deliverables list lor FIN A 1756.progrG5s to date salislaclory 
B-EWBIA.PJ Technical RoviQw Branch FIN A t756 GQ/01/25 SIEGEL, M D Sanrlia 
National Laboratorios Ipp 44871 205 44871 207 

0903280200 Comments on SANDIA Jan 1900 rnonlhly repl for FtN A 1 165 Unexplained 
& possibly incorrect sublask charges noted in 800121 Hr not atlclrosscd Response to 
Items requested 

GALSON.D A Operations Branch. FIN A 1 105 08/03/02 CRANWELL,n M Sarulia 
National Laboratories Cpp 44871 347-44071 352 

8003280205 Comments on 080216 monthly progress ropt doscribing status ol Nucloar 
Waste Consultant technical assistance under Contract NRC 02 85 009 Overall 
pros.rcss made to date under conlrnct satisfactory 

POHLEJA Technical Rovlew Branch FIN D-1021 NRC 02-85*009 68/03/04 
LOGSDON.M, J Nuclear Waslo Consultants. Inc 3pp 44071 219 44871 221 

8003286212 Ack receipt of monthly repl lor Jan 1980 for NRC 02 05-002, FIN D-1016, 

' Technical Assistance (or Oo&ign Reviews " Technical work doscfibod salislaclory 
TIKTINSKY.DH Engineering Branch (031001 870410) FIN 0 1016 NRC 02 85-002 
08/03/03 HART.n llASCA Consullint) Group, Inc 3pp 44071 222 44071 224 

8803200244 Advisos that Jan 1908 monthly procjrcsb repl for Contract FIN 8*0290. 
■'lab Evaluation of DOE RadionucHdo Solubility Data & Solrclod Retardation 
Paramoters.ExpQrimontnl Slralegios, Lab Tochniques & Procedurci'’ satisfactory W/o 
slntdJ end 

BRADBURYJ W Technical Review Brandi FIN B 0290, 88/03/02 MEYER, R B Oak 
Ridgo National Laboratory 3pp 44085 012 44086 014 

B8O320O252 ‘■'Technical Assistance in Hydrogeology Project 3 Analysis, " rnonlhly 
progross repl for Feb 1900 

LOQSOON.MJ Nucloar Waste Consullanis, Inc FIN D 1021 247 08/03/15 

POHLE.J Technical Roviow Branch 15pp 44864 349 44865 003 

0603200265 Comments on FLAG manual & code ror|uostod in Hr 8802 15 Action lakch 
by Hr considered to bo wilhlii scope of curronl Contract NRC-02 85 002 
TIKriNSKY.OH Technical Review Branch FIN D 101G NRC 02*05 002 DQ/03/03 
DOARD.M ITASCA Consulting Group. Inc 3pp 44871 353 44071 355 

eD0328l>2fi& Ccmmonls on Jon 1080 monthly progress rept Repl rocoivPd on lime & 
conienls fulfill reguiremants of contract 

GUCKLEY.JT Technical Review Branch FIN D 1001 NRC 02-84 00? BB/03/06 
SINGILM M Engineers Inlornatlonnl, Inc 4pp 44871 267 44871 268 

B8l>32a0293 Advisos lhat Monthly Mgl Hr 10 did 000205 salisfactory Topical draft repl 
on Amarillo-Wichlla uplift tectonics requested 

BLACKFORD.ME Technical Review Branch FIN A 0297 00/02/10 CHUNG ,DH 
Lawrenco Livormoro National Laboratory 3pp 44085 049 44885 051 

0603300299 Requests that listed work bo performed under Contract NRC 02 05 002, 
"Taohmeaf Assistance for Design Roviow s " 

TIKTINSKY.DH Technical Roviow Branch FIN D 1016 NRC 02*85002 BD/01/27 
HART.R ITASCA Consulling Group. Inc 3pp 4487 f 284 44871 286 

6003200313 "Performance Assessment Methodology Program," monthly rept for fob 
1960 

CRANWELL.RM Sandia National Laboralonos FIN A 1158 08/03/15 
GOLEM AN ,NM Division ol High Level Waste Managomonl (Post 070413) t3pp 
44665 026-44865 038 

0003200317 Commenls on "Evalualion & Compilation ol DOE Waste Package Tost 
DaiQ;" monthly llr ropt for Jan 1980 Ropts solGctod for review should bo assigned pri- 
ority 

PE TER SON .CH Technical Review Branch FIN A 4171 BQ/02/Q9 
INTERRA NTE.C G Commerce. Depl of, National Bureau of Standards 5pp 
44892 315 44Q92 319 

8 093280324 “Coupled Thermal Hydrologic at- Meehan teal Assessmenls & Site Character- 
ization Acliwittes lor Geologic Repositories." monthly ropt lor Fob 1908 
CRANWELL.RM Sandia National Laboratorios FIN A 1755 60/03/15 PESHEL.J 
Systems Engineering & Evaluation Branch 3pp 4487T 287-4487 f 209 

8BO320O33O Comments on quarterly ropt for FIN B 6932 (0 cl Dec 1907) - US Nall 
Committee for Rock Mechanics Repl sufficiency addresses details necessary to effec- 
tively monitor contract 

GUPTA.DC Technical Roviow Branch FIN B 6932 8B/03/D2 CRAMER.L F National 
Research Council 3pp 44885 029 44885 031 

8803290083 Advises that Jan 1988 progress repl for Contract 50-1.9 03 01 /FIN A- 1756, 
"Geochomicat Sensitivity Analysis, satisfactory Draft of "Users Guide to Sandia Sorp 
lion " under review & commenls will bo provided when completed 
BEM0IA.PJ Technical Roview Branch FIN A-175B 88/03/01 SIEGEL,M D Sandia 
National Laboratories 4pp 44892 254 44892 257 


8003290276 Requests revised dralt of rept, 'Efioct of Rock Inhcmogeneily on Unitormi 
ly ol Downward FJux in Yucca Mounlain, based on liste-d fommenls prior to accept 
iny repl as lindi Revised drall requested by 8803 1 Q 

PQHLE.JA Technical Review Branch 83/03/03 WILLlAMS,n E W-lliams & Associ- 
ates 3pp 44892 147 44892 U9 


KPORTLIC EXPORT AND IMPORT LICENSES 


8003020058 Forwards applicalion lor uypert license for 1 500,000 kg U, as UF6,for en- 
rtchtneni to bo- used in nuclear power Feaclajs in Taiwan 

PCTERSOfkM R Assisiant Director lor International Security 88/02/23 
THOR-NC.C E Slato, Depl of Bureau of Oceans & Inll Environ & Scientific Affairs 
Ip 44547 14) 44547 )43 

8003020129 Forwards application lor license to export nuclear mail S equipment toqath 
er w ^customer Purchase C?r{fe/ LeD-EOSOdfd S 802 Of 

PODRACKY,UA Dana Corp 88/02/17 NRC No Oelailed Affiliation Given ip 
44552 295 44552 298 

-0803020133 Application for license to exporl 300 lb CL42165 clutch couplings (or -cir* 
cijialion sys to Japan Purchase ardor end 

PODRACKY.MA Dana Carp 88/02/17 3pp 44552 296 44552 298 

0803020206 tiuenso for isotapo Product'> I abs to export 300 mCi Po 210 as eleclrode 
posited elninonUil Po-2H) to ail couritiios not listed in 10CFR1 10 28 a 29 
PETERSON, M R Assistant Director lor International Security IPL 11 1 BB/02/23 2op 
44552 350*44552 360 

0803020212 Amend 9 to experl license for Advanced Nuclear Fuels Corp, increasing 
total quantity of U authorized tor export to 830.441 kgs lo Francc.Bolaium & West 
Go'/njny 

MOORE.R N AbSislaril Director for International Security 86/02/26 ?pp 44553 305 
44553 3Q6 

6003020244 Forwards application for eypor' license lo export lour clutcti couplings lo 
Japan lor u^o in Mon|ii fast bronclnr reactor Requests views ro esiablistied proccoures 
A cvcraif porspoctivo bmoro fqkinq action on applicatton W/o end 
PETERSON, M R Assistant Dircclor for International Security 88/02/26 

THORNE CE Stale, Dnpt ol, Buroau ol Oceans & Inll Environ & Scienhlic Aifavs 
ip 44547 112 44547 112 

0803020254 Excculivc Branch posilion rn Milsui & Co, Inc applicaliori for license to 
export 30 kq ol natural U in \om of n>otal to Japan Rocommenrls that license be 
issued 

STRATFORD.R J Staid, Dept of. Bureau of Oceans & Inll Environ & Scientific Af 
lairs U6/02/11 SHEA.J R NRC No Detailod Alfilialion Given 2pp 44552 349* 
4455? 350 


0803020257 Apnlicalion lo amond export license, oxlendme oxpiralion date to 690301 
OlJAIN,Pfi TransnuclPiif. Inc 08/02/22 WRIGHT.B NRC No Dolailed AirUfation 
Given Ip 44547 113 44517 113 

6603030160 Fflfwnrds ccrrespondonco from IAEA requesting shipment of 20 fission 
chambers to Austria for toslinq brforo instalimenl in Darlington reactor facility in 
Cnnaiin 

YOUNG.VT Honlor Slokcs, Inc VTY QB 29 08/02/29 MOORE.N NRC - No De- 
(oiied Affiiiation Given 5pp 4456G 06J-44S6G C67 

8803030207 Amend 5 la license for GE & GC Technical Svcs Co. Inc to export compo- 
nerits & associated equipmonl of one BWR w/ power level ol 1,000 MWo incluuinq 
equipment A mall listed in IQGFRt 10 8<ri)(1) (9) to Swilzerland 
MOORE, RN Assibtant Dircclor lor Internahonal Security FDF 08-20 66/02/26 ip 
44566 098 44566 099 

-8603030215 Application lor nmand lo License XR 0104 .extending expiration dale by 5 
yr la 930401 

ROWERS, F 0 General Flectric Ce 66/02/22 WRIGHT.B L NRC ■ No Detaifed Af- 
(ilialion Givnn Ip 44566 099 445GC 099 

Q603030299 Informs till License XSMM 2161 may l )0 issued No mall cliangod circum 
stances since issuance ol Ucqiisq XSNM 2204 

MOORE.R N Assislant Director lor Intornalional Scfunly 88/02/23 Assistant Direc- 
tor lor lilternalional Socurily Ip 4455B 139*44556 139 

6803040012 Amend 12 to GC & GE Technical Svcs Co.Inc export ticcnso, extending 
expiration, dale to 030331 

MOOnC.R N Assistant Director lor Interr^ahonal Security FOF 69 10 B6/02/2G ip 
44584 210 44504 220 

*•0003040016 Applicaliori for omond lo export lice as a. ox lending oxpiralion dale lo 
930331 

FLOWEfT8,FD General Electric Co 06/02/22 WRIGHT, D L Ir^ternational Programs 
ip 44584 220 44504 220 

0803040196 License lor Reiiiur-Stol'GB.lo exporl 26 g U-235 conlairteci In 20 fission 
chambers.to Canada 

PETERSON, MR Assistant Director lor Inlemaltonal Security VTY 80 29 OB/03/01 
Ip 44564 066 44S04 002 

- 88 96040200 Advibos that Reuter Stokes 8B0229 request lor license lo export 20 fis- 
sion chambers to Austria lor testing & ultimatoiiy to Canada acceptable Applicant re 
quesl lor exemption lo 16-dav wailtng poriad also approved 

PETERSON MR Assislani Director for Intorna Herbal Security 6B/03/01 Assistant Di- 
roct-nr for Inlornatlonnl Security Ip 44584 007 44504 092 

O8'O3O4O200 Application to amend Itconse. ox lending expiration dale to 930401 
F LOWER S.F D General Eleclric Co 88/02/22 WRIGHT.B L Inlornationa) Progranns 
tp 44504 136 44594 136 

0003070034 Application la amend liconso.exteading expiralion date lo 930331 
FLOWEFtS,FD General Electric. Co 88/02/22 WRIGHT.B L NRC No Daladcd Af- 
filiation Given Ip 44610 105 44610 105 
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80030^0295 Executive Branch position ifO Mitsui & Co (USA)Jnc application For license 
t£> export 3 kg U, enriched to max iSS*"® in form of melaMo Japan Recominerids that 
license bo issued 

STRATFORD, R J State Dept of, Bureau ot Oceai^s & Inti Environ & Scienlilic At 
fairfc 88/03/01 SHEA.JR In lemationaf Programs 3pp 44634 001 44634 003 

8803060314 Amend 10 to license for Transruclear.lnc changing licensee 
address, romoviriig Transnuclear, GmbH, West Germany as intermediate consignee 8 
extancfine exprratron dale from 800301 to B9O301 

PETERSOW.M R AssistanI Director for Internalronal Security TNP 429 80/03/03 ip 
44638 193-4463B 104 

8303140020 Application for Ficense to export 13.194 kg U, containing 456 kg U 235, to 
Japan 

* Mitsubishi International Corp {subs oi Mitsubishi Corp) HSA 5483 02 88/02/01 
Ip 44672 266 44672 266 

6803140044 Forwards application for export license for low enriched U for use rn lhala 
Unil 2 nuclear power reactor m Japan Ur of assurance required 
PETERSON.M R Assistant Director for International SDCuriiy 88/03/10 ROONEY.J 
Energy. Dept of ip 44600 247-44600 248 

6803140071 Forwards application for license to export low enriched U to JapariLlr of 
asaurar^ce required 

PETERSON, M R Assistant Director for Irtornalional Securiiy 08/03/ 10 ROONEY.J 
Energy, Dept of ip 44673 154 44673 157 

- 8803140088 Forwards application for license to export sitghlly enriched UF6 to 
Japan Requests that iwo P-10 tube sampfe bo lakon from each parent cylinder 
MARUYAMA.T Mitsubishi International Corp (subs of Milsubishi Corp ) HSA540O 
05 89/02/29 NRC No Detailed AHiliaUon Given 2pp 44673 155 44673 157 

-6803140078 Application for license to export 12,t07 kg U, containing UF6,to Japan 

* Mitsubishi International Corp (subs of Milsubishi Corp) HSA 5408 05 06/02/09 
Ip 44673 157 44673 157 

8803140147 License for Milsubishf Inll Corp to export 66 000 kg natural U Fiexaffuonde 
{UF6) to Japan 

PETERSON.M R Assistant Director for fntcrnational Security 6D/03/03 2pp 
44674 360-44674 361 

6803 1461 87 Amend 5 lo license (or Advanced Nuclear Fuels Corp, increasing lotat 
quantity of mad authorized for export to Taiwan 

PETERSON, MR Assistant Djrector for Inlornalronal Security 68/03/07 2pp 
44670 1 12-44678 113 

8803140267 Amend 1 to license for Mfg Sciencos Corp to increase quaniily of nnatl au 
Ihonred for export from 729 kg deploled U as unafloyetl melal to 12.500 kg depleted 
U 

PETERSON.M R Assistant Director for Inlornatlonal Security S1O2-08O4 89/03/00 
Ip 44676 127-44676 128 

8003140302 Application for license lo oxporl compononls described in 

10CFR 1 10 d(a](5) through -(9) to any country listed in 11026(a) for 

tosting.qualificalion.use as models or mfg in recipient counlrios w/sub sequent folurn 
Id US 

HUDCC.WS Woslirghouse Electric Corp WSH 043 89 88/03/01 PETERSON, M R 
NRC ■ No Dotailed Affiiialion Given ip 44680 313 446B0 313 

8803140330 Forwarda application for license to export enriched UF6 to bo used for fab 
ricatior> of fuel assombites in GenKai Power Plant 2 in Japan 
MARUYAMA.T Mitsubishi International Corn (subs of Milsubishi Corp) HSA-548B 
01 66/02/29 NRC ■ No Detailed Affcliation Given 2pp 44690 001 44690 003 

-6803140324 Applicalion for license to export 13,010 kg U,coniaining 450 kg U 235, lo 
Japan 

* Mitiiublshi International Corp (subs of Mitsubishi Corp ) HSA 5408 01 68/02/01 
tp 44690 003 44690 003 

8803140342 Ltr of assurance ro oxporl of nuclear malls to Taiwan 
CKIEN.FF Coordination Council for North American Affairs EC 77 001 88/01/21 
LAUX.D Taiwan, GqvI of (Republrc of C)iina) 2pp 44660 058 44680,059 

8803170310 Responds lo 671203 roquesl for approval of route for transport of spent 
reactor fuel Rout© from Newport News,VA to Aiken.SC meets roquiroments of 
10CFR73 37 S acceplablo through Doc 1988 Approved route one! 

MACDONALD, CE Transportation Branch 08/03/14 MANGUSI.J Transnuclear. Inc 
lOpp 44725 226 44725 235 

6883210310 Amend 5 to licenso for Woslinghouso, authorizing export of 246,499 kg 
U.coniaining 8,600 kg U 235 onrichecl lo 4 IS'^i* U 235 

PETERSON.W R Assistant Diroclor for International Security WSH 270<B7 88/03/16 
1p 44738 070-44738 070 

8803210321 Requests Executive Branch position ro one! Transnuclear, fnc 880307 appli< 
cation for amend to export license, increasing quantity of source mail by add I 
2,000,000 kg & deleting fisted name as Intermodjato consignee 
PETERGON.M R Assistant Director for Internalronal Security 88/03/16 
THORNE.C E State, Dopi of. Bureau of Oceans & (ntP Environ & Scientific Affairs 
Ip 4473B 071-44738 073 

-8003210336 Application lo amend ficense, m creasing amount from 3,200,000 kg natu- 
ral U to 6,000 000 kg natural U for use in PWRs located In EURATOM community 
QUAIN.PB Transnuclear, Inc 89/03/07 WRIQHT.B NRC No Detailed Affilialron 
Given 2pp 44730 072-44738 073 

6803210486 Forwards Adro[et Ordnance Tennessee application lo export U tetrafliroride 
to Eldorado Resources Limiled.Porl Hope, Ontarro.Canada 

MONTFORD.C W Aerojet Ordnance Co 150 86 0178 00/03/03. WRIGHT, B L NRC - 
No Dotailed Affilration Given Ip 44760095 44760,114 

-6603210490 ApplJcation for license to export 1,000,000 lbs of U lelrafluorrcfo to 
Canada 

MONTFORD.C W Aarejot Ordnance Co 08/03/08 Ip, 44760 096 44760 096 

6803250203 Ann |j cab on lor license to export 3 g 17-233 & 2 g Pu 242, to Japan 
OH YAM A, T Mitsui & Co (USA), Inc, (subs of Mitsui & Co, Ud) 80/03/15 2pp 
44059 069-44669 070 


0603250337 Application for amend to License XB 1254 changing product dGSCrlpt^on 
staled lor accuracy 

PENAS Isolope Producis Laboratories 88/03/11 WRIGHT, S IntornationaP Pro 
grams Ip 44859 083 44850 083 

6803280002 Executive Branch position re Isotope Producis Lab applicalion- lo export 
125 microgram Po2l0 to non NPT party nonnuclear weapon slates, per 990203 
request Recommends lhat license be issued 

STRATFORD R J Slate, Dept of Bureau of Oceans a Inll Environ a Scienlitic Af 
fairs 88/03/15 SHEA.JR Inlernationnl F^rograms Ip 44060 263 44060 253 

8803280013 Requests expeditious issuance of amend to License XSNM 1778, per li 
censee B60B18 application 

MIYAMOTO,F Nissho Iwai American Corp 88/03/18 WRIGHT, B L NRG • No Do 
tailed Affiliation Given ip 44QG0 257 44860 257 

6803280021 Executive Branch position on 880210 request re whether Transrucleai.lnc 
application to amend Licenses XSNM 2241 & XSNM 2315 muels applicable criteria o1 
Atomic Energy Act of 1954 Recommends thal licenses bo amended Assurance Hr 
end 

STRATFORD.H J State, Dept of, Bureau ol Oceans & Inti Environ A SCicntiFic Af 
fairs 88/03/16 SHEA JR Interpaiional Programs 3pp 44860 258 44860260 

8003280109 Executive Branch position re EdJow Inti Co application to oxporl 1,500 000 
kg natural U Licenso should be granted 

STRATFORD, R J Stale, Dept of, Bureau of Oceans & Inti Environ A Scientilic Af 
fairs 80/03/16 SHEA.JR NRC No Dolniled Affiliahon Given 3pp 44890 267 
44090 259 

0803260112 Forwards 880318 Ur re application lo amend ficenso.for consideration in 
com unci ion w/NRC 860825 Hr 

PETERSON.W R Assistant Director for International Security 60/03/21 
THORNE, CE State. Dept ol Ip 44009 353 44889 354 

8803280138 Executive Board position ro Isolopo Products Lab appficalion loexpod I 25 
micfogram Po 210 sources up to 5 uCi per country per yr.for use in nuclear instrumcn 
lation caiibr License should be granted 

STRATFORD, RJ Slate, Dept of. Bureau of Oceans & Inll Environ 8 Sciontilic Af 
fairs 68/03/15 SHEA.JR NRC - No Detailed Affiliatmn Given tp 41090 260 
44890 260 

6803280139 Application for ficenso lo oxporl two lest fuel assemblies, coiitamiruj rie 

K folod U02 pcllols lo Canada 

lUOEC.WS Woslinghouso Electric Corp WSH 049 80 00/03/14 Ip 44800 103 
44090 103 

0803280162 Application for llconso to oxporl 200 grams Pu 239 & Np237 
rospoctivoly.to various labs within Euratorn community 
BRUSH.PN Energy, Dept of 08/03/14 I3pp 44890 265 44890 277 

0803280171 Amend 2 to exporl license for Transnucloar.lnc reflecting cf range in liccrts 
eo address, deleting NUKEM & Transnuklear as inlermodiato consignee & other party 
lo Ircenbo.rospectively & adding Transnucloaire as other party lo oxporl 
PETERSON.MR Assistant Diroclor for Inlornalionnl Socurity TNH 4G3 08/03/10 Ip 
44890 278 44G90 270 

0603280173 Executive Branch position re whether Edfow Inti Co applicahon to export 
10,000 Cl Tnlium lo Canada meets applicable cnlorra in Atomic Energy Act of 
1970, per 8GO210 request Recommends liml license be issued 
STRATFORO.R J Stale, Dopi of, BurOdU of Oceans S full Environ & Snontiific Af 
fairs 08/03/15 SHEA JR Inlernfliional Programs Ip 44890 104 44890 104 

8DO320O193 Forwards appifcalion for oxporl licoribo for 845 kg of doploled U for hydrau 
lie teals in Canada Ltr of assurance requested 

PETERSON.W R Assistant Director for Internatiofial Serurily 88/03/22 ROONCY.J 
Energy, Oepl of Ip 44890 202 44890 283 

6603280208 License for Eeflow Inti Co to export 10,000 Ci tritium as hulk tritium (|tislu 
Canada 

PETERSON, MR Assistant Director for Intornatiofial Security AECL 4 80/03/22 1r> 
44885196 44085 196 

8003280222 Amend 1 lo license for Transnuclear, Inc, rollocting ciiamu m 
address, deloling NUKEM as intormodiale consignee & adding Transnucloano.FFanto 
as other party lo export 

PETERSON.W R Assistant Director lor Inicrnalional Security TNH 475 80/03/10 Ip 
44085 197-44085 10/ 

6603200232 Application for license lo export 1 fuel assembly contaminy natural 1102 
pellets & 1 dummy fuel assembly containing load pellets 

HUOEC.WS Wes imghouse Electric Corp WSH 050 80 08/03/14 tp 44805 19ft 
44005 190 

0803280288 License for Weslinghousc lo export nuclear reactor compononls listcJ In 
10CFR1 10 0(n)(5)*(9).lo countries listed In tOCmi 10 26(a) & PorUrga) 

PETERSON.M R Assistant Director for Intornalionaf Security WSH 043 88 OB/03/22 
Ip 44871 356-44071 357 

8603260344 Order demanding info re date, quantity S end user of any planned irnpoit h/ 
Ediow of any form of U of SouDi African origin Info must bo submiltod lo NRC no 
than 60 days in advance of eacti shipment dale 

DENTON, HR Office of Nuclear Reactor Regulation, Diroclor (Posl 870411) 07/05/ 
14 Ecfiow Intornalional Co 4pp 44909 031 44909 034 

D8032D0357 Request for emergency suspension of licenses Commission shouTcl order 
that all U imported by Ediow in contravonllon of Ofc of Inll Programs rcquesl be 
idontified.segrogafQd & held w/o processing CcrKficfllo of Sve end 
ROBINSON, W L , OELLUMS.R V House of Rep ROBINSON.W L Lawyers Commitlco 
for Civd Rights Under Law 87/05/13 Cominissionors lOpp 44909 035 44909 04:4 

8603290079 Requests that arrangements bo made al early date lor msp of records of 
Ediow fnlt Co to detormlne if ovidonce exist of import of South African origin U by 
Ediow since 861231 other than import of such mall under Impoil Lfeenso lU 78019 
OENTON,H,R Office of Govornmentat & Public Affairs (Posl 870413) 87/06/01 
TAYLOR, J M Ole ot Iho Executive Director for Operations Ip 44909 010 44909 027 
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1803290109 Forwards JR Shea 070520 Itr roquesliny that Cusloms Svc require ade' 
fluate proof in clcannc} shipments Ql South Alrican origin U Jor action 
NEWCOMB R R Treasury, Ocpl of 07/06/03 Treasury. Dept o1, U S Customs Sorv 
ice 2pp 'U909 0Q1 4^909 006 

0 BO 329 O 129 Summary of 870508 meeting w/Edlow Inti Co ro Ediow recent import of 
South African origin natural U 

SHEA, JR Intcrnalional Programs 07/05/12 DENTON, HR Office ol Governmental & 
Public Alfarrs (.Post 670413) 2pp 44909 007 44909 008 


0803300049 Executive Branch position ro Dana Corp application to export four Forms- 
peaq clutch ecu Dim a sets to Japan Eictjnso should bo granted 
SThATFORD,RJ Stato. Dept of, Bureau of Oceans & Inti Envirort & Scientific AN 
fairs 08/03/21 SHEA.J R International Programs ip 44908 331-44908 331 

0803300050 Liccnsa lor Mitsui & Co,(USA),lnc to export 3 g U-233 & 2 g Pu-242 to 
Japan 

PETERSON, MR Assistant Director tor Inlornational Security W3K-PNC SAMPLE 
68/03/24 2pp 4490/347 44907 352 


8303290171 Forwards application for export license for tow enriched U for use as fuol in 
Genkai Unit 2 nwcloar power reactor in Japan Ltr of assurance requested 
PETERSON,Mn Assistant Director for I nternalional Security BB/03/09 ROONEY.J 
Energy, Dept of Ip 44893 033 44893 036 

- 6603290174 Application for license to export 13,018 kg U containing 450 kg U 235, to 
Japan 

* Milsui & Co {USA), Inc {subs of Mitsui & Co. ltd} HSA 54B6 01 8e/0?/0li Ip 
44B93 934 44093 034 

-8803290170 Forwards application tor license to export slightly enriched UF6 Requests 
2-yr period Irom date of issuance for validity of export license & that one pinch lube 
sample be taken from each parent cylinder 

MARUYAMA.T Mitsui & Co (USA). Inc (subs of MUsui & Co. Lid) HSA 54 0 0 01 
88/02/29 NRC - No Dolaitod Affiliation Given 2pp 44893 035 44893 036 

6803290243 Petition lor commer^cement of license rovocation procooding,s * Requests 
that Commission inquire into extent to which licenses permit conlinuod unportalron of 
South African U & act to bar such imports Cemlicato of sve end 
ROBIHSON W L House o1 Rep ROBINSON.W L Oil, Cliemical & Atomic WoikerS 
Internalionaf Union ROBINSON.W L Nuclear Control Institute 87/02/17 NRC No 
Ooiailed Afliliation Given 17pp 44909 264 44909 280 

8B03290267 Pelilion for leave to intervene & request for hearing in opposition to listed 
proposed applications lo import nuclear source mail S SNM of South African 
origin Cerlilicalo of Sve enrl 

ROBINSON.W L House of Rep ROBINSON.W L Oil, Chemical & Atomic Workois 
idornational Union ROBINSON.W L Nuclear Control InbtiUJlo 87/02/17 NRC No 
Oeiailccl Alfilialion Given 47p[) 44909 217 44009 263 


8003300140 Amend 1 to liconse for Mktbui & Co (USA), Inc to export 135 90 g U- 
23'5,certtained m 451 g U & 130 g U-235,cQnlainecl in 140 g U enriched 93 15 w/o 
nnaxJe Japan 

PETERSON.M R Assistant Director for Inter national Security JAER1 88/03/24 Ip 
4490B 336 449QB336 

0803300153 License for Eeltow tnll Co for Taiwan Power Co to export 1,500.000 hg 
Uf6,to France 

PETERSON.M R Assistant Dire c lor toMnlor national Security TPOB 1 80/03/23 Zpp 
44900 337-44900 338 

0803300281 Application lo amend export license.dclelmg Nukerri & Transnuklear under 
intermediate consignee in foreign country & adding Tranbnucleaire (tranporlation pur- 
poses ohty) 

QUAIN.P B Transnuclear, Inc 08/OJ/22 WRIGHT.B NRC No Detailed Affiliation 
Given Ip 41900 355 44908 355 

0003300336 Requests Executive Branch views ro whether export of Pu & neptunium lo 
EURATOM tor U5EURATOM coLiaboralivo research meets applicable erdena tn 
Atomic energy Act of 1954 Applicatiorv for license end 

PETERSON.M R Assislani Oireclor tor tnlornahonal Security 89/03/23 
THORNE, CE Energy, Depl of Ip 44913 252-44913 205 

0003300459 Responds lo 870204 request that Inti Energy Assoc Limited retrain from 
importing any mall of South African origin while NRC rovrews specific im;}orl ireensoa 
dealing w/same Company has no in ton lie to import mall from South Africa 
GEMGELSDOFIF.H Inlernalional Ei^ergv Associates, LUi 87/03/20 PETERSON.M R 
Assistant Director for Export/ Import & Intern ational Safeguards. 1p 44909 095- 
44909 095 
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0003070343 

8803280010* 

50-430 

Q 

BECK.J W 

8003070363 

8603280092 

50 327 

S 

BECK.J W 

0603090206 

6803280238 

50-327 

Q 

BECK.J W 

0603140261 

0803200257* 

50 32? 

Q 

BECK.J W 

0803220460 


50 344 

Q 

BECK J W 

8803200196 

50 446 

s 

50 344 

O 

BECK J W 

0603260198 

^0 446 

s 

50 220 

S 

BECK J W 

0803260329 

50 445 

A 

50 322 

G 

BEL.K J W 

6003280337 

50 445 

A 

50 322 

G 

BECK J W 

6003290141 

50 445 

S 

50 322 

G 

BECKJORD.C & 

6603000160 

GEN rtc i 

s 

50 322 

G 

BECKJORD.E S 

0803140271 

GEN TEC i 

s 

50 102 

0 

BCCKJORD.E S 

0003220210 

REVIEW GR ? 

50 402 

Q 

BECKJORD.E S 

0003250234’ 
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50 219 

F 

BEDESEMP 

8003230209 

50 275 


50 24? 

0 
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50 213 

s 

50 21/ 
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Q 
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P 
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0 
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S 
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50 456 
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F 
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50 456 

R 
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50 293 

F 
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p 
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50 293 

P 
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BIRD.R G 

0803150344 

50 293 

S 

QOSE.DD 

8803180115* 

CONTRACT 


QIRD.R G 
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1 
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50 293 

P 
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BIRD.R G 
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50 293 

P 
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8803010438 

50-297 

s 

BIRD.R G 

8803220461 

50-293 

Q 

BOSTED.CJ 

8803200063' 

50 397 

0 

BIRD.R G 

8803220491 

50-293 

P 

BOSWORTH.B R 

8003220176' 

50-440 

P 

BIRD.RG 
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P 
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p 
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50-333 P 

50-280 P 

50-206 P 

50-286 P 

50-333 Q 

SO 259 Q 

50 390 0 

50 300 A 

50 259 S 

50 259 P 

50 341 H 

50 250 P 

50 528 Q 

50 322 G 

50 322 G 

50 322 Q 


OCCQ-U-O 
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BROWNING RE 
BROWNING RE 
BROWNLEE, VL 
BROWNLEE.VL 
BROWNLEE.VL 

BROWNLEE.VL 
BROWNLEE.VL 
BROWNLEE, VL 
BROWNLEE.VL 
BROWNLEE.VL 

BROWNLEE, V L 
BROWNLEE, V L 
BRUNET J 
BRUNET, J n 
BRUSH PN 

BRUSVEN.AD 
aRyAN,DC 
BRYERS.J 
BUCHANAN, LP 
BUCHHEITRD 

BUCK,J W 
BUCKLEY BC 
BUCKLEY.JT 
0UDLONG,L A 
BULLARD,C W 

BUNCH, DF 
BUNDY.H F 
BUNTING JO 
BUNTING.JO 
BUNTING JO 

BUNTING.JO 
BURGER, CW 
BURGEaCW 
BURGESS.B L 
BURGIN.D 

BURGiN.D 
BURGIN,D 
BURGIN.D 
BURLING M L 
BURNS, L S 

BURNS.WE 
BURNS.WE 
BURNS, W E 
BURNS.WE 
BURNS.W E 

BURNS.WE 

BURNS.WE 

BURNS.WE 

BURRIS.SP 

BURSKI.RE 

BURSKI.RF 
BURSKI.RE 
BURSKI.RF 
BURSKI.R F 
0URSKIRF 

BURSKI.RF 
BURSKI.RF 
BURSKI.RF 
BURSKI.R F 
BURSKI.RF 

BURSKI.RF 
BURSKI.RF 
BUTCHER.EJ 
BUTCHER.EJ 
BUTCHER EJ 

BUTCHER.EJ 
BUTCHER.EJ 
BUTCHER.RC 
eUTCHER.RC 
BUTLER, OS 

BUTLER.W 
BUTLER, W A 
BUTLER.W R 
BUTLER.W n 
BUTLER.W R 

BUTLER.W R 
BUTLER.W R 
BUTLER.W R 
BUTLER.W R 
BUTLER.W R 

BUTLER.W R 
BUTLER.W R 
BUTLER.W R 
BUTLER.W R 
BUTLER.W R 

BUTTERFIELD, L 
BUTTERFIELD, L 
BUTTERFIELD.L 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUaJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


8803030092' 

FOIA 


BUTTERFIELD.L 

0603210250 

50-373 

Q 

CAPRA.R A 

OROJI 10171 

WASTE MGT 

OYRAM.RG 

8603020196 

50-387 

S 

CAPRA.R A 

8003160097 

50-269 

0 

BYRAM.R G 

0603080008 

50-386 

S 

CAPRA.R A 

8003160260 

50 425 

Q 

BYRAM.R G 

8003080485 

50-387 

S 

CAPRA.R A 

8003160300 

50 280 

0 

BYRD.R 

8003140269 

50-416 

S 

CAPSTICK.R W 

8803160391 

50 369 

Q 

CACCIAPOUTI.R 

8802230413* 

50-309 

P 

CAPSTICK.R W 

0893240301 

50 424 

Q 

CALDWELL J L 

8803160416* 

50-338 

Q 

CAPSTICK R W 

88(>3?40306' 

50 424 

Q 

CALDWELL R A 

8803140030* 

50-482 

Q 

CAPSTICK R W 

8903250046 

50 269 

O 

CALDWELL.R A 

0803290217* 

50 458 

0 

CAPSTICK.R W 

8003250146 

50 269 

O 

CALLAN.L J 

0803010055 

50 267 

Q 

CAPUTO.N J 

880325031? 

50 413 

Q 

CALL AN L J 

8003010385 

50 298 

Q 

CAREY.J J 

8601250310* 

50 413 

Q 

CALLANL J 

8003010431 

50 482 

0 

CAREY.J J 

8603300121 

50 255 

F 

CALLAN.L J 

8803010443 

50 285 

Q 

CARGIL.E M 

060 J 080426 

50 255 

F 

CALLAN.L J 

8803030028 

50 285 

0 

CARNS.N S 

8603280162 

XHORTLIC 


CALLAN L J 

8003030116 

50 362 

Q 

CARNS.N S 

0603040222 

50 263 

1 

CALLAN.L J 

8B03030122 

50 482 

Q 

CARNS.N S 

8603140091 

71 515 


CALLAN.L J 

0B03030123 

50 313 

Q 

CARNS.N S 

0003090172* 

50 443 

G 

CALLAN.L J 

6803030134 

50 49B 

S 

CARPENITO.F L 

0003070052* 

50 259 

P 

CALLAN.L J 

6803030148 

50 498 

0 

CARPENTER.O R 

8803070308* 

SO 220 

S 

CALLAfJ L J 

080J030155 

50 482 

Q 

CARPENTER.J H 

08033 1 0280 

NUREG 


CALLAN.L J 

0H03030166 

50 482 

0 

CARPENTER, T £ 

0003240319 

50 261 

Q 

CALLAN, 1 J 

0803030167 

50 285 

F 

CARR.WJ 

6003280269 

WASTE RES 

CALLAN.L J 

0003030177 

50-267 

Q 

CARRION, R P 

8003280100* 

50 445 

C 

CALLAN.L J 

6803030193 

50 482 

Q 

CARROLL.n 

8003010074 

PR 


CALLAN.L J 

6803030199 

50 382 

F 

CARRUTMERS.G 

8003150090 

NUREG 


CALLAN.L J 

0803030265 

50 450 

Q 

CARTER.R J 

0803030152' 

60 490 

0 

CALLAN.L J 

6801040046 

50 285 

0 

CARTER.RJ 

00031000/5* 

WASTE MGT 

CALLAN.L J 

8803040054 

50 382 

Q 

CARTER.R J 

8001250330* 

WASTE MGT 

CAI LAN.L J 

8803040,07 

50 298 

0 

CARTER.R S 

0803?6C<I03 

WASTE MGT 

CALLANX J 

0803070356 

50 205 

Q 

CASE.E G 

8803260350 

WASTE MGT 

CALLAN L J 

0603070364* 

50 285 

Q 

CASE.E G 

8803160270* 

50 425 

0 

CALLAN.L J 

D803080423 

50 313 

Q 

CASEY.S M 

&803240309* 

50 424 

Q 

CALLAN.L J 

8803000492 

50 313 

Q 

CASEY.S M 

6803030133* 

50 255 

0 

CALLAN.L J 

8803080516 

50 482 

0 

CASSIDY, T J 

0003020166 

50-2/2 

F 

CALLAN.L J 

0003140016 

50 482 

Q 

CASTLEMAN.P 1 

0803020169 

50 273 

F 

CALLAN L J 

0803140026 

50 482 

Q 

CASTOR.J 

0803020191 

50 272 

F 

CALLAN.L J 

6B03 140033 

50 285 

Q 

CASTRO.O 

6003090109 

'•0 2/2 

F 

CALLAN.L J 

G803 140041 

50 498 

0 

CASTRO.a 

6803210040 

50 318 

F 

CALLAN.L J 

80031 4C047 

50 498 

P 

CATLETT.C R 

061)3040067* 

50-POO 

P 

CALLAN.L J 

8603140055 

50 498 

V 

CHAMBERLAIN.D 

0603070236 

50 424 

S 

CALLAN L J 

OG03140003 

50 313 

0 

CHAMBERLAIN.D 

6D031 10294 

50 424 

S 

CALLAN.L J 

8803140066 

50 482 

r 

CHAN.A W 

6003150234 

50 424 

s 

CALLAN.L J 

8003140090 

50 285 

0 

CHANOO.J J 

6001100224 

50 4?4 

s 

CALLAN.L J 

8003160049 

50 267 

P 

CHANEY, HD 

600)180240 

GO 1?1 

s 

CALLAN.L J 

8003160327 

50 482 

0 

CHANEY.H D 

0601220150 

50 424 

s 

CALLAN.L J 

8803170010 

50 458 

Q 

ChlAPMAN.N G 

60032203/10 

50 424 

s 

CALLAN.L J 

8803170033 

50 498 

F 

CHARLES, P 

0603140356 

50 424 

s 

CALLAN L J 

8603170036 

50 285 

F 

CHAUDHARY.S 

0603240030* 

50 445 

a 

CALLAN.L J 

8003170073 

50 265 

0 

CHAUDHARY.S K 

0602100190 

CO 30? 

R 

CALLAN.L J 

8803170154 

50 490 

Q 

CHAUVIN.R J 

0003010417 

50 16? 

P 

CALLAN.L J 

0803210312 

50 498 

Q 

CHAUVIN.R J 

0803020023 

50 362 

R 

CALLAN.L J 

0803220194 

GO 267 

P 

CHAUVIN.R J 

00030P0032* 

50 362 

R 

CAI LAN.L J 

8003220204 

50 498 

Q 

CHAUVIN.R J 

0003040162 

50 362 

R 

CALLAN.L J 

8003230126 

50 498 

0 

CMEMA.TV 

0003040256 

50 362 

0 

CALLAN.L J 

8003230136 

50 458 

Q 

CHERB.JH 

8003070153 

50 362 

P 

CALLAN L J 

8803230200 

50 490 

Q 

CHERY.O L 

8003090214 

SO 362 

P 

CALLAN.L J 

6803250255 

50 498 

0 

CHIEN.F F 

0003000270 

50 362 

F 

CALLAN L J 

8603250209 

50 445 

V 

CHILK.S J 

8803160037 

50 362 

n 

CALLAN.L J 

8003290064 

50 482 

Q 

CHILK.S J 

0803160326 

50 382 

p 

CALLAN.L J 

0003290115 

50 458 

Q 

CHILK.S J 

8803220181 

50 302 


CALLAN.L J 

8803290195 

50 498 

Q 

CHILK.S J 

08032303/5 

50 382 

F 

CALLAN.L J 

8603290214 

SO 458 

Q 

CHILK.S J 

8801130006* 

TOPREP 


CALLAN.L J 

8603290419 

50 290 

F 

CHILK.S J. 

0803070126 

REVIEW GR P 

CALLAN.L J 

8003300059 

50 285 

Q 

CHILK.S J 

6803210041 

TOPREP 


CALLAN.L J 

8803300125 

50 482 

Q 

CHILK.S J 

P 60330034 4 

ORG 


CALLAN.L J 

8803300166 

50 208 

0 

CHILK.S J 

0603300394 

REVIEW GR P 

CALLAN.L J 

6803300170 

60 267 

Q 

CHILK.S J 

0003150331* 

50 4)6 

Q 

CALLAN.L J 

0803300222 

50 285 

Q 

CHILK.S J 

6003170317* 

50-4 1 6 

Q 

CALLAN.L J 

8803300250 

50 285 

Q 

CHILK.S J 

0603150375* 

50-315 

Q 

CALLAN.L J 

8803300252 

50-205 

P 

CHILK.S J 

6003290102* 

50 387 

P 

CALLAN.L J 

8003310221 

SO 296 

F 

CHILK.S J 

6001140245* 

50 388 

P 

CALVO.J A 

8803010364* 

50 382 

P 

CHILK.S J 

6803020157* 

50 277 

P 

CALVO.J A 

9803020108* 

50 290 

P 

CHILK.S J 

6603030014* 

50 27/ 

P 

CALVO.J A 

0803030197* 

60 402 

P 

CHILK.S J 

8003040130* 

FOIA 


CALVO.J A 

880'3040351 * 

50 368 

P 

CHILK.S J 

6603140183 

50 054 

P 

CALVO.J A 

8803110056* 

50 498 

P 

CHILK.S J 

8Q0314020I* 

50 054 

P 

CALVO.J A 

0803110160* 

50 302 

P 

CHILK.S J 

8603210274* 

50 277 

P 

CALVO.J A 

8803210137 

50 3G8 

P 

CHILK.S J 

08032103/3 

50 220 

P 

CALVO.J A 

8803220333 

SO 490 

P 

CHILK.S J 

8003220228* 

50 352 

P 

CALVO.J A 

0803240170* 

50 368 

P 

CHILK.S.J. 

B003220249* 

50 354 

P 

CALVO.J A 

8803290027* 

50 302 

P 

CHILK.S J 

0803220261 

50 387 

P 

CALVO.J A, 

8803290037* 

50 498 

P 

CHONA.R, 

8003220276* 

50-387 

P 

CALVO.J A 

8803290058* 

50 382 

P 

CHOU.R C 

8803290099 

50 387 

P 

CAMPBELL.! G 

8803300327“ 

50 313 

Q 

CHRISTIANS, R E 

0803300028 

50-322 

Q 

CANT.G 

8803010233 

(i&E 


CHRISTINZIANO 

8003070233 

50-373 

0 

CANTHELL.F 

6803160416* 

50 338 

0 

CHRISTMAN, J N 

8803070384 

GO 457 

0 

CANTRELL.F S 

8803160308* 

50 280 

Q 

CHRISTMAN, J N 

0803210016* 

50-451 

Q 

CAPFIA.RA 

8803180140 

50 31I& 

P 

CHRISTMAN, J N 


0003210262 

0003210460' 

0803210524 

0001210557 

8G022102J6 

0802210243 

0803020009 

0803070274 

0803000200 

0003200143' 

8803010059 

8001080150 

0503040065* 

0803010127 

0803010299 

8003280042 

8003280064 

8002230413* 

8803030152* 

8003040030 

0803030059 
0803300253* 
0003160301* 
8003160417* 
800 1280040* 

0803220067 

8803250031 

0803250044 

8001010389 

0803040119* 

8003040275* 

6803020029 

0803020029 

G003280254 

0803140014* 

0003100199 

8803070373 

0803090291* 

0803230324* 

0003170026* 

8003230000 

8003280062* 

8803240151 

0803170000* 

0803250050* 

00010401/2 
8803160039 
8803 1 G0 195’ 
0803220246* 
0803010134 

8003010188 

0803010266 

8803010322 

880.1080264 

0803210191 

8003280217 
0803 14034 2 
8003010320 
0003010353 
0001020221 

8Q03030004 

8003030027 

0803000006 

0003080353 

0003090020 

0003090064* 

0003160080 

0003160109 

8003160147 

0803170321 

0803210074 

0003230030 

0003230099 

8003230123 

8003230160 

0803240388 

8803240401 

8003240462 

8003250327 

0801290072 

8003300400 

8003140054 

0003160183* 

0002290311 

0803020035* 

8003010048 

8803010048 

0803020007 


50 220 P 

50 220 P 

so 220 0 

50 310 P 

50 271 R 

50 271 n 

50 271 R 

50 271 R 

50 271 r 

CONTRACT 

50 331 f1 

50 334 R 

50 458 n 

50 382 S 

50 382 S 

50 362 S 

60 302 S 

60 309 P 

50 198 0 

50 140 G 

FOrA 

WASTE MGT 
SO 400 0 

50 327 0 

COMMISSION 

50 250 J 

50 397 J 

50 344 J 

50 104 P 

roiA 

FOIA 

50 322 G 

SO 322 G 

60 266 F 

50 346 Q 

50 267 S 

60 254 S 

50 254 S 

WASTE RFS 
50-458 n 

50-113 P 

50 445 E 

WASTE MGT 
50 205 
50 72 

FOIA 
50-410 a 

50-390 0 

50 133 Q 

71 9107 

71-9035 

71-9007 

71-9032 

NUREG 

70-754 

WASTE MGT 

XPORTIIG 

lOCFR 

SO 209 P 

lOCFR 

10CFR 

FOJA 

lOCFR 

lOCFR 

50 322 P 

50 498 P 

50 271 G 

50 271 G 

50 276 G 

50 320 P 

50 443 G 

50 271 G 

50 443 Q 

60 490 G 

50 443 G 


PR 

50-275 G 

lOCFR 
NUREG 
50-250 0 

50-409 S 

50-352 H 

50-322 G 

50-322 G 

50-322 G 


CO 
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ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


CHRISTMAN JN 
CHRISTMAN J N 
CHRISTMAN JN 
CHRISTMAN, JN 
CHRISTNOT.E f 

CHUNG, D H 
chung,oh 

chung.oh 

ClCOTTE.G R 
CCOTTE.G H 

CILIISM 
CILLIS M 
CIUIS,M 
ClPRlANU 
CLARK.A T 

CLARK,AT 

CIARK,A T 
CLARK C 
CLARK,GL 
ClAnK,L 

CLARK L 
CLARK,L 
CLARK,L B 
CLARK.L 0 
CLARK L 0 

CLARK,P R 
CLARK.P R 
CLARK, P R 
CLAFK,P R 
CLAnK,R J 


CLARK,RJ 
CLARK, RJ 
CLARK,R J 
CLARK RJ 
CLAWSON, C 


CLAV.E L 
CLEVELAND.J E 
CUFFORO.F L 
CLIFTON, J R 
CUKEMAN,F M 


CL1NE,D 
CLINE.W E 
CLINE, W E 
CLINE, W E 
CLINE.W E 


0B03310052 

50 322 

G 

6Q033 10052 

50 322 

G 

8803310153 

50-322 

G 

8003310153 

50 322 

G 

6603170200* 

50 259 

0 

8803110100 

WASTE RES 

6603 140231 

WASTE RES 

8803170006 

WASTE RES 

8003000385* 

bO 520 

Q 

6603220145* 

50 528 

Q 

0803210349* 

50-326 

0 

6603220092* 

50 312 

Q 

8003220177* 

50-113 

Q 

0003P10429 

50 340 

R 

0603140419 

50 603 

r 

0OO315O21B 

50 603 

M 

0003P90406 

50 604 

A 

0803200015* 

50 275 

Q 

0003100198 

WASTE MGT 

0003140256 

50 20 

P 

880322024 1 

50 20 

P 

0003200003 

50 20 

P 

0003140125 

50 322 

G 

68031 401 BR 
0803200049* 

50 322 

G 

50-322 

G 

0003080070 

50 219 

P 

RB030Q0075* 

50 219 

P 

0003110081 

50 219 

P 

0003230360 

0803030173* 

50 219 

P 

50 250 

P 

00031400/4 

50 35? 

P 

0003140105 

50 352 

Q 

8803210300 

50-353 

A 

0003220218 

50 352 

P 

80031402/2 

50 320 

r 

8003160356* 

70 27 


0003250151 

40 0905 


0003220285 

roiA 


D003220090 

WASTE MGT 

0803300200 

50 182 

p 

0803220078 

50 269 

p 

800229003/ 

/O 27 


8002290170 

50 395 

p 

0003080389 

/O 143 


6803100020 

50 369 

F 


COLBURN, TG 
COLBURN.TG 
COLE,R E 
COLE.R E 
COLE.R F 

COLLINGHAM.R E 
COLLINGS.S P 
COLLINGS,S P 
COLLINS.D.M 
COLLI NS.DM 

COLLINS.OM 
COLLINS.D M 
COLLINS.OM 
COLLINS.OM 
COLLINS.D M 

COLLINS.D M 
COLLINS.D M 
COLLINS.D M 
COLLINS.D M 
COLLINS.OM 

COLLINS.D M 
COLLINS.D M 
COLLINS.OM 
COLLINS.D M 
COLLINS.OM 

COLLINS.OM 
COLLINS.D W 
COLLINS.D M 
COLLINS.D M 
COLLINS.OM 

COLLINS.D M 
COLLINS DM 
COLLINS.OM 
COLLINS.D M 
COLLINS.D M 

COLLINS.D M 
COILINS.J T 
COLLI NS.SJ 
COLLINS, SJ 
COLLINS.SJ 

COLLtNS.T R 
COl LOPY.T J 
COLLOPV.TJ 
CONDIT.R 
CONOIT.n E 


CUNE.VV E 
CLINE.W E 
CLINE.W E 
CLINE.W E 
CLINE.W E 


Him 1000 iO 00 410 

000310000? 50 424 

0003100000 50 335 

0001100000 50 260 

0003100040 70 140 


f CONDIT.R E 

r CONDIT.R E 

r CONGEL 

r CONGEL.F 

CONGEL, FJ 


CLINE.W E 

CLINE.W E 

CLINE, W E 

CLINE.W E 

CLINE.W E 

0003150343 

6D0.)1G0114 

8803180206 

8803160313 

8803160319 

70 143 

50 321 
70-1151 

50 321 

50 416 

Q 

P 

Q 

CONKL1N.C 
CONKLIN.C 
CONLON.T E 
CONLON.T E 
CONNELLY.S R 

CLINE, W E 

CLINE.W C 

CLINE.W E 

CLINE.W E 

CLINE.W E 

8803160325 

8803160352 

0803160300 

8003160414 

0003160425 

70 27 
/0 2/ 
50-269 

50 269 

50 324 

Q 

0 

0 

CONNOR, J W 
CONNOR ,L 
CONNOR.L 
CONNOn.L 
CONNOR.L 

CLINE.W E 

CLINE WE 

CLINE.W C 

CLINE.W E 

CLYDE, M L 

8003220150 

0803260056 

8003280274 

0803260280 

0003220324* 

50 413 

70 1 151 
/O 27 

70 143 

50 520 

0 

Q 

CONNOR.L 

CONNOR.L 

CONNOR.L 

CONNOR.L 

CONRAN.J 

COCKFIELD.D W 
COCKFIELO.DW 
COCKFIELD.D W 
COCKFIELD.D W 
COCKFIELO.DW 

0803010278 

0803010402 

8003020115 

0003070134 

8003070137* 

50 344 

50 344 

50 344 

50 344 

50 344 

0 

r 

p 

p 

p 

CONRAN.J H 
CONRAN.J H 
CONRAN.J H 
CONSTABLE, G L 
CONSTABLE, G L 

COCKFIELD.D W 
COCKFIELO.DW 
COCKFICLD D.W 
COCKFIELO.DW 
COCKFIELD.D W 

8803000104 
8803080206 
8803000377 
8Q031 40275 
0803150070 

50 344 

50 344 
50-344 

50 344 

60 344 

Q 

P 

Q 

R 

P 

CONVERSE.n J 
CONVERSE.R J 
CONVERSE.R J 
CONVERSE.R J 
CONWAY.J T 

COCKFIELD.D W 
COCKFIELO.DW 
COCKFIELO.DW 
COCKFIELD.D W 
COCKFIELO.DW 

8803150086* 

0803160234 

0003210001 

8003210499* 

0Q03220039 

50-344 

50 344 

50 344 

50 344 

50 344 

P 

P 

P 

Q 

Q 

CONWAY, J T 
CONWAY.W F 
CONWAY.W F 
CONWAY, W F 
CONWAY.W F 

COCKFIELO.DW 
COCKFIELD.D W 
COCKFIELD.D W 
COCKFIELO.DW 
COCKFIELO.DW 

8003220302 

0G03220304* 

0B03230004 

0Q03?30001 

0803300244 

50 344 
50-344 

50 344 

50 344 

50 344 

P 

P 

P 

F 

P 

CONWAY.W F 
CONWAY.W F 
CONWAY.W F 
CONWAY.W F, 
CONWAY.W F 

COE.D 

COE.O 

COLBURh' 

8B03010344 

OQ03240039* 

50 54 

50 52B 

(tn AA(\ 

V 

V 

P 

CONWAY.W F 
CONWAY.W F 
CONWAY.W F 


0003180266 

Q8032B0290 

0803010064 

6803180188 

8003210106 

8B03 150342* 
8803090213 
880325021 1 
8003160144 
8003030130* 

B80J140072 

8803150353 

8003150356 

0803150357 

6803160009 

8003160151 
0BO316O181 
6803160201 
880316021 1 
6003160311 

8803170065 

8003170090 

0803170092 

0803170124 

6809170150 

8603170179 

0803240340 

8803240345* 

880325OUO2 

8803260007 

8003250066 

8003250257 

0BO33OOO7O 

6B033000&2 

8003300297 

0803310282 
8803070011* 
8B03210046 
800321 Cl 84 
0803240043 

8003250071* 

8B03010177 

0BO3O2O164 

8803230110* 

8803110052* 

0603230009 
8803280074* 
8003150333 
6003220112 
8707 130499* 

8003140343* 

0803220114* 

8803240338* 

8803250101* 

8003010313* 


50 440 P 

50 440 P 

50 458 R 

50 458 R 

50 335 G 

50 249 P 

40 0829 
40 0943 
50 324 Q 

50 259 P 

50 369 Q 

50 324 F 

50 424 Q 

50 269 F 

50 280 0 

70 024 
70 1201 
50 395 F 

50 340 F 

70 143 

50 269 Q 

50 335 Q 

50 324 0 

50 269 F 

50 369 Q 

50 269 F 

50 324 Q 

50 324 0 

50 335 0 

50 400 Q 

50 348 0 

70 27 

50 424 Q 

50 250 Q 

50 261 Q 

50 269 F 

FOIA 

50 293 Q 

50 293 Q 

50 293 P 

50 340 Q 

70 371 
70 371 

50 498 G 

50 498 P 

50 490 G 

50 498 P 

50 54 S 

50 293 0 

FOIA 

50 293 Q 

50 293 Q 

50 280 Q 

50 425 0 

60 259 P 


CONWAY V; F 
CONWAY W F 
CONWAY W f 
CONWAY W F 
CONY/A> V; F 

COnWAt W F 
CONWAY V/ F 
CONYMY W F 
CONWACV/ F 
CONWAY.V/ F 

CONWAY W F 
CONWAY W F 
CONWAY VV F 
CONWAY VJ F 
CONWAY.V/ F 

CONWAY \V F 
CONWAY.VV F 
CONWAY V; F 
CONWAY W F 
CONWAY, Y/ F 

CONWAY W F 
CONYMY.W F 
CONWAnvF 
CONWAY ,W F 
CONYMY W F 

CONWAY.W F 
CONWAY W F 
CONWAY.W F 
CONWAY.W F 
CONWAY W F 

CONWAY.W F 
COOK.F R 
COOK F R 
COOK.G 
COOKJ 

COOK.W 
COOK.W 
COOK.W 
COOPER. J 
COPCUTT.B G 

CORWIN.W n 
COST.R R 
COST.R R 
COSTANTINO.CJ 
COSTELIO.F 

COSTELLO.F 
COSTLEY.WJ 
COSTLEY.W J 
COTE.M A 
GOTTEN, P R 

COTTEN.P R 
GOTTEN.? R 
COTTER.B P 
COHER 0 P 
COTTER.B P 


8803070201 
600 1070 J01 
S603f'e0442 
88030^^0335 
afJ03lC0064 

fl«i;3l 101 19 
6003110151 
8603140225 
8603140302 
6003140339 

P603150160 

6803150276 

8303150369 

8803160243 

0903160131 

8003170103 

8B03210170 

8003210182 

0803220196 

0GO322O385 

8803230248 

0803240317 

6003250021 

8803250093 

8803250297 

6003250313 
8003280152 
8903290210 
8803300199 
B0O3 300264 

8803310261 

0003010026 

8003010115 

8803140346 

8803140070 

8803150095* 

0803150279 

0603160429 

8803280103* 

0803170236 

8003220300* 

8003010249 

8803010268* 

0803090227 

0803160423 

6803210518 

8803070331 

0803300195 

8003040282* 

8803150057 

8803150066* 

0803210537 

0803160062 

8003160071 

8803160091 


50 251 S 

50 250 S 

50 335 F 

50 3B9 S 

50 335 F 

50 335 Q 

50 335 S 

50 250 O 

50 251 S 

50 335 S 

50 250 P 

50 250 S 

50 250 R 

50 250 H 

50 250 F 

50 250 0 

50 250 Q 

50 250 R 

50 335 Q 

50 250 P 

50 335 F 

50 335 R 

50 250 R 

50 250 0 

50 335 Q 

50 250 R 

50 309 S 

50 335 S 

50 250 P 

50 250 R 

50 250 P 

WASTE MGT 
WASTE MGT 
l&E 

50 333 R 

50 220 0 

GO 410 S 

50 410 S 

50 302 P 

50 62 S 

FOIA 
71 651 
71 651 
NUREG 
l&E 

l&E 

71 0216 
71 9094 
50 413 F 

70 754 

70 754 
70 734 

60 271 G 

50 275 G 

50^271 G 


0603110151 
8803020101 
80O3OBO3O3 
8803150063 
B8032 10054 

8803240162 

8803240166 

8803290295 

8803300341 

0003310007' 


50 335 S 

50 244 P 

50 445 A 

FOIA 
FOIA 

50 445 E 

50 445 E 

50 445 Q 

FOIA 
FOIA 


COTTER.B P 
COTTER.B P 
COHER B P 
COUNCI L.WG 
COUNSIL.W C 

COUNSIL.W G 
COUNSIL,W G 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G 


8803310005* 

6803310008* 

8803310015* 

OB03030152* 

BD031T0160* 

8803010329 

8003090282 

8803110074 

6803140078 

8803040025 


FOIA 

FOIA 

FOIA 

50 498 Q 

50 498 Q 

50 333 S 

50 333 Q 

50 333 R 

50 333 R 

QA999 


COUNSIL.W G 
COUNS1L.V7 G 
COUNSIL.W G 
COUNSIUW G 
COUNSIL.W G 

COUNStL.WG 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G 


8803280309* 

8803010069 

8803010103 

8803010110 

8603010118 


QA999 
50-251 
50 335 
50 250 
50 250 


S 

0 

P 

P 


COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G 


8803010132 

8003030276 

8603040123 

8803040124 

6803040163 


50 335 
50 251 
SO 250 
50 335 
50 250 


P 

S 

Q 

R 

P 


COUNSlL,WG 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G 
COUNSIUW G 


8603040314 

8603070002 

6803070206 


50 335 
50 335 
50 250 


R 

P 

R 


COUNSIL.W G 
COUNSIUW G 
COUNSIUW G 


0803210106 

6003240034* 

8803290116* 

8803160197 

0003300213 

8802290333 

0803010087 

6003010430 

8003010444 

6803010454 

8803020006 

8803020019 

8003020116 

8803070033 

6803070317 

8803070318 

8803070363 

8803000100 

8003080106 

8803080111 

8803080113 

B0O3O8O166 

0803080177 

8603080209 

8803000217 

6003080221 

8803060240 

8803000242 

8803000245 

8003080247 

8803100085' 

6803100099 

8803100112 


50-335 G 

50-443 G 

50 271 G 

50-445 S 

50-445 O 

50 445 S 

50-445 S 

50-445 S 

50-445 S 

50-445 Q 

50 445 O 

50 445 A 

50 445 S 

70 2932 
50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 O 

SO 445 O 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 Q 

50 445 S 

50 445 A 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


COUNSIL.W.G 

6803100116* 

50-445 

A 

COUNSIL^W G 

6803140160 

50 445 

S 

COUNSIUW G 

6803140164 

50 445 

S 

COUNSIL,W G 

6003140172 

50-445 

S 

COUNSIUW G 

6803140170 

50 445 

S 

COUNSIUW G 

6803140261 

50 445 

S 

COUNSIUW G 

6803160149 

50 445 

S 

COUNSIUW G 

6803160161 

50 445 

s 

COUNSIL.W G 

8803160167 

50 445 

s 

COUNSIUW G 

6803160207 

50 445 

Q 

COUNSIL.W G 

8003160324 

50 445 

A 

COUNSIL.W G 

6003160442 

50 445 

S 

COUNSIL.W G 

6003160446 

50 445 

S 

COUNSIL.W G 

6803160449 

SO 445 

s 

COUNSIL.W G 

6803220010 

50 445 

K 

COUNSIL.W G 

6803220093 

50 445 

Q 

COUNSIL.W G 

8803220100 

50 445 

S 

COUNSIL.W G 

6603220163 

50 445 

S 

COUNSIUW G 

6803220174 

50 445 

O 

COUNSIUW G 

6603220217 

50 445 

Q 

COUNSIL.W G 

6603220350 

59 445 

A 

COUNSIL.W G 

6B0322041B 

50 445 

O 

COUNSIL.W Q 

6603230006 

50 445 

S 

COUNSIL.W G 

6803230013 

50 445 

s 

COUNSIL.W G 

0803230016 

50 445 

s 

COUNSIUW G 

8603230019 

50 445 

o 

COUNSIL.W G 

8603230025 

50 445 

A 

COUNSIUW G 

OB0323Q034 

50 445 

A 

COUNSIUW G 

6803230048 

50 445 

A 

COUNSIL.W G 

6803230142 

50 445 

A 

COUNSIL.W G 

6803230329 

50 445 

S 

COUNSIL.W G 

8803240305 

50 445 

Q 

COUNSIL.W G 

86032^0373 

50 445 

F 

COUNSIL.W G 

8603200219 

60 445 

S 

COUNSIL.W G 

B0O32BO276 

50 445 

Q 

COUNSIUW G 

6803280329 

50 445 

A 

COUNSIUW G 

0003280337 

50 445 

A 

COUNSIL.W G 

000329 0141 

50 445 

S 

COUNSIL.W Q 

8803290287 

50 445 

A 

COUNSIL.W G 

8B03300201 

50 445 

Q 

COWAN.8 Z 

0003010347 

50 443 

G 

COWAN.B Z 

8803010347 

50 443 

G 

COWAN.B Z 

8803210095 

50 443 

G 

COWAN.B Z 

8803210095 

60-443 

G 

COWAN.K D 

8803220419^ 

50-397 

P 

COWGILUC 

QB02250412 

50-322 

Q 

COWGILUC 

8603160025* 

50-269 

Q 

COWGILUC 

6803170084* 

50-219 

Q 

COWGILL.C 

6803170225 

50-244 

S 

COWGILL.C 

6803210120* 

50-320 

Q 

COWGILL.C 

8803210410* 

50-209 

Q 

COWGILUC 

0603220086* 

50-219 

Q 

COWGILUC 

6803290144* 

50-320 

Q 

COWGILUC J 

6803290226* 

50-244 

Q 

COWLES, R 

6803010327 

50-354 

S 

COWLES.R B 

8603160219 

50-354 

S 

COWLES.R B 

060325Q067 

50-354 

S 

COWNUSR 

6603010437 

50-317 

P 

cox.M.a 

0803110006* 

50-317 

S 

cox.M n 

8803140386* 

50-317 

S 

COX.TH 

CRAIG.R Q 

8603310004* 

0803300262* 

FOIA 

WASTE MGT 

CRANSTON, A 
CRANWELL,R M 

6803300039* 

6803260313 

40 6027 
mSlE RES 

CRANWELURM 

8603280334 

WASTE RES 

CRAWFORD.JO 

6603250302 

50 259 

R 

CREEO.J 

6803 160040 

50 341 

S 

CREED, J 

8603180076 

50 454 

S 

CREED, J 

0603240355 

50 341 

S 

CREEO.JR 

G803000154* 

50 295 

Q 

CnEED.JR 

B603080362* 

50 255 

O 

CREED, J a 

0003140314* 

50 454 

Q 

CREED, JR 

0003220329* 

50 463 

Q 

CREWS.JL 

8603299206* 

50 139 

Q 

CRIPPES.T 

8803099278* 

50 254 

S 

CRLENJAK.R V 

8603170960* 

50 335 

Q 

CRLENJAK.RV 

8603250299* 

50-335 

Q 

CROCKER, L P 

8603010362 

60 321 

P 

CROCKER.L P 

8803030170 

50 321 

P 

CROCKER, L P 

8803030250* 

50 413 

P 

CROCKER.L P 

6803140151 

60-321 

P 

CROCKER.L P 

8603140262 

50 321 

P 

CROCKER.L P 

8603100067 

50 366 

P 

CROCKER.L P 

6803160082* 

50 366 

P 

CROCKEaL P 

8603210215 

50-321 

P 

CROCKER.L P 

8803220209 

50-321 

Q 

CROCKER.L P 

8603240217 

50-321 

P 

CROCKER.L P 

8603250121* 

50-424 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


CROCKER.L P 

8603280359* 

50 413 

P 

CROCKER.L P 

8003310277* 

50 424 

P 

CROLEY.B 

8603080122 

50 312 

F 

CROLEY.0G 

8603010235 

50 312 

P 

croley.bg 

8003020093 

50 312 

P 

CROLEY.B G 

8003020005 

50 312 

P 

croley.bg 

6003150326 

50 312 

P 

CROLEY.B G 

8003160044 

50 312 

S 

CROLEY.B G 

8003160314 

50 312 

R 

CROLEY.B G 

8003220235* 

50 312 

F 

croley.bg 

6003260316 

50 312 

F 

CROOK. D 

6003070020 

50-261 

S 

CROWLEY.BR 

6803250281* 

50-413 

Q 

CRUNK.SL 

6803010321 

50 312 

J 

CRUNK.SL 

6803010429 

50 312 

P 

CRUNK, S L 

8803080427 

50-312 

P 

CRUNK.S L 

8803160221 

50 312 

P 

CRUNK, S L 

8603160099 

50 312 

R 

CRUNK.SL 

0803230032 

50 312 

P 

CRUNK.SL 

8803290225 

60 312 

R 

CRUTCHFIELO.D 

8602250140 

STATE PRO G 

CRUTCHFIELD.D 

8003020185 

TOPREP 


CRUTCHFIELD, D 

8003030222* 

50 13 

P 

CRUTCHFIELD.D 

6803090037 

60 528 

P 

CRUTCHFIELD.D 

8003140012 

50 346 

0 

CRUTCHFIELD, 0 

8803140292 

SO 112 

P 

CRUTCHFIELD.D 

8803140301' 

50 112 

P 

CRUTCHFIELD.D 

8803180120 

SO 295 

0 

CRUTCHFIELO.D 

8803220350 

50 409 

r* 

CRUTCHFIELD.D 

8603290026 

50 498 

P 

CRUTCHFIELD.D 

8603290173* 

50 461 

P 

CRUTCHFIELD.D 

0603290272 

50-483 

0 

CRUTCHFIELD.D 

6803300307 

50 341 

H 

CRUTCHFIELD.D 

0803300442 

ORG 


CUMMING.W R 

0803210143 

50 443 

T 

CUMMINGS.G E 

8803140231 

WASTE RES 

CUMMINS.J E 

8603030205* 

50 402 

0 

CUNNINGHAM.G.E 

0602290047 

50 73 

R 

CUNNINGHAM.G E 

8803010294 

50 70 

R 

CUNNINGHAM.GE 

080309021 1 

50 70 

F 

CUNNINGHAM.G E 

8003140354 

50 10 

1 

CUNNINGHAM.G E 

8003140359 

50 73 

P 

CUNNINGHAM.G E 

6803150032 

71-9216 


CUNNINGHAM.G E 

0803220011 

70-754 


CUNNINGHAM.G E 

0803300476 

70-754 


CUNNINGHAM, LJ 

0803210401 

ORG 


CUNNINGHAM, R E 

8002250196 

50 3 

P 

CUNNINGHAM.R C 

8003020036 

50 3 

Q 

CUNNINGHAM.R E 

0603220292* 

FOIA 


CUNNINGHAM.R E 

0603220424 

70 135 


CUOMO, M M 
CURRAN, D 

8003100074* 

50 322 

H 

8003240028 

50 443 

Q 

CURTIS.A E 

8003100002* 

50 244 

0 

CURTIS.N 

0003210505* 

50-272 

1 

D’ANGELO.A J. 

D003010157* 

50 312 

Q 

D'ANTONIOJR 

6003310137 

WASTE MGT 

DAWON.E G 

0803020251 

NUREG 


DANCE, H C 

8803150331* 

60 416 

Q 

DANCE, H C 

8803160292* 

50 340 

0 

DANCE.H C 

8803170317* 

50 416 

Q 

DANCE, H C 

8B03260099* 

50 395 

0 

DANESE,F 1 
DANESE.F L 

6003140104 

71-9010 


6003290397 

71-9010 


DANIELSON, 0 H 

8003210270* 

50-346 

Q 

DANIELS ON, DH 

6003250100* 

60 254 

Q 

DANIELSON, DH 

0803250206* 

50 262 

Q 

OANNIELL.CC 

0803210040 

50 330 

F 

DARKE, J 

8803230103 

40 3453 


DAVIDSON.0 S 

0003150302* 

50 213 

Q 

DAVJS.A B 

8002290352 

50 263 

Q 

DAVIS.A B 

8003030099 

50-202 

Q 

DAVIS, A B 

8003070290 

50-10 

P 

DA VIS, A B 

8803150044* 

50 341 

P 

DAVIS, A B 

6803150180 

50 266 

Q 

DAVIS.A B 

8803210013 

50 454 

Q 

DAVIS.A e 

8803220127 

SO 456 

Q 

DAVIS.A a 

8603220310 

50 374 

P 

DA VIS, A B 

0603280023 

50 346 

Q 

DAVIS,MJ 

8603100002 

50 528 

P 

DAVIS.MJ, 

0003210430 

50 528 

P 

DAVIS.M J 

0803210553 

50 520 

Q 

DAVISON.WS 

0803000374 

50-397 

S 

OAVISON.WS 

0803140153 

50-397 

S 

DAVISON.WS 

8603230003 

50-397 

S 

DAY.P 

0003240136 

FOIA 


DE AGAZ10.A W 

6003030051 

60 346 

P 

OE AGAZIO.A W 

6003030060* 

50 346 

P 

OE AGAZIO.A W 

0003030238 

50 346 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATE G on V 


DE AGAZIO.A W 

B803070259 

50 340 

P 

DE AGAZlO,A W 

8803070396 

50 346 

P 

OE AGA2IO.A W 

8803090042 

50 346 

P 

OE AGA2IO.A W 

8803170212 

50 346 

P 

DE AGA2IO.A W 

0803160249 

60 346 

P 

OE AGAZIOA W 

0003180273* 

50 346 

P 

DE AGAZIO.A W 

0803210081 

50 346 

P 

DE AGAZIO.A W 

0803210362 

50 346 

P 

DE AGAZIO.A W 

8803300330 

50 346 

P 

DE AGAZIO.A W 

0803300356 

50 346 

P 

DE AGAZIO.A W 

0003300420 

50 346 

P 

DE AGAZIO.A W 

OB03300440* 

50 346 

P 

DEAN.G 

0803160113* 

50 271 

Q 

DEAN.G 0 

0003160111* 

50 271 

Q 

DEAN.W M 

0003150304* 

50 302 

V 

DEAN.W M 

BB03160249* 

50 297 

V 

DECKER,! R 

0803140107* 

50 369 

Q 

DEDDENS.J C 

0003010460 

50 458 

F 

DEDDENS.JC 

0003070041 

50 458 

P 

DEDDENS.J C 

8003100175 

50 456 

Q 

DEDDENS.J C 

8003210462 

50 458 

S 

DEDDENS.JC 

0803300184 

60 450 

P 

DEELSNYDER.L 

0003100093 

60 254 

R 

DEEMAN.DG 

8B03200103‘ 

60 302 

P 

DEEflINWATER.J 

8803040090 

PR 


DEFAYCTTE.R 

8003030143* 

60 262 

a 

DEFAYETTE.R 

0803000209 

60 305 

s 

DEGRASSI.G 

8003000060* 

50 335 

p 

DEL PERCIO.J G 

00030 1 0068 

60 247 

s 

DEL PERCIO.J G 

0003220470 

50 247 

s 

OELLIGATTI.M S 

0803200107 

WASTE MGT 

OELLUMS.RV 

0803200357 

XPORTHC 


OELLUMS.RV 

0003300455 

XPORTUC 


OELUCA.M 

0803000156* 

CONTRACT 


DEMARCO.D 

0803070242 

CONTRACT 


OCMIRANOA.O 

0003150265* 

FOIA 


DEMIRANDA.O 

0003150283* 

roiA 


OEMIRANDA.O 

8003150291* 

FOIA 


DENISE.R P 

8003080350* 

50 445 

Q 

OENNIG.R 

8003170245* 

50 312 

P 

DENTON.H R 

8502010154* 

FOIA 


DENTON. H R 

8601150591* 

60 259 

P 

DENTON.H R 

0602030012* 

50 250 

P 

DENTON.H R 

0604100106* 

FOIA 


DENTON.H R 

0706030156 

SECY 


DENTON.H R 

0803030114* 

50 259 

P 

DENTON.H R 

0003030206* 

FOIA 


DENTON.H R 

0003040244* 

50 10 

P 

DENTON.H R 

0003240100* 

FOIA 


DENTON.H R 

8003280344 

XPORTLIC 


DENTON.H R 

0003200079 

XPORTUC 


DENTON.H, R 

8803310192* 

50-259 

P 

DERRIG.M P 

0803200119 

50-213 

s 

DEV.M 

0003220076* 

50-210 

Q 

DEV.M 

0003220299* 

50-334 

Q 

OEVINCENTIS.J 

0803000320 

50-29 

0 

DEVINCENTfS.J 

0603170244 

50-20 

P 

OEVINCENTIS.J 

0603210150 

50-29 

Q 

OEVINCENTIS.J 

8003300114 

50-29 

0 

DEVINE.J F 

0003220073* 

WASTE MGT 

Dl lANNLDC 

0003030139 

50-282 

P 

Dl lANNLDC 

8803090304 

50 282 

Q 

OIAZ.T P 

8803000045' 

50-263 

S 

OICK,G F 
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GUCWA.L T 
GUCWA.L T 
GUCWA.L T 

gucwa.lt 

GUCWA.L T 

gucwa.lt 
gucwa.lt 
GUCWA.L T 

GUCWA.L T 
GUCWA.L T 
GUCWA.L T 


HbulitOt n 
89032i0ieJ 
830r:*ii2)t3 
6603290415 

6603290416 
fi6013C0393 
aB0'}30‘^41 1 
0BO3Olfil35 
8803010263 

8603OC0'H7 

8603020302 

68u1»^20rJ2 

e80303''^37'j 

0803030211 

860:0 ‘ijOi: 
6^'nj04GT'Q 
aeij3oioni 
PBO'^OlOlS: 
8003010176 

05103040179 

0803010186 

8803010^72 

860304032G 

8603070010 

09030700^0 

8803070074 

8903070110 

8803070177 

8003000020 

8003090037 

00O3OBUO43 

0803080090 

00O3OBO133 

8803060135 

0803000175 
8803080329 
8B03 150035 
8003150215 
0803150224 

0803150266 

8803160127 

8803160318 

8803160439 

8803180023 

8803160054 
8803210118 
BB032 10221 
6803210244 
B803220257 

8003220290 

8603230027 

8803240008 

8803240060 

8803240145 

0803240175 

0803240203 

8803240337 

8803240425 

0803290285 

0803310001 

8803090026 

0803240309 

8803070308* 

8803000014 

8803180048 

8003250189* 

8B03010310 

8803030200 

0803040226 

8803 140 166 
8803220409 
8003180224 
8003010272 
8003020020 

8803020042 

0803020216 

0803030268 

8803010216 

8803070029 

80030701 86 
8803070217 
0803070218 
0803070238 
8803080051 

8003140097 

8003140193 

0003140294 


FOl\ 

FO'h 

FOiA 

50 145 Q 

50 415 Q 

FCIA 

51' '45 0 

50 259 P 

FO'A 
FOiA 

5'J 322 Q 

50 235 F 

70 13j 
FOIA 

50 275 T 

FOIA 

FOIA 

5^ 275 P 

50 115 Q 

50 10 P 

FOIA 

50 322 P 

FOIA 
FOIA 
FOIA 

FOIA 

50 415 Q 

FOIA 

50 259 P 

50 206 P 

FOIA 

FOfA 

FOIA 

FOIA 

FOIA 

50 322 P 

50 145 A 

50 341 P 

FOIA 
FOIA 

50 322 P 

FOIA 
FOIA 
FOIA 

50 445 A 

50 482 P 

FOIA 

50 415 O 

50 413 P 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50 415 A 

50 275 P 

FOIA 

50 445 A 

FOIA 

FOIA 
40 8904 
40 8901 
50 220 S 

50 352 R 

50 352 R 

50 254 Q 

50 237 P 

50 249 P 

50 322 S 

50 322 S 

50 322 S 

50 424 S 

50 321 O 

50 321 R 

50 321 P 

50 366 S 

50 424 P 

50 424 P 

50 124 R 

50 321 R 

50 424 R 

50 321 H 

50 424 S 

50 424 P 

50 321 S 

50 321 R 

50 421 S 
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GUCWA.L T 

88031403^7 

50 424 

F 

HARNESS.J L 

B0O323OO14 

50 400 

F 

HEINECKE.CC 

8803210016* 

50-338 

P 

GUCWA,L T 

B803 140356 

50 124 

S 

HARNESS.J L 

8803300221 

50 400 

F 

HEITNER.KL 

0803030165 

50-267 

P 

GUCWAXT 

B803 140397 

50 424 

P 

HARRELL.EW 

6B03010032 

50 330 

S 

HEITNER.KL 

8003040266 

50 267 

P 

gucwa.lt 

B0O 3 150234 

50 424 

S 

HARRELL.E W 

0003010047 

50 330 

S 

HEITNER.KL 

8803090032 

50-267 

F 

GUCWA.L T 

BQ03 150244 

50 124 

P 

HARRELL EW 

6003010053 

50 330 

S 

HEITNER.K L 

8803150157 

GO 267 

P 

GUCWA.L T 

0603150263 

SO 366 

P 

HARRELL.EW 

6603 140274 

50 330 

S 

HEITNER.K L 

8803100254 

50-267 

P 

GUCWA.L r 

8803160061 

so 321 

o 

HARRELL EW 

6603220058 

50 330 

S 

HEITNER.K L 

0003210100 

50 267 

P 

GUCWA.L T 

0803100176 

SO 424 

Q 

HARRELL.EW 

8B03220242 

50 330 

S 

HEITNER.K L 

8G032 10335 

50-267 

Q 

GUCWA.L T 

6803180181 

50 424 

Q 

HARRELL.EW 

6603240010 

50 330 

s 

HEITNER.KL 

8003290077 

50-267 

V 

GUCWA.L T 

6003180240 

50 424 

S 

HARRELL.P 

8603030172 

50313 

s 

HEITNER.K L 

0003290338 

50 267 

P 

GUCWA,L T 

8603160240 

50 424 

P 

HARRELL.P 

8603030205* 

50 482 

0 

HELLER.J K 

0003210374* 

50 321 

0 

GUCWAX T 

6603160269 

50 424 

P 

HARRELL P H 

8803010254* 

50 445 

Q 

HENRY.G L 

0003 100002* 

SO 241 

0 

GUCWA.L T 

BB03210160 

50 424 

s 

HARRELL P H 

8803010446* 

50 205 

0 

HENSLEY.K D 

0003010304 

70 143 


GUCWA.L T 

8803210413 

50 424 

R 

HARRELL P H 

8803030032* 

50 285 

0 

HENSLEY.K D 

0803210529 

70-143 


GUCWA.L T 

80 03220085 

50 321 

Q 

HARRELL.P H 

8803040060* 

50 382 

0 

HENSLEY.K D 

0003200311 

70-143 


GUCWA.L T 

8803220125 

50 321 

S 

HARRELL.P H 

8803000452* 

50313 

0 

HENSLEY.K D 

8803290210 

70-143 


GUCWA.L T 

8003220134 

50 424 

Q 

HARRELL.P H 

0803140093* 

50 285 

Q 

HERDT.A R 

8803150300 

50 321 

0 

GUCWA.L T 

8603220150 

50 424 

S 

HARRIS.J R 

660324 033B* 

50 280 

0 

HERDT.A n 

8003150352 

50 416 

o 

GUCWA,L T 

8603220157 

50 421 

s 

HARRIS.R 

8603160080 

50 348 

F 

HERDT.A R 

8803160110 

50-369 

0 

GUCWA.L T 

8603220294 

50 366 

s 

HARRIS.R 

8803240204 

50 348 

F 

HERDT.A R 

8003160177 

50-250 

0 

GUCWA.L T 

8603220346 

50 424 

s 

HARRIS.R H 

8803160156* 

50 490 

Q 

HERDT.A n 

0003160205 

50-338 

0 

gucwa.lt 

8803220352 

50 366 

s 

HARRISON.D 

8603230058 

50 490 

G 

HERDT.A n 

0003160232 

50-302 

0 

GUCWA.L T 

8803220476 

50 321 

p 

HARRISON.D F 

8803010418 

50 368 

R 

HERDT.A R 

8003160264 

50-335 

0 

GUCWA.L T 

8603230232 

50 321 

P 

HARRISON.D F 

8003290119 

50 360 

R 

HERDT.A R 

0003160271* 

50-335 

D 

gucwa.lt 

8803230364 

50 366 

p 

HARRISON. F 

0603020264 

50 324 

R 

HERDT.A R 

0803160347 

50-400 

D 

GUCWA.L T 

8803250293 

50 424 

Q 

HARRISON, JJ 

8802250310 

50 237 

Q 

HERDT.A R 

0003160350* 

50-400 

Q 

GUCWA.L T 

6803200197 

50 366 

s 

HARR ISON, J J 

0603070340 

50 454 

0 

HERDT.A R 

8003160374 

50-321 

Q 

GUCWA.L T 

6003290232 

50 366 

s 

HARRISON.JJ 

0803070349* 

50 454 

Q 

HERDT.A R 

0003160407 

50 321 

Q 

GUCWA.L T 

6003300296 

50 424 

F 

HARRISON ,J J 

0003160000 

50 456 

a 

HERDT.A R 

0803160413* 

so 321 

0 

GULDEMOND.WG 

8003030086 

50 409 

o 

HARRISON JJ 

BB032 10276 

50 346 

Q 

HERDT.A R 

0003170217 

SO 413 

0 

QULDEMONO.WG 

6803030117 

50 255 

Q 

HARRISON.JJ 

0603250176 

50 254 

Q 

HERDT.A R 

0003170226* 

50 413 

Q 

GULDEMONO.WG 

8003030136 

50 282 

Q 

HARRISON.JJ 

6003250177* 

50 254 

Q 

HERDT.A R 

11003170252 

50 424 

Q 

GULDEMOWD.WG 

8003160157 

50 155 

Q 

HARRISON.JJ 

0603250204 

50 282 

0 

HERDT.A R 

0003240329 

50 280 

Q 

GULDEMOND.WG 

8003230051 

50 263 

Q 

HART.R 

0603140226* 

WASTE RES 

HERDT.A n 

0003240332* 

GO 200 

0 

GUPTA.D C 

8003200330 

WASTE RES 

HARl.RD 

6803010009 

50 251 

S 

HERDT.A R 

0003250096 

50 -125 

Q 

GWINN.R A 

8003040095 

50 443 

S 

HART.R D 

0803030276 

50 251 

S 

HERDT.A n 

0003250099* 

50 425 

Q 

HAAG.n 

8003030152* 

50 498 

O 

HART.R D 

0003 1001 77 

WASTE RES 

HERDT.A R 

0803250205 

50 269 

Q 

HACKNCY.GA 

80030104(6* 

50 298 

O 

HART.R D 

0003140101 

WASTE RES 

HERDCAR 

8003200073 

50 200 

0 

HACKNEY.CA 

8003030186* 

50 267 

a 

HART.R D 

0803140302 

50 251 

S 

HERDT.A n 

000320014/ 

50 400 

Q 

HADOAO.S Z 

8003000024* 

50 327 

P 

HART.R D 

80O316O3OD 

WASTE RES 

HERDT.A R 

00032902GO 

50 424 

D 

HAGAN.TF 

880311 D0143* 

CONTRACT 


HART.R D 

0803160410 

WASTE RES 

HERNAN.RW 

0003030176 

50 209 

P 

HAGAN, T F 

8803210097* 

CONTRACT 


HART.R 0 

8803170035 

WASTE RES 

MERNAN.RW 

0003040187 

50 209 

P 

HAGAN, T F 

8803210267* 

CONTRACT 


HARVEY.SP 

8003090356 

50 403 

F 

HERNAN.n W 

0003090178 

50 209 

V 

HAGAN.T F 

0803210359* 

CONTRACT 


HAUGHEY.M F 

0803140230 

50 410 

P 

HERNAN.R W 

0003240303 

50 209 

P 

HAGAN.TF 

0803300090* 

CONTRACT 


HAUGHEY.M F 

8803220113 

60 220 

P 

HERNAN.RW 

0003300377 

50 209 

P 

HAGEY.H 

6303080209 

CONTRACT 


HAUGHEY.M F 

0003300006 

50 220 

r 

HERNANDEZ COLON 

0003240400 

PR 


HAQEY.H 

0303090105 

CONTRACT 


HAUGHEY.M F 

8003300163 

50 410 

P 

HEYER.R S 

0003100231 

40 299 


HAHN.F F 

6803020251 

NUREG 


HAUGHNEY.CJ 

0003140014* 

50 346 

0 

HCYER.R S 

0003240021 

40 0904 


HALE.CJ 

6803010254* 

50 445 

o 

HAVERKAMP.DR 

8003040006* 

50 271 

Q 

HEYER.R S 

0003240246 

40 0905 


HAL€,CJ 

6003240078* 

50 445 

Q 

HAVERKAMP.DR 

0003080351* 

50 443 

0 

HEYER.R S 

0003240360 

40 299 


HALF.MW 

8303140197 

50 409 

R 

HAVERKAMP.DR 

0003210019* 

50 29 

0 

HEYER.R S 

QB03240491 

WASTE MGT 

HALL.D P 

0803010224 

50 461 

P 

HAWK INS, E r 

0003160110 

40-1341 


HIATT.S L 

0003010421 

NUREG 


HALL.J R 

6803030202 

50 331 

P 

HAWKINS, E F 

06031 60203 

WASTE MGT 

HIATT.S L 

0003000214 

50 440 

P 

HALL.R 

6803250200* 

COMMISSION 

MAWKINS.EF 

0603160217 

WASTE MGT 

HIATT.S L 

0803100116 

FOIA 


HAILER.WA 

6803110156 

50 413 

S 

HAWKINS, E r 

0003160265 

40 8760 


HIATT.S L 

0803240077 

50 140 

P 

HALLIGAN.J E 

6803280191* 

CONTRACT 


HAWKINS.E F 

0803210203 

40 0905 


HIATT.S t 

0003290411 

50 440 

P 

HALPIN.PG 

6803100000* 

50 322 

H 

HAWKINS. E F 

8003240053 

40 6G22 


HIBBARD, MJ 

0003150313* 

50 30/ 

13 

HALTIWANGERJ 

6803180186 

50 395 

R 

HAWKINS.E F 

8803240007 

40 0102 


HIBBARD.MJ 

0003150320* 

50 307 

p 

HAMILTON.^ 

6803160034 

50 293 

n 

HAWKINS.E r 

8003240111* 

40 0102 


HIGKMAN.D C 

0803090126 

50 351 

P 

HAMILTON.? J 

6803040253 

50 293 

s 

HAWKINS.E F 

8003240193 

40 299 


HICKMAN.D E 

8003090133 

50 361 

p 

HAMILTON.PJ 

6803150344 

50 293 

s 

HAWKINS.E F 

8003240261 

40 G502 


HICKMAN, D E 

0803090340 

50 3G1 

p 

HAMILTON.W H 

080301 0268* 

71 651 


HAWKINS, C F 

8003240378 

40 0911 


HIGKMAN.D E 

0003100097* 

50 361 

p 

HAMLIN.JB 

6803030234 

50 275 

T 

HAWKINS, CF 

0003240305 

40 4492 


HICKMAN, D E 

0803220046 

50 361 

F 

HAMPTON.J W 

0003280071* 

50 269 


HAWKINS.E F 

0603250106* 

40 8011 


HICKS.J W 

0003150231* 

roiA 


HANNEN.RL 

0003020128 

50331 

H 

HAWKINS.E F 

0003250113 

40 0452 


HIGGINS.W R 

08030/0227 

50 395 

S 

HANNEN.RL 

8003230205 

50 331 

R 

HAWKINS.E F, 

0003250118 

40 0102 


HIGGINS.W R 

0003220472 

50 395 

S 

HANNESSCHLAGER 

8803250013 

40 8907 


HAWKINS.F C 

0003210374* 

50 321 

Q 

HIGHT.GW 

0803100110* 

50 424 

E 

HANNO.W E 

8803010077 

50 254 

S 

HAWTHORNE. J R 

0803020156* 

FOIA 


HILDEBRAND.E P 

0003030152* 

50 498 

0 

HANNUW.WH 

B80314006B 

TOPREP 


HAYES, B B 

00031B0117* 

50 402 

P 

HILL.C 

0003100102* 

50 402 

T 

HANNUM.WH 

0OO314QO6B 

TOPREP 


HA YES, J J 

8003040260 

50 395 

P 

HILL.H 

0003010414 

50 457 

S 

HANSEL.JL 

6803020022* 

50 446 

A 

MAYES.JJ 

8803040337 

50 395 

P 

HILL.H 

0003040343 

50 457 

S 

HANSEL.JL 

6603040120 

50 445 

G 

HAYES.JJ 

88031 1015B 

50 395 

P 

HILL.KJ 

0003090312* 

50 254 

s 

HANSELJ L 

8003310030 

60 446 

G 

HAYES.JJ 

0803160246 

50 395 

P 

HILL.KJ 

0003090323 

50 265 

s 

HANSEL. J R 

0003020026* 

50 445 

A 

HAYES.L R 

8803220073* 

WASTE MGT 

HILL.KJ 

0003090334 

50 265 

s 

HARBOUR. J 

8003070025 

60 443 

G 

HAVNES.J G 

8803000076 

50 520 

S 

HILL.KJ 

0003090346 

50 265 

s 

HARBOUR .J 

8003230170 

50 443 

G 

HAYNES, J G 

8003060340 

50 530 

S 

HILl.K J 

0003090351 

50 265 

s 

HARBOUR.J 

6603200039 

50 443 

Q 

HAVNES.J G 

0003000375 

SO 530 

s 

HILL.KJ 

0003090357 

50 265 

s 

HARBUCK.C C 

8603000452* 

50 313 

Q 

HAVNES.J G 

8803150141 

50 628 

s 

HILL.K J 

8003090359 

50 265 

s 

HARBUCKpC C 

6003140081* 

50 313 

0 

HAVNES.J G 

0003150145 

50-528 

s 

HILL.K J 

0003100001 

SO 265 

s 

HARE.S 

8803000154* 

50 295 

Q 

HAVNES.J G 

8003160296 

50-528 

Q 

HILL,K J 

0003290237 

50 265 

s 

HARLOW.DS 

8603100079 

50 322 

G 

HAVNES.J G 

0803160104 

50-628 

R 

HILL,KJ 

0003290242 

50 265 

s 

HARLOW.D S 

8803100079 

50>322 

G 

HAVNES.J G 

0003100172 

50 529 

S 

HILLS, DE 

0QD32D0162* 

50 263 

V 

HARLOW.D S 

8803100086* 

50^322 

G 

HAYNESWORTH.V 

0603140075 

50 261 

R 

HINDS.J 

8003150320 

50 457 

s 

HARLOW.DS 

8803160086* 

50 322 

G 

HAYS.JA 

00031 OOQ42 

60-482 

P 

HINDS.J M 

8003010170* 

50 454 

0 

HARLOW.D S 

8803230040 

50^322 

G 

HAZELTINE.J 

8003100110* 

50-424 

E 

HINNART.C S 

8803160346* 

60 400 

0 

HARLOW.DS 

8803230049 

50^322 

Q 

HEIDTJ D 

8803140097 

50-321 

S 

HINSON.L 

8803000401 

SO 344 

s 

HARNESS.J L 

6803160159 

50-400 

F 

HEIDT.JD 

0003220294 

60-366 

S 

HINSON, L 

0803160229 

50 344 

s 

HARNESS.J L 

8803160293* 

50-400 

Q 

HEIDT.JD 

6003290197 

50-366 

s 

HINTZ.D C 

8803010136 

SO 305 

p 
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mMTZ.DC 

8B030 10206 

50 305 

P 

HOWARD, D n 

6803080213 

50313 

Q 

JABa0UR,KN 

0803080007 

50 113 

P 

HIMTZ.OC 

0603010226 

50 305 

F 

HOWARD.D n 

B8031 50336 

50 368 

P 

JABBOUR.K N 

08030902 1 1 

50 413 

P 

HINTZ.OC 

6603010239 

50 306 

0 

HOWARD D R 

8B&3220274 

50 313 

P 

JABBOUR.K N 

6803180072* 

50 366 

P 

HINTZ.DC 

0803010413 

50 305 

S 

HOWARD.D n 

8003230116 

50313 

R 

JABBOUR.K N 

0803280356 

50 413 

P 

HINTZ.DC 

8803020059 

50 305 

R 

HOWARD.D R 

0803280310 

50 313 

0 

JACKIW,! N 

6803030093* 

50 409 

Q 

HINTZ.DC 

B603040069 

50 305 

R 

HOWARD.D R 

88032Q032 1 

50 313 

Q 

JACKIW.I N 

8003160165* 

50 155 

□ 

HINTZ.DC 

8603040237 

50 305 

P 

HOWARD.D R 

8B03280331 

50 313 

Q 

JACKIW.I N 

8803230057* 

50 263 

Q 

HINTZ.DC 

6603060115 

50 305 

P 

HOWARD.D R 

08032901 19 

50 368 

R 

JACKSON.G 

8803010336* 

40 8027 


HINTZ.DC 

6603080145 

60 305 

J 

HOWARD, OR 

0803290122 

50 313 

R 

JACKSON.G 

8803020170* 

70 371 


H1NT2 D C 

8803080505 

50 305 

S 

HOWARD.D n 

0803300316 

50 313 

O 

JACKSON.G 

8Q03140065 

40 8027 


HINTZ.DC 

6Q030Q0525 

50 305 

Q 

HOWARD. J J 

8003040222 

50-263 

( 

JACKSON.G 

8803210989 

71 650 


HINTZ.DC 

660309001 1 

50 305 

P 

HOWARD, J L 

8803080044* 

CONTRACT 


JACKSON.G 

0803210270* 

70 27 


HINTZ.DC 

6003140100 

50 305 

R 

HOWE, A 

B8031 10064 

50 400 

s 

JACKSON.G 

B8032990BO* 

71 420 


KLNTZ.OC 

6803230154 

50 305 

P 

HOWe.A 

8003220221* 

SO 293 

V 

JACKSON.G 

8003290212* 

71 6070 


HINTZ.DC 

6803250008 

50-305 

F 

HOYLE, J 

8003090061 

40 2061 


JACKSON.G 

8003300115* 

71 5005 


HIRT.JA 

0603150119 

50 307 

R 

HOYLE, J C 

8003010143 

IQCFR 


JAFFE.D H 

0803029141 

59 336 

P 

HISER.A L 

6003020156* 

FOIA 


HOYT.HF 

8003230069 

50-219 

G 

JAFFC.D 1 1 

8003029177* 

50 336 

P 

HO,K R 

6603280004* 

50 445 

E 

HOYT.H F 

B0D32OO142 

50 271 

G 

JANG.J 

QB03 140293* 

50 352 

Q 

HO.K R 

6803280307* 

50 445 

E 

HOYT.H F 

8003290161 

50-271 

G 

JANUSKA.A 

0B032 10246* 

50 266 

O 

HOQBS.S H 

6803210446 

50-416 

R 

HSIl.Y 

0803210148 

TOPREP 


JAPE.F 

0803150239* 

50 302 

0 

HOBE.M A 

0602290160 

50 155 

r 

HUCHER.W E 

0803240185* 

50-330 

Q 

JAPE.F 

0803170233* 

50 413 

O 

HOCK.J 

6003210143 

50 443 

T 

HUCK.P J 

0802250192 

WASTE RES 

jape.f 

8003280076* 

50 289 

o 

HODGDON,A P 

6003210117 

50-271 

G 

HUDEC.W S 

0003140302 

XPORTLIC 


JENISON.K 

8003160417* 

50 327 

o 

hddgdon.a P 

0803210241 

50 271 

G 

HUDEC.WS 

8003269139 

XPORTLIC 


JENK1NS.R E 

0603010337 

50410 

s 

HOOGDOM.AP 

0603200054 

50 271 

G 

HUDEC.W S 

0003289232 

XPORTLIC 


JENKINS.RE 

0603010342 

50 410 

s 

HODGDON.A P 

6003290133 

50 27 1 

G 

HUEY.r R 

0003140206* 

50 206 

0 

JENKINS, RE 

6BOJ010375* 

50 410 

s 

HODGDQN.A P 

8803200211 

50 271 

G 

HUG.M T 

6003070206 

50 276 

S 

JENKINS.RE 

8603070348 

50 410 

s 

KOFFMAN.G 

8603020050 

FOIA 


HUKILL.H D 

0003030246 

59 209 

R 

JENKINS, R E 

8603230002 

50 410 

s 

HQFFMAN.G L 

08032404/7* 

40 0004 


HUKILL.H D 

8003930254 

59 209 

Ft 

JENKINS.RE 

0693240051 

50 410 

5 

HOFFMAN.J R 

8003060196* 

50 271 

P 

HUKIl L.H D 

0603040104 

50 269 

S 

JENSEN.H 

0808170210 

50 354 

R 

HOFFMAN .J n 

8803060196* 

50-271 

P 

HUKILL.H D 

6803040128 

50 289 

R 

JENSEN.K H 

6803090100 

50 423 

s 

HOFMAVen.C H 

8803000476 

NUREG 


HUKILL.H D 

6003230004 

50 289 

R 

JEN SEN .R J 

6003100017 

50 263 

p 

HOGGE.AJ 

6803160268* 

50-413 

0 

HUKILL.H D 

6003230260 

50 289 

P 

JERGENSON.E J 

8003020026* 

50 445 

A 

HOLAHAN.G.M 

8003040361* 

50 316 

P 

HUKILL.H D 

0803230272* 

50 209 

P 

JIM YEH.TC 

80032201 16 

NUREG 


H0LAHAN,Q M 

0003000230 

50 312 

P 

HUKILL.H D 

0603240469 

50 209 

P 

JO HNS ON. A 

8002240310* 

50-312 

Q 

HOLDER. DA 

0003210183* 

50 395 

1 

HUKILL.H D 

8893300194 

50 289 

J 

JOHNSON, A 

8803140236* 

50-528 

0 

HOLOERNCSS.JW 

0803100045 

WASTE MGT 

HULL.J L 

6093160104 

SO 520 

R 

JOHNSON, A G 

680322033 1 

50-243 

V 

HOLLAND, W E 

0003160300* 

50 200 

0 

MUMPHREY.PG 

6603160270* 

50 309 

a 

JOHNSON. A H 

8803170200* 

50 259 

Q 

HOLLER, E 

0802290017 

50 458 

s 

HUMPHREYS.MC 

8 6031 SC 296* 

50 397 

p 

JO HNS ON, A R 

0803140043* 

50 49D 

Q 

NOLLE R.E J 

0003170026* 

50 458 

Q 

HUNNICUTT.DM 

8603000429 

50 499 

s 

JOHN SON. D D 

0803030203 

50-255 

R 

HOILOWAY.CJ 

0803140137* 

71-9219 


MUNNICUTT.OM 

8893290203* 

50 498 

Q 

JOHN SON, B D 

6803070124 

50-255 

F 

>IOLLOWAY,CJ 

8003140140* 

71 9219 


HUNSADER.se 

88030/0355 

50 457 

Q 

JOHN SON, B D 

8803080337 

50-155 

R 

HOLLOW AY.CJ 

0003210190 

TOPREP 


HUNSADERSC 

8003000162 

50 456 

P 

JOHNSON.B 0 

8803140264 

50-255 

a 

H0LTHAU5.C J 

00030/0174 

FOIA 


HUNSADER.se 

8803140162 

50 454 

P 

JOHNSON.B D 

8803160358 

50 255 

S 

HOLTZWAN.n B 

800310025vi* 

50-315 

Q 

HUNSAOCn.SC 

0803210053 

50 457 

P 

JOHNSON.B D 

8803300053 

50-155 

P 

MON.A L 

8603140206* 

50 206 

0 

HUNSADCR.se 

8803210261 

50 456 

F 

JOHNSON, EH 

8003100079* 

50-445 

Q 

HONEY.J E 

8003300052* 

40 3392 


HUNSADCR.se 

880G3004QS 

50 457 

P 

JOHN SON, E R 

8003070357* 

50-457 

Q 

HOOD.D 

0003080010* 

50 413 

P 

HUNSTAD.A A 

0803200025 

50-202 

a 

JOHNSON.E R 

8003210095* 

50-344 

P 

HOOD.D 

8803210100 

50 369 

P 

HUNT, MO 

0803260101* 

50 425 

Q 

JOHNSON.r R 

8003160110*- 

50-424 

E 

HOOD.D S 

8803100025 

50 369 

P 

HUNTER.D R 

6803070080* 

50 445 

Q 

JOHNSON.G 

8803140138 

so 322 

G 

HOOD.D S 

0003140437 

50 369 

P 

MUNTEn.DR 

0803070112* 

50-445 

Q 

JOHNSON.GE 

8803140125 

SO 322 

G 

HOOD.D S 

8803210305 

50-269 

Q 

HUNTER.D R 

0003100981* 

50*445 

0 

JOHNSON.G E 

8003210245 

SO 322 

G 

HOOD.D S 

0803220014 

50 366 

P 

HUNTER.D R 

0003 140093* 

50-205 

Q 

JOHNSON,! M 

8003020168 

50 237 

P 

HOOD.D S 

8803220132 

50 369 

P 

HUNTER.D n 

6803239203* 

50-490 

Q 

JOHNSON.l M 

8003169853 

so 254 

P 

HOOD.E E 

8003140354 

50 10 

1 

MUNTER.J 

0003289044* 

50 213 

Q 

JOHNSON.IM 

8003160175 

SO 254 

P 

HOOGHEEM.D 

0803090300* 

50 254 

S 

MURLEY.J 

0003169027 

50 416 

F 

JOHNSON.J 

0802298227 

60 206 

Q 

HOOGHEEM.D 

8803090306* 

50 254 

s 

HURT.R D 

6003220434 

PHOJ 


JOHNSON. J 

8802290241 

50 410 

P 

HOOGHEEM.D 

8003090348 

50 285 

s 

HURT.R H 

0003040354 

PROJ 


JOHNSON.J 

0003010357 

59 266 

Q 

HOOGHEEM.D 

80032902/5 

50 265 

s 

HUTCHISON.l D 

B003030270 

50-397 

R 

JOHNSON.J 

8003 150279 

59410 

8 

HOOKS, K R 

0803210374* 

50*321 

Q 

HUT SON. J D 

8003090024* 

50-327 

P 

JOHNSON.J 

8003160429 

59410 

S 

HOPKINSJ B 

8003140282 

50 321 

P 

HUTTON.S M 

8603210302* 

50-293 

P 

JOHNSON.J L 

0603070102* 

50 327 

P 

HOPKINS.J G 

8003140436 

50 425 

A 

lQMATONIS,A J 

0603170200* 

SO 259 

Q 

JOHNSON.J R 

0602250376 

50 410 

P 

HOPKINS.J B 

0003210206 

50 424 

Q 

INGEBRETSON.C 

0603110125 

50 022 

G 

JOHNSON.J R 

0802290237 

50410 

Q 

HOPKINS,JB 

0803210215 

60-321 

P 

INGEBRETSON.C 

6803110125 

50 322 

G 

JOHNSON.J R 

6802200287 

50 220 

Q 

HOPKINBJ B 

8803250116 

50-424 

P 

INGEBRETSON.C 

BB0316009B 

50 322 

G 

JOHNSON.J R 

8003910169 

50 490 

S 

HOPKINS.J B 

0003310271 

50 424 

P 

INGEBRETSON.C 

86031 GOODS 

50 322 

G 

JOHNSON.J R 

8603930005* 

50 286 

Q 

HOPKINS, PC 

8003280099* 

50 395 

0 

INTERRANTE^C G 

8603140251 

WASTE RES 

JOHNSON. J R 

0803030240* 

SO-220 

Q 

HOflN.G R 

0803010415 

50-290 

S 

INTERRANTE.C G 

0693220396 

WASTE RES 

JOHNSON.J R 

0803220482 

50 400 

S 

HORN.G R 

8803140073 

50 290 

R 

IRELAND.R E 

6603030266* 

50 450 

Q 

JOHNSON.M D 

6803210339 

50 54 

R 

HORN.G R 

0003140375 

50 290 

S 

IRELAND.R E 

6803160335* 

59 482 

Q 

JOHNSON.P 

6093010030 

50 362 

S 

HORN.R A 

0003010481 

PR 


IRWIN, D P 

8803020275 

50 277 

P 

JOHNSON.P 

8003010438 

50-297 

S 

HORNBEAK,F 

8003080513 

50 454 

S 

IRWIN, DP 

80D3O2O275 

50 277 

P 

JOHNSON.P H 

8803140206* 

S0-20S 

Q 

HORNOR.JW 

0803220371 

1&E 


IRWIN.D P 

8Q03020283* 

50 277 

P 

JOHNSON.P H 

8893290007* 

50-206 

Q 

HORNOR.J W 

8803220300 

l&E 


IRWIN.O P 

0003020283* 

69 277 

P 

JOHNSON.P H 

0893290063* 

50-397 

Q 

HORNOR.J W, 

8003220384 

STATE PRO G 

IRWIN.D P 

6803090084 

50 322 

G 

JOHNSON.R A 

6893140059 

71-9200 


HOSEY.C M 

8003160256* 

50 327 

Q 

IRWIN.D P 

8803090004 

50 322 

G 

JOHNSON.se 

6893080147 

70-143 


HOSEY.CM 

0003240349* 

50-324 

Q 

IRWIN.D P 

8803090066 

50 322 

Q 

JOHNSON.SG 

8093040151 

50-302 

R 

HOSEY.C M 

0803250071* 

50-340 

0 

IRWIN.D P 

8803090066 

50 322 

G 

JOHNSON.T 

6803280320 

WASTE MG 1 

HOSEY.C M 

8803250001 * 

50 424 

Q 

IRWIN.D P 

8003090060 

50 322 

G 

JOHNSON.WD 

8003080452* 

50-313 

Q 

HOSLER.CL 

8803040037 

50 5 

H 

IRWIN.D P 

8003160095 

50 322 

G 

JOHNSON .WD 

0003140061* 

50-313 

Q 

HOUSE, D R 

8803220051 

50-269 

J 

IRWIN.D P. 

0003160095 

50 322 

G 

JOHNSON.WS 

0003020169 

50-272 

F 

HOUSE.W B 

0803030200* 

50-395 

R 

IRWIN.D P 

0803290071 

50 322 

Q 

JOHNSTON.GW 

0003240039* 

50-520 

V 

HOWARD.Dfl 

0803010260 

50-313 

R 

IRWIN.D P 

0803290071 

50 322 

G 

JOHNSTON,J R 

8003080017 

50-155 

R 

HOWARD. DR 

8803010410 

50-360 

R 

IRWIN.G H 

0803140054 

NUREG 


JOHNSTON.K E 

88030001 19* 

50-275 

Q 

HOWARD, D R 

8003010436 

50 313 

R 

ISDAHL.J 

8803220316 

50-263 

1 

JOHNSTON.W V 

0802290277 

50-206 

0 

HOWARD, DR 

0003020071 

SO 313 

F 

JABBOUn.K N 

8803030239 

50-413 

P 

JOHNSTON.WV 

8803010045 

50-277 

Q 

HOWARD, D R 

0803000028 

50-313 

P 

JABBOUH.K N 

8803030269 

50-413 

P 

JOHNSTON.W. V 

0003030019 

50-3 

P 

HOWARD, D R 

0803080143 

50-313 

F 

JABBOUR.K N 

8803030277* 

50-413 

P 

JOHNSTON.W V 

8803030026 

50 423 

Q 
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JOHNSTON.W V 

08O3C3OO96 

50 293 

O 

KAPLAN, A 

8803060018 

50 440 

P 

KEPPLER.J G 

0607080247* 

FOIA 

JOHNSTON.W V 

eeoDioooS'i 

50 387 

O 

KAPLAN.A 

8803080069 

50 440 

0 

KEPPLER.J G 

0607080251* 

FOIA 

JOHNSTON.W V 

8803 1 &a092 

50 220 

o 

KAPLAN.A 

8803080417 

50 440 

P 

KERCH.HW 

0803160156* 

50 438 

JOHNSTON W V 

8B03150190 

50 336 

o 

KAPLAN A 

8803150050 

50 440 

n 

KERR.W 

0707230730’ 

ACRS 

JOHNSTON.W V 

8003150201 

50 244 

o 

KAPLAN.A 

8803170093 

50 440 

K 

KERR.W 

0002260114 

ACRS 

JOHNSTON.W V 

8803170221 

50 272 

o 

KAPLAN.A 

8003210471 

50 440 

H 

KERR.W 

8002260141 

ACRS 

JOHNSTON.W V 

8803170217 

50 410 

o 

KAPLAN.A 

8003220099 

50 440 

Q 

KERR.W 

0802260197 

ACRS 

JOHNSTON.W V 

8603220030 

50 293 

o 

KAPLAN.A 

8003220146 

50 440 

P 

KERR.W 

0003010223 

ACRS 

JOHNSTON.W V 

86032201 1 1 

50 277 

G 

KAPLAN.A 

8003220245 

50 440 

Q 

KERR.W 

0803010480 

ACRS 

JOHNSTON.W V 

8803220119 

50 334 

Q 

KAPLAN.A 

8BO3230246 

50 440 

R 

KERR.W 

0803070116* 

ACRS 

JOHNSTON.W V 

8003220136 

50 352 

0 

KAPLAN.A 

G0O329O253 

50 440 

S 

KERR.W 

0003210179 

50 2 

JOHNSTON.W V 

8B03300101 

50 220 

P 

KAPLAN.A 

0003310191 

50 440 

J 

KERR.W 

0803210400 

50 327 

JOHNSTON WV 

8003300140 

50 220 

V 

KAPLAN.H 

8003150095* 

50 220 

Q 

KERR.W 

0003210530 

ACRS 

JOINER.S R 

6803240244 

CONTRACT 


KARAM R A 

0803110007 

50 160 

P 

KERR.W 

0003210536 

ACRS 

JONAS AS 

8803140250 

50 443 

G 

KARAW.R A 

0803220253 

50 160 

P 

KERR.W 

0003210552 

ACRS 


JONAS.S A 

3603090102 

50 443 

G 

KARAM.RA 

8803300157 

50 160 

P 

KERR.W 

8603240269 

50 2 

F 

JONES.CR 

8803290257 

50 267 

F 

KASNICKI.DA 

8803280270 

70 27 


KILGORE, BE 

8802290246 

50-327 

S 

JONES.OW 

3803160390' 

50 269 

Q 

KASSIR.M K 

8803080476 

NUREG 


KILGORE.B E 

6803010001 

50-327 

s 

JONES.S 

3003100036 

FOIA 


KAWAI.R G 

8803280130* 

50 445 

E 

kilgore.be 

6003290169 

50-327 

S 

JONES, S P 

8003210134 

SO 267 

S 

KAY.CE 

8603110025 

WASTE MGT 

KILGORE.B E 

6003290169 

50-326 

S 

JONES.WB 

8303170026* 

50 45B 

Q 

KAY.CE 

0QO32JO236 

WASTE MGT 

KIM.CC 

8803210005* 

50-344 

P 

JOROAN.E L 

0703060239* 

FOIA 


KAZUKYNAS.TB 

0803260122 

50 213 

S 

KING.L P 

0603160416* 

50-336 

Q 

JORDAN.E L 

8705190194 

REVIEW GR P 

KEARNEY, JJ 

6003070377 

NUREG 


KING.R 

0003040293 

50*450 

s 

JORDAN.E L 

8706090204 

REVIEW GRP 

KElWIG.n R 

6002250357* 

50 112 

Q 

KING.R 

0803070255 

50-450 

s 

JORDAN.E L 

8003150335 

REVIEW GR P 

KEIMiG.n R 

6803010035’ 

50 307 

Q 

KING.R 

8003080394 

50 450 

S 

JORDAN.E L 

8B03310267 

REVIEW GRP 

KEIMIG.R R 

0803080251* 

OA999 


KING.R J 

0003040251 

50 456 

s 

JORDAN.H D 

3003070039* 

50 259 

P 

KEIMIG.R R 

8803150330* 

50 245 

0 

KING.T L 

8003210501 

PROJ 


JORDAN. J L 

0003100012* 

WASTE 

MGT 

KEIMIG.R R 

0803170040* 

50 277 

0 

KINGSLEY.O D 

0002160225 

50 4!6 

Q 

JORDAN.M J 

0803290162* 

50 263 

V 

KEIMIG.R n 

8603210^*89* 

50 293 

a 

KINGSLEY.O D 

0003040160 

50 416 

n 

JORDAN.P 

8803250033 

40 0502 


KEIMIG.R R 

8003220147* 

50317 

0 

KINGSLEY.O D 

8003070159 

50 416 

n 

JOROAN.P 

8803250094 

40*8681 


KEISER.H W 

0003030179 

50 38/ 

R 

KINGSLEY.O D 

8001070391 

50 416 

Q 

JOSEPH, M A 

8803100189 

50-267 

S 

KCISER.H W 

6003000322 

50 367 

P 

KINGSLEY.O D 

8803090012 

50 416 

s 

JOSEPH.M A 

8603210134 

50-267 

S 

KEISER.H W 

8003090070 

50 367 

F 

KINGSLEY.O D 

0003090317 

50 416 

n 

JOSIGER.WA 

8503070296 

50-286 

S 

KEISER.H W 

B003090104 

SO 386 

P 

KINGSLEY.O D 

0803140269 

50 416 

s 

JOSIGBR.W A 

8003170201 

50 206 

R 

KEISER.H W 

8803150013 

50 367 

r 

KINGSLEY.O D 

0803150366 

50 416 

p 

JOSIGER.W A 

8003240361 

50-286 

O 

KEISER.H W 

0803150119 

60 367 

n 

KINGSLEY.O 0 

0003160027 

50 410 

F 

JOSIGER.W A 

8003300247 

50-206 

Q 

KEISER.H W 

8003150153 

50 307 

s 

KINGSLEY.O 0 

0003210075 

50 416 

P 

JOYCE.! 

8003180071 

50-455 

S 

KEISER.H W 

0603150372 

50 307 

p 

KINGSLEY.O D 

8603210446 

50 416 

R 

JOYNER, J 

8803160423 

l&E 


KEISER.H W 

880317C053 

60 308 

p 

KINGSLEY.O 0 

0803300118 

50 416 

P 

JOYNER, J 

8003210512 

l&E 


KEISER.H W 

8601210467 

50 307 

R 

KINNEMAN 

8B030 10098 

l&E 


J0YNER.J 

8003210518 

lAE 


KEISER.H W 

8003220291 

50 387 

J 

KINNEMAN.J 

8803210512 

l&E 


JOYNER.J 

8003220473 

lAE 


KEISER.H W 

6003280195 

SO 380 

s 

KINNEMAN.J 

8803220473 

l&E 


JOYNER.J 

B 003290 193 

l&E 


KEISER.H W 

6003290083 

50 307 

F 

KINTNER.E E 

0003220028 

50 320 

P 

JOYNER.J H 

8803290196* 

FOIA 


KEISER.H W 

00033101 18 

50 387 

P 

KfNTNER.L L 

8003030247 

50 416 

V 

JULIAN.C A 

8603150294 

50 302 

V 

KEITH, HN 

8003010320 

50 333 

S 

KIRBY.E P 

0003030142 

50 293 

P 

JUL1AN.C A 

8803160136 

50 400 

Q 

KELLER.C L 

8803160315 

FOIA 


KIRK.WF 

0003040005* 

70 371 


JULIAN.C A 

8803160192 

50 302 

Q 

KELLER, JH 

0803210143 

60 443 

T 

KIRKWOOD.A 

0803140293* 

50 352 

0 

JULIAN, C A 

8803 160245 

50 207 

V 

KELLER.R M 

8802180202* 

50 209 

V 

KIRSCH.D F 

0803010141 

50 312 

0 

JULIAN.C A 

8803170017 

50 302 

V 

KELLER.R M 

8803030192* 

50 244 

V 

KIRSCH.DF 

0803010151’ 

50 312 

0 

JULIAN.C A 

6803170068 

50 340 

0 

KELLEY, L C 

8803160112* 

50 302 

V 

KIRSCH.D F 

0003070341 

50 397 

p 

JULIAN.C A 

8803170068* 

50 340 

a 

KELLIE,F 

8BO30 10343 

71-9200 


KIRSCH.D F 

6003000410 

50 113 

V 

JULIAN.C A 

0803170161 

50 254 

□ 

KELLY, E W 

8003040097* 

50 272 

Q 

KIRSCH.DF 

0003150076 

50 344 

0 

JULIAN.CA 

QB03250162 

50 261 

V 

KELLY.J L 

8003030066 

50 327 

R 

KIRSCH.D F 

0003160424 

50 344 

0 

JUUAN.C A 

8803280026 

50 261 

V 

KELLY JL 

6003000250 

50 259 

R 

KIRSCH.D F 

0B03210487 

50 344 

0 

JURY.KR 

0803210374* 

50 321 

Q 

KELLY J L 

6003170271 

50 269 

P 

KIRSCH.D F 

0803210503 

50312 

0 

JURY.K R 

0803200020* 

50 336 

Q 

KELLY.L 

0003170201 

50 206 

R 

KIRSCH.D F 

0003210500* 

50 312 

0 

JUSTUS.P S 

0803290252 

WASTE MGT 

KELLY J F 

0803000116* 
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LONGJ L 
LONGJ L 
LONGJ L 
LONG.J L 
LONGJ L 

LONG.W 
LONG .WO 
LONG. WO 
LONG.W 0 
LORD.W S 

LOUDERBACK.T E 
LOUX,R L 
LOWRANCE.S K 
LOWRYX M 
LUC6RO.DA 

LUEBKE.EA 

LUEHMANJ 

LUEHMANJ 

LUEHMANJ 

LUEHMANJ 

LUMB.T 
LUMQ.T 
LYN,D L 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


ACCESSION 

NUMBER 


SUBJECT 

CATEGQfir 


8003280069’ 

8803200130* 

6003000230* 

6803010030 

0903290039 

08O229O2M 

0803010044 

6803010056 

8B03D101Q1 

8003150315 

0803220117* 

8803220265 

6802250377 

8002290278 

6B030103B6 

8803030 M 6 
8003040046* 
BB031G0137* 
0803220340 
6803210036* 

8003010019 

8003210041 

0803150111 

8803010254* 

6803220186' 

8803220310’ 

8003240042* 

8003240078* 

8803090350 

6803110236 

8003110004 

8003220488 

8003310162 

8003140126* 

8803010005 

0803010133 

8603020184 

6B03Q80126 

8803110129 

6803150314 

0803160020 

8003170059 

8003210022 

8003240321 

8803160443 

0803170005 

8003170009 

8003100012 

8803200262 

0803040224 

8803070304 

8803070314 

0803140361 

0803140384 

8003220044 

6803220050 

0803220430 

8003280240 

8903280255 

8803200259 

8603200275 

8803220222 

8003230361 

8803040213 

8803040221 

0003040223 

8803140407 

8803160375 

6803220035 

0003230009 

8803070193* 

0803020097 

0003070284 

8803210201 

6803000222 

8003090141 

6803230300 

8803300110 

8003020125* 

8803030010 

0003230170 

8802290005 

0603070113 

8003150225 

0803160196 

6803140009* 

0803220237* 

8003150089* 


50 145 E 

50 415 E 

CONTRACT 
50 440 G 

50 413 G 

50 277 P 

50 277 P 

50 277 Q 

50 277 Q 

50 272 S 

50 352 Q 

£0 277 S 

50 277 P 

50 352 0 

50 353 0 

50 277 R 

50 277 Q 

50 353 0 

50 277 R 

50 338 P 

50 318 0 

50 317 P 

CONTRACT 
50 445 0 

50 445 0 

50 445 0 

50 445 Q 

50 445 Q 

50 261 P 

50 261 P 

50 261 P 

50 133 P 

50 275 0 

50 271 Q 

50 400 P 

50 400 F 

50 261 P 

50 324 P 

50 261 P 

50 324 P 

50 324 n 

50 324 P 

50 261 P 

50 324 0 

WASTE RES 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
50 352 S 

50 352 S 

50 352 S 

50 277 S 

60 352 S 

50 352 S 

50 277 S 

50 352 S 

WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
70 143 
70 143 

50 327 S 

50 327 S 

50 327 S 

50 32B S 

50 327 S 

50 327 S 

50 327 S 

50 327 P 

50*290 P 
50 298 P 

50 298 P 

50 443 H 

40 8714 
WASTE MGT 
WASTE MGT 
50 301 P 

NUREG 

50 443 G 

50 205 Q 

50 369 Q 

50 339 Q 

50 313 Q 

50 271 V 

50 410 V 

CONTRACT 


LYON.O M 
LYON.D M 
LYONSJ 
LYONS.PJ 
LYSTER M 0 

MACDONALD C E 
MACOONALO.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD C E 
MACOONALDCE 

MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALO.R N 

MACDONALD.W G 
MACOONALD.W G 
MACE.M 
MACE.M 
MACE.M H 

MACK.M G 
MACMILUN.S 
MADDEN.T 
MADDEN T P 
MADDEN.T P 

MADERA J R 
MAESTAS,E 
MAGER.T n 
MAGROW.R 
MAILLET.L E 

MALLETT.B 

MALLETT.B 

MALLEH.B 

MALLEH.B 

MALLETT.B 

MALLETT.B 
MALLETT.B 
MALLETT.B 
MALLEn.B S 
MALLETT.B S 

MALLETT.B S 
MALLETT.B S 
MALLEn,B S 
MALLETT.B S 
MALLETT.B S 

MALLETT.B S 
MALLOY, M 
MALLOY, M 
MALLOY.M 
MALLOY, M 

MALLOY.M 
MALLOY,M 
MALONE.D D 
MALONE.D 0 
MALONE.D D 

MANANARO.F F 
MANDERtNO.P 
MANEATIS.G A 
MANGAN.CV 
MANGAN.C V 

MANGAN.C V 
MANGAN,CV 
MANGAN.C V 
MANGAN.C V 
MANGAN.C V 

MANGAN.CV 
MANGAN.C V 
MANGAN.C V 


6803140186 50 373 

0803290273 50 373 

8803030292* 50 390 

0803250230 40 299 

8003010160 50 440 

8003090043 71 9107 

8803090050* 71 9107 

B803090108 71 5768 

8803090113* 71*5768 

8803090216 71*404 

8803090221* 71 404 

8803090223 71 4909 

0003090220* 71 4909 

8003090265 71 230 

8803090266* 71 230 

8803 140005 71 9033 

0803140145 71 5939 

8603140350 70 3020 

8003150022 71 649 

8003150026* 71 649 

8803170310 XPORTLIC 
0803210207 71 9216 

0803210466 71 5805 

8803210479 71 5950 

8803210507 71 9032 

8803210514 71 5957 

6803210546 71 9216 

8803210549 71 9216 

0803210551 71 6717 

0803220002 71 9208 

8003220005 71 9039 

8003220009 71 6717 

6803220166 71 9006 

0803230239* 50 361 

0603200035 50*160 

0803140152 ORG 
8003140250 ORG 
8003080524 CONTRACT 
8003080528* CONTRACT 
0803200204 WASTE MGT 

0603140226* WASTE RES 
8803070254* CONTRACT 
8003210409* 50 293 Q 

8003080251* QA990 
8003150330* 50 245 Q 

0803140169* 71 653 
0803310139 PROJ 
0803220430* 50 244 P 

8003040211 50 237 S 

8003220190 50 309 J 

B8022902G0 l&E 
0803160040 50 341 S 

0803160075 50 454 S 

0803210196 l&E 

0603240931 l&E 

8003240343 l&E 

8003240355 50 341 S 

6803280093 l&E 

0803010203* FOIA 

0803070150 50 461 F 

G0O3O8O142 50 295 0 

0003140310 50 454 Q 

6803210229 50 463 F 

6803220323 50 463 Q 

6803220363 60 255 F 

8603250207 50 341 F 

8003070336 50 445 A 

6803080246 50 445 Q 

6803210417 50 445 A 

6803250106 50 445 A 

8603250217 50 445 A 

8803300216 50 445 A 

6803110003 50 275 S 

6803140360 50-275 S 

8B03230200 50 275 R 

8002230433 50 219 Q 

6803210063 50 293 P 

0803220460 50 133 P 

8B02290334 50*220 P 

0002250343 50 220 Q 

8802290326 50 410 P 

8803010119 50 410 p 

8B03070210 50 410 P 

8003080039 50 410 P 

8003150143 50*220 P 

8803150183 50 220 P 

0803170039 50 410 P 

8003170042 50 410 P 


S MANGAN.C V 

S MANGAN.C V 

0 MANGAN.CV 

MANGAN.CV 
R MARCH.P A 

MARCH.P A 
MARCHETTI.S 
MARGUGLIO.B 
MARGULIES.M B 
MARGULIES.M B 

MARKEY.EJ 

MARKEY.EJ 

MARKLEY.M 

MARSCHALL.C 

MARSHALL.FM 

MARSMALLJS 
MARSMALL.JS 
MARSHALL, J S 
MARSHALL, J S 
MARSHALL.J S 

MARSHALL J S 
MARSHALL.J S 
MARSHALL JS 
MARSHALL.J S 
MARSMALL.JS 

MARSHALL.J S 
MARSHALL.J S 
MARSHALL.J S 
MARSHALL.J S 
MARSHALL.J S 

MARSMALL.JS 
MARSHALL.J S 
MARSHALL.J S 
P MARSHALL.J S 

P MARSHALL.J S 

MARSHALL.W 
MARSICO.PJ 
MARSfCO.P J 
MARSTON.R R 
MARSrON.RR 

MARTIN, 6 
MARTIN, OW 
MARTINJ B 
MARTIN J B 
MARTINJ D 

MARTIN, J B 
MARTIN, J B 
MARTIN, J M 
MAnTIN,n D 
MARTIN.R D 

MARTIN, n D 
MARTIN.R D 
MARTIN.R D 
MARRN.RD 
MARTIN.R 0 

MARTIN.R D 
MARTIN.R D 
MARTIN.R D 
MARTIN.R D 
MARTIN.R D 

MARTIN.R D 
MARTIN.R E 
MARTIN.R E 
MARTIN.R E 
MARTIN.R E 

MARTIN.R E 
MARTIN.R E 
MARTIN.R E 
MARTIN, T T 
MARTIN.T T 

MARTIN, T T 
MARTIN.T T 
MARTIN.T T 
MARTIN, T.T 
MARTIN.T T 

MARUYAMA.T 
MARUYAMA.T 
MARUYAMA.T 
MASNIK.MT 
MASNYK.O 

MASNYK,0,M 
MATCMETT.SD 
MATCHETT.S D 
MATCHEH.S D 
MATCHEH.S D 

MATCHETT.S D 
MATCHETT.S D 
MATCHETT.S D 


0803170254 

50 220 


0003170303 

50 410 


8803230060 

50 220 


0803240256 

50 220 


8803070105* 

50 253 


0603070119* 

50 253 


8803010404 

PROJ 


0003210070* 

50 247 


8003040030 

50 410 


0003210093 

50 440 


8603090310* 

50 443 


QG03090316* 

50 443 


8803170043* 

50 334 


8803170225 

50 244 


8003 1501 51 

50 423 


8803080100 

50 445 


0603000106 

50 445 


08030801 1 1 

50 415 


Q803000113 

50 445 

- 

GG030B0166 

50 445 


Q803060177 

50 445 

r 

8B03080209 

50 445 


8Q03060217 

50 445 

c 

0603000221 

50 445 

- 

0003000240 

50 145 

- 

8803000242 

50 445 


8003000245 

50 445 


0003080247 

50 445 

* 

0003160149 

50 445 

- 

8G03160161 

50 445 

: 

8003160167 

50 445 


8603230019 

50 445 

1-^ 

6003230025 

50 445 

i 

0803230048 

50 445 

i 

0009200276 

50 445 

c 

OB030Q0420 

50 302 


0603070166* 

50 4B2 


BB03070170* 

50 402 

:: 

0003160170* 

70 024 


06031 GO 190* 

70 1201 


0003070090* 

FOIA 


0803020003 

50 312 


0003000001 

50 312 

3 

0003060150 

50 529 

r 

0BO3HO221 

50 528 

c 

0003170167 

50 312 

c 

6603290060 

50 397 

Q 

0003040304 

50 490 

r 

0002290254 

50 450 

F 

0003030134 

60 499 

5 

BB0J070106* 

50 445 

A 

6003070118* 

50 445 

0 

0003070125* 

50 445 

0 

0003000104 

50 456 

0 

8003090200* 

50 45B 

Q 

0003100003 

50 490 

Q 

0003210130 

50 290 

Q 

080J220QG2 

50313 

Q 

0003220071* 

50 313 

0 

0803250210 

40 3453 


0003300143 

50 128 

0 

0003020153 

50 277 

P 

BB03030000 

50 277 

P 

0003140185 

50*277 

P 

0803210153 

50 277 

P 

0G0321O26Q 

50 277 

P 

0003210346 

50 277 

P 

0003240475 

50 277 

P 

6002250353 

50 412 

Q 

0803010027 

50 387 

0 

06030B0243 

QA999 


0003140417 

50 213 

0 

0003150359 

50 397 

0 

6003220143 

50 317 

0 

0003220494 

70 364 


0003140008* 

XPORTLIC 


0003140330 

XPORTLIC 


0003290170* 

XPORTLIC 


8603010057* 

50 320 

G 

0003240453* 

60 327 

0 

6003170109* 

50 250 

0 

8003020060* 

50 322 

G 

8003020060* 

50 322 

G 

0003020016 

50 322 

G 

6003020016 

50 322 

G 

8003020044 

50 322 

G 

6803020044 

50 322 

G 

8003110036 

50 322 

Cl 



PERSONAL AUTHOR INDEX 303 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

UATCHETT.S D 

flQ031 10036 

50 322 

G 

MATCHETT,S D 

8Q03160102 

50 322 

G 

^♦ATCHETT S D 

G8031601Q2 

50-322 

G 

^•ATCHETT.S D 

8803160105* 

50 322 

G 

MATCHETT.S D 

0803160105* 

50 322 

G 

WATCHETLS D 

8803230056 

50 322 

G 

UATCHETT.S D 

8003230056 

50 322 

G 

WATChiETT^S D 

8803230083* 

50 322 

G 

WATCHETT.SD 

8803230003* 

50-322 

G 

UATCHETT.S D 

8803310041 

50 322 

G 

UATCHETT.S D 

8603310041 

50 322 

G 

UATHER.R P 

0003160100 

50 320 

G 

UATHIS.J L 

0003150331* 

50 416 

Q 

JMTHIS J L 

8803170317* 

50 416 

Q 

^.lATTHEWS.M L 

8003 110022 

WASTE MGT 

UATTSON.RJ 

0803040204* 

roiA 


MAUCK.C J 

0803030081 

71 9152 


MAUCK.CJ 

8803220361 

71 6678 


MAUDERLY.J L 

8803020251 

NUREG 


MAURA.F A 

8803240061* 

50-295 

Q 

MAXWELUDC 

8003170188 

50 237 

R 

MAXWELL.GF 

0803160134* 

50 400 

Q 

MAXWELL, G F 

0803280156* 

50 400 

Q 

MAZO.B R 

0803040247* 

50 490 

P 

UAZZAFEHHO.P A 

8803250085 

50 220 

S 

MCALPINE.E J 

8003150J55* 

70 143 


MCALPINE^E J 

8803160225* 

70-1151 


MCALPINE.E J 

8803160330* 

70-27 


MCALPINE.E J 

8803160356* 

70 27 


MCALPINE.E J 

0803160398* 

50 269 

Q 

MCALPINE.E J 

0003250061* 

70 1151 


MCALPINE.E J 

0803280270 

70 27 


MCALPINE.E J 

8003200282* 

70-143 


UCDEE.SG 

8003280251* 

50 445 

6 

UGBREARTY.R A 

0803150105* 

50-336 

0 

MCBURNCTT.MA 

0002250349 

50 490 

S 

MCOURNETT.MA 

8003010440 

50 490 

P 

MCBURNETT.MA 

0003020179 

50 490 

P 

MCDURNETT.M A 

8003040033 

50 498 

R 

MCBURNETT.M A 

0803040225 

50 490 

F 

MCBUHNETT.M A 

8803000191 

50-490 

r 

WCBUflNETT.W A 

8803 160005 

50 490 

p 

MCGURNETT.M A 

0803170001 

50 400 

p 

MCOURNCTT.M A 

8003220178 

50 490 

n 

MCOURNETT.M A 

0803220467 

60 408 

p 

MCQURNETT.M A 

8003280203 

50 498 

E 

MCCAQE.EC 

8802200250 

60-213 

Q 

UCCAE3E.E C 

0002290269 

50 213 

Q 

MCCABE.E C 

0003140413* 

50 336 

Q 

MCCA0E.EC 

0003170075* 

50 245 

0 

MCCABE.E C 

0003210002* 

50 423 

Q 

MCCABE.E C 

0003210210* 

50-213 

Q 

MCCARTHY.DW 

0803040222 

50 263 

1 

MCCLELLAN .H M 

0003040170* 

50 445 

A 

MCCLESKEY.K E 

8803210112 

50 322 

G 

WCCLESKEY.KE 

8003210112 

50 322 

Q 

MCCONAGHY.WJ 

0003140005 

PROJ 


MCCONNELL, M 

0803300311 

COMMISSION 

MCCORMICK, W T 

0803140300 

50 155 

1 

MCCOY, F R 

0803150300* 

50 32/ 

Q 

MCCOY, F R 

0003160394 

50 327 

Q 

WCCOY.F R 

0003160403* 

50-327 

Q 

UCCOY.F R 

0003200052* 

50-230 

Q 

MCCOY, PR 

0803200261* 

50-327 

Q 

MCCOY.S B 

0003200207 

WASTE MGT 

MCCRACK6N.KW 

0803070342 

50 340 

F 

MCCRACKEN, K W 

0003220264 

50 340 

F 

WCOANIEL.D T 

8803160363 

50 423 

S 

MCDONALD, D 

0003150174 

50 293 

P 

MCOONALD.D 

0003210220 

50-293 

Q 

WCDONALD.D 

8003210240 

50 293 

Q 

WCDONALD.D. 

0003290403 

50 293 

Q 

UCDONALD.DG 

0003140242 

50 293 

P 

MCDONALD.R P 

0003010379 

50 340 

R 

MCDOWALD.R P 

8803000266 

50 364 

Q 

MCQONALD.R P 

0003000380 

50-348 

P 

MCDONALD, R P 

8803160006 

50 348 

P 

MCOONALD.R P 

8003160041 

50-348 

P 

MCDONALD.R P 

8003160153 

50-348 

P 

MCDONALD, R P 

0803170037 

50-348 

V 

MCDONALD.R P 

0803180064 

50-340 

R 

MCDONALD, R P 

0803220270 

50 364 

R 

MCDONALD, R,P 

0003220327 

50 340 

Q 

MCDONALD.R P 

8003220<140 

50 340 

S 

MCDOMALO.R P 

8003240094 

50 340 

P 

MCDONALD.R P 

8803280150 

50 348 

S 

MCDONALD.R P 

8003290250 

50-364 

s 

MCDONALD, R P 

8003300177 

50-348 

Q 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

MCDONALD.R P 
MGDDFFtE.M A 
MCFADDEN.J 
MCFARLAND, J T 
MCGILL.P L 

8003300300 

0803020066 

8B03020035* 

8903210214 

0903010419 

50 34 Q 0 

50 251 P 

50 352 R 

50 322 G 

70 1190 

MCGILL.P L 

MCGILL.P L 

MCGILL.P L 
MCGOVERN. JJ 
MCGOWAN. GV 

0803030006 

8803030219 

8803290101 

8803150212* 

8803230076 

70 1100 

70 1109 

71 6070 

50 64 P 

50 317 1 

MCGOWAN, J K 
MCGRANE.JP 
MCGRATILJ 
MCGRATH.J 
MCGRATH.J R 

9003220264 

0003020276 

0803100119 

0803210105 

8003080294 

50-348 F 

50-219 S 

l&E 

l&E 

l&E 

MCGREGOR,! 
MCGUFFIN.J C 
MCGUFFIN.JC 
MCGUIRE.OR 
MCGUfeRE.OR 

8803140014* 

0003030039* 

0003090159* 

0002290048* 

0003160117* 

50 346 Q 

CONTRACT 
CONTRACT 
70-27 

50-321 Q 

MCGUIRE.D n 
MCGUIRC.D n 
MCGUIRE.D R 
MCGUIRE D R 
MCGUIRE.D R 

8003160320* 

8003160392* 

8003160422* 

fl0031C043r 

8003170109* 

50-416 Q 

50 259 0 

50 269 Q 

50 324 Q 

50 250 Q 

MCGUIRE.D R 
MCGUIRE.D R 
MCKERNON.T 0 
MCKIBBEN.J C 
MCKIDBEN.J C 

0003170120* 
0603240453* 
QB03 140043* 
6803160030 
08033 00Q81 

50-259 O 

50-327 Q 

50-490 Q 

SO 106 r> 

60 106 P 

MCLEAN.R B 
MCLEAREN.T 
MCMANUS.G J 
MCMURRAY.C M 
MCMURRAV.C M 

0003170171 

800330Q078 

6603299101 

0603070032 

0603070032 

70 143 

CONTRACT 

ORG 

50 322 G 

50 322 G 

MCMURRAY.C M 
MCMURRAY.C M 
MCMURRAY.C M 
MCMURRAY.C M 
MCNAMARA, A E 

0003140114 

0003140114 

8603140124* 

8603140124* 

0603920136 

50 322 G 

50 322 G 

50 322 G 

59 322 G 

59 244 R 

MCNAMARA. A E 
MCNEIL.SA 

MCNEIL, S A 
MCNEIL.SA 
MCNEIL.SA 

6803210455 

6803020121 

8803070241 

6003000350 

6003180105 

59 244 R 

50317 P 

50 317 P 

50 317 F 

50 317 P 

MCN1SH.TA 

MEACHAM.J 

MEADE.KE 

MEAOE.KE 

MEAOE.K E 

0003140300 

0003000231 

6603000054 

8803000065 

8803000176 

so 155 1 

so 290 F 

50 320 S 

59 327 S 

50 327 S 

MEADE, K E 

MEADE.K E 

MEADE.K E 

MEADE.K 0 
MEADOWS, T 

8093140120 

8D93140123 

8003160364* 

0003290260 

0803240039* 

50 327 S 

50 327 S 

50 327 S 

50 328 S 

50 520 V 

MEARSE.SO 
MEARSE.SO 
MEOAL.MJ 
MEOFORD.MO 
MEDFORD, MO 

0803240201 

8803200182 

8803140166 

8803010370 

80O3O2QO49 

CONTRACT 

CONTRACT 

71 653 

50 205 P 
50 205 Q 

MEDFORD.M 0 
MEDFORD.M 0 
MEDFOnO.M 0 
MEDFORD.M 0 
MEDFORD.M 0 

00030701 15 
0803100204 
8803100452 
0803170260 
8803220223 

50 351 P 

50 206 P 

50 295 P 

50 351 P 

50 351 P 

MEDFORD.M 0 
MEOFORD.MO 
MEDFORD.M 0 
MEDFORD.M 0 
MEDULAN.K 

0803230238 

8303230242 

8003250035 

8003310217 

8003100007 

50 361 P 

50 206 P 

50 206 P 

50 361 P 

50 265 S 

MEEHAM.e 
MEEHAN, B 
MEEHAN.D 
MEEHAN.B 
MEEHAN.B 

0803290412 

8803030022 

0803030296 

0803000219 

8803060313 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MEEHAN.B 

MEEHAN.B 

MEEHAN.B 

MEEHAN.B 

MEEHAN.B 

0803060323 

8803090177 

8803150147 

8803220370 

B80322046S 

CONTRACT 

CONTRACT 

70-135 

CONTRACT 

CONTRACT 

MEHOLICK.J 

MEiri.j 

MEUNZ,H 

MELON E,C 
MENDIOLA.AJ 

8803070354* 

8803210511* 

8803070039* 

8603160209 

8003180243 

CONTRACT 
50-312 0 

50-259 P 

50-457 S 

STATE PRO G 

MENDLER,OJ 
MENDONCA.M M 
MENDONCA.M M 

8803030209* 

0803000119* 

8003150004* 

50-424 P 

50 275 Q 

50-344 Q 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

MENDQNCA M M 

8803150178* 

S9 34 1 

O 

MENDOZA V N 

08031 10350 

50 JJ5 

S 

MENOOZA.V N 

0003200152 

50 3fl9 

S 

MENGEflS.CA 

8803040224 

50 352 

S 

MENGERS.CA 

0803070301 

50 J52 

s 

MENGERS.C A 

800307031 1 

50 352 

s 

MENGERSCA 

0aO314O38'l 

SO 352 

s 

MENGERS.C A 

0003220944 

60 352 

s 

MENGERS.C A 

0003220438 

50 352 

s 

MERKLEY.P 

8003010367 

ORG 


MERRILL, C 

8003060231 

50 208 

F 

MERSCHOFF.E W 

8803160940 

OA9D9 


MESCHER.W C 

8803210103* 

SO 305 

1 

MESERVE.R A 

0803220918 

40 20fa1 


METZGER, N 

0803150136* 

CONTRACT 


MEYER.G 

a803l50003’ 

60 410 

o 

MEYER.H R 

0803230355 

WASTE MGT 

MEYER, H R 

8803290308 

WASTE MGT 

MEYERS,WC 

8003110053 

WASTE MGT 

MICHAELSJ S 

8003019200 

60 124 

p 

MICHAELS.! S 

8003020165 

69 294 

p 

MICHAELS.! S 

8803140260 

60 2 

F 

MICHAELSON 

0803020202* 

50315 

R 

MLCHAELSON 

0803040117* 

59315 

R 

MLCHAELSON 

0803040121* 

59315 

R 

MICHAELSON 

OQ03040140* 

59 316 

R 

MICHAELSON 

00030 19145* 

59 316 


MICHAELSON 

0DO3O49153* 

59 316 

R 

MICHAELSON 

0003019158* 

59 316 

R 

MICHALK.PL 

0003209116 

59360 

S 

MICHAUD.PW 

0003170160* 

50 498 

o 

MICKLICH.O J 

8003010409 

50 151 

R 

MIDDLETON, LL 

0803 109052 

50 277 

FI 

MIHALAKJ 

OB03029033 

50 317 

P 

MILLER.D B 

0BO308005Q 

50 213 

S 

MILLER.D B 

0803170195 

50 213 

R 

MILLER.D B 

0803250119 

50 213 

S 

MILLER.D B 

0003280122 

50 213 

s 

MILLER.r 

B0O33OOO4B 

40 7455 


MILLER ,G 

B0O21S919O 

50 302 

R 

MILLER, G 

80031G0037 

50 302 

R 

MILLER, H J 

8002259350 

50 255 

Q 

MILLER HJ 

8B03 070204 

50 155 

P 

MILLCR.HJ 

8693000001 

50 2G1 

P 

MILLER, HJ 

8693000182 

50 315 

P 

MU LCR.HJ 

0803150369 

bO 31b 

O 

MILLER.HJ 

0803240428 

50 315 

o 

MILLER L 

0802240310* 

bO 312 

o 

MILLER.L 

0803020228 

50 312 

b 

MILLER.L 

0893080077 

50 312 

s 

MILLER, L 

8803140346 

l&E 


MILLER.L 

8003140353 

l&E 


MILLER.L 

8003210511* 

50 312 

Q 

MILLER.L 

8003220312 

50 312 

s 

MILLER.L 

8803230205 

50 331 

H 

MILLER.L C 

8893240328 

50 327 

F 

MILLER.L F 

86930101G7* 

50 312 

O 

M1LLER.M N 

8893250101* 

50 425 

O 

M.ILiER.M S 

0893010034 

50 322 

G 

WilLLER.M S 

8803010034 

50 322 

G 

MILLEH.M S 

0803020009 

50 322 

G 

MILLER, M S 

8893070016 

50 322 

G 

MILLER.M S 

8893070016 

50 322 

G 

MILLER, M S 

6003090099 

50 322 

G 

MILLER, M S 

8003090099 

50 322 

G 

MILLER.M S 

8003110016 

50-322 

G 

MILLER, M S 

8D031 10018 

50 322 

G 

MILLER,M S 

8503160092 

50-322 

G 

MILLER, M S 

8503160092 

50-322 

G 

MILLER.MS 

8503230042 

50-322 

G 

MILLER. MS 

8503230042 

50-322 

G 

MILLER.M S 

8503230081 

50-322 

G 

MILLER.MS 

8803230081 

50-322 

G 

MILLER.M! 

8803010024 

50-293 

P 

MILLER,! A 

8803030289* 

50-424 

P 

MILLER, W H 

8093160292* 

50-340 

Q 

MILLMAN.J 

5003100039 

ORG 


MILTENBERGER.S 

5003030214 

50-272 

R 

MILTENBERGEB.S 

5803030306 

50-354 

Q 

MILTENBERGER.S 

5003040122 

50-354 

R 

MltTENBERGER.S 

8803040311 

50-272 

P 

MILTENBERGER.S 

8803070213 

50-354 

Q 

MILTENBERGER.S 

8803070278 

50-354 

P 

MILTENBERGER.S 

0803060367 

50-311 

Q 

MILTENBERGER.S 

5003140259 

50-354 

P 

MILTENBERGER.S 

8003160104 

50-272 

Q 

MILTENBERGER.S 

8003210492 

50-272 

1 

MILTENBERGER.S 

0BO322O39O 

50-354 

R 



304 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION SUBJECT 

AUTHOR 

ACCESSION 

1 SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MILTEtlBERCiERS 

08032902-17 

50 272 

R 

MORRIS P A 

0803210258' 

FOIA 


MINOGUE.R Q 

a0O3O'1O322' 

FOIA 


MORROW K E 

8803040193* 

50 446 

/ 

MINOGUE.R B 

80O3OWtO' 

FOIA 


MORTON, H 

8803220231* 

70 143 


MIRAGLIA F 

8003220354 

50-3 

P 

MOHZENTI.S P 

8003250195 

40 8057 


MIRAGL1AF J 

8002250 1£>5 

50-3 

P 

MROCZKA,E J 

6002250427 

50 213 

F 

MIRAGLIA.F J 

8803240153' 

FOIA 


MnOCZKA,E J 

B0O3O1O122 

50 213 

F 

MISSAL, M J 

8803090070 

50 322 

G 

MROCZKA,E J 

6003010458 

50 213 

C 

MISSAL M J 

0803090070 

50 322 

G 

MROCZKA.E J 

6003020065 

50 213 

F 

MISSAI MJ 

8803090087 

50 322 

G 

MROCZKA,EJ 

6003020065 

50 213 

F 

MISSAL MJ 

8803090087 

50 322 

G 

MROCZKA E J 

6003020065 

50 213 

F 

MISSAL.MJ 

0803160051 

50 322 

G 

MROCZKA.E J 

8803020194 

50 245 

F 

MISSAL MJ 

0803160051 

50 322 

G 

MROCZKA.E J 

8803020194 

50 245 

F 

MITTENBERGER.S 

8803070155 

50-272 

R 

MROCZKA, EJ 

0803030041 

50 423 

F 

MIYAMOTO.F 

8803280013 

yPORTLIC 


MROCZKA.E J 

8003030041 

50 423 

F 

MOFFATT.L W 

8803010063 

50-302 

S 

MROCZKA.E J 

8003030061 

50 213 

F 

MOFFATTLW 

0803030189 

50-302 

S 

MROCZKA.E J 

08030-10245 

50 423 

F 

MOFFATT.LW 

8803030301 

50 302 

S 

MROCZKA EJ 

6003040245 

50 -123 

F 

MOFFATT.L W 

8603160065 

50 302 

S 

MROCZKA EJ 

8003040265 

50 213 

F 

MOFFATT.L W 

0G0329D263 

50-302 

s 

MROCZKA EJ 

0803070237 

50 423 

f 

MOLERRB 

6803230268 

WASTE RES 

MROCZKA.E J 

0803070237 

50 423 

F 

MOLLER.B 

6704300148' 

50 3112 

H 

MROCZKA.E J 

8003000055 

50 423 

F 

MONTFORDCW 

6803210486 

XPORTLIC 


MROCZKA.E J 

0003000055 

50 423 

F 

MONTFORD.CW 

8803210496' 

XPORTLIC 


P,.inOCZKA,E J 

8OO3O80OBO 

50 213 

F 

MONTGOMERY.J L 

8803080371 

70 734 


MROCZKA.E J 

B803 080080 

50 213 

F 

MONTGOMERY JL 

80O3O8O3BO' 

70 731 


MROCZKA EJ 

8803080000 

50 213 

F 

MONTGOMERY JL 

8Q031 60-100 

70 1359 


MROCZKA.E J 

0003080136 

50 336 

F 

MONTGOMERY JL 

8803160185 

70 1 257 


MROCZKA.E J 

6803000136 

50 336 

F 

MOORE.J 

6803230134* 

50 445 

E 

MROCZKA.E J 

8003000180 

50 213 

F 

MOORLJE 

8803210096 

50 -145 

G 

MROCZKA.E J 

8003000*00 

50 213 

F 

MOORE JE 

8803210166 

50 445 

G 

MROCZKA.E J 

8003000188 

50 213 

F 

MOORE JE 

8603210176* 

50 445 

G 

MROCZKA.E J 

8003080206 

50 245 

F 

MOORE JE 

0803290078 

50 445 

G 

MROCZKA.E J 

8803080206 

50 245 

F 

MOORE, RN 

BB03020212 

XPORTLIC 


MROCZKA.E J 

8003080300 

50 336 

f- 

MOORE fl N 

6803030207 

XPORTLIC 


MROCZKA.E J 

0803080300 

50 336 

F 

MOORE R N 

8803030209 

XPORTLIC 


MROCZKA.E J 

8803090210 

50 336 

C 

MOORE R U 

8B030-10012 

XPORTLIC 


MROCZKA.E J 

0003090210 

50 336 

G 

MOORE RN 

8B01290158 

one 


MROCZKA.E J 

3003150361 

50 213 

P 

MOORE R N 

0803200166 

ORG 


MROCZKA E J 

3003160001 

50 213 

F 

MOORE, R N 

6803200175 

one 


MROCZKA.E J 

8003230085 

50 213 

P 

MOORE, R N 

8803290179 

ORG 


MROCZKA.E J 

8003230093 

GO 245 

S 

MOORE SE 

8003280 19-r 

50 445 

E 

MROCZKA.E J 

8003230093 

50 245 

s 

MOOSE J M 

6603140240 

50 -163 

R 

MROCZKA E J 

3803290165 

50 213 

R 

MORAN,DH 

6003180175 

50 260 

P 

MROCZKA E J 

8803290183 

50 245 

R 

MORAN,OH 

6003210323 

50 259 

P 

MROCZKA.E J 

8803290183 

50 245 

R 

MORAN,T R 

0803220240 

50 346 

J 

MULDER H U 

8003070370 

50 62 

P 

MOREAU, WN 

8803220151 

50 317 

J 

MULDER, n U 

0003170236 

SO 62 

s 

MORELL,LD 

8003040 103* 

50 146 

A 

MULDER, R U 

8803310273 

PRM 


MORELL,CD 

8603040188* 

60 445 

A 

MUILER.DR 

8003010310' 

SO 237 

p 

MORELL,CD 

8003040 199* 

50 445 

A 

MULLER, on 

8003020231 

50 295 

P 

MOREl.L C D 

8803040203* 

50 -145 

A 

MULLER, DR 

8803030137 

50 295 

P 

MOnGAN,H E 

8802260022 

50-361 

S 

MULLER, D n 

6003030145* 

50 295 

P 

MORGAN, H E 

8603010153 

50-206 

n 

MULLER.DR 

8003030212* 

50 249 

p 

MORGAN, H E 

8003010193 

50-362 

S 

MULLER, DR 

8003070332* 

50 373 

p 

MORGAN, H C 

8803030106 

60-36 1 

S 

MULLER.D R 

6803090050 

50 461 

Q 

MORGAN, H E 

8803030211 

50 206 

R 

MULLER.DR 

8003090165* 

50 461 

P 

MORGAN, H E 

8003070013 

50-206 

S 

MULLER.DR 

8803140212 

60 373 

P 

MORGAN, H E 

880307010-1 

50-206 

R 

MULI ER.DR 

6003140241 

50 37J 

p 

MORGAN, H E 

8803070140 

50-362 

R 

MULLER.DR 

6003150201 

50 205 

P 

MORGAN, H E 

8803070266 

50-206 

R 

MULLER.D R 

8003150238* 

50 366 

p 

MORGANiH E 

8803140333 

50-206 

F 

MULLER.DR 

0803210334* 

50-373 

P 

MOflGAN,H E 

6803140335 

50-206 

F 

MULLER.DR 

8803260120* 

50-461 

p 

MORGAN, H E 

6803150109 

50-362 

S 

MULLER.DR 

8603290170 

50-461 

p 

MORGAN, H E 

6803160279 

50-361 

S 

MULLER.DR 

8603290320* 

60-461 

P 

MORGAN H E 

8603230006 

50-361 

R 

MULLER.DR 

6603310293* 

50-454 

p 

MORGAN, H E 

6603230007 

50 206 

R 

MULLETT.D J 

6803160119* 

50-271 

G 

MORGAN, H E 

6803200046 

50 361 

S 

MULLETT.D J 

0803160131' 

50-271 

G 

MORGAN, H £ 

6603280125 

SO 362 

S 

MULLIKIN.n P 

0803140039* 

50-205 

Q 

MORGAN, H E 

8603280146 

50 361 

S 

MULLINS, CE 

0603240353 

50-445 

Q 

MORGAN, H E 

6003300415 

50 351 

F 

MUNSON.L F 

0603010076* 

50-320 

Q 

MORGAN,H E 

8003310174 

50 206 

P 

MUNSON, SC 

8603010306 

70-925 


MORGAN,RE 

0603020010 

50 261 

fl 

MUNSON, SC 

8803030030 

40-8027 


MORGAN, R E 

0003020056 

50 261 

S 

MUNSON.se 

0803040345 

40-8027 


MORGAN, R E 

8803030088 

50 261 

R 

MURLEY.TE 

8506030530* 

FOIA 


MORGAN, R E 

0003070007 

50 261 

R 

MURLCY.TE 

8506030532* 

FOIA 


MORGAN, R E 

8003070020 

50 261 

S 

WUflL£Y.T E 

8603070392 

ORG 


MORGAN,RE 

0803070123 

50 261 

F 

MURLEY.T E 

8803090056 

50-490 

P 

MORGAN, R E 

8803110152 

50 261 

P 

MURLEY.TE 

8803150049 

ORG 


MORGAN, R E 

8803140075 

50 261 

R 

MURLEY.T E 

8003 100189 

50-498 

P 

MORGAN, R E 

0803160193 

50 261 

S 

MURLEY.TE 

□B032 10072 

50-528 

Q 

MORGAN R E 

8803210051 

SO 261 

Q 

MURLEY.T E 

8603210076* 

50 528 

Q 

MORGAN n E 

8003250172* 

50 261 

V 

MURLEY.T E 

8803210078* 

50 528 

0 

MORGAN,W 

0803070325 

50 10 

P 

MURLEY.TE 

8803210281 

so 271 

p 

MORGAN, W E 

8803140410 

NURHG 


MURLEY.TE 

8803210422 

50 498 

p 

WORGAN,W E 

800322040) 

50-237 

J 

MURLEY.TE 

8B032 10427 

50-312 

p 

MORGAN, WE 

8803230105 

50-237 

P 

MURLEY.T E 

6803220184 

50-341 

G 

MORGAN, WE 

6803300356 

50 237 

Q 

MURLEY J E 

6803220199* 

50 341 

G 

MORRILL, VW 

8603250090 

40-8698 


MURLEY.TE 

6803220404 

50 293 

F 

MORRIS,(3 M 

8803140427 

PFOJ 


MURLEY.TE 

8803240141* 

FOIA 



AUTHOR ACCESSfOM SUBJECT 

NUMBER CATEGORY 


MURLEY.TE 

8003240371 

ORG 


MURLEY.T E 

0803250034 

50 312 

G 

MURLEY.T E 

8803250048* 

50 312 

G 

MURLEY.T E 

8003250037 

ORG 


MURLEY.T E 

8003250220* 

50 312 

G 

MURLEY.T E 

8803280063 

50 498 

P 

MURLEY.T E 

8803280202* 

50 490 

P 

MURLEY.T E 

0803290032* 

50 498 

P 

MURLEY.T E 

8803300240 

50-312 

P 

MURLEY.T E 

8803300261' 

50-312 

P 

MURPHY.K G 

8803170232* 

50-272 

Q 

MURPHY.M E 

8003030152* 

50-190 

Q 

MURPHY.W P 

8803070270 

50-271 

P 

MURPHY, WP 

8803000190 

50 271 

P 

MURPHY.W P 

8803090034 

50 271 

P 

MURPHY.W P 

0803140003 

50 271 


MURPHY.W P 

8803250120 

50 271 


MURPHY.W P 

0803290093 

50-271 

0 

MURRAY.B 

0003030159* 

50 -182 

0 

MURRAY.B 

0803030171* 

50 -182 

Q 

MURRAY.B 

8803070386* 

50 -145 

0 

MURRAY.B 

8803170000* 

50 285 

Q 

MURRAY.B 

8803210292 

50-302 

S 

MURRAY.B 

8003250050* 

50-72 

Q 

MUSOLF.D 

8003010007 

50-202 


MUSOLF.D 

8003010012 

50-263 

p 

MUSOLF.D 

8803010174 

50 263 

Fl 

MUSOLF.D 

0803010189 

50-263 

P 

MUSOLF.D 

0803010196 

50 263 

P 

MUSOLF.D 

0803040089 

50 263 

P 

MUSOLF.D 

8803080027 

50 263 

S 

MUSOLF.D 

8803000252 

50 263 

P 

MUSOLF.D 

8003000256* 

50 263 

P 

MUSOLF.D 

8003150132 

50 202 

R 

MUSOLF.D 

0803150137 

50 ?63 

R 

MUSOLF.D 

0803240104 

50 202 

F’ 

MUSOLF.D 

0803280025 

50 2Q2 

S 

MUSOLF.D 

0803200101 

50 202 

C 

MYERS, C J 

0803010157' 

50 312 

0 

MYERS, H 

0803030018' 

POJA 


MYERS.J F 

8003140406 

NUREG 


MYERS, L F 

0003000270' 

CONTF1ACI 

f 

MYRADO.A L 

8003150137 

50 263 

11 

NADEAU.J 

0803220003 

Wise 


NAIK.J A 

0802290253 

50 327 

s 

NAIK.JA 

0002290282 

50 327 

s 

NAIK.J A 

0803070017 

50 3?/ 

a 

NAIK.J A 

0003140403 

50 3?n 

s 

NAIK.J A 

8003240001 

50 J2/ 

s 

NALEPKA.D S 

80030 1 04 13 

50 305 

s 

NAPOLITANO.O G 

0802230413* 

50 309 

p 

NARDI.A J 

0803010290 

70 1151 


NARDI,A J 

0803010292 

70 1151 


NARDONE.P 

8803140155 

50 443 

R 

NAUMAN.OA 

8603030227 

50 395 

fl 

NAUMAN D A 

8803040J24 

50 395 

fl 

NAUMAN.O A 

8803070227 

50 395 

s 

NAUMAN.D A 

8803150033 

80 395 

F> 

NAUMAN.DA 

0803 150200 

50 395 

V 

NAUMAN.D A 

0803180106 

50 395 

R 

NAUMAN.OA 

8003210161 

GO 395 

1 

NAUMAN.OA 

8003220122 

50 095 

F 

NAUMAN.O A 

8003220213 

50 395 

r 

NAUMAN.D A 

8803220472 

50 395 

s 

NAUMAN.D A 

0803240325 

60 395 

p 

NAVE.E D 

8803020162 

50 259 

s 

NAVE.E D 

8003110091 

50 250 

s 

NEIGHBORS.J D 

0003080061' 

50 286 

p 

NEIGHDORS.J D 

8803240220 

50 286 

0 

NEISLER.J H 

8002250311* 

50 237 

Q 

NEISLER.J ) 1 

0803160065* 

50 456 

0 

NEJFELT.G M 

0003290162* 

50 263 

V 

NELSON.J 

0803160215 

50 400 

r 

NELSON, R T 

0603020209 

50 103 

Fl 

NERSES, V 

0003240367 

50 443 

r 

NEW6URGH.G 

0803150127 

50-245 

fl 

NEWCOMB, R R 

0803290109 

XPORTLIC 


NEWMAN, J R 

0803160106 

50-490 

G 

NEWMAN .J R 

0803160106 

50-490 

<1 

NEWMAN, J R 

0003230044 

50-498 

G 

NEWMAN, J R 

8003230044 

50 498 

G 

NEWMAN,J R 

0803230047 

50 445 

G 

NEWSOME, R W 

0803160379* 

50-321 

0 

NEWTON.G J 

0003020251 

NUREG 


NEWTON, T H 

8002180191 

50-134 

F 

NlCHOLAS,J B 

8003030171’ 

50-482 

0 

NICHOLAS.J B 

8003070386* 

50 445 

O 

NICHOLS.R T 

8803030010 

NUREG 
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AUTHOR 
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AUTHOR 


NUMBER 
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NCHOLSON.L E 

8003160100* 

50 280 

Q 

PALAST.G A 

rj 'IITZ.R L 

8803150367* 

50 307 

Q 

PALAST.G A 

r;OAKES.R C 

8803 1^10173* 

CONTRACT 


PALAST.G A 

f,OLTE.MC 

8B032501 1 1 

40 6622 


PALAST.G A 


8003040297 

50 412 

S 

PALLADINO.NJ 

ftOONANJ P 

08032801 n 

50 412 

S 

PALOWINO.F G 

I.C30NANJ P 

8B03280165 

50 412 

S 

PALOWINO.FG 

nopd.r h 

8B03240017* 

roiA 


PALOMINO, F G 

NORO.R h 

8003240038* 

roiA 


PALOMINO, F G 

rJORDERHAUG.L 

8003080304 

50 312 

S 

PALOMiriO.F G 

?,0PELIUS,C E 

8803080350 

50 255 

O 

PALLJSAMY.S S 

\ORMAN DE 

88030302G6* 

50 450 

Q 

PAOLINOR J 

nORMAN,DE 

0803160315* 

50 482 

Q 

PAOLINOn J 

NORMANDEAU.R D 

8803200062’ 

50 445 

E 

PA PAN ICG 

SORRKOLM.L J 

8803010349 

50 27? 

P 

PA PAN 1C G 

NOR R HOLM, L J 

0003140014* 

50 346 

0 

P A PAN 1C. G 

NORRIS, B 

8803140006* 

50 443 

V 

PA PAN 1C. G 

NOflRIS,BS 

8803220015* 

50 423 

V 

PAPANIG.G 

NORRIS,a S 

8603220165* 

50 ?0 

V 

PAQUETTE jr 

[iORRIS,J A 

0003170272 

50 295 

P 

PARIHIDM 

fxORTH,H S 

8003080385* 

50 520 

Q 

PARIS.O H 

hORTH.HS 

8803220145’ 

50 520 

Q 

PAFIKMILL.RW 

NORTH PJ 

8803140010 

50 269 

S 

PARKS.C V 

rionTH,p J 

0Q0316O2G5 

50'269 

S 

F>ARl DR WC 

NORTH,P J 

8803220466 

50 269 

S 

PARRY, W E 

NORTHROP A K 

BB030 10381 

50 136 

S 

PAR T LOW. J G 

NOVACHEK ,F J 

8003100199 

50 26/ 

S 

F^APIULIS.P J 

NOVACHEK,F J 

0803210409 

50 267 

R 

I’ASCIAK.W J 

NOVAKJ 

8803030100* 

50 327 

P 

PASCIAK.W J 

NOVAK,T W 

0801170235 

50 312 

P 

F^ASCIAK.W J 

0 SRIEM.J 

800329000/* 

50 20b 

Q 

PASCJAK.W J 

OCOMWELL,RL 

B003150235’ 

roiA 


PASHAYAN.C 

OCONNOP.D J 

0803170319 

50 54 

J 

PASTIS.t 1 N 

OCONNOR.DJ 

8803310013 

50 3 

J 

PASTIS j 1 N 

O’CONNOR.P 

0803070100 

50 40? 

P 

PASl IS.H N 

OCONNOR.PW 

8801030 1 94 

50 40? 

P 

PASTIS MN 

OCONNOR.PW 

8001040207 

50 402 

Q 

PASTVA.M J 

OCONNOR.PW 

000321035/ 

GO 48? 

0 

PASIVA.M J 

OCONNOn.WT 

Q003250193 

rOPREP 


PASTY A. W J 

OLOUQLIN.JB 

080329001/ 

ORG 


PASTVA.M J 

0NE1LL,K 

8803080202 

50 322 

11 

PASTVA.M J 

OBENCHAIN,C P 

8803280095* 

50 ?9 

P 

F^ASrVA M J 

OaDEN,FL 

8001280 178* 

50 445 

E 

PAIE.RJ 

OHVAWAJ 

8001250203 

XPOHTLIC 


PATE.RJ 

OLOHAW,JG 

BB03230 155 

wAsri: MG r 

PATF.R J 

0LENiCK,C 

080125022/ 

WASTE Mfif 

PA1E„FIJ 

OLIPflANT.VN 

0803290 151 

50 530 

n 

PAlE.flJ 

OLIVHRAAV 

88012200/6* 

50 219 

Q 

PAn-.R J 

OLIVER.JJ 

880323014/* 

50 445 

E 

pAic.n J 

OLIVER.WA 

0B0316015G* 

50 438 

Q 

PATEI.n J 

OLIVER.M S 

0803010010 

NUREG 


PATC.RJ 

OLMSTEAD.C A 

0803080401 

50 344 

S 

PAiii.nj 

OLMSTEAD.C A 

0803140084 

50 344 

n 

PATEL.C 

OLMSTEAD.C A 

0n03 160220 

50 344 

B 

PATEL.C P 

OLOSON.G M 

80010001/1 

GO 263 

J 

PATGL.C P 

OLSEN.T T 

08031001 18 

40 1341 


PATEUCP 

OLSHAN.L 

0001310289 

50 454 

P 

PAT EL.C P 

OLSHANXN 

0803150116 

50 454 

P 

PAIEL.N 

ORSER.W S 

8803140180 

50 341 

b 

PATRICK.WC 

ORSER.W S 

8803180096 

50 34 1 

R 

rwniCK,wc 

onsER.w S 

0801210014 

50 341 

S 

PAIRICK.WC 

OSBORfJ.T G 

8003240467 

40 0904 


PATRICK.WC 

OSTER.J 

0803010008 

50 454 

J 

PATRICK.WC 

OSTER.J 

0803040109 

50 10 

J 

PATRICK.WC 

OSTRANDER, FW 

8001090091 

50 443 

G 

PATTERSON.CA 

OSTRANDER.F W. 

8803160094 

50-443 

G 

PAITEHSON.D 

OSTRANDER.F W 

0003160094 

50 443 

G 

PATTEHSON.J P 

OSTRANDER.rW 

8003160094 

50 443 

G 

PATTERSON.J S 

OSTRANDER.F W 

0003160094 

50 443 

G 

PAUL.R A 

OSTRANDER.F W 

8003200072 

NUREG 


PAULK.G L 

OTTNEY.E F 

0803110052* 

50 49B 

P 

PAULSON, W A 

OVERSTREET, J D 

8803290029* 

50 298 

F 

PAULSON.WA 

OWCZARSKLP C 

8803310200 

NUREG 


PAULSON.WA 

OWEMS.JC 

0003280191* 

CONTRACT 

PAULSON.WA 

OXSEN,A L 

0603160216 

50 397 

P 

PAULSON.WA 

PACIOLLA.PC 

0003310037 

50 322 

G 

PAUl SON.WA 

PACKARD.QC 

8003170076 

50 255 

R 

PAULSON.WA 

PADDVAN.LM 

0003000119* 

50 275 

Q 

PEARRING.J R 

PA6E.M 

88030802/9 

CONTRACT 

PEARRING.JR 

PA6E,W 

8803090057 

CONTRACT 

PEARSON,J r 

PAGE.M 

0803140160 

CONTRACT 

PEDERSEN, RL 

PAGE.M 

0803220360 

CONTRACT 

PEEOLES.TA 

PAGE.M 

8803220439 

CONTRACT 

PEE8LES.TA 

PAGE.M 

8003240463 

CONTRACT 

PELKE.P 

PAGE.M 

8003250194 

CONTRACT 

F^ELLETIER.JP 

PAIRITZ,J P 

0003090207* 

50 254 

S 

PENA.S 

PALARD.A D 

8803040086 

50 400 

R 

PHNNINGTON.W S 

PALAST.G A 

8003010257 

50 322 

Q 

PEPPER.S E 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8803020014 

50 322 

P 

PEREIRA.Da 

8803290009' 

50 314 

Q 

8803080120 

50 322 

P 

PEREZ.GP 

8803010157' 

50 312 

Q 

88030B0128 

50 322 

P 

PeRKINS,K E 

8003030053 

50 1 ir> 

P 

8803150252 

50 322 

P 

PERKINS,K E 

8803030220* 

50 331 

P 

8502010139' 

FOIA 


PERKINS.K E 

8003070265* 

50 34b 

P 

8803070027 

50 322 

G 

PERKINS, K E 

8003099046* 

50 346 

P 

0803110016 

50 322 

G 

PERKINS.K E 

8803090186* 

50 2C6 

P 

8803140116* 

50 322 

G 

PERKINS.K E 

8803110062 

50 440 

P 

8803140127* 

50-322 

G 

PERKINS KE 

080315031 1 

50 440 

Q 

8803210114 

50-322 

G 

PERKINS.K e 

8803160257* 

50 346 

P 

8803160355* 

50-338 

P 

PERKINS.K E 

8803210168 

50 440 

P 

0803160195* 

50 390 

O 

PERKINS.K E 

8803210369* 

50-3 16 

P 

a8ra?Q0060‘ 

50 353 

0 

PERKINS KE 

8803240160’ 

50 305 

P 

8802290009 

50 29 

P 

PERKINS.K E 

8803260301 * 

50 305 

P 

B00229002Q 

50 29 

R 

PERKINS.K E 

0803260303* 

50 440 

P 

8003010402 

50-29 

P 

f’ERKlNS.K E 

8803300343* 

50 346 

P 

8003070260 

50-29 

n 

PERRIN JS 

8803020122* 

50 2Cf) 

P 

8003070351 

50-29 

R 

PERRIN J S 

8803020 IPS* 

50 301 

P 

8003300292 

50-277 

P 

PERSINKOD 

8003150095" 

50 220 

0 

8003260178* 

50 445 

E 

PETERS T G 

8003010230 

50 336 

R 

BB03140129 

50-322 

G 

PETERSEN H E 

8803240352 

60 205 

J 

8709030173* 

50-327 

0 

PETERSON.CH 

0003020240 

WASTE MGT 

8003020241 

NURCG 


PETERSON.CH 

8003260317 

WASTE RES 

8001300457 

SECY 


PETERSON.M R 

0003020058 

XPORTl IC 


8003090059* 

CONTRACT 


PETEHSON.M R 

8QOT020206 

XPORTl IC 


0803160207 

QA999 


PETERSON M R 

8003020244 

XPORTLIC 


0003090098 

50 336 

S 

PETEHSON.M R 

6003010196 

XPORTl IC 


0803010093* 

70 1100 


PETERSON, M R 

8003040200' 

XPORTUC 


0803140293* 

50 352 

0 

PETERSON M R 

8003080314 

XPORTl IC 


0003150302* 

50 213 

o 

PETERSON, FA R 

8003140044 

XPORTLIC 


O0O322O4OB* 

59 362 

Q 

PETERSON, M R 

8803140071 

XPORTLIC 


0603250200* 

COMMFSSIO N 

PETEHSON.M R 

8003140147 

XPORTUC 


0603140244 

50 269 

P 

PETERSON, M R 

8803140107 

XPORTLIC 


0803210181 

GO 269 

P 

PETERSON, M R 

8803140207 

XPORTUC 


0803210300 

50 269 

r 

PETEHSON.M R 

0803210310 

XPORTLIC 


8603250201 

50 269 

p 

PETERSON M R 

8803210321 

XPOFITLIC 


80O3O3OMO 

50 325 

s 

PETERSON.M R 

0803280112 

XPORTUC 


6603 1001 84 

50 324 

s 

PETEHSON.M R 

0803280171 

XPORTLIC 


8601140373 

50 324 

s 

PETERSON MR 

0803280193 

XPORTLIC 


0603230020 

50 325 

s 

PEFERSON.W R 

0003280200 

XPORTUC 


0603240020 

50 325 

s 

FTJERSON.M R 

0003280222 

XPORTUC 


8603290042 

50 324 

s 

PE TERSON.M R 

8003260208 

XPORTUC 


6803010176 

60 530 

Q 

PETERSON M R 

8B0329017! 

XPORTUC 


6(103160402 

50 351 

V 

PETERSON.M R 

0603230108 

XPORTLIC 


61103240033 

50 520 

V 

PETERSON.M R 

8803290129 

XPORTLIC 


6803200279 

50 312 

Q 

F'ETERSON.M R 

8603100056 

XPORTUC 


6003290002 

50 528 

Q 

PETERSON.M R 

8803300140 

XPORTUC 


6 BO 32900 10 

50 275 

0 

PETERSON.M R 

0603300153 

XPORTUC 


0601290012* 

50 275 

Q 

PETERSON.M R 

0603300335 

XPORTLIC 


6H03290044 

50 508 

Q 

PETERSON M W 

0603170104 

50 456 

R 

880.1290050 

50 528 

Q 

PETERSON.N S 

080328029 r 

50445 

E 

6003290051 * 

SO 528 

0 

PETHOSINO.J J 

0603010455 

QA999 


600329016/ 

SO 280 

P 

PETROSINO.J J 

0603290395* 

QA999 


8801140199 

50 280 

P 

PETTENGILL.H J 

0603040326 

40 891 1 


0803220052 

50 280 

P 

PETTENGILL.H J 

0803070010 

40 8914 


6803240449 

50 280 

P 

PETTENGILL.H J 

0603160231 

40 299 


6803290107* 

50 289 

P 

PETTENGILl .H J 

8003180245 

40 6698 


6803250219 

10 8992 


PETTENGILL.H J 

0603230190 

40 6504 


8803100139 

WASTE MGT 

PETTENGILL.H J 

8003230211 

40 6659 


8803 1001 40* 

WASTE MGl 

PETTENGILL.H J 

0603230222 

40 6004 


3003110063 

WASTE MGT 

PETTENGILL.H J 

0803210004 

40 3453 


0003110157 

WASTE MGT 

pettengill.fi J 

080324Q021 

40 6904 


8003220344 

WASTE MGT 

PETTENGILL, H J 

0803240195 

40 6659 


Q003230262 

WASTE MGT 

PETTENGILL,H J 

0803240304 

40 3453 


8803170200* 

50-250 

Q 

PETTENGILtFI J 

0603240313 

40 608.4 


0803230059 

50-528 

1 

PETTENGILL.H J 

0803240350 

40 299 


8303140306* 

50-255 

Q 

PETTENGILL.H J 

0603240363 

40 6661 


8803200264 

50-334 

P 

f^ETTENGILL.H J 

0803240445* 

40 6909 


8803220298* 

50-116 

O 

PETTENGILL.H J 

6603240461 

40 3453 


8803170200* 

50-259 

O 

PETTENGILL.H J 

6603240474* 

40 3453 


8003070160 

50-458 

P 

PETTENGILL.H J 

B0O324O191 

WASTE MGT 

8803070199 

50 458 

0 

PETTINGILL.HJ 

8B0324O246 

40 6905 


88031001711 

50 458 

p 

PETTIS.R L 

G00318Q045* 

QA999 


880321 0094 

50 458 

p 

PETTI S.R L 

6003220467* 

OA&99 


0803210177 

50 458 

Q 

PFAFF.SJ 

8 BO 3 099055 

40 6659 


B803300279 

50-458 

P 

PFANNER.HG 

680-3300197 

50 30 

R 

08033004 1 6 

50 450 

P 

PHILIPPACOPOULO 

0803090227 

NUREG 


8803260210 

WASTE MGT 

PHILIPPACOPOULO 

6003180259* 

50 508 

A 

8803280272 

WASTE MGT 

PHILLIPS.HS 

0803220188* 

50 445 

Q 

8803220202 

50-271 

J 

PHILLIPS.HS 

0803290422* 

50 445 

Q 

8003170080* 

50-285 

Q 

PHILLIPS, M P 

8003240061 * 

50 295 

O 

8003160099* 

50-269 

Q 

PMILLIPS.WC 

6602290265 

50 285 

S 

8003250157* 

50-269 

0 

PHILLIPS, WC 

B603010Q60 

50 285 

s 

0003070375 

50 341 

S 

PHILLIPS, WC 

8003110009 

50 285 

5 

0003100081 

50-271 

s 

PICK.G A 

6003210374’ 

50 321 

0 

0003260337 

XPORTUC 


PICK.G A 

8603210303* 

50 49B 

Q 

0803300055 

40-7102 


PICKLE JJ 

8003100006* 

50 498 

H 

0803080476 

NUREG 


PIERCE, R N 

8603100135 

WASTE MGT 



306 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

number 

SUBJECT 

CATHGOq- 

nrjhO'/rKZDM 

GBOl 150116 

50 423 S 

OUERIO.RE 

8003220277 

50 457 

S 

RIVENBARK.G 

8803280008 

50 354 

PINhOi.VJTZ,3 M 

fiB03t603l9 

50 423 S 

RAG HAVE N,L 

8803200267' 

50-145 

E 

RIVENBARK.G W 

0803150236 

50 36c 

PIRTLEGL 

E8r)10P('362* 

50 255 Q 

flAWSEY.C 

8803280281* 

50 312 

Q 

RIZVI.SH 

0603000419 

50 283 

PIRTLEGL 

H8O3H0J14' 

50 451 Q 

RAMSEY.S 

8803290004* 

50 528 

Q 

ROBER rS,J P 

8803140430 

50 20") 

PIRTLEG L 

06032203^:9' 

50 483 Q 

RANDALL DL 

0803080159 

PT21 


ROBERTS, J P 

8003150204 

PBOJ 

PITTS M 

6003030110' 

COfiTRAOT 

RANDAZZAJB 

8003080342 

50 309 

P 

flOBERTS.J P 

0003290114 

PHOJ 

PITTS YM 

B0O315O1CB' 

CONTRACT 

RANDAZZO J A 

8003040101 

50 209 

S 

ROBERTS.J P 

0003290128* 

PflOJ 

PLAYTOM S 

8803210477* 

10 8901 

RANKIN, R 

8803040190* 

50 445 

A 

ROBERTS.J P 

0003310096 

PflOJ 

PLEMEVViCZn 

8803080513 

50 451 S 

HASMUSSEN.T C 

8B03220116 

NUREG 


R08EY.R A 

0003100093 

50 25J 

PLEfJlEWtCZR 

0803140167 

50 454 fl 

RAWLINGS.J C 

8803150313' 

50 397 

P 

ROBEY, R A 

080321015? 

50 254 

PLENIEVVICZ.R 

0803180071 

50 455 S 

RAWLINGS, J C 

0803150320* 

50 397 

P 

ROBINSON, K W 

0003000220* 

CONTRi' ' 

PLENlEWirZR 

0803240438 

50 454 R 

RAY.M J 

0803010450 

5C 327 

0 

ROBINSON.K W 

0803150108* 

COMTR-i ' 

PLETTNER E A 

8003170160' 

50 198 0 

RAY.M J 

0003040129 

50 327 

0 

ROBINSON.W L 

0003200357 

xpqrtl 

PLIMl G J 

8603080381* 

50 10 R 

RAY.M J 

0003040135 

50 327 

Q 

nOQINSON.WL 

8003200357 

XPORIl " 

PLIMLG J 

88030001 10 

50 295 R 

RAY.M J 

0003040148 

50 327 

Q 

ROBINSON.W L 

0003290243 

XPORTl : 

PLIWLG J 

0303160315 

50 295 fl 

RAY.M J 

8803040149 

50 327 

0 

ROBINSON.W L 

0B03290243 

XPOR^l 

PLUGGE 0 L 

8803030200' 

CONTRACT 

RAY.M J 

0803040166 

50 327 

Q 

ROBINSON.W L 

BB03290243 

XPORTL C 

PLUMLEe,G L 

8003170215’ 

50 112 P 

RAY.M J 

0803010170 

50 327 

Q 

ROBINSON.W L 

0003200243 

XPORTl 

PIUWLEE G L 

8003240286 

ORG 

RAY.M J 

0803070055 

50 327 

0 

ROBINSON.W L 

0003200243 

XPORTL ' 
XPORTl : 

PLYS M 

8803160145' 

FOfA 

RAY.M J 

0003070102 

50 327 

0 

ROBINSON.W L 

0003290267 

PODRACh Y M A 

8803020129 

XPORTLIC 

RAY.M J 

8803000130 

50 J27 

Q 

ROBINSON.W L 

0001290267 

XPORTL': 
XPORTL : 
XPORTL'': 

PODRACKY.M A 

0803020133’ 

XPORTLIC 

REAOR 

8802250297' 

50 143 

Q 

ROBINSON.W L 

0003290267 

PUHLE.J A 

0803020181 

WASTE WGT 

REAVIS, J A 

8803100046 

50 269 

n 

ROBINSON.W t 

0003290267 

POHLEJ A 

8003070111 

WASTE RES 

REAVIS.JA 

0803180103 

50 3G0 

fl 

ROBINSON.W L 

0003290267 

XPORTL ~ 

POHLE.J A 

8003280205 

WASTE RES 

REAVIS.JA 

0003180107 

50 413 

fl 

ROBINSON.W L 

BG03300455 

XPORTLIC 


POHLE.JA 

8803290276 

WASTE RES 

POHLOD.C S 

0803010409 

50 151 

R 

POLIS.T 

0003020301 

50 322 

R 

POLKPJ 

8600190316* 

FOtA 


POLLACK M J 

8003 1604 16 

50 272 

S 

POLUCK.M J 

8803170275 

50 311 

S 

POLLACK.MJ 

0803210111 

50 311 

S 

POLLACK, MJ 

0803220450 

50 272 

S 

POLLACK.MJ 

8003230073 

50 272 

S 

POLLACK.MJ 

8B03290270 

50 272 

S 

PORTNER.L 

B803290302 

COMMISSION 

PORTNER.L 

0803290307 

COMMISSION 

POSPISIL.J V 

8003090024* 

50 327 

P 

POTAPOVS, U 

8003180045' 

QA999 


POTOPOVS.U 

0803220167* 

QA099 


POTTER 

08031502/5' 

FOIA 


pons.R 0 

8003280347 

40 3453 


PQTTS.R D 

8003200357 

40 3453 


POTTS R D 

8003290085 

40 3453 


PQULK.R M 

0803010105 

50 325 

S 

POWELL, J M 

0003090335 

50 369 

s 

POWELL.T B 

0003160270* 

50 390 

0 

POWERS, CM 

8003030270 

50 397 

R 

POWERS.G M 

0803000374 

50 397 

S 

POWERS.C M 

0803090226 

50 397 

R 

POWERS.C M 

8803140153 

50 397 

S 

POWERS.C M 

8003140157 

50 397 

S 

POWERS.C M 

8803150338 

50 397 

s 

POWERS.C M 

0803220119* 

50 397 

P 

POWERS CM 

0803230003 

50 397 

S 

POWERS.C M 

8003240066 

50 397 

S 

POWERS, DA 

B803210195 

l&E 


POWERS.DA 

6803250050* 

50 72 

0 

PRELUJ 

0002290205* 

SO 286 

0 

PRENDBRGAST.K 

0003160199' 

70 1257 


PRESTHOLT.P T 

6803010075 

WASTE MGT 

prestholt.pt 

6803010095 

WASTE MGT 

prestholt.pt 

6803100163 

WASTE MGT 

PRESTHOLT.P T 

0803100191 

WASTE MGT 

PRESTHOLT.P T 

090318004? 

WASTE MGT 

PRESTON.BA 

6803220230 

50 272 

H 

PREVATT6.R L 

8803200099* 

50 395 

Q 

PRICE.JM 

8B03080076 

50 483 

s 

PULLANI.S 

6003220379* 

50 412 

Q 

PUPIIS.A 

0803020292* 

50 315 

R 

PUZEY.A M 

8003180155 

50 344 

F 
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STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 

STEWART.W L 
STEWART.W L 
STEWART.W I 
STEWART.W L 
STEWART.W L 

STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 

STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 

STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 

STOCK. A J 
STODDART.PG. 
STOFFEL.JW 
STOMR,JP 
STOHR.J P 

STOHR.J P 
STOHR.J P 
stohr.jp 
stohr.jp 

STOHR.J P 

STOHR.J P 
STOHR,J P 

stohr.jp 

stohr.jp 

STOLZ, J F 

STOLZ.J F 
STOLZ.JF 
STOLZ.J F 


8003010305 

0003010423 

08O3O2OO7G 

880307C008 

8D03070236 

0003070374 

0603070303 

0603080008 

6803080114 

86030B0179 

0003080203 
0003140062 
0803140229 
8803 140337 
8003140341 

0803140349 
B8031 60341 
8803170229 
8003170270 
0003170308 

6803180050 

6803180053 

8003210036 

8003210040 

0003210042 

0803220386* 

8B03220471 

8003230001 

8B03230120 

0003230194 

0803230204 

8003300190 

8003300233 

0003310140 

0803310150 

6003100150 

8803160312* 

0706230339* 

8B02290157 

8003160056 

0803160226 

0603160266 

0803160348 

8803160303 

8003180075 

0803250076 

8803250079* 

0803250323 

8803300162 

6803070151 

8003070173' 

0003150077' 

0603220140' 


50 200 

0 

50 280 

F 

50 338 

F 

50 330 

Q 

50 200 

R 

50 338 

P 

50 338 

P 

50 280 

Q 

50 330 

P 

50 200 

P 

50 280 

0 

50 280 

P 

50 338 

P 

50 338 

F 

50 280 

F 

50 338 

F 

50 338 

71 9208 

P 

50 339 

0 

60 330 

P 

50 200 

R 

50 338 

R 

50 338 

P 

50 338 

F 

50 330 

Q 

50 260 

F 

50 280 

F 

50 280 

P 

50 280 

F 

50 338 

P 

50 330 

P 

SO 336 

P 

50 280 

J 

50 280 

P 

50 280 

P 

WASTE MGT 
70 143 

50 269 

70 143 
TOPREP 

70 1113 
70143 
TOPREP 
70 1113 
70 1201 

P 

50 424 

Q 

50 424 

Q 

50 269 

Q 

SO 260 

0 

50 213 

P 

50 213 

P 

50 219 

P 

50 334 

P 


STRATMAN.R 
STRATMAN.fl 
STRAUS.D R 
STRAUS.O R 
STREETER, P 

STROME.R 
STROME.R H 
STRONSNIDER J 
STROSNIDEH.J 
STROSNIDER J 

STROSNIDERJ R 
STROSNIDER.J R 
STUART.M 
STURTECKY.K 
SU0RAMANIAN.T 

SUH.G Y 
SULUVAN.R J 
SVENSSON.B A 
SVILAR.D P 
SVILAR D P 

SWAMY.SA 
SWANSON.E W 
SWETUND.P 
SWETLAND.P 
SWETLAND.P 

SWETLAND.P 

SWETLAND.P 

SWETLAND.P 

SWETLAND.P 

SWETUND.P 

SWETLAND.P 0 
SWETLAND.P D 
SWETLAND.P D 
SWETUND.P D 
SWIFT.JJ 

SWIFT.JJ 
SWIFT.JJ 
SWOPE.O R 
SWOPE D R 
SYLVESTER.E 0 

SYLVIA.B n 
SYLVIA.B R 
SYLVIA.B R 
SYLVIA.B R 
SYLVIA.B R 

SYLVIA.B R 
SYiVIA.B R 
SYLVIA.B R 
SYLVIA.B R 
SYLVIA.B R 

SYLVIA.B R 
SVLViA.Bn 
SYLVIA.B R 


0803240391* 

0603300019* 

8603300393* 

0803310181 

8803310284* 

B0O331O3OO 

8002250415 

8003010158 

0003040049 

6803140149 

0803210265 

0003210539 

0803220077 

0803220267 

8603220153 

8603280291 
8803290374 
0803300137 
0803300308 
0 8030 1007 7 

8003210429 

0603290250 

0803290265 

6803290258 

6003290265 

8603150142* 

0803160435 

B803020254 

6803080295 

0003260002 

8003200021 

8003200109 

8803200130 

8003260173 

8803300049 

6803040042 

6003150050 

8803070164 

8803000463* 

8603140116 

0803310071 
0803310081* 
8803150195* 
8003080267* 
8003220041 ' 

0803160166* 

0803220246* 

8803150027* 

6803140216 

6003100040* 

8003150178* 

80O3OBO197 

8003010227 

8B03250132 

0803250132 

0803210005* 

B803090279* 

8002250406 

8002290035 

0602290282 

8803010013 
B8030 10029 
8803010361 
6003160069* 
8003220446* 

8002290273 
8803040097* 
8803150087* 
880321 005B* 
8803070297 

8803140223 

0803140352* 

8803150342’ 

8803150360* 

0803210242 

8803010255 

8803010387 

8003010420 

8003070331 

0803080130 

8803150099 

8803150117 

8603150317 

8803210026 

0803210029 

B803230107 

8803230179 

0003250126 


50 245 P 

50 219 P 

50 209 P 

50412 P 
50 215 P 

50 320 P 

QA999 

OA939 

OA999 

OA993 

OA999 

aA999 

QA993 

QA999 

QA930 

QA999 

OA999 

OA999 

aA539 

50 346 H 

50 346 R 

50 316 S 

50 316 S 

50 346 S 

50 346 S 

50 249 P 

50 123 V 

XPORTLIC 
XPORTLIC 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50 440 R 

50 440 R 

50 440 M 

50 440 M 

50 445 G 

SO 443 G 

50 443 G 

50 336 Q 

50 322 P 

50 233 0 

50 436 0 

50 333 Q 

SO 499 0 

50 254 S 

WASTE MGT 

50 344 0 

50 219 F 

50315 R 

40 1162 
40 1162 

50 344 P 

TOPREP 
50 272 P 

50 247 S 

50 247 0 

50 272 P 

50 272 Q 

50 354 0 

50 354 Q 

50 247 Q 

50 272 P 

50 272 Q 

50 272 Q 

50 247 0 

70 622 

70143 
40 6820 
50 249 P 

50 249 P 

50-324 P 

50 341 P 

50 341 P 

50 341 R 

50 341 P 

50 341 I 

50*341 P 

50 341 P 

50 341 P 

50 341 J 

50-341 Q 

50 341 P 

50 341 n 

50-341 P 



310 PERSONAL AUTHOR INDEX 


AUTHOR 
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sylvia.br 

8603300131 

50 341 

P 

SYLVIA.B R 

8603300147 

50 341 

Q 

SYLVIA B R 

8803030103 

50 341 

R 

SZABO.a J 

6803300253* 

WASTE MGT 

SZABO.B J 

6803300260* 

WASTE MGT 

SZCZEPANIEC 

8603160239" 

50 302 

O 

SZCZEPANIECA 

8603280076“ 

50 280 

O 

TABLERIOU.J P 

6B033 10038 

50 445 

G 

TABOR.W 

8003290003 

50 387 

F 

TABOR, W F 

8803090078 

50 387 

F 

TAGAT2.G 

0803090353 

50 265 

S 

TAI.M K 

0712210056“ 

50 328 

P 

TAI.M K 

0712210058“ 

50 328 

P 

TAI.M K 

8712210061* 

50 328 

P 

TAI.M K 

8712210071* 

50 328 

P 

TALBERT, ft J 

0003150296“ 

50 397 

P 

TAM.PS 

8003050173 

50 334 

Q 

TAM.P S 

8003220139 

50 334 

P 

TAM,P S 

8803300103 

SO 334 

P 

TAM.P S 

8803300323 

50 412 

0 

TANK, ft 

6803010023 

50 254 

S 

TAPIA.J 1 

8803140081" 

60 313 

Q 

TARBELL.W W 
TATUM .J 

8803030010 

8803010038 

NUREG 

50-3G2 

S 

TATUM, J E 

0803140206* 

50-206 

Q 

TAYLOR, J H 
TAYLOR, J L 

6803090273 

8803090069 

TOPREP 

50-322 

G 

TAYLOn.J L 

8603090069 

50-322 

G 

TAYL0R.J L 

8 803090074" 

50-322 

G 

TAYLOR,J L 

8803090074* 

50-322 

G 

TAYLOH.J L 

8803310119 

50 322 

G 

TAYLOR, J L 

0603310119 

50-322 

Q 

TAyLOR,J M 
TAYLOR.J M 
TAYLOR.JM 

6610150003* 

8610150006* 

8803030275" 

FOIA 

FOIA 

50 482 

P 

TAYLOR.J M 

0603070312 

50 359 

Q 

TAYLOR.J M 

8803070320* 

50 359 

Q 

TAYLOR.J M 
TAYLOR,JM 

0803080369" 

8603090169 

FOIA 

50 62 

Q 

TAYLOR.J M 

8603090197“ 

50 62 

Q 

TAYL0R.J M 

8803220037 

50 160 

P 

TAYLOR,J M 

8803220047“ 

50-160 

P 

TAYLOR.J W 

8602290311 

50 409 

S 

TAYLOR, J W 

0003010018 

50 409 

P 

TAYLOR.J W 

600302 006Q 

50 409 

P 

TAYLOR.J W 

0003040138 

50 409 

R 

TAYLOR.JW 

0603100202 

SO 409 

Q 

TAYLOR.JW 

6003290299 

SO 409 

F 

TAYLOR.M A 
TAYLOR.M E 

6003310002* 

0803220474 

FOIA 

50 483 

S 

TAYLOR.RG 

8803040055" 

50-286 

Q 

TAYLOft.R G 

8803140022* 

50-462 

Q 

TAYLOft.Z L 

0803080036 

50-413 

P 

TEARNESS.QC 

8803040066 

50 400 

R 

TEDROW,J E 

8003140014* 

50-34G 

Q 

TEMPS.R.R 

8803030102" 

60-244 

V 

TEMUS.CJ 

TERC.NM 

0803140143 

0503230131" 

71-9159 

50-498 

Q 

TERC.N W 

6003250200* 

50-490 

0 

TERC.N W 

8603290121* 

50-458 

Q 

TETRAULT.n E 

THADANI.A 

THADANI.MC 

6803170090 

6003140291 

8003140239 

70-27 

ORG 

50 380 

p 

THADANI.M C 

0803290301 

50 387 

P 

THERO.O L 

8603100097* 

50 482 

T 


THIERS.G R 
THOMAS.B 
THOMAS, C 0. 
THOMAS. CO 
THOMAS.G S 

THOMAS, GS 
THOMAS.G S 
THOMAS.G S 
THOMAS.G S 
THOMAS. G S 

THOMAS.G S 
THOMAS,G.S 
THOMAS. W 
THOMAS.P 
THOMAS.R D 

THOMAS.R 0 
THOMAS, W 
THOMAS, WV 
THOMPSON.D 
THOMPSON.D H 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 


8803100012^ 
0803 200225 
8803210211 
0803210217" 
GB030 10403 

0QO3O'lOOa5 

0003080004 

0803080412 

8003090250 

8803140155 

8003210152 

8803250103" 

8003170233" 

0002290160 

8803000380" 

8803160199* 

8003010102" 

8803160214" 

0803160422* 

6803160320" 

0601170510“ 

0602210566* 

0003250097 


WASTE MGT 
WASTE MGT 
50 440 M 

50 440 M 

50 443 F 


50 443 
50 443 
50 443 
50 443 
50 443 

50 443 
50^443 
50-413 
50-165 
70-734 

70-1257 
50-245 
70-1 100 
50-269 
50-416 


S 

R 

J 

F 

R 

S 

P 

Q 

F 


50 259 P 

50 445 A 

ORG 


AUTHOR 


THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H 0 
THOMPSON.H D 
THOMPSON.H D 

THOMPSON.H D 

thompson.ro 

THORNTON, J S 
THORPE.J R 
TIEN.Y L 

TIERNAN.J A 
TIERNANJ A 
TIERNAN.JA 
TIERNAN.J A 
TIERNAN.JA 

TIERNAN.J A 
TIERNAN.J A 
TIKTINSKY.D H 
TIKTINSKY.O H 
TIKTINSKY.D H 

TILLMAN.A 
TILLMAN, A 
TINGEN.S 
TIPTON, T E 
TITUS, G W 

TOBIN.W 
TOBIN.W J 
TODD, G A 
TOKAR.M 
TOKAR.M 

TOKAR.M 
TOKSOZ.M N 
TOMLINSON.E 

tond:,o 

TORRE, J G 

TORRE.J G 
TORRE.JG 
TORRE.J G 
TORRE.J G 
TORRE.J G 

TORnE.JG 
TORRE.J G 
TORRE.J G 
TORRE.J G 
TORRE, JG 

TORRE, JG 
TOURIGNY.E G 
TOURIQNY.EG 
TOURIGNY.E G 
TOURIGNY.E G 

TOUniGNY.EG 
TOURIGNY.E G 
TOURIGNY.E G 
TOURNIGNY.E G 
TOUSLEY.D R 

TOWNSEND, J D 
TOWNSENO.J D. 
TRACY.S 
TRAMMELL, C M 
TRAMMELL.C M 

TRAWMELL.C M 
TRAMMELL.C M 
TRAMMELL.C M 
TRAMMELL, CM 
TRAMMELL.J W 

TRAMMELL.J W 
TRAVERS.W D 
TRAVERS, W D 
TRAVERS.W 0 
TRAVERS.W D 

TRAVERS.W 0 
TRAVERS.W 0 
TRAVERS.W D 
TRAVERS.W.D 
TREVORS, G A 

TREVORS.G A 
TREVOHS.G A 
TREVORS.G A 
TREVORS.G A 
TREVORS.G A 

TRIPATHI.V.S 
TRIPP. L E 
TRIPP.L E 
TflIPP.L E 
TRIPP.L E 

TRIPP.L E 
TRIPP.L E 
TRIPP, LE 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8803310143" 50 259 P 

6803310172 * 50 259 P 

6003070254" CONTRACT 
8803240251 " CONTRACT 
8803240253* CONTRACT 


CONTRACT 

CONTRACT 


6B032B0143 
6803280191 
8003140246" 50 338 

8003220082 50-219 

8803280094" 50 445 


8602290150 

0803070049 

8803000117 

8803220492 

8803230181 

6603240435 

6803240464 

6803200212 

8803280265 

8803280299 

0603160117" 
8003160431 " 
8003170233* 
8803090296 
0803010294 

8803160392* 
8003170126* 
0803160226" 
6603280 1 90 
8803280323 

8803280345 

0803290408 

8803160039 

8803040208“ 

8803010399 

0603010476 

6603010488 

6803030033 

800307C234 

8803160411 

0803210032 
B6032 10038 
8803210131 
8803240086 
8803290204 


50317 
50317 
50 317 
50 317 
50-317 

50 317 
50 317 
WASTE RES 
WASTE HES 
WASTE RES 

50 921 
50 324 
60 413 
NUREG 
60 70 

50 259 
50 259 
70 1151 
WASTE MGT 
WASTE MGT 


WASTE MGT 
NUREG 
50 410 R 

FOIA 

50 413 S 


50414 

50413 
50 413 
50 413 
50 413 

50414 
50 413 
50 413 
60 413 
50 414 


AUTHOR 


TRIPP.L E 
TRIPP.L E 
TRIPP.L E 
TROTT.E A 
TROUP.G L 

TflZYNA,G E 
TRZYNA.G E 
TR2YNA.G E 
TUCCINARDI.T 
TUCKER.H B 

TUCKER.H B 
TUCKER.H a 
TUCKER.H a 
TUCKER.H a 
TUCKER.H B 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H 0 
TUCKER.H 0 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H 0 
TUCKER.H B 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B. 
TUCKER.H B 
TUCKER.H 0 

TUCKER.H B 
TUCKER.H a 
TUCKER.H B 
TUCKER.H D 
TUCKER.H a 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H e 

TUCKER.H a 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8803170047* 

8803210008* 

8003210014* 


50 334 Q 

50 334 Q 

50 317 Q 


8003250150* CONTRACT 
8603250061" 70 1151 


8803010033 

8803040072 

8003090006 

8603140343* 

OB02240011 

8803010304 

8803010395 

8803010399 

8803010432 

8Q03010471 

8803010476 

8803010460 

0803010492 

8803020124 

6803020146 

8603020106 
8803020225 
8803030033 
080304001 1 
8003040277 

8003070234 

8803070257 

8803070329 

0803070347 

0803080040 

8003080052 

8603080058 

8803000263 

8803090005 

0803100078 

8003110136 

8803140010 

8803140150 

0003140334 

0003140340 

8803140372 

8803150140 

8003150242 

0003150250 

0003150297 


50 295 
50 295 
50-295 
50 293 
50 269 

50 413 
50 369 
50 413 
50 413 
50 369 

50 414 
50 413 
50 369 
50 370 
50 369 

50 414 
50 269 
50 413 
50 414 
50 413 

50 413 
50 269 
50 414 
50 369 
50 269 

50 414 
50 413 
SO 269 
50 369 
50 413 

50 269 
50 269 
SO 369 
50 269 
50 269 

50 389 
50 413 
SO 413 
50 369 
50 413 


F 

P 

P 

Q 

F 

S 

P 

S 

S 

P 

s 

s 

p 

o 

R 

n 

p 

s 

p 

F 

5 
P 

6 
S 
0 

Q 

? 

0 

0 

F 

n 

s 

F 

Q 

F 

S 

0 

p 

F 

s 


6803200231 

50414 

S 

TUCKER.H B 

6003160301 

50 413 

S 

6803030156 

50 335 

P 

TUCKER.H B. 

8803180066 

50 289 

p 

6603030162* 

50 335 

P 

TUCKER.H B 

0803160100 

50 413 

p 

8603100154 

50-335 

P 

TUCKER.H 0 

0803180218 

50-269 

0 

8803210406* 

50 335 

P 

TUCKER.H B 

8003160267 

50 413 

P 

6003250107 

50 335 

P 

TUCKER.H B 

08031 QD265 

SO 269 

5 

6B03300134 

50 250 

Q 

TUCKER.H a 

0003160309 

50 413 

Q 

6603300443 

5D 309 

P 

TUCKER.H 0 

8003160411 

50 413 

s 

8003210473 

50-335 

P 

TUCKER.H a 

88031B0046 

SO 269 

n 

0003310000 

50 443 

G 

TUCKER.H B 

8803180103 

50 369 

n 

6B032 10506 

50 275 

R 

TUCKER.H 0 

8003100107 

50 413 

n 

8603230209 

50-275 

R 

TUCKER.H a 

6003160216 

50-369 

p 

8602250293* 

50 443 

Q 

TUCKER.H 0 

8603210032 

50 414 

s 

8003010113 

50 276 

P 

TUCKER.H B 

8603210033 

50 269 

Q 

GB03210I08 

60 206 

P 

TUCKER.H B 

8603210038 

50 413 

s 

8803210140 

50-206 

F 

TUCKER.H a 

6003210131 

50 413 

s 

B803210397 

60 206 

P 

TUCKER.H a 

00032 10163 

50 413 

Q 

0803210449 

50 206 

P 

TUCKER.H B 

0003210164 

50 370 

s 

0803300058 

60 275 

P 

TUCKER.H a 

6803220017 

50 260 

Q 

6603240419 

40-299 


TUCKER.H □ 

6003220034 

50 269 

F 

8803250239 

40 299 


TUCKER.H B 

0603220076 

50 269 

p 

8603010062* 

SO 320 

G 

TUCKER.H a 

8603220100 

50-270 

0 

Q003040303 

60 320 

P 

TUCKER.H B 

8003220301 

50 269 

P 

8803180204 

50 320 

P 

TUCKER.H a 

0003220415 

50 269 

p 

0803180215 

50-320 

P 

TUCKER.H B 

8Q0322046G 

50 269 

s 

0603100232 

50 320 

P 

TUCKER.H B 

0803230092 

50 269 

p 

0603210124 

50 320 

P 

TUCKER, H.a 

6803230119 

50 413 

s 

0803220377 

50-320 

P 

TUCKER.H B. 

6003230120 

50 413 

s 

0003220394* 

50-320 

P 

TUCKER.H a 

8Q032400Q6 

50 413 

s 

0603040073 

50 290 

P 

TUCKER.H a 

0803260027 

50 414 

s 

6603070192 

50 290 

R 

TUCKER.H B 

6803200253 

50 369 

F 

8803070294 

50-290 

R 

TUCKER.H a 

6003290100 

50-269 

s 

8803060231 

SO 290 

F 

TUCKER, H.B 

8003290204 

50 414 

s 

6003160347 

50 298 

J 

TUCKER.H B 

8803290231 

60 414 

s 

6803220172 

50 208 

J 

TUCKER.H a 

8803300305 

50 369 

O 

6803220121 

NUREG 


TURCOTTE.R L 

8003090010 

50-131 

f 

6002250421 

60 317 

Q 

TURK,S E 

8003140135 

50 443 

G 

6802290230 

50 309 

P 

TURK.S E 

8803140214 

50 443 

G 

0802290245 

50-334 

Q 

TURNER.C.L 

6603160013 

50 

J 

0802290258 

50-309 

P 

TVLER,SW. 

8803300270* 

WASTE MGT 

6602290260 

60-309 

Q 

UDY.A C 

8708270002* 

50-397 

p 

08D229Q263 

60-317 

Q 

UOY.AC 

8708270082* 

50 397 

P 

Q6030 10354 

60-334 

V 

UDY.AC 

0803220250" 

50 333 

P 
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AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

UDY.AC 

8603220250* 

50 333 

P 

VERNETSON.W G 

6603020220 

70 1068 


ULIE,JW 

8003150375* 

50 315 

0 

VERNETSOM.W G 

0603140170 

50 83 

P 

ULLRICH 

6803010098 

l&E 


VERNETSON.W G 

060J250325 

50 8T 

S 

ULLRICH B 

8603210512 

l&E 


VERRELLI.OM 

6803150119 

50 416 

Q 

ULLRICH.B 

8003220473 

t&E 


VERRCLLI.D M 

6601150323' 

50 416 

0 

ULMER rj 

8603140064 

50 344 

n 

VERRELLI.D M 

noO >150352 

50 324 

Q 

UMBEL, D 

6603200129 

CONTRACT 


VERRELLI.O M 

6603150383 

50 324 

0 

VALLEY.D 

0803150027' 

50 499 

O 

VERRELLI.D W 

8893160129 

59 400 

0 

VAN BRUNT.E E 

8602290002 

50 526 

P 

VERRELLI.D M 

8603100262 

50 348 

Q 

VAN BRUNT.E E 

8603010366 

50 526 

Q 

VERRELLI.D W 

6803100266* 

50 346 

Q 

VAN BRUNT E E 

6803010394 

50 528 

P 

VERRELLI.OM 

8603160448 

59 400 

Q 

VAN BRUNT.E E 

6803010470 

50 529 

P 

VEHRELLI.D M 

8003170306 

50 -116 

0 

VAN BRUNT.E E 

0603030073 

50 530 

P 

VCRRELLLDM 

6603170313* 

50 416 

Q 

VAN BRUNT.E E 

8603030229 

50 528 

R 

VERRELLt D M 

0601200012 

50 T24 

Q 

VAN BRUNT.E E 

6003000276 

50 528 

0 

VERRELLI.D M 

6603200016* 

50 124 

0 

VAN BRUNT.E E 

6603000325 

50 526 

P 

VLR FUELLED M 

0003260045 

50 ?J6 

0 

VAN BRUNT.E E 

8B030603JB 

50 02B 

R 

VERRELl I.DM 

660328004/* 

50-230 

Q 

VAN BRUNT.E C 

8003090003 

50 529 

P 

VERRELl 1,0 M 

B603260D9& 

50-395 

0 

VAN BRUNT.E E 

0803090040* 

50-520 

P 

VERRELl I.DM 

0603260154 

50 400 

0 

VAN BRUNT.E E 

0003090207 

50 520 

P 

VERRELLIDM 

6603260185 

50 400 

0 

VAN BRUNT.E E 

6603090214 

50 528 

P 

VIEQROCK.J M 

8803? 105 15 

PROJ 


VAN BRUNT.E E 

0003150260 

50 530 

P 

VIEOnOCK.J M 

86032 10525’ 

PROJ 


VAN BRUNT.E E 

8003180002 

50 5?6 

P 

VIETEN.M J 

8003010159 

50 271 

J 

VAN BRUNT.E E 

0603170305 

50 526 

O 

VIETEN.M J 

68O32500J7 

50 3Q9 

J 

VAN BRUNT.E E 

0003160051 

50 528 

F 

VINCI, D W 

8803280042 

50 162 

s 

VAN BRUNT.E E 

8603220271 

50 528 

O 

VINES.CG 

nOO'lO'lDllO' 

CONTRACT 


VAN BRUNT.E F 

6Q032202B6 

50 528 

P 

VIRGIMO.M 

G60J?5G01(D* 

50 341 

p 

VAN BRUNT.E E 

8003230039 

50 520 

o 

VIRGILIO.M J 

6603140362* 

50 316 

p 

VAN BRUNT.E E 

66032400/5 

50 528 

l< 

VIRGILtO.M J 

66031130235* 

50 341 

p 

VARAKUS.T 

6603290059 

71 420 


Vinnil 10 M J 

«803?10141 

50 155 

p 

VARAKLISJ 

8003290167* 

71 420 


VIRGILIO.M J 

660 3 3093 12 

ORG 


VARGA.S A 

0803020167’ 

50 136 

p 

VlMGinO.M J 

0803 3 90-1 52* 

50 255 

p 

VARGA.S A 

6603020301 

50 336 

p 

VIRGILLIO.M J 

880 3 300 198' 

50 255 

p 

VARGA.S A 

6603210330 

50 321 

Q 

VIROSTEK.C 

6809 0201 76 

70 135 


VARGA, S A 

6001300420 

50 413 

Q 

VISSING.GS 

6R(H010?13 

PROJ 


VARLEY.R A 

060 1200339 

50-293 

r 

VISSING.GS 

6803910209 

PROJ 


VAS3ELLO.JV 

0603020210 

50 412 

p 

VISBING.GS 

8803930095 

PROJ 


VASSELLO.JV 

6603150300 

50 334 

p 

VISSING.G S 

0803150040 

PROJ 


VAUGHN, G E 

0003010412 

50 498 

p 

VISSING.GS 

86931 /C2 19 

PROJ 


VAUGHN.G E 

6603020021 

50 490 

H 

VISSING.GS 

8693170224 

PROJ 


VAUGHN. G e 

OG03020Q46 

50 490 

s 

VISSING.GS 

08011.80236 

50 50 (j 

A 

VAUGHN.GE 

B003020Q64* 

50 498 

p 

VISSING.G S 

fi803300?61 

PROJ 


VAUGHN.G E 

0603020090 

50 490 

0 

VISSINGG D 

8 803? 1(14 50 

PRO.! 


VAUGHN.G E 

6603020155 

50 496 

Q 

VOGLER.IB H 

8B9314Ul0fc 

50 315 

G 

VAUGHN.G C 

6601020222 

50 496 

P 

VOGI ER.D H 

86011401 19 

50 440 

G 

VAUGHN.GE 

6603060005 

50 490 

s 

VOGl ER B J 

06031-1012? 

50 }G1 

G 

VAUGHN.G E 

66031 10023 

50 496 

s 

VOI r.H E 

naojp-ioif/) 

WASTE WGT 

VAUGHN.G E 

6003140191 

50 490 

p 

VORA.J 

6601220373 

M1SC 


VAUGHN.G C 

0603140210 

50 400 

p 

WAGNER.DH 

0602250101 

50 266 

P 

VAUGHM G E 

8603 140200 

50 490 

s 

WAGNER.D H 

QIJ0101019? 

50 ?6G 

P 

VAUGHN G E 

0003140261 

50 49R 

s 

WAGNER.UH 

0803030?/ 9 

50 301 

P 

VAUGHN.G E 

0003150207 

50 490 


WAGNER, DM 

88030000 1 3 

50-301 

P 

VAUGHN.G E 

0B031G0166 

50 490 

p 

WAGNER.DH 

8803090175. 

50 266 

P 

VAUGHN.G E 

0603 100281] 

50 496 

p 

WACiNER.DH 

880329004/ 

50 301 

1’ 

VAUGHN.G E 

0003160206 

50 490 

p 

WAGNER, D H 

0803290426 

50 266 

F’ 

VAUGHN.G e 

OBO310(}441 

50 496 

s 

WAGNER.P C 

O0O3P2OHO* 

50 145 

0 

VAUGHN.G E 

8003160447 

50 406 

s 

WAGNER.W J 

6803290015* 

50 50(3 

0 

VAUGHN.G E 

6001160453 

50 490 

p 

WALDREP.G W 

800322032-1* 

50 520 

0 

VAUGHN.G E 

6003210025 

50 490 

& 

WAIDFIOP.CG 

08030/021 ! 

50 230 

H 

VAUGHN.G E 

8603210447 

50 490 

s 

WAIKER.JG 

0802290307 

50 ?59 

s 

VAUGHN.G E 

6003220126 

50 490 

s 

WAl KER.J G 

66030 ?0- 162 

50-259 

s 

VAUGHN.G E 

000322013/ 

50 490 

s 

WALKER.J G 

6603089362 

50 259 

s 

VAUGHN.G E 

6001220276 

50 496 

V 

WAIKER.JG 

0603110091 

50 250 

s 

VAUGHN.G E 

8803220205 

50 498 

s 

WALKER, J G 

6803250302 

50 259 

n 

VAUGHN.G e 

6803230012 

50-490 

Q 

WAlKER.J'Ci 

8603260118 

50 259 

s 

VAUGHN.G E 

8603200260 

50 496 

p 

WALKER.n D 

660 10 10393 

60 415 

s 

VELAS QUEZ.J R 

6603090120 

40 0907 


WALKER.n D 

0803010430 

50 445 

s 

VELASQUEZ, J R 

6003290149 

40 090/ 


WALKER.R D 

8 BO 3 020008 

50 445 

0 

VELASQUEZ, J R 

6003290152* 

40 6907 


WALKER.n D 

8B03020I1C 

50 445 

s 

VELEZ, P 

000303004/ 

CONTRACT 

WALKER.R 0 

60O3OJOO38 

50 445 

s 

VELEZ.P 

6003030094 

CONTRACT 

WALKER.R D 

0003300213 

60 446 

Q 

VELEZ, P 

0003030120 

CONTRACT 

WALL.K C 

86031/0195 

50 213 

R 

VELEZ.P 

0003030224 

CONTRACT 

WALL IN. G A 

8603140083 

50 271 

R 

VELEZ.P 

6603060034 

CONTRACT 

WALTERS.S 

8693000283' 

59 254 

S 

VELEZ.P 

6G0300Q060 

CONTRACT 

WAl TERS.S 

6003080322 

GO ?65 

S 

VELEZ.P 

0003060236 

CONTRACT 

WALTERS.S 

6803000355 

50 265 

S 

VELEZ.P 

0603090029 

CONTRACT 

WALTON.G 

6603240333* 

50 259 

Q 

VELEZ.P 

6803090145 

CONTRACT 

WALTON, G 

8003260011* 

50 438 

Q 

VELEZ P 

0003150060 

CONTRACT 

WALTON.G A 

0003100195' 

50 390 

Q 

VELEZ.P 

8003150065 

CONTRACT 

WALTON.G A 

6803160276' 

50 390 

0 

VELEZ.P 

6003150105 

CONTRACT 

WALTON.G A 

6603 170 189* 

50 518 

Q 

VELEZ.P 

8003150126 

CONTRACT 

WAMBACll.TV 

8803300166 

50 255 

P 

VELEZ.P 

0803150177 

CONTRACT 

WAMBACH.T V 

0003300446 

50 255 

P 

VELEZ.P 

0003230372 

CONTRACT 

WAMBACK.T V 

B8032101G6 

50 255 

P 

VELEZ.P 

BB03260192 

CONTRACT 

WANG, A 

0003230326 

50 213 

P 

VELEZ.P 

0003250311 

CONTRACT 

WANG.A 8 

6803140204 

50 213 

F 

VELEZ.P A 

0803220336 

CONTRACT 

WANG.A 0 

0003240134 

50-213 

P 

VCRNETSON.W G 

8003010178 

70 1060 


WANG.A 0 

8803240320 

50-213 

Q 


AUTHOn 


WAnO.K D 
vvAntMDOunn.DW 
WAHNILK R F 
WARNILKRF 
WAF-t^JICK n F 

wAnrjiCK n r 
WARtJICK n F 
WARNICK.n F 
WARNICK.R r 
WARrjICK.R r 

WARfJtCK R r 
WARNICK.R F 
WARNICK.R r 
WARNICK.R r 
WARREN.J A 

WAR REN, I A 
WASHINGTON SI 
WATIIEN.TR 
WATHENTR 
WAT S ON. n A 

WATSON R A 
WAT SON, R A 
WATSON n A 
WAfSON R A 
WATSON ,n A 

WATsnrj n a 
WA1 SOf^.Fl A 
WATSON R A 
wArsoN.n A 
WATSON n A 

WAT SON, n A 
WAlSON.n A 
WAISON.RA 
WATSON R A 
WAf TFFIS.J 1^ 

WEADOCK.A 
WEADOCK.A 
W CAVER, M 
WEDDING TON RL 
wEDniNtiTON nr 

WEHnV.R R 
WEISS, A J 
WEISS, A J 
WEISS A ) 
WI-ISS.AJ 

WEI SB A J 
WEISS, A J 

wEiss.i: 

WEISS, C 
WEISS C 

WEISS.CI^ 
WElSS.ER 
WEISS.ER 
WEISS.E n 
WEISS, c n 

WMSS.E IT 
WEISS, ER 
WEISS. SH 
WLISSENDEflG.T 
WEISSMAN.S 

WELCH,! r 
WELCHjr 
WELIS.L A 
WEUS.R D 
WELSH.L U 

WCNSLAWSKl.F A 
WENSLAWSKI.FA 
WENSLAWSKI E A 
WENSLAWSKI.FA 
WENSLAWSKLF A 

WENSLAWSKI.FA 
WENSLAWSKI.F A 
WCNSLAWSKI F A 
WCNSLAWSKl.F A 
WENSLAWSKI.r A 

WCNSLAWSKl.F A 
WHNZINGER.E 
WENZINGER.E 
WENZINGER.EC 
WENZINGER.E C 

WENZINGER.E C 
WENZINGER.E C 
WENZINGER.E C 
WENZINGER.E C 
WERT.L D 

WERT.L D 
WESSMAN.R H 
WESSMAN.n H 


ACCESSION 

NUMBER 


HM0T2 10270' 
ORO'JJOOO^^ 
8003010239 

oomoio^ir 

08030/010? 

0803090270 

0803170103 

H80J2201C10 

«OOJ220tb5" 

0603220301 

QI50324Q010 

0803?*ia0'n 

8603210072 

8801300103* 

0803210109* 

6803180000 

6003lTOrj7 

fltlOHOQOl?* 

6803110181 

88010100-10 

6303010100 

nno'ioio-Mo 

6 H 03020031 
660102020*1 
6603010066 

(i 8010-10261 
6603110064 
660111010/ 
60031801-59 
8Q03 16024 \ 

0003220462 
00032300 1 4 

a001JOO?21 

(1003110212 
0803020? 1.’ 

0803010102* 

0801170043* 

G0r}j?iooib* 

8801100258* 

8003?5l)0f)r 

080J060l6‘'i 
0803000 1 n 
080 1000290 
800 i 10000-1 
8801100008 

08031 GOT 79 
080126009/ 
86032101 13 
8003210111 
8001100130 

60010100/2 

60010 toorz 

6003030231 
6603160362 
0603 1 50 168' 

800niGOi/2“ 
flflOl 1603/2' 
6001210174* 
8003220154* 
06030401 M 

60031-10351 
n(l(>322001 1 
0603020035* 
8003010014 
6003220207 

6603080173 
6601(300199 
6603080372 
G803080376* 
8Q03 170163 

8003220007 

8803220069 

0603220123 

6603220106 

QB03220173* 

880329020 J 

0803150003* 

8803150315 

8803030066 

6803150030 

8803160032 
8003160130 
8003220102 
0803220437 
8803 160039' 

8803250157’ 

8003090169 

0803140253* 


SUBJECT 

CATEGORY 


50 ]ir> 

O 

50 267 

P 

50 145 

u 

50 1-15 

0 

50 115 

o 

50 445 

0 

50 145 

u 

50 445 

0 

50 445 

o 

59 445 

o 

SO 445 

0 

so 44b 

a 

SO 44b 
roiM 

a 

50 lOb 

1 

50 ?69 

R 

50 197 

S 

WASTE MGT 

WAS IE MGl 

50 409 

s 

10 100 

s 

30 1W 

o 

50 VOO 

o 

50 100 

5 

50 100 

R 

50 -100 

C 

SO 100 

s 

50 -100 

R 

50 ino 

f- 

5f) 400 

vi) 

so 100 

S 

50 -100 

r 

50 400 

f' 

50-100 

71 6206 

Q 

50 215 

(J 

50 11-1 

0 

50 no 

P 

50 127 

o 

50 12-1 

0 

387 

NUREG 

riURFO 

NUREG 

NUHEG 

NUREG 

NUREG 

s 

59 443 

<1 

SO 44'i 

ll 

5U 143 

H 

50 143 

G 

50 (43 

G 

SO- 441 
NUIIEG 
NURFG 

NUREG 

NUREG 

Ll 

SO 321 
roiA 

Q 

59 275 

P 

GO 18 

70 754 

' 

50 152 

n 

5(} 120 

s 

50 268 

E 

60-20G 

Q 

50-520 

Q 

50-528 

Q 

50 520 

O 

50 312 

5 

50-?0G 

Q 

50-312 

0 

50-3 1 2 

P 

CO-113 

Q 

SO 113 

Q 

50- 139 

0 

50-410 

0 

50 272 

S 

50 206 

Q 

50 ?7? 

Q 

50 351 

Q 

50 353 

Q 

50 352 

Q 

60 247 

0 

50 269 

Q 

59 2C9 

Q 

59 244 

P 

59 291 

1’ 
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NUMBER 

CATEGORY 


VVBSTF.nMAN.r F 
WESicnwAn T r 
WESTERMArj T F 
WESTERMArj T f 
WCS i fHRMAW.T F 

BOO iOlO-? IF" 
GBOSOaOO'i.?* 
0BOJO 10070 
AflOOMOOnO' 
B13031S0048 

50 265 O 

50 .^65 Q 

50 207 P 

50 205 0 

50 285 0 

WIGGINS.E J 
WIGGINS E L 
WIGGINS.E L 
WIGGINS.J 
WIGGINS J 

WE&T£nMAM,r r 
WHARTQU.U A 
VVHIPPLE.S 

WHITE A 

WHITEJ 

0003150073 

80OJ15O1M 

BiJ03l6ni>2-l 

0803200193 

50 267 P 

50 206 F 

50 29 n 

50 403 F 

l&E 

WIGGINS.J T 
WIGGINS.J T 
WIGGINS.J T 
WIGGINS J T 
WIGGINS.J T 

WHITE J A 

WHITE ? 

WHITE P 

WHITE.S A 

WHIT ESA 

8003150337’ 
80iri?iniT5 
0003? 10 152 
8003070220' 
B0OJO70327 

50 2.19 P 

50 311 n 

50 272 R 

50*327 P 

50 327 J 

WIGGINS.J T 
WIGGINS J T 
WIGGINTON.OL 
WIGGINTONDL 
WIGGINTONDL 

WHITES A 

WHITE S A 

VVHITF S A 

WHITE.S A 
WHITEHEAD D W 

000 323009 7 
6803300097 
0BO33OO3OG 
O0OJ3OO372 
8flOJO0{M6l 

50 327 P 

50*327 P 

50*327 P 

50 127 P 

NURCG 

WIGGINTON.OL 
WIGHT RR 

Wit BURN.WS 
WILDER.P 
WILGUS.W S 

WHITING.A R 
WHiTtieV U W 
WHin.M s 

WHITT.M S 
WMITTIEFTCt D 

0003110150 

0001140013 

0003010.135 

0601290122 

0002230305 

WASTE MGT 

50 424 P 

50 313 R 

GO J 1 J H 

50 301 P 

WILGUS.W S 
WILGUS.W S 
WILLARD.S C 
WILLARD, 6 C 
WILLIAM, L N 

WMirilER t-T D 
wnniiEP GD 
WHITTIER GD 
WHiTTLElOnT R 

WK HERS.D L 

80O3O?Ot1O 

0803080507 

0803MOl‘jf3 

0003150120’ 

0003010316 

50 300 P 

50 300 fl 

50 300 R 

CONTRACT 

40 8664 

WILLIAMS.C 
WILLPAMS.C C 
WILLIAMS.J G 
WILLIAMS.J H 
WILLIAMS.J H 

WICHFRSDL 
WiCHERSDL 
WiDNLH.T r 

WIEBF J S 
VVIEDFMAN.D 

8B0309031 1 

0003090315* 

0OOs3O4Or57 

8003240030* 

0003240311 

40 0502 

40 8502 

50 307 R 

50*.1.15 0 

l&E 

WILLIAMS.J H 
WILLIAMS M G 
WILLIAMS.M G 
WILLIAMS.N H 
WILLIAMS N H 

WIESEMANN.R A 
WIESEMANHR A 
VVIE&EMANN R A 
WiriGlNGlON [)L 

WlGGiriS.E 

8003030270* 
6003160367* 
0003210002* 
080301 0356 
0603000236* 

50*424 P 

50-330 P 

50 144 P 

50- 382 P 

CONTflACT 

WILLIAMS NH 
WILLIAMS N H 

WIL! lAMS.N H 
WILLIAMS.OG 
WILLIAMS n E 

WIGCilHS.C 

WIGGIHS C 

WIGGINS, E 

WIGGINS F J 
WIGGINS.CJ 

0800000209* 

6600220444* 

6001290365* 

0603030039’ 

86010J0052* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

GONTRACr 

WILLIAMS.R E 
WILLIAMS R E 
WIlLIAMS.n 0 

Wll LIAMS, R 0 
WtLLlAMSRO 

wiGniNs,!: J 

WIGGlf JS.E J 
WIGGINS F J 
WIGGINS, E J 
WIGGINS,! J 

08030301 10* 
0603030120* 
O0OOO1O1J2' 
080.3 000 MO* 
00030 JO 104* 

CONTHACjT 
coNTnAcr 
('ONTRACT 
CONTRACT 
f;ON TRACT 

WIlLIAMS.n O 
WILLIAMS.R O 
WILLIAMS, n O 
WILLIAMSONT G 
Wit LING II AW, W M 

WIGGINS L J 
WIGGINS FJ 
WIGGINS,E J 
WIGCifNS F J 
WMGINS E 1 

0003030191 * 
OB03030209* 
8003030210* 
QC03030297* 
8803070350' 

CON TRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

WILLIS, JL 

WILLIS, J L 

WILLIS.J L 
WILLIS.J L 
WILLIS.J L 

WIGGINS, FJ 
WIGGINS E J 
WIGGINS C J 
WIGGINS.E J 
WfGGINS.E J 

6803070354* 

8803080000* 

8809080044* 

6803000074* 

0603000228* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILLIS.J L 

WILLIS JL 
WILLIS.J L 
WILLMON J R 
WILLWON.J R 

WIGGINS,E J 
WIGGINS E J 
WIGGINS EJ 
WIGGINS, EJ 
WIGGINB,C J 

6003000270* 
0603000290 ' 
8603080316* 
080.1000327* 
0003090035* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILSON, BA 
WILSON 0 A 
WILSON, B A 
WILSON.B A 
WILSON, K R 

WIGGINS,EJ 
WIGGINS,E J 
WfGGINS,C J 
WIGGINS E J 
WIGGINS.E J 

OSOaOlOODO* 

0003090150* 

0803090106* 

0003140173* 

0003150075* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILSON, K R 
WILSON K n 
WILSON, K R 
WILSON, K R 
WILSONA n 

WIGGfNS.E J 
WIGGINS.E J 
WIGGINS, EJ 
WIGGINS.E J 
WIGGINS.E J 

0803150100* 

880316010(1* 

0803160150* 

0803150102* 

8803220338* 

CONTRACT 

CONTRACT 

70 135 

CONTRACT 

CONTRACT 

WILSON J< R 
WILSON.K R 
WILSON, K R 
WILSON, KR 
WILSON.K R 

WIGGINS.E J 
WIGGINS.E J 
WIGG(NS,E J 
WIGGIMS.EJ 
WlOniNS,EJ 

6803220382* 
B603230379* 
880J230382’ 
8603240462* 
08032.104 GO* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILSON.KR 
WILSON.K R 
WILSON.KR 
WILSON.KR 
WILSON.K R 

WIGGJNS.I:' J 
WIGGINS i: J 
WIGGINS.E J 
WIGGIMS.EJ 
WIGGINS.E J 

0803250041* 
8003250110* 
0803 2501 50* 
0003250174* 
00032501 OG* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILSON.K R 
WILSON.K R 
WILSON.K R 
WILSON.K R 
WILSON, SO 

WIGGINS.E J 
WIGGINS L J 
WlGGINb.E J 

8803260109* 

8803260210* 

0803250319* 

CONTRACT 

50 29 P 

CONTRACT 

WINGER M A 
WJNTERS.R W 
WIRES, L 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8003290.116 

CONTR^yCT 


WISE.n 

6803030159* 

60 402 

0 

0803150069* 

CONTRACT 


WITHERS B D 

8803040082 

50 482 

R 

0803150120' 

CONTRACT 


withers, 0 D 

0803070158 

50 482 

P 

8803010286 

50 322 

P 

WITHERS.BD 

6803070207 

50*482 

R 

8003010350 

50 307 

P 

WITHERS, BD 

8003070269 

50-402 

F 

0803010092 

50 271 

0 

WiTHERS.a D 

8803070372 

50 482 

3 

8803080346 

50 443 

Q 

withers.b D 

8803080099 

50-402 

P 

800321000/ 

50 334 

0 

withers.b D 

0803000155 

50-402 

Q 

8003210011 

50 317 

Q 

WITHERS.BD 

6003080430 

50-402 

P 

0803210017 

50 29 

O 

WITHERS.B D 

0601 1501 21 

50 482 

F 

8003210021 

50 30/ 

Q 

WITHERS.B D 

0803170139 

50-402 

K 

8003210236* 

50 317 

Q 

WITHERS.B D 

0003 180090 

50-402 

Ft 

0803100009 

GO 302 

P 

WITHERS.B D 

8603210145 

50 482 

F 

8803110167 

50 302 

P 

withers.b D 

8803230350 

50 482 

0 

8603290023 

50 302 

P 

WITT.TJ 

0003070357* 

50 457 

0 

0003290053 

50 302 

P 

WITTFJ 

8003 160355* 

50 338 

P 

8803080406 

NUFIEG 


WOHLML 

8803010314 

50 317 

P 

6803070102* 

50 327 

P 

WOHL.M L 

0803300421 

TOPREP 


8003210298 

50 443 

T 

WOLFE, C F 

8003160007* 

50 206 

P 

8803010061 

50 302 

S 

WOLFE, D 

8603110087 

Subjocl 


BG0307033J 

50 J02 

V 

WOLFE, S 

0803290120 

50 443 

G 

880308025; 

50 302 

H 

WOLFE.SJ 

6803020015 

50 352 

G 

8801000182 

50 259 

G 

WOLFE.SJ 

8003070025 

50 443 

Q 

880J280110 

50 259 

S 

WOLFE.S J 

0603140098 

50 443 

G 

6003300453 

50 261 

P 

WOLFE.S J 

0803230026 

50 352 

G 

0803230332 

WASTE MGT 

WOLFE.SJ 

8003230170 

50 443 

G 

6003180014* 

50 445 

0 

WOLKENHAUER.W 

8003150296* 

50 397 

P 

8003010409 

50 151 

R 

WOMELDORF.O J 

8003020081 

PR 


0003040046* 

50 277 

a 

WONG.H 

0003160162 

50 220 

0 

8803160137* 

50 353 

Q 

WONG.H 

6003210526 

50 402 

0 

0003220117’ 

50 352 

0 

WONG.HH 

0003010481 

PR 


8803070372 

50 462 

s 

WONG.n H 

0003240471 

PR 


8801180090 

50 482 

n 

WOOfJARD.C H 

8003290213* 

50 353 

G 

8003040173 

50 145 

A 

WOOOARD.J 0 

000318005/' 

50 364 

R 

0803000063 

50 445 

A 

WOODARD, J D 

0803220440 

50*340 

S 

0003080164 

50 415 

A 

WOOOARD.J D 

8G03230173* 

50-364 

R 

0803080181 

50 445 

A 

WOOOARD.J 0 

8603280150 

50 340 

S 

0803060502 

50 445 

A 

WOOOARD.J D 

0803290250 

50 364 

s 

«8O3l0rO56 

50 445 

0 

WOODHEAD.C P 

8003010043 

50*320 

G 

06022501/3 

WASTE RES 

WOODHEAD.C P 

8G03210121 

50-409 

G 

0603100020 

WASTE RES 

WOODLAN.O R 

0803160207 

50 445 

Q 

08032 10(J5/ 

WASTE RES 

WOODLAN.D R 

0803160442 

50-445 

S 

0001010015 

50 267 

P 

WOODLAN.D R 

0003220100 

50*445 

s 

0603010019* 

50 267 

P 

WOODLAN.D R 

8803220163 

50 445 

s 

880.3070165 

50 267 


WOODLAN.O R 

0801220174 

50 4 45 

D 

08031503/1 

50 26/ 

F 

WOODLAN.D R 

8003220217 

50 445 

0 

0603160415 

50 267 

Q 

WOODLAN.O R 

0803220418 

50 445 

0 

0803300175* 

50 267 

0 

WOODLAN.O n 

8803290207 

50 445 

A 

00033 102/3 

PRM 


WOODRIDGE, R A 

8803040139 

50 445 

G 

80032501 10* 

CONrnAGT 


WOODRIDGE, R A 

8003040139 

50 445 

G 

0803160262* 

50 400 

0 

WOODRUFF. R 

0803200014 

l&E 


6QOJ160267* 

50 400 

O 

WOODRUFF, R L 

8003290134 

l&E 


0803160301* 

50 400 

0 

WDOOSUM.HC 

0803020281 

71 6717 


8803160329’ 

50 400 

0 

WOODWARD,.! D 

0803100060* 

50 348 

R 

8803160331* 

50 400 

Q 

WOODY.C 0 

0002220114 

60 2S0 

R 

0803160339* 

50 400 

Q 

WOODY.C 0 

8002240045 

50 335 

F 

0803160340* 

50 400 

Q 

WOOLDRlDGE.n A 

0803230053 

50 445 

G 

6803160343* 

50 400 

Q 

WOOLDRIDGE, n A 

8803230103 

50 445 

G 

8803220042 

WASTE MGT 

WOOLDRlDGE.n A 

8803230103 

50 445 

G 

00032200/3* 

WASTE MGT 

wool DRIDGE.n A 

O80329OO4G 

50 445 

G 

860J 160401 

50-338 

0 

WOOLDRlDGE.n A 

0003310107 

50*445 

a 

0003170056 

50-335 

Q 

WOOLDRIOGE.R A 

0803310141 

50-445 

G 

0603250298 

50-335 

Q 

WOOLDRIDGE, R A 

0803310141 

50-445 

G 

000.3300023 

50*335 

Q 

wniGHT.G C 

8603090164 

50-10 

0 

0003030109 

50-302 

S 

WRIGHT, G C 

0803090170 

60-202 

0 

00030J0260 

50 302 

P 

WRIGHT.G C 

8003150100 

50-237 

V 

0003030301 

50 302 

S 

WntGHT.GC 

8003240054 

50-295 

0 

08030.10118 

50 302 

P 

WRIGHT.G C 

0803240069 

50*409 

p 

0003040151 

50 302 

R 

WRIGHT.G C 

0003240402 

50-155 

V 

0003100005 

50 302 

S 

WRIGHT.G C 

8003240405 

50*461 

V 

0B03 160420 

50 302 

P 

WRIGHT.G C 

0003240409 

50 315 

V 

0QO3 160436 

50 302 

R 

WRIGHT.G C 

8003240414 

50 346 

V 

0003220104 

50 302 

P 

WRIGH r.G C 

08032404 10 

50 331 

V 

0003220200 

50 302 

Q 

WRIGHT.G C 

8803240421 

50 463 

V 

8003220246 

50 302 

Q 

WRIGHT.G C 

0003250009 

50 237 

V 

« 003220306 

50 302 

F 

WRIGHT.G C 

8003250245 

50 305 

V 

B803220417 

50*302 

Q 

WRIGHT.G C 

8803250247 

50-266 

V 

0803220426 

50 302 

P 

WRIGHT.G C 

8803250250 

50 440 

V 

08032.10132 

50 302 

P 

WRIGHT.G C 

8803250252 

50 263 

V 

0003240138 

60 302 

P 

WRIGHT.G C 

8803250253 

50 341 

V 

8803240167 

50 302 

Q 

WRIGHT.G C 

0803290159 

50 263 

V 

0003250023 

50 302 

F 

WRIGHT.G C 

0003300207 

50 254 

V 

0803250049 

50*302 

S 

WRUCKE.R R 

0003230147* 

50 445 

E 

0003290263 

50 302 

S 

WRUCKE.H R 

0003200055* 

50 445 

E 

0003220091 

50 275 

S 

WRUCKE.R R 

8803200062* 

50 445 

E 

GOO3O202QO 

50-334 

R 

WU,P 

8803150349 

REVIEW GR P 

0803150195* 

50 336 

Q 

WU,P 

0003180201 

REVIEW GR P 

0003290281 

MISC 


WUESTFELD.M R 

8003220419* 

50-397 

P 
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AUTHOR 


r/^NDFlL.L A 
T AN DELL, L *s 
r'ANDELL.LA 
yANDELLLA 
yflARRONDOL J 

tORK J 
tORK J 
r-CUNG.F 
VOUNG rAA 
VOUNG M A 

VOUNG M A 
tOUNG M A 

VCUriGV T 
vOUNCiOLOOD B J 
VOUNGDLOOD T H 

lOUNGBLOOD.l W 
VUHAS.G P 
fUHASG P 
rUHASG P 
rUflAbG P 

YUHASG P 
VUHAS.G P 
VUHASG P 
ZAcn.J J 

ZAfim CUTER flJ 

ZAHNLEUTER.RJ 
ZAHULEUTCR.RJ 
ZAHNIEUTER.FU 
TAHNLCUTER.R J 
ZAIINLEUTER.R J 

ZAHNLEUTCR.n J 
ZAHNl EUTER.R J 
ZAHNLEUTER.R J 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

NUMBER 

CATEGORY 


NUMBER 

8803210292 

50 382 

S 

ZAHNL EUTER.R J 

0803310042 

8803250043 

50 72 

0 

ZAHNLEUTER.R J 

880331(0061 

8803250065 

50 72 

0 

ZAPINSKI.S M 

8803220277 

8803290056 

50 498 

S 

ZECH.G G 

8803020103 

8803070350* 

CONTRACT 


ZGCH.G G 

8803070303 

8003240333* 

50 259 

0 

ZECH.G G 

8303090112 

880328001 1 * 

50 438 

Q 

ZECH.GG 

8B0314O26D 

8803290216 

50 388 

S 

ZECH.G G 

8803140327 

8803210115 

50 335 

G 

ZECH.G G 

0803140336* 

8003210126 

50 322 

G 

ZECH.G G 

0803160035 

8803210130 

50 322 

G 

ZECH.GG 

880316004?* 

8803210220 

50 322 

G 

ZECH.G G 

8003180221 

8803030160 

XPORTLIC 


ZECHGG 

0003210069 

8803290028 

WASTE MGT 

ZECH.GG 

8803210206 

0803H01C3 

50 327 

F 

ZECH.GG 

080324023 ^ 

8803240328 

8803080305* 

50 32^ 

F 

ZECH.l W 

0003010309 

50 520 

Q 

ZECKLW 

0003090206 

8803210349* 

50 326 

0 

ZECH.L W 

0803100003 

880322002 1 * 

50 206 

0 

ZECH.L W 

0803100041 

080 1220092* 

50 31? 

Q 

ZCCM.LW 

6003140252 

0803220145* 

50 528 

0 

ZECHL W 

8003240413 

8803220177* 

50 113 

0 

ZECH.L W 

0003240456 

0803290206* 

50*139 

Q 

ZECH.L W 

0003250015 

8803210491 

50 266 

F 

ZECH.L W 

0003250027 

8803020029 

50 322 

G 

ZECH.L W 

600 3 250074 

Q803090080 

50 322 

G 

ZECH.L W 

0003250140 

8803090082 

50 322 

G 

ZCCM.LW 

8003250159 

08031401 14 

50 322 

G 

ZECH.L W 

0603250164 

8803140124* 

50 322 

G 

ZECH.L W 

6803250.69 

8803160100 

50 322 

G 

ZCCM.LW 

8803250179 

8803210135 

50 322 

G 

ZECH.L W 

80O325O22G 

8801230029 

50 322 

G 

ZECH.L W 

0003250220 

8803230139 

50 322 

G 

ZECH.L W 

0603250335 


SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

CATEGORY 


NUMBER 

CATEGORY 

50 322 G 

ZECHIW 

8003280032 

COMMISSION 

50 322 G 

ZCCM.LW 

8B03 280030' 

COMMISSION 

50 457 S 

ZECH.L W 

0803290022 

50 490 IJ 

ZECHL W 

BB03300275 

50 49B U 

50 327 P 

50 327 P 

ZECH.W 

8003250205 

COMMISSION 

ZECH W 

0893250231 

COMMISSION 

50 327 P 

ZELLNER.R J 

8803290441 

40 872-1 

50 259 P 

ZEUGIN.LB 

08O3HO415 

NUREG 

50 259 P 

21QULSKYJ4 

B803010093’ 

B0O3O4OO93* 

70 1 100 

50-259 P 

ZIEMANN.D L 

FOIA 

50-259 P 

ZIEMANN.D L 

8803040106' 

FOIA 


ZIEMANN.D L 

8893040150* 

FOIA 

50 250 P 

ZIEMANN.D L 

8803040175' 

FOIA 

50-327 P 

ZIEMANN.D L 

0893040255' 

FOIA 

50-259 O 

50*328 P 

ZIEMANN.D L 

0893040267* 

FOIA 

50-259 P 

ZIEMANN.D L 

0893040286* 

FOIA 

ZIEMANN.D L 

0893040312* 

FOIA 

COMMISSION 

ZIMMER MaN.R 

0892240305 

50 312 0 

ZIMMEftMAN.R 

0893080042 

50 39/ 0 

50 443 U 

50-498 H 

ZIMMERMAN, R P 

8093080101 

50 275 0 

50-322 F 

ZIMMERMAN, R P 

8Q030Q01 12* 

50 275 Q 

40 8027 

2IMMERMAN.R P 

8803140192 

50 20b O 


ZIMMERMAN, R P 

0803140200* 

50 206 O 

COMMISSION 

ZIMMERMAN.R P 

0803150165 

50 344 Q 

50 322 J 

ZIMMERMAN.n P 

8303290005 

50-206 Q 

COMMSSSLO N 

ZIMMEHMAN.n P 

8803290008 

50-344 Q 

COMMISSIO N 

ZUPKO.J M 

8803160118 

50-272 S 

COMMISSIO N 

2UPKO,J M 

0803170275 

50-311 S 


ZUPKO,J W 

0803210144 

50-311 S 

COMMISSIO N 
COMMISSIO N 

ZUPKO,J M 

0303210435 

50-311 R 

COMMISSION 

ZUPKOJM 

8003210452 

50-2/2 R 

COMMISSION 

ZUPKOJM 

8003220450 

50 272 S 

COMMISSION 

ZUPKO.J M 

0803230073 

50*272 S 

ZUPKO,JM 

8803230106 

50-311 S 

COMMISSION 

ZUPKO.J M 

0803290270 

60-272 S 

COMMISSION 
COMMISSIO N 

ZYRA.T G 

0803289264 

50-334 P 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for exam pie, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


s 

These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


AUTHOB AFriLIATION 


AlC Analysis Corp 

ASCXJ/OtLTA ((ormefly Della Conlrols & 
RTE Della Corp) 

AT&tCommunjcalions 


Ace FsdDral Reporlers, Inc 
Advanced Njclear Fuels Corp (formorly 
Exior Nucloar Co . Inc ) 


AcfOiOl Ordnanco Co 


Aw Foice, DopI of 
Alabama Power Co 


All ■Ctiomlcal IsolopQ Enrichmonl, Inc 


Alnod Signal Corp 


Ameiican Commillco on Africa 

Amencan Electric Power Co , Inc 
Arrencart Nuclear Socioly 


American Sociolyof Moctianical Engineera 


ACCESSION SUBJECT AUTHOR AFFILIATION 

NUMBER CATEGORY 


0003Q30I49* 

CONTRACT 


Antorsham Corp 

6803220045 

50 327 

S 

Am os bury, MA 

8803030230* 

CONTRACT 



8803210267* 

CONTRACT 



88030/0354’ 

CONTRACT 



8803150313* 

50 397 

P 


8803150320* 

50 397 

P 


6603150337* 

50 249 

P 


8603150339' 

50 249 

P 

Anaconda Co (tfiv of Allanlic Richfield 

68031 50142* 

SO 249 

P 

Co> 

8603150360* 

50 249 

P 

Applied BioMathcmatics, Inc 

8803290413 

70 1257 


Argonno Nalional 1 aboralory 

OB032104B6 

XPORTLIC 


Arizona Nuclear Power Project (formorly 

00032104GB* 

XPORTIIC 


Arizona Public Service Co ) 

8B032403B0 

PRM 



0803010379 

50-340 

R 


88030/0342 

50 340 

F 


8Q03080266 

50 364 

Q 


0803080300 

GO-348 

P 


0003160006 

50 340 

P 


8003 160006 

50-346 

P 


0003160041 

50-346 

P 


8803160153 

50 340 

P 


8603170037 

5U 346 

V 


0803170037 

60 340 

V 


0003160057* 

50 364 

n 


8603 180004 

so 340 

R 


0003100060* 

50 348 

n 


8003180074* 

50 348 

n 


0003180070* 

50 346 

R 


0003100080 

50 348 

r 


8003210521 

5Q3G4 

p 


0803220264 

50 340 

r 


0003220264 

50 348 

F 


8003220270 

50 364 

R 


0803220272 

50 348 

F 


0803220327 

50 340 

0 


0803220327 

50 348 

Q 


0803220440 

50-348 

S 


8803230173* 

50-364 

n 


8003240094 

50-340 

p 


0803240294 

50 340 

F 


8803240294 

50-340 

F 


8003280150 

50-346 

S 


0803290250 

50-364 

s 


B003300177 

50-346 

Q 


0003300300 

S0-34B 

Q 


0803300300 

50-340 

Q 


0803010150 

50 603 

A 


0003010220 

50 603 

A 


0803010324 

50 604 

A 


0803010362 

50 604 

A 


B803240159 

SO 603 

F 


8B03240260 

SO 604 

A 


0003240397 

50 603 

A 


0803240478 

50 604 

F 


8003300041 

40 3392 



8003300043* 

40 3392 



0003300052* 

40 3392 



8803290243 

XPORTLIC 



8003290267 

XPORTLIC 



0803080333 

50 315 

P 


0803140068 

TO PREP 




8Q0324025 1 ^ CONTfl ACT 

0003100039 ORG 

0803230332 WASTE MGT 

315 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8003140112 
8B0302002B 
0803020026 
8803020043* 
8803 0200-13 * 

0803080222 

08O3O0O222 

8003030114 

8003090121* 

0003160094 

08O32GO219 

8003220174* 

8803200243 

0802290002 


81103010388 
0B030 10394 
8803010470 
0803030073 

8803030084' 

8003030229 

8603030229 

0803030229 

6803080078 

8803080270 

00030«fl325 

8803000325 

60030D0325 

6003080330* 

8803080330' 
880308 0330- 
8803080330 
8803080336 
8803080336 

8803080340 

8803080375 

8803090003 

8603090040* 

8803090207 

8803090214 

8803090214 

8003090225* 

8003150141 

8003V60145 

0803150280 

6803150298 

0803150307' 

0003160002 

0003160184 

6803170305 
B003 170305 
0003160051 
8603180172 
0803220271 

0803220271 
0803220271 
8603220206 
08032202 06 
0003220286 

8803220324' 
8003230039 
8803230 039 
0803230039 
0803240075 

8803240075 

D803240075 

8803240082* 


71 9167 
50 443 
50 443 
50 443 
50 443 

50 443 
50 443 
50 443 
50 443 
50-443 

40-0902 

CONTRACT 

NUREG 

50-528 


50 528 
50 528 
50-529 
50-530 

50 530 
50 528 
50 528 
SO 528 
50 528 

50 528 
50 526 
50 528 
50 528 
50 520 

50 520 
50 520 
50 528 
50 520 
50 520 

GO 530 
50 530 
50 529 
50 528 
50 528 

50 529 
50-526 
50-528 
50-528 
50-528 

50-530 
50-528 
50-528 
50-520 
50 520 

50-528 
50-528 
50-528 
50 529 
60 528 

50 528 
50 520 
50 52B 
50 520 
50 528 

50 528 
50 526 
GO 528 
50 528 
50 620 

50 626 
50 528 
50 528 


G 

G 

G 

G 

H 

H 

G 

G 

G 


P 


O 

P 

P 

P 

P 

R 

R 

n 

s 

o 

p 

p 

p 

p 

p 

p 

R 

n 

R 

s 

s 

p 

p 

p 

p 

p 

p 

s 

s 

p 

Q 

□ 

p 

F 

o 

Q 

F 

S 

Q 

Q 

Q 

P 

P 

P 

Q 

Q 

Q 

Q 

K 

K 

K 

K 
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AUTHOR AFFlLIATtON 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ea032400B?‘ 

50 528 

K 


8803240210* 

50 528 

aS0324008?‘ 

50 520 

K 


8803240210* 

50 528 

ee03240l05* 

50 528 

K 


8803240210* 

50 520 

8803240105* 

50 528 

K 


0003240211* 

50 528 

8003240105* 

50 520 

K 


0803240211* 

50-528 

6803240100’ 

50 528 

K 


0BO324O21 1* 

50 528 

6803240108* 

50 528 

K 


8803240215* 

50 520 

80O324O1OB* 

50-520 

K 


8803240215* 

50 520 

8803240118* 

50-528 

K 


8003240215* 

50 520 

0803240118* 

50-528 

K 


8803240216* 

50 520 

8603240118* 

50-528 

K 


8003240216* 

50 528 

8803240121* 

50-528 

K 


0003240216* 

50 526 

8803240121* 

50-526 

K 


8803240218* 

50 520 

8603240121* 

50-520 

K 


6803240218* 

50 528 

8003240125* 

50-520 

K 


8803240210* 

50 528 

8803240125* 

50-520 

K 


0803240219* 

60 528 

8603240125* 

50 520 

K 


8003240219* 

50 520 

8803240128* 

50 520 

K 


0803240219* 

50 628 

8803240128* 

50 528 

K 


0G03240222* 

50 520 

8803240128* 

50 528 

K 


8003240222* 

50 528 

8803240129* 

50 520 

K 


8003240222* 

50-528 

8803240129* 

50 528 

K 


0003240224* 

50 528 

8003240129* 

50 520 

K 


8G03240224* 

50 520 

8803240131* 

50 528 

K 


0003240224* 

50 520 

8803240131* 

50 520 

K 


080324022/* 

50 528 

8803240131* 

50 520 

K 


0803240227* 

50 520 

0803240133* 

50 528 

K 


0003240227* 

50 528 

8803240133* 

50 526 

K 


0803240229* 

50 520 

6003240133* 

50 520 

K 


0603240229* 

SO 528 

6803240137* 

50 52B 

K 


8003240229* 

50-520 

0603240137* 

50 528 

K 


8003240230* 

50 520 

8D03240137* 

50 528 

K 


8003240230* 

50 528 

0BO324OM2* 

50 528 

K 


8003240230* 

50-520 

8603 240 M2* 

SO 526 

K 


8003240240* 

50 528 

8603240142* 

50 520 

K 


8003240240* 

50 628 

8603240146* 

50 528 

K 


8003240240* 

50 528 

0803240146* 

50 528 

K 


8003240241* 

50 520 

6003240146* 

50 528 

K 


800324024 1 * 

50 526 

8003240150* 

50 52Q 

K 


0603240241* 

50 528 

8803240150* 

50 528 

K 


0003240242* 

SO 528 

8803240150* 

50 528 

K 


0803240242* 

50 520 

8003240152* 

50 520 

K 


0003240242* 

OG03240245* 

50 520 

8003240152* 

50 520 

K 


50 520 

8803240152* 

60 528 

K 


8Q03240245* 

50 528 

8003240155* 

50 528 

K 


0803240245* 

50 520 

8803240155* 

50 520 

K 


GG0324024B* 

6603240248* 

50 520 

8803240155* 

SO 520 

K 


50 528 

0803240163* 

50 528 

K 


0803240248* 

so 520 

8003240163* 

50 520 

K 


OG03240250* 

50 528 

Q 8 03240 163* 

60 520 

K 


8803240260* 

50 520 

8003240179* 

50 528 

K 


0003240250* 

SO 528 

8803240179* 

50 520 

K 


8G03240254* 

50 520 

0803240179* 

50 520 

K 


0803240254* 

50 528 

0603240183* 

50 528 

K 


0803240254* 

50 528 

0003240183* 

50 52B 

K 


8003240257* 

50 520 

8603240183* 

SO 528 

K 


0003240257* 

50 628 

88032401 B4* 

50 528 

K 


GB03240257’ 

SO 528 

6803240104* 

50 528 

K 


8803240258* 

so 520 

8603240104* 

50 520 

K 


8803240258* 

50 528 

8603240106* 

50 620 

K 


8003240250* 

50-528 

8803240186* 

50 528 

K 


0803240260* 

50 528 

8803240186* 

60 528 

K 


8803240260* 

50-520 

8803240188* 

50 526 

K 


0803240260* 

50 528 

8803240188* 

50 520 

K 


0003240262* 

50 528 

8003240108* 

50 528 

K 


0003240262* 

50-528 

8003240189’ 

50 520 

K 


8803240262* 

50 528 

8003240189* 

50 528 

K 


0003290040* 

50 628 

8803240109* 

50 520 

K 


0803290048* 

50 528 

8603240190* 

SO 520 

K 


0803290048* 

50 520 

0803240190* 

50 528 

K 


0803290070* 

50-528 

8803240190* 

50 520 

K 


8803290070* 

50 528 

6003240194* 

50 520 

K 


8803290070* 

50 528 

8803240194* 

50 520 

K 


OQ03290087* 

50-528 

8603240194* 

50 520 

K 


8003290087* 

50 623 

6803240196* 

50 528 

K 


8803290087* 

50 520 

8803240196* 

50 528 

K 


6803290096* 

50 528 

8803240196* 

50-528 

K 


0803290096* 

50 528 

8603240107* 

60 528 

K 


0803290096* 

50-528 

6003240197* 

50 520 

K 

Arizona Power Authority 

8803230059 

50 523 

8003240197* 

50 528 

K 

Af/zona, Univ ol. Tucson, AZ 

0803220116 

NUREO 

8803240199* 

50 528 

K 

Arkansas Power & Light Co 

0802290138 

50-313 

8003240199* 

50 528 

K 

8802290138 

50-313 

0803240199* 

60 528 

K 


0802290141 

50 313 

8803240202* 

50 520 

K 


0002290141 

50-313 

6003240202* 

£0 528 

K 


8003010260 

50 313 

8003240202* 

50 528 

K 


80030 10260 

50-313 

0893240207* 

60 528 

K 


8803010418 

50 368 

0003240207* 

50-528 

K 


8603010435 

50 313 

8803240207* 

50 628 

K 


0003020071 

50-313 
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CORPORATE SOURCE INDEX 317 


AUTHOR AFFILIATION 


Arkansas, Slate of 

Ashcraft S Gore I 
Atlantic City GIcctric Co 
Atlantic Richfield Co (ARCO) 


Atlas Corp 

BWn OwnofS Group 
iiabcock & Wilcox Co 


Babcock 6 Wilcox Operating Rants Owners 
Group 


Backus^ Moyer & Solomon 


Ballimore Gas & Eloclric Co 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

NUMBER 

CATEGORY 



0003020071 

50-313 

F 


0QQ3020264 

50-368 

0 


0803030024 

50-313 

O 


0803070006 

50 313 

F 


8803070008 

50 313 

F 


0003070009 

50 313 

F 


8803070167 

50 313 

F 

Ballclle Memorial Inslituto, Columhus 

0803070172 

50 313 

F 

Laboratories 

8803070176 

50 313 

F 


0003000026 

60 313 

P 


QB030B0026 

50 313 

P 


8803000143 

50313 

F 

Baltelio Memorial li^stikite, Pacific 

8803000143 

50313 

F 

Northwest Laboratonos 

8003080213 

50313 

Q 


8003000213 

50 313 

Q 


6003150336 

50 366 

P 

BectUel Group. Inc 

8803160273 

50313 

S 


8003160451 

50 313 

F 


8003170013 

50 013 

F 


0803220274 

50 313 

P 


Q0032301 IS 

50 313 

R 

Bechlel Po^er Corp 

8803230116 

50 313 

R 


8803240339 

50 313 

F 


8003280107 

50 313 

S 


0003200116 

50 368 

S 


0803200310 

50 313 

Q 


0003200310 

50 313 

Q 


0003200321 

50 313 

0 

Boll of PennsyJ'/ania 

8G03200J21 

50 31.3 

0 

Gernaboi S Katz 

0003280331 

50 31.3 

Q 


0003290119 

50 360 

R 

Bond ICO Nticlenr 

8003290122 

50 313 

n 


8003300316 

50-313 

0 

Boston Edison Co 

8003300327' 

50-313 

0 


OQ03040007 

PR 



0803000047 

50-213 

P 


0803210513' 

50-272 

1 


0003000333 

40 8902 



00032501 3B 

40 0902 



8803250202 

40-8902 



8003250152 

40-3453 



8803200226 

40 3453 



8003200347 

40 3453 



0003290005 

40-3453 



0803090273 

TOPREP 



8003010096 

70 27 



0003010303 

70 27 



0003020232 

7 1 6206 



0003090279* 

TOPREP 



0803170000 

70 27 



0003170241 

70 27 



0803210239 

70 27 



0803210276* 

70 27 



8003250193 

TOPREP 




OQ03260190* 

0803010078 

TOPHCP 

50 443 

G 


8803010070 

50 443 

G 


0003010094 

50 443 

Q 


0003010004 

50 443 

G 


0803210113 

50 443 

G 


8802290150 

50 317 

F 


0003010437 

60 317 

P 


0003010437 

50 317 

P 

Bran Shon Products, Inc 

0003010430* 

50 317 

P 

0803010439* 

50 317 

P 

Brooklmvon National Laboratory 

8003020033 

50-317 

P 

8803040013 

50-318 

Q 


0B03O70049 

50-31.7 

R 


0003070049 

50-317 

n 


0803070086* 

50-317 

P 


6003080117 

50-317 

r 


8003000117 

50-317 

F 


8003000123* 

50-317 

F 


0003000123* 

50-317 

F 


0803000407 

50-317 

F 


6803080407 

50-317 

F 


8803110006* 

50-317 

S 


8803140381 

50-317 

S 


8003140386* 

50-317 

S 


6803210044 

50-317 

P 

Brown & Roolp Inc (subs of Hat 

8003210470 

50-317 

R 

Co) 

0803220151 

50-317 

J 

Brown, Janies & Rabbbi, P C 
CMS Eneigy Corp 

8803220402 

50-317 

R 

8803230018 

50 316 

S 

CRC Systems, fnc 

8003230076 

50 317 

1 

CYGNA Energy Services 

8803230076 

50 317 

1 


8603230181 

50 317 

P 


0803230181 

60 317 

P 



ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8603230185* 

50 317 

P 

0803230185’ 

50 317 

P 

8803240435 

50-317 

P 

8803240435 

50 317 

P 

8803240464 

50 317 

P 

6B03240464 

50-317 

P 

8B03020122* 

50-266 

P 

8803020125* 

50-301 

P 

8803070308* 

50-220 

S 

8803100151 

71-9216 


BQ03010076* 

50-320 

G 

6603280028* 

WASTE MGT 


6803310266 

NUREG 


8803010201* 

50 263 

P 

6803040167* 

50 490 

P 

69031 10087 
8Q03110140 

Subject 

TOPREP 


8803110142* 

TOPREP 


8803040172 

FOIA 


8803070229* 

50-327 

0 

8803080137* 

50-327 

Q 

B9030B0315* 

50-327 

Q 

8003080315* 

50-327 

O 

8803000317’ 

50-327 

O 

8803000317* 

50 327 

o 

8603250166* 

CONTRACT 


8603080016 

FOIA 


08032101S6 

50 327 

p 

8803100150 

WASTE MGT 


6303100165* 

WASTE MGT 


8003010067 

50 293 

p 

0003010312 

SO 293 

p 

8803010420 

50 293 

H 

8803030044 

50 293 

Q 

0803040071 

50 293 

S 

0803040253 

50 293 

S 

8803070243 

so 293 

F 

QQ03070365 

SO 293 

F 

8603080062 

SO 253 

P 

8003080402 

SO 203 

F 

0803080432 

SO 293 

J 

B803090049 

SO 293 

F 

6803090095 

59 293 

S 

8003060009 

50 293 

S 

88030600 93 

50 293 

S 

8003090174 

50 293 

P 

8003140378 

50 293 

Q 

8003140383* 

SO 293 

Q 

8003 150344 

50 293 

S 

8003160934 

50 293 

R 

8003210063 

50 293 

P 

0003210370 

50 293 

P 

0803210382* 

50 293 

P 

0803220075 

50 293 

P 

0003220332 

50 293 

P 

0003220481 

50 293 

Q 

0603220491 

50 25)3 

P 

8003230095 

50 293 

P 

0603260330 

50 203 

F 

0803290437 

71 9216 


0603300219 

50 203 

Q 

8603310165 

50 293 

Q 

8603140165 

71 653 


0603140174* 

71 653 


0803980060* 

50 335 

P 

0603080476 

NUHEG 


6603090179 

NUREG 


6803090227 

NUREG 


680309029B 

NUREG 


6803100004 

NUREG 


6003100000 

NUREG 


8003150250* 

50-275 

P 

8903150379 

NUREG 


8003180259* 

50-500 

A 

8003230296 

WASTE RES 

Q 

8803250102* 

50-254 

6803250189* 

50-254 

Q 

6803280097 

NUREG 


8003280285* 

50 445 

E 

8003010090 

FOIA 


8803140300 

50-1 55 

1 

8803150075* 

CONTRACT 


8803040173 

50-445 

A 

8803000063 

50-445 

A 

8803000063 

50-445 

A 

8603080164 

50-445 

A 



318 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSlOK 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8603080164 

50-445 

A 


0003160297* 

50 400 


8803080161 

50-445 

A 


8803160301* 

50 400 


6803080181 

50 445 

A 


08031 60329* 

50 400 


8003000502 

50-445 

A 


8803160331’ 

50 400 


89030BOS02 

50-445 

A 


8803160336’ 

50 400 

Caljlornia, State of 

0803020031 

PR 



8803160339* 

50 400 


65030401 f4 

50-275 

P 


8803160340* 

50 400 

California, Univ of, Berkele/. CA 

8003200143* 

CONTRACT 



8803160343* 

50 400 

California, Univ of, Santa Barbara, CA 

8803070254* 

CONTRACT 



0003160346* 

50 400 

Caro or Devolopmont Service 

B003080074* 

CONTRACT 



8803160351* 

50 400 

Carolina Power & Light Co 

8803010005 

50 400 

P 


0803160357* 

SO 400 


8003010040 

50 400 

S 


8803170045 

50 324 


6803010105 

50 325 

S 


8803170045 

50 324 


0803010133 

50 400 

F 


0003170050* 

50 324 


8503010169 

50-400 

S 


0003170050’ 

50 324 


8303010490 

50 400 

Q 


8803170059 

SO 324 


8303020010 

50 261 

R 


0803170059 

50 324 


880302003 1 

50 400 

Q 


8803170062* 

50 324 


3803020056 

50-261 

S 


8803100193 

SO-261 


B803020060 

SO 261 

P 


0003100237 

50 324 


8003020076' 

50-261 

P 


8803180237 

50 324 


6803020184 

50 261 

P 


8803180242* 

50-324 


6803020164 

50 261 

P 


0003100242* 

so 324 


8003020164 

50 261 

P 


8603210022 

50 261 


8003020184 

50 261 

P 


8803210051 

50 261 


6603020204 

50-400 

S 


8803220402 

50 400 


8603020284 

50-324 

R 


8803230014 

50 400 


8603030046 

50-261 

P 


8803230020 

50 325 


8803030068 

50-261 

R 


8803240020 

60 325 


8803030140 

50-325 

5 


8803240321 

50 324 


B603030151 

50-324 

J 


00032S0172* 

50 261 


8803030151 

50-324 

J 


8003290042 

50-324 


8803030178 

50-261 

J 


0803300221 

50 400 


6003030249 

50 324 

J 


8803300285 

50 26t 


6803030249 

50 324 

J 


0003300314 

so 324 


8603030300 

50 400 

J 


8803300314 

50 324 


8803030304 

50 400 

J 


8803300453 

50 261 


8803040050 

50 4 00 

R 


0003310212 

50 400 


8803040144 

50 261 

J 

Cjso Woslern Reserve Unlv , Clovelarid. O 

8803200146 

70-145 


B0O3O4O218 

50 400 

J 

Ceniral Midwest Compact Commission for 

8803040074 

PR 


5303040261 

50 400 

a 

Low Level Raciioactivo Wasfo Managoment 




0803040330 

50-261 

J 

Chein NiiCloar Systems, Inc 

0803100067 

WASTE MGT 


5803040339 

50 324 

J 


8003100069* 

WASTE MGT 


6803040339 

60 324 

J 


0803240252 

WASTE MGT 


8803070007 

50 261 

R 


8803280070 

WASTE MGT 


6603070020 

so 261 

S 


8803290308 

WASTE MGT 


8803070123 

50 261 

F 

Chem Systems, Inc 

8803030206* 

50 396 


8803070380* 

60 261 

P 

Cinlicltom, Inc 

0003150212* 

50 54 


8803050126 

50 324 

P 


8803210339 

50 54 


6803000303 

50 324 

S 

Circloviflo Metal Works 

0003210510 

OASOO 


8003000036 

50 324 

F 

Citizens Association for Sound Energy 

0803230065 

50 445 


8803090044 

50-324 

F 

Clevoland Electric Illuminating Co 

0803010160 

50 440 


8803090044 

50 324 

F 


8803010462 

60 440 


0803090147 

50 324 

P 


8003030034 

60 440 


0803090147 

50 324 

P 


8803030240 

60 440 


8803090152* 

50 324 

P 


8003040042 

50 440 


8003090152* 

60 324 

P 


8803070202 

50 440 


8803090155 

50 324 

P 


0803080040 

50-440 


8003090155 

50-324 

P 


8803080069 

60 440 


8803090160* 

50 324 

P 


8803080417 

50 440 


8B03090160* 

50 324 

P 


8003150050 

60 440 


8803100184 

50-324 

S 


8803170093 

50 440 


8803110084 

60 400 

S 


0003170101* 

50 440 


0803110129 

60 261 

P 


8803170104* 

60 440 


8803110152 

60-281 

P 


8803170105* 

50 440 


8603140075 

60 261 

R 


0803170107* 

60 440 


8003140187 

50 400 

R 


8803170110* 

50 440 


6803140329 

50-261 

F 


8803170112* 

50 440 


6603140338 

50 324 

Q 


0803170114* 

50 440 


8603140336 

50 324 

Q 


0603170116* 

50 440 


8603140379 

60 324 

S 


8803170118* 

50 440 


86031 50300 

50 324 

Q 


0003170119* 

50 440 


6803150300 

50-324 

Q 


0603170121* 

50 440 


8803150314 

50 324 

P 


8803170121* 

50 440 


8603160015 

50 324 

Q 


8803170122* 

50 440 


0503160015 

50-324 

0 


8603170123* 

50 440 


0603160020 

50 324 

fl 


8003170125* 

50 440 


8603160020 

50-324 

R 


8803170127* 

bO 440 


8003160030* 

50 324 

R 


0603170130* 

50 440 


8803160159 

50 400 

r 


8803170131* 

50 440 


8803160230 

50-324 

F 


8003170132* 

50 440 


8803160230 

50 324 

F 


8603170133* 

60 440 


8803160244 

50 400 

0 


8803170134* 

50 440 


5803160255* 

60 400 

Q 


8803170136* 

50-440 


6803160259* 

50400 

Q 


8003170137* 

50 440 


8503160262* 

50 400 

Q 


8803170142* 

50 440 


6803160267* 

50 400 

Q 


8803170143* 

50-440 


8003160276* 

60-400 

0 


8003170144* 

50 440 


6003160293* 

50 400 

Q 


0003170145* 

50 440 
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CORPORATE SOURCE INDEX 319 


AUTHOR AFriLIATION 


Cleveland Clilfs Iron Co 

Colorado Slalo Univ , Tori Collins, CO 
Co'orado Slalo o1 

Combiistton EnQinoorinq, Inc 


Comox Corp 
Commorco, Dcpl of 

CotT^mcrco, Go pi of, NolJonnI Durono of 
Stand arils 


Comnnor wealth Edison Co 


ACCESSION 

SUBJECT 


NUMOER 

CATEGORY 


0803 170 146' 

60 440 

K 

0803170147' 

50 440 

K 

0003170148' 

50 440 

K 

80031/0151* 

50 440 

K 

8003170155* 

50 440 

K 

0003170157' 

50 440 

K 

8803170150* 

50 440 

K 

8003170159* 

50 440 

K 

8003 1701 62* 

50 440 

K 

0603170163* 

50 440 

K 

0803170165' 

50 440 

K 

0003 1701 60* 

50 440 

K 

8803170106' 

50 440 

K 

8803170169* 

50 440 

K 

0803170170* 

50 440 

K 

8803170172* 

50 440 

K 

0803170174* 

50 440 

K 

8803170175* 

50 440 

K 

8003210471 

50-440 

R 

8003220099 

50-440 

O 

0003220146 

50-440 

P 

0003220146 

50-440 

P 

0003220176* 

50 440 

P 

0803220193* 

50 440 

P 

8803220240 

50-346 

J 

0003220240 

50-346 

J 

0803220245 

50-440 

0 

0803230246 

50-440 

R 

0803240045 

50-440 

G 

0803290253 

50 440 

S 

8003310191 

50 440 

J 

0003090141 

40 0714 


0003090260 

40-0/14 


0003200001 

40-0907 


0803110111 

WASTE MQT 


0603 1 6028 r 

COMMISSIO 

N 

0608040136* 

FOIA 


0003010419 

70 5 100 


0803030006 

70 1100 


0003030009* 

70 1 100 


0803030210 

70 1 100 


0003070225* 

FOIA 


0003280220 

50 470 

A 

0003200310 

50 470 

A 

0803290052 

50 470 

r 

8003200101 

71 5070 


800329022/* 

/I CO/0 


800303020/* 

CONI n ACT 


0003290418* 

CONTRACT 


0803260150* 

CONTRACT 


0003010309 

50 104 

P 

0003030039* 

CONTRACT 


0003090159* 

CONTRACT 


0003140251 

WASTE RES 


0003220090 

WASTE MGT 


0003220396 

WASTE RES 


0002100332 

50 454 

n 

00022000 10 

50 454 

F 

0002290145 

50 to 

r 

0Q02290145 

50 10 

F 

0002290145 

50 10 

F 

0003010000 

50 454 

J 

0003010023 

50 254 

s 

0003010033 

50 205 

r 

0003010077 

50-254 

s 

0003010167 

50-374 

p 

8003010414 

50-457 

s 

0003010483 

50-254 

r 

0003020138 

50 373 

r 

8003020160 

50 237 

p 

0003020160 

50 237 

p 

08030301 1 1 

50-370 

R 

80030301 1 1 

50-373 

R 

8003030112 

50-454 

R 

0003030112 

50-454 

R 

8003040061 

50-10 

ft 

8003040061 

50-10 

ft 

0003040061 

50-10 

R 

8Q03040061 

50-10 

R 

0603040061 

50-10 

R 

0003040061 

50-10 

n 

0003040061 

50-10 

R 

0003040061 

50-10 

R 

8003040061 

50-10 

R 

0003040061 

50 10 

R 

8803040061 

60 10 

R 

0803040072 

60 205 

P 

0003040072 

60 295 

P 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0003040109 50-10 J 
0803040109 50-10 J 
8803040109 50-10 J 
0003040109 50-10 J 
8003040109 50-10 J 


0003040109 50-10 
000304021 1 50-237 
0003040343 50-457 
8003070233 50-373 
0003070233 50-373 

0803070325 50-10 
0803070325 50-10 
0003070325 50-10 
0803070325 50-10 
8803070325 50-10 

8803070344* 50-10 
8803070355 50-457 
8003070373 50-254 
8003070384 50-457 
8003000162 50-456 

O0O3O0U169* 50-456 
HB03080249 50-373 
0803080261* 50-373 
0803080261* 50-373 
B8030Q0360* 50-10 

8803000360* 50 10 
8003000360* 50-10 
8803000373* 50-10 
8003000373* 50-10 
8803000381* 50-10 

8603000301* 50-10 
8803000306* 50-10 
6803000306* 50-10 
8803080391* 50-10 
8803080403* 50-10 

8803080470 50-456 
8803080513 50-454 
8003000006 50-295 
8003090006 50-295 
8003090006* 60-295 

0603090008' 50-295 
0603090010 50-456 
0603090028 50-10 
6803090031 50 295 
8003000140 50 295 

8003090140 50 295 
8003000276 50-254 
800309027B* 50 254 
8803090280* 50-254 
8003090281* BO 251 

8803090203* 50-254 
6803090204* 50-254 
OQ03090287' 50-254 
0803090289* 50-254 
0803000291* 50-254 

6803090294 • 50-254 
6803000207 • 50-254 
83030D0300* 50-254 
8803000306* 50-254 
8803090309* 50-254 

8003000312* 50-254 
8003090322 50-265 
8003090323 50-265 
8003090328 50 265 
8003090334 SO 265 

0803090336 50 265 
QB03090346 60 265 
0803090348 50 265 
8803090351 50 265 
8803090353 60 265 

8803090365 50 2C5 
8803090367 50 265 
8803090359 50 265 
8803100001 50 265 
8003100007 50-265 

8003100186 50 457 
00O314QO8O 50 373 
0003140080 50 373 
8003140167 50 454 
8003140167 60 454 


B003140162 50 454 P 
8803140162 50 454 P 
8803140162 5 0 454 P 
8803140162 50 454 P 
8803140 162 50 464 P 

0003140164' 50 464 P 
0003140184* 50 464 P 
0003140184* 50 454 P 
0803140184* 50 454 P 


n]3]n33aO CnmcnOTCn cococnoacft COCOOTOTW vunvupw 3-n-n<«-p T 7 -i?-nto-n 3233333 3*0 '&"d‘d "tiOCrtQT? OOw»t_ 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


880314018-1* 

50-454 

P 

8803140186 

50-373 

S 

8803140216 

50 254 

S 

8603140410 

HUREG 


88031502B6 

50 454 

F 

6803150318 

50 249 

P 

6803150322’ 

50 249 

P 

8003160017 

50 154 

Q 

8803160022 

50 373 

P 

8803160053 

50 254 

P 

8803160057* 

50 254 

P 

0803160103 

50 254 

F 

8803160103 

50 254 

F 

8803160118 

50 454 

P 

88031601 18 

50 454 

P 

88031601 IS 

50 454 

P 

8803160118 

50 454 

P 

8003160118 

50 451 

P 

8803160124* 

50 454 

P 

8803160124* 

50 454 

P 

8003160124* 

50 454 

P 

8003160124* 

50 454 

P 

8003160124* 

50 454 

P 

8003160175 

50 254 

P 

8003160178 

50 454 

P 

8003160178 

50 454 

P 

8803160186 

50 456 

r 

8803160209 

50 457 

s 

8803160293 

50 456 

R 

8803160321’ 

50 10 

R 

8303160321’ 

50 10 

R 

8803160321* 

50 10 

R 

B803160333 

50 237 

P 

0803160333 

50 237 

P 

0803160345 

50 295 

R 

0BO31CO345 

50 295 

R 

8003160395 

50 254 

R 

8003160395 

50 254 

R 

8003170104 

50 456 

R 

8003170104 

50 456 

R 

8003170108 

50 237 

fl 

8603170108 

50 237 

fl 

8803100016 

50 10 

R 

88031 6002 r 

50 10 

R 

080310002 r 

50 10 

R 

8803 100021 ■ 

50 10 

R 

0803100071 

50 455 

S 

8003100093 

50 254 

R 

0803160093 

50 254 

R 

0003210004 

50 456 

V 

8003210004 

50 456 

V 

80032 1001 6* 

SO 454 

o 

8603210016* 

50 454 

0 

8803210053 

50 457 

p 

8603210157 

50 254 

R 

8803210172 

50 454 

P 

8003210172 

50 454 

P 

8003210180* 

50 454 

P 

0003210180* 

50-454 

P 

8803210250 

50-373 

Q 

8803210250 

50-373 

0 

0003210261 

50-456 

F 

8003210261 

50-456 

F 

0003220200 

50-237 

Q 

8003220230 

50-456 

S 

8003220277 

50-457 

S 

0003220343 

50-237 

F 

8003220343 

50-237 

F 

0003220401 

50-237 

J 

800322040 1 

50-237 

J 

0003220401 

50-237 

J 

0003220401 

50-237 

J 

0003230070 

50-254 

P 

6003230070 

50-254 

P 

8003230077 

50-254 

F 

0003230105 

50-237 

P 

8003230105 

50-237 

P 

8803230105 

50-237 

P 

8803230105 

50-237 

P 

8803230105 

50-237 

P 

8003230243 

50-373 

P 

8003230243 

50-373 

P 

8003230244* 

50-373 

P 

8003230244* 

50-373 

P 

8003240438 

50-454 

R 

8003290200 

50-254 

F 

8003290237 

50-265 

S 

0003290242 

60-265 

S 

0003290273 

50-373 

S 


AUTHOR AFFILIATION 


Compiiler CngmGGfing Assjorkilt^s Inc, 
Connecticul Yankcn Alornif f^owor c o 


Connechcul, Univ ol Health Contcr, 
FarmingloiTi, CT 
Conovor & Asbocialcs 'nc 


Conquisia PmjQCl 

Consolidated ttiison Co ol Nrw /orK, Inc 


Construction Matenalb Testing Inc 
Consumers Power Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


imO 1290275 

50 265 

S 

enoi?oo2no 

50 254 

s 

orsmj 00350 

50 2 37 

o 

00O'UOO4O5 

50 45/ 

p 

00010 3U1 V* 

rOfmHA(,T 


0B0225O427 

50 21 1 

F 

0002250134' 

50 213 

P 

R0U3O1O122 

50 213 

P 

0003(110150 

50 211 

0 

080 30200(i5 

50 2 M 

n 

0001020065 

50 21 1 

H 

00010 tooot 

50 21 1 

H 

OOOlQlOOul* 

50 213 

n 

0BO3O4O265 

50 713 


ijnoioio?7t' 

50 2 1 3 

F> 

0001000050 

50 213 

S 

0001080000 

50 213 

P 

0003000000 

50 213 

P 

8003000100 

50 213 

F 

0001150101 

50 21 3 

P 

000 1160004 

50 21 1 

F 

00011/0195 

50 213 

Ft 

0003230005 

50 213 

P 

0OO3P00I 10 

50 211 

S 

0001200 12 J 

50 211 

s 

000 1250105 

50 2 1 3 

R 

0001250 100 

PH 


0002290310 

50 314 

J 

0003?10(nu 

50 314 

J 

000125022/ 

WASH MGf 


00021/0210 

% 24 / 

O 

00022001 10 

50 24/ 

R 

00030 KJOtiO 

50 247 

S 

0003010001 

50 247 

1' 

0003040100 

50 24/ 

o 

000 10/009 1 

50 1 

H 

000 10/00%* 

50 3 

H 

00010/0050* 

50 3 

H 

0003080040 

50 247 

F 

0003 150345 

50 1 

f 

00031001/0 

50 24/ 

O 

0003210002* 

50 21/ 

o 

0001210005* 

50 24/ 

o 

0003210000* 

50 247 

ii 

00032100/0* 

50 24 / 

i) 

8003220055 

50 24/ 

fj 

00032204/0 

50 24 / 

s 

800 12500 10 

5t) 24/ 

[> 

8001350040* 

50 24/ 

n 

BH01250042* 

50 24/ 

p 

000330030/ 

50 3 

J 

0003290192 

/1 6/1/ 


0802290100 

50 155 

f" 

8001010331 

50 155 

F 

0801010313 

50 155 

r 

8803010466 

50 255 

1 

0001010474 

50 255 

h 

80010201/1 

50 255 

f 

880101(»20 1 

50 255 

H 

80030 10208 

50 155 

ft 

8003040000 

50 155 

It 

8803040085* 

GO 1G5 

n 

8603040103 

50 255 

r 

0003010150 

50 155 

r 

00030/0124 

SO 255 

F 

8003070 126* 

50 255 

f 

88010000 1 / 

50 155 

ft 

8003000337 

50 155 

ft 

8803000422 

GO 155 

J 

8803000426 

50 255 

r 

8803000450 

GO 255 

J 

8003100050 

50 255 

r 

8003110151 

50 155 

s 

0003140196 

50 15G 

s 

0803140235 

50 1G5 

n 

0003140264 

50 255 

s 

0003150171 

50 255 


8003150351 

50 255 

Q 

0003160350 

50 2G5 

S 

08031700/6 

GO 255 

R 

8003100206 

GO 255 

0 

8003210451 

50 255 

P 

000123001/ 

GO 155 

P 

0003290091 

GO 155 

P 

0003300033 

50 255 

J 

0003300053 

50 155 

P 

0003300053 

50 155 

f’ 

0003300121 

50 255 

r 



CORPORATE SOURCE INDEX 321 


AUTHOR AFFILIATION 


Cooppf Sosspmof Coip 


Coorclmalton Council lor North American 
Alfairs 

Covington & Burling 
CfGsled Corp 

Dairylond Power Coopcrnlive 


Odmes & Mooro 
Dana Corp 


Data Base, Inc 
Dolmarva Power & I iqhi Co 
Desert Rosearch Institute 
Oolroit Edison Co 


Doc Search Associates 


Drake, G A , Ml) 

Drey, K 

Duke Errginoertnc) A Services 
Duke Power Co 


ACCESSIori 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


fldOJ300l39 50-1^5 

afl03300101 50 25G 

OB0331O161 50 155 

OflOlOiOOn OA9i93 

BfiO 1040015 OA909 


flfiOll 40342 XrORTLIC 


OfiC 322001 a .10 2061 

nB03250132 401162 

a«0 22903 11 50 409 S 

aeoaoiooiB 50499 p 

8003910234* 50-109 p 

8803920008 50 409 P 

0803020190* 50 409 f> 

86030.10138 50.109 R 

8803100202 50 409 n 

8803290299 50 409 p 

a«03?50l..13' .I0 8DO? 

8803020129 XPORTI IC 

8803020133* XPORTLrC 


0803230382* 
880321 0505 * 
8803*1002 1^0* 
8803010255 
880301038^ 

8003010.120 
0801030101 
8803030108* 
8803070331 
a 8030601 39 


coNrnACT 

50 2/? 
WASTE MGT 
50 341 
SO 341 

50 34 1 
50 34 1 
50 341 
50 341 
b0'’41 


P 

P 

R 

R 

R 

P 


6803080215 
080 1080225 
6803110030 
0603140 lat) 
6603150099 

6603150104* 

8603100117 

6603150122* 

6603150317 

8603160150 

860 ;M 80090 
860 I rM 0026 
8603.? 110029 
8603? 10034 
86032202H0 

8E10:i??01/t> 
8803 Ti 10107 
8803230170 
8803250017 
880325012(1 


50 34 1 
60 341 
50 341 
50 341 
50 111 

50 J 1 1 
50 341 
50 341 
50-341 
50 341 

50 iU 
50 }4I 
50 Ml 
50-341 
50 341 

50 341 
50 341 
50 341 
50 34 1 
50 3.11 


r 

r 

F 

S 

P 

P 

P 

P 

P 

F 

R 

J 

0 

S 

r 

F 

p 

R 


6803070234 

50 413 

S 

6801070257 

50 260 

P 

6(tf)3070257 

GO 261 

P 

66010/025/ 

GO 209 

P 

lia 030/02 62* 

SO 260 

P 

6601070262* 

GO 269 

P 

66030702C2* 

GO 260 

P 

60010/0329 

50 414 

S 

66030/0347 

SO 360 

s 

6601060036 

GO 413 


6603000040 

50 269 

Q 

6603080040 

GO 259 

Q 

0603080040 

53-260 

Q 

6603060052 

50 4 14 

0 

nao '3 080056 

60 413 

P 

6603(1 80203 

G0-2G') 

0 

0603(160203 

60-209 

Q 

660*106(3253 

SO 200 

Q 

0603060263 

50-259 

O 

66030 602G1 

60-209 

O 

06030(10203 

50 260 

Q 

80010110253 

SO 269 

Q 

8801060263 

50 2G9 

0 

8003090005 

50 360 

O 

60OJ 100078 

50 413 

F 

0803 1000/8 

5(1 413 

f 

8801 1 1 0 1 35 

SO 200 

n 

8803110155 

60 413 

s 

68031 10158 

GO 411 

s 

(3003140010 

SO ?fiO 

s 

6801140150 

50 369 

F 

8 (mi. 103 14 

50 2()0 

Q 

6601140334 

60 260 

Q 

6(103140334 

50 2C0 

Q 

6I!01M()334 

50 269 

Q 

6 60:114033 4 

60 260 

0 

6(10114033.1 

50 260 

Q 

6603 14031. 1 

50 200 

Q 

660 M 4031 4 

50 2()9 

O 

6603140340 

SO 269 

F 

06011403/2 

50 100 

S 

f!60:t1'3(>1.10 

50 413 

<) 

6603150140 

60 413 

Q 

6601 150242 

60-413 

P 

660') 1 'iO?f)9 

50 3()<) 

F 

i!6o:n')020/ 

50 413 

S 

Often 1 ‘mo 1 

50 413 

3 

nB031(»00()() 

6O-20<> 

P 

06031(10065 

SO 260 

P 

6601 H) 0006 

SO HflO 

P 


8803300131 
8803 ;i 0014/ 
8803020101 
8803080303 
88030(10303 

8803150063 
8803210054 
8803240162 
88032 40 182 
8803240186 


50-341 
rj0-)41 
50 24.1 
50 445 
50 445 

FGIA 
FOIA 
50 445 
50 446 
50 44S 


0803290205 50 445 

8803300341 TOIA 

880^1240450 PR 

88031604?/ rOlA 

6803060241 * 50 312 


O 


P 


680224001 1 50 269 P 
8802240011 50 269 f 
8 11 02240011 50 269 F 
6603010304 50 413 S 
6803010305 50 369 p 


6803010399 50 413 

13603010399 50 413 

6003010432 50 413 

86030104/1 50 369 

66030 1047C 50 414 


S 

s 

s 

p 

s 


6603010466 50-413 

6603010192 50 3b9 

BB0302UI24 50 370 

8603020146 SOnC'l 

0603020146 50 3()9 


S 

P 

o 

R 

n 


0603020150* 50-389 

8603 020 181) 50.114 

8603020225 50 2G9 

8603020225 50 269 

0003020225 50-269 


n 

R 

P 

P 

P 


8603030013 50 413 
8603040011 50 414 
0803040?/? 50 413 
0803040262* 50 413 


S 

P 

F 

F 


660*1 IhO 198 50 413 P 

6603100196 50 413 p 

m!O31fiO?04* 50 413 P 

8603160204* GO 4 13 P 

8601 11)0216 50 200 Q 

68031(10218 50 260 0 

8803160218 50 269 Q 

800:n60^{»/ GO 413 P 

8Q031()()?5/ 50 413 P 

8803160261* 50 413 P 

11003100281* 50 413 f> 

6803160265 50 266 S 

6(103 10026(V 50 413 Q 

6803(1)0399 50 413 Q 

01103160411 50 413 S 

6803160046 50 260 R 

0803160046 50 260 R 

6803160046 50-209 R 

0603100103 G0-3G0 R 

0601180103 5O3G0 R 

6603180107 50-413 R 

660318010/ 50-413 Ft 

mm 1002 16 50 369 P 

0n03l002»6 50 369 P 

6603180223* 50-369 P 

0801180223* 50-369 P 

8803210032 50 414 S 

8003210033 50 269 Q 

8003210030 50 413 S 

Q003210I3I 50 413 S 

8003210163 50 413 Q 

8003210163 50 413 Q 

8003210164 50 370 S 

8803220017 50 2&0 Q 

8803220017 50 209 Q 

880322001 / 50 269 Q 

8803220034 50 269 F 

8801220034 50 269 F 

8803220034 SO 269 F 



322 CORPORATE SOURCE INDEX 


AUTHOB AFFILIATIOH 


Duke Univ , Durham, NC 
Duquesne Light Co 


EG&G Idaho, Inc (subs of EG&G, Inc ) 


Earlfi First' 

Ebas CO Services, Inc (subs of Enserch 
Corp ) 

Eckert, Seamans,, Chenn & Mellott 


Edison Electric Institute 
Elect ric Power Research (nstiluto 


Empfoyee’s Legal Project 
Enecolech, Inc 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0803220014 

50 269 

F 

0803220051 

50 269 

J 

fi9!)3220C'5? 

50 269 

J 

6803220051 

50 269 

J 

8003220051 

50 269 

J 

0803220051 

50 269 

J 

0003220078 

50 269 

P 

0803220078 

50 269 

P 

BBO322OO70 

50 269 

P 

0003220070 

50 269 

P 

0BO322U1BO 

50 270 

0 

0003220301 

50 269 

P 

6003220381 

50 269 

P 

8803220301 

50 269 

P 

8003220115 

50 269 

P 

8003220115 

50 269 

P 

8003220415 

50 269 

P 

0003220428* 

50 269 

P 

0803220428“ 

50 269 

P 

0803220428* 

50 269 

P 


author AFFILIATION 
Energy, Dept ol 


ACCESSION SUBJECT 

NUMBER CATEGORY 

8003010129 WASTE MGT 

08030 103G7 ORG 

0003020047 WASTE MGT 

8603030001 71-9162 

0G03040354 PROj 

0803090293' WASTE MGT 

0803100029 WASTE MGT 

0803100034 waste MGT 

8803100040“ WASTE MGT 

6003100047' WASTE MGT 

8003100053 WASTE MGT 

0003100062 WASTE MGT 

0603100073 WASTE MGT 

0803100077 WASTE MGT 

8003100103 WASTE MGT 

6003100144 WASTE MGT 

0003100169 WASTE MGT 

0803110022 waste MGT 

06031 10025 WASTE MGT 

0603110020 WASTE MGT 


0003220466 50 269 S 
8003230092 50 269 P 
8003230119 50 413 S 
80O323O12B 50 413 S 
8003240086 50 413 S 


6003110044 
0003110040* 
86031 10053 
8803110061 
80031 10095 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8803200027 50 41 1 S 
0803200071* 50 269 P 
0803200253 50 369 F 
0803290100 50 269 S 
860329D20‘1 50 414 S 


0803110121 

0803110141 

0603110143 

0003140429“ 

8003150090 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
NUREG 


8003290231 

50 414 

S 

8003300305 

50 369 

0 

0003090172* 

50 443 

G 

0803010059 

50 334 

R 

8803010073“ 

50 334 

R 

0803010073* 

50 334 

R 

B8030 10006* 

50 334 

R 

8003010092* 

50 334 

R 

8003020210 

50 412 

P 

8003020280 

50 334 

R 


0803150232 WASTE MGT 

8603160420 WASTE MGT 

80031700/1 WASTE MGT 

0003170250 WASTE MGT 

6003100105 WASTE MGT 

0003100197* WASTE MGT 

0803220356 WASTE MGr 

8003220361 71-6670 

8G0323CJOOO* PROJ 

0003230235 WASTE MGT 


8003020280 

50 334 

R 

0603030174 

50 334 

P 

0803040013 

50 412 

S 

0803040053 

50 112 

S 

00O3O4OOB4 

50 334 

a 

8003040111 

50 334 

s 

8603040270 

50 334 

F 

8B03040270 

50 334 

F 

0803040297 

50 412 

s 

0803060156 

50 334 

R 


0803230236 WASTE MGT 

0003250022 WASTE MGT 

0003250246 ORG 

0003200162 XPORTLIC 
0003200315 WASTE MG I 

0003200322 WASTE MGT 

0803300192 WASTE MGT 

0803300245 WASTE MGl 

0003310057 WASTE MGT 

8003310137 WASTE MGT 


6003080456* 50 412 
6003140332 50 334 
6003140332 50 334 
8003 150285 50 334 
8603150300 50 334 


V 

P 

P 

F 

P 


Energy, Dept ol Idaho Operation*! Offic 

Engineers Inlernatronal, Inc 
Environmental ProlecUon Agency 


80032300/0 
0003310139 
6002250102 
0003250013 
08033001 10 


PRO J 
f^HOJ 

WASTE RES 
40 6907 
WASTE MGT 


8803160121 50 334 P 
0803160169 50 334 P 
0803160217 50 334 R 
0803160217 50 334 R 
0803160207 50 334 P 

6003160267 50 334 P 
8003210039 50 334 J 
800321 0225 50 334 0 
$603220024 50 412 E 
8803280113 50 412 S 


Evans Pluggo Co , Inc 
Everest Minerals Corp 
Export EASE Syslornb, Inc 
r L Ctdlord Asbociatos 
Failure Analysis Associates 

Fauske & Associates, Inc 

Federal Emergency Mnnagomoni Agent y 


0603030209* 

CONTRACr 


H603P50195 

40 0057 


6803080000* 

CONTRACT 


6003220205 

roiA 


0803240365* 

50 327 

P 

0003160145* 

FOIA 


0003020053 

50 275 

F 

8803020053 

50 275 

F 

8603020055* 

50 275 

F 

8003020055* 

50 2/5 

r 


0B03280165 

50 4 12 

s 

0803200264 

50 334 

P 

0706230339* 

50 269 

P 

0700270082* 

0802260079* 

50 397 

P 

50 458 

P 

0003030090“ 

71 9152 


0803150377 

NUREG 


0803220250* 

50 333 

P 

0803200095* 

50 29 

P 

0803200101* 

50 29 

P 

0803230050 

50 490 

G 

0803040247* 

50 490 

P 

0803010347 

50 443 

G 

0803210095 

50 440 

G 

0803070377 

8603160154* 

NUREG 

FOIA 


0803220469* 

50 275 

Q 

0803220469* 

50 275 

Q 

0803220475* 

50 275 

Q 

0803220476* 

50 275 

Q 

0802250293* 

50 443 

Q 

0002250297* 

50 443 

0 

6003280235* 

40 3463 



Federal Energy Regulatory Commission 

Forrel Exploration Company of Nebraska, 
Inc 

Florida Power & Light Co 


6003020057* 50-2/5 F 
0003020057* 50-270 F 
0803170063 50-443 F 
0003170082 60-302 F 
0003170006* 50 302 F 


0003210143 50 443 
060323007 i 50 443 
0003290021 50-290 
0003290020* 50-290 
0003220036* ORG 

0803090213 40 0029 

000325021 1 40 0943 
8002220114 50-250 
0002220117* 50 250 

0802220117* 50-250 
0002220117* 50 250 
0B02220117* 50 250 
8G02220117* 50 250 
OD02220122* 50-260 

8002220125* 50 250 
6002220127* 50 260 
0002220129* 50 250 
8002220133* 50 250 
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CORPORATE SOURCE INDEX 323 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


fl802220l39' 

60 250 

n 

B 002220139* 

50 250 

R 

6802220143* 

50 250 

n 

8802220143* 

50 260 

R 

8602220145* 

50 250 

R 

860 22201 45* 

50 250 

R 

8802220147* 

50-250 

R 

8802220147* 

50-250 

R 

0602220147* 

50-250 

R 

8602220150* 

50-250 

R 

8602220154* 

50-250 

R 

0602220161* 

50 250 

R 

8802220164* 

50-250 

R 

0802240045 

50 335 

F 

0803010059 

50 251 

S 

QB03010103 

60-335 

Q 

8803010110 

50-250 

P 

8803010110 

50 250 

P 

0803010110 

60 250 

P 

0803010118 

50-250 

P 

G0030 10110 

50-250 

P 

0603010132 

50-335 

P 

8803010132 

50 335 

P 

0803030109 

50 302 

S 

Q003030260 

60 302 

P 

0003030276 

so 251 

s 

8803040123 

50 250 

Q 

0003040123 

50 250 

0 

0803040124 

60 335 

R 

8803040124 

50 335 

n 

6603040163 

50 250 

p 

0003040163 

50 250 

P 

0003040163 

50 250 

p 

8803040163 

50 250 

p 

0803040163 

50 250 

p 

6003040314 

50 335 

R 

6003040314 

50 330 

R 

6003070002 

50 335 

P 

6803070002 

50 335 

P 

0603070206 

50-260 

R 

0803070281 

50 261 

s 

6803070301 

50 250 

s 

6603070301 

60 250 

s 

6603000442 

60 335 

F 

0803090335 

50 360 

S 

0603100084 

50 335 

r 

6603100064 

50 335 

F 

6603110149 

50 335 

0 

66031 10140 

50 335 

0 

8603110151 

50 335 

s 

8803140225 

50 250 

Q 

0603140302 

SO 251 

s 

8603140309 

50-335 

s 

8603150180 

50-250 

p 

8603160160 

50-250 

p 

8803150276 

50-250 

s 

6803 1 50276 

50-250 

s 

0003 1 50368 

50-250 

n 

0803100243 

50-250 

n 

0803160434 

50-250 

r 

0803170103 

50-250 

0 

0803170103 

50-260 

Q 

0803210170 

50-250 

Q 

8003210178 

50 250 

Q 

0003210102 

50-260 

R 

0003210102 

50-250 

n 

0BO32 10463* 

50-250 

R 

8003210463* 

50-250 

R 

C0032 10463* 

SO 250 

R 

00032201QG 

50 335 

Q 

0803220305 

50 250 

P 

0803220306 

50 250 

P 

BB03230031 

50 335 

G 

8803230055* 

50 250 

P 

0803230055* 

50 250 

P 

0003230246 

50 335 

F 

0003240347 

50 335 

R 

0003240347 

50 335 

R 

0003250021 

50 250 

R 

0003250093 

50 260 

Q 

8003250093 

50250 

0 

8003250207 

60 335 

0 

8003250313 

50 250 

R 

6603250320* 

50 250 

R 

&QO325D320' 

50 250 

R 

6803250320* 

so 250 

n 

6003250320* 

50 250 

R 

8603250320* 

50 250 

B 

8603280152 

60 389 

S 


AUTHOR AFFILIATION 


Florida PoA«r Corp (subs o( rionda 
Progress Carp ) 


riondQ, Univ of, Galnosvillo, TL 


FofI Worth Star Telegram, Fort Worlh, TX 
Foxboro Corp 

Fund for Poa<;o (National Socurity 
Archivo) 

6 A Technologioa, lac /Qonoral Atomic Co 


GELCO Municipal Services 
GTE Tolecommunlcalrons, Inc 

Gallot^ay & Groonberg 

Gorofot Eloctric Co 


ACCESSION 

NUMBER 

Bfi03290210 

08Q3300199 

aeQ33Q0i99 

8603300199 

OS03300199 

8603300199 
8803300261 
8803300261 
880331 026^ 
8803310261 

8802220216 

8803010063 
8803010411 
080301 0447* 

88030 10457* 

8803030189 

8803030301 

0803010118 

8803040151 

8003070333 

8803080156 

8003080257 

8803060420 

8803160035 

80031601 12* 
6Q03160420 
6803160436 
6803170301 
8603170309* 

8603100004 

6803180015* 

8803180019* 

8803220104 

8603220200 

D60322024B 

6803220306 

6803220417 

0803220126 

0003240132 

000324013B 

60032401167 

6003240230* 

Q0O325OO23 

66032S0049 

8S03250272 

8803280103* 

8803290263 

8803010178 

8803020220 

8803140170 
6803140175* 
8803250325 
8803100038 
G8 030804 10 

8803160315 

OD03010219 

8003010277 

8803010336 

8803170234 
86032501 16 
8803300136 
6803300090* 
0803090035* 

OB0329021P 

6803200267 

8802200047 

0803010294 

8603030216* 

8603040010* 

6603040087* 

8003040260 

8003070034 

8003080046* 

880309021 1 
8603140354 
8603140354 
8803140354 
8803140350 

90031S0032 

8803210191 

8803210545 

6803220001 

6803220006 

8803220011 

8603230100* 

8803300476 

8803300479* 


SUBJECT 

CATEGORY 

50 335 
50 250 
50 250 
50 250 
50 250 

50 250 
50*250 
50-250 
50-250 
50-250 

50-302 

50-302 

50-302 

50-302 

50 302 
50 302 
50 3Q2 
SO 302 
50-302 

50 302 
50 302 
50 302 
50 302 
50 302 

50 302 
50-302 
50 302 
50 302 
50 302 

50 302 
SO 302 
so 302 
50-302 
50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50 302 
50 302 
50-302 
70 1066 
70 1066 

50 63 
50 83 
50 66 
FOIA 

so 28? 

FOIA 

70-734 
50 09 
50 163 

70 734 

70- 734 
50-69 

CONTRACT 

CONTRACT 

XPORTLIC 

XPOHTLIC 

50-73 

50-70 

XPORTLIC 

XPORTLIC 

50-298 

XPORTLIC 

XPORTLIC 

50-263 

50 70 
50 10 
50-16 
50- 1& 

50 73 

71- 9216 
70-754 

71 9001 
OA989 
TOPREP 

70-754 
SO 290 
70-764 
70*754 


P 

S 

F 

I 

1 

P 


P 
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324 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

General Nuclear Syslcms, Iric 

General Public Ulilitics Corp - GPU 
Service Corp 


Geomalrix Consullanis, Inc 
Georgia Institute of Technology, Atlanta 

GA 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8003140121 

71 9219 


B0O314O154* 

71 9219 


8002230433 

50 219 

0 

8003010014 

50 320 

S 

8803010139 

50 320 

0 

8803010366 

50 219 

P 

8803010372* 

50 219 

P 

0803010376’ 

50 219 

P 

0803010472 

50 320 

F 

8003020001 

SO 289 

F 

0803020025 

50 219 

G 

0003020090 

50 289 

F 

6003020144 

50 289 

F 

BB03020276 

50 219 

S 

6B03030246 

50 289 

R 

6003030254 

50 209 

R 

8803040020 

50 320 

R 

8803040022 

50 219 

G 

8803040023* 

50 320 

R 

8803040024* 

SO 320 

R 

8803040028 

50 320 

R 

8803040031* 

50 320 

R 

8803040034’ 

50 320 

R 

0803040101 

50 289 

S 

68030401 16 

50 320 

P 

8803040128 

50 289 

R 

8803040131* 

60 269 

R 

0803070117 

50 219 

R 

0803070157 

50 219 

S 

8003070261 

60 920 

R 

0003070293 

50 219 

Q 

8803080070 

50 219 

P 

0003080070 

50 219 

P 

8003000075* 

50 219 

P 

8003000105 

50 320 

F 

BB03000197 

50 219 

F 

B0O3O8O212 

50 320 

P 

8003080227* 

50 320 

P 

0603090246 

50 219 

S 

06030902Q8 

50 219 

S 

8003110076 

50 219 

S 

8803110081 

50 219 

P 

QB031 10001 

50 219 

P 

8803140272 

50 320 

F 

8803160166 

50 320 

P 

8803180234 

50 320 

Q 

8803220028 

50 320 

P 

8803220080 

50-320 

P 

8803220062 

50 219 

P 

8803220006 

50 320 

P 

8803220097* 

50 320 

P 

8803220105* 

50-320 

P 

0803220124 

50-320 

R 

8803220129* 

50 320 

R 

8803220207 

50 219 

Q 

0003220266 

50 320 

F 

8003220269 

50 289 

F 

6603220452 

50 320 

F 

8003230004 

50 209 

R 

6003230120 

50 320 

P 

6B032302G6 

50 289 

P 

0003230272* 

50 289 

P 

6003230274* 

50 269 

P 

8003230366 

50 219 

P 

6803230366 

50 219 

P 

BB03230366 

50 219 

P 

6603240469 

50-289 

P 

660329021 5 

50 219 

R 

DB03290236 

50 219 

P 

8003290240* 

50 219 

P 

8B03290246 

50 219 

S 

6803300194 

50 209 

J 

0803040009* 

50 508 

A 

8803110007 

50 160 

P 

8803220253 

50 160 

P 

8803250068* 

50 160 

Q 

8003280035 

50 160 

P 

8803300157 

50 160 

P 

80030 10272 

50 321 

0 

6003010279* 

50 321 

Q 

8803020020 

50 321 

R 

8803020020 

50 321 

R 

0803020042 

50 321 

P 

8803020216 

50 366 

S 

S80303026B 

50 424 

P 

8803030268 

50 424 

P 

8803040216 

50 424 

P 


author AFFILIATION 


Germany, Federal Republic of 
Government Accountability Project 


Grove Valve & Regulator Co 


Gulf States Utilities Co 


ACCESSION 

NUMBER 


Q003070029 

BQ03070186 

0003070186 

0003070217 

0803070218 

0803070218 
8803070238 
8803080051 
8803080319* 
0003 14001 3 

0003140097 

0003140193 

0803140193 

0803140294 

0803140347 

0003140347 
0003 140356 
000314039/ 
0003150234 
0803150244 

0803150263 

8803160061 

0803170204* 

8R03180101 

8003100101 

00031001/0 

8803180101 

0803180224 

8003180240 

8803100248 

8803180269 
0803210160 
0003210413 
G0032 10438* 
0803220031 

0003220031 

8803220005 

8803220005 

8003220125 

8003220134 

0003220150 

000322015/ 

0003220294 

0003220340 

0003220352 

0003220476 

0803220476 

0003230232 

0003230232 

0003230364 

0003250293 

0003290197 

0003290232 

8003300205 

8003300295 

0H0322D454* 

0003010391 

0003030017 

0003030059 

0803040143 

00031 10052* 
0003210101 
0803230089 
8003230009 
80032301 10* 

0803200074* 
0803300369 
0003010134 
8003010180 
00030 102G6 

0003010322 

0003010002 

0803010064 

0003010460 

0003040065* 

0003040251 
0803040293 
0803040302 
880307004 1 
8803070046* 

8003070230 

8003070235* 

0003070265 

8003000394 

0003000410 

0803100175 

8803180150 

8003180100 

0003180220 


SUBJECT 

CATEGORY 

50 424 
50-321 
50 321 
50 424 
50 321 

50 321 
50 424 
50 424 
50 424 
50 424 

50 3?1 
50 321 
50-321 
50 424 
50 424 

50 424 
50 424 
50-124 
50 424 
50-424 

50 366 
50 321 
50 424 
50 424 
50 424 

50 424 
50-424 
50 424 
50 424 
50 424 

50 424 
50 424 
50 424 
50 424 
50 424 

50 424 
50 321 
GO 321 
60 321 
50 424 

50 424 
50 424 
50 366 
50 4?4 
50 306 

50-32 1 
GO 321 
GO 321 
50-321 
50 366 

50 424 
GO 366 
50 365 
50 424 
50 424 

FOIA 
FOIA 
FOIA 
FOIA 
50 445 

50 490 
DO 498 
50 490 
50 490 
50 490 

50 490 
50 445 
71 9107 
71 9035 
71 9007 

71 9032 
50 458 
50 450 
50 458 
50-458 

50 450 
50 450 
50 450 
50 450 
50 450 

50 458 
50 458 
50 458 
50 458 
50 450 

60 450 
50 450 
50 450 
50 450 


n 

R 

R 

R 

H 

H 

S 

P 

P 

P 
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CORPORATE SOURCE INDEX 325 


AUTHOR AFFILIATION 


Guy F Alkinson Co ((ormeriy Bingham Wi 
lijimollQ Co ) 

Hampton, NH 


Harmon & Woiss 


HiltFrum Nucfoar A Oovnlopmonl Cofp 
(subs ol f littman Corp ) 

Ho'tUaus, 0 J 
Homoslako Mining Co 

Hopkins & Slitter 
Houso of Rop 


t lOLiso of Rop . Inlorior & Insular Affair 
Houston Lighting & Power Co 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUaJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8003210462 

50^458 

S 


8803070353 

50 498 

0003220403 

60*458 

S 


8003080005 

50-408 

0803200121 

60-458 

S 


0003080191 

50-498 

BB032902S5 

50-458 

s 


8803000191 

50 498 

BOO 3300074 

71-5005 



0003110023 

50 490 

8003300104 

50 450 

p 


0003140191 

50 498 

0003300109* 

60-450 

p 


6803140195* 

50 498 

0003000159 

PT21 



6803140210 

SO 498 





8003140215* 

50 490 

000 3020020 

50 443 

G 


6003140280 

50 490 

8003020020 

50 443 

G 


8803140261 

50 490 

8003020043^ 

50 443 

G 


8803150014 

50 499 

0003020043* 

50-443 

G 


8803150027* 

50 499 

8003080331 

50-443 

H 


66031'50267 

SO 490 

8003090114 

50-443 

G 


8803160005 

50 490 

00030901121' 

50 443 

G 


8803160006 

SO 496 

8003160094 

50 4.13 

G 


B003160106 

50 496 

80032101 n 

50 443 

G 


0803160168 

50-496 

8003010072 

50 443 

G 


0803160174 

50-498 

0003090083 

50 443 

G 


0803160268 

50-498 

8003090083 

50 443 

G 


0803160296 

50-498 

0003090000 

50 443 

G 


0803160441 

50-498 

0003090090 

50 443 

G 


0803160447 

50-498 

0803090105* 

50 443 

G 


8003160453 

50-498 

8803090105* 

50 443 

G 


8003170001 

50-498 

0003090130 

50 443 

G 


0003170001 

50-490 

0003090130 

50 443 

G 


0803170050* 

50 498 

8803090150* 

50 443 

G 


8003210025 

50 498 

8803090150* 

50 443 

G 


0803210447 

50 498 

8803090101 

50 443 

G 


0803220126 

50 198 

80030902 31 

59 443 

G 


8003220137 

50 490 

OD 03090231 

60 443 

G 


8003220176 

50 490 

000310036? 

NUREG 



0003220170 

50 498 

OBO31G03C5* 

NUREG 



0803220270 

50 498 

800316037?* 

NUREG 



0003220281 * 

50 490 

8803210113 

50 443 

G 


8003220295 

50 408 

0003300120 

50 443 

It 


G303220467 

60 400 

0003310053 

50 443 

G 


0603230012 

SO 408 

0003310053 

50 443 

G 


6003230015 

so 498 

8803310002* 

50-443 

G 


8603230015 

50 490 

8003310062* 

50 443 

G 


8803230044 

50 496 

8OD331OO0O 

50 443 

G 


8803200288 

50 498 

0003310086 

50 443 

G 


8003280283 

50 498 

00032.10403 

71-9222 



R8032QO2B3 

50-498 





080329D160 

50-40Q 

8803070174 

FOIA 


Hun ton 8 WilJiainb 

8003010048 

50-322 

8803000501 

40 8903 



BQ03020016 

50-322 

OB030000D5 

40 8903 



0603020044 

50-322 

8003020025 

50 210 

Cl 


8003020060* 

50-322 

8803030124* 

50 341 

M 


8003020275 

50 277 

0003000310* 

50-443 

U 


0803020203* 

50 277 

0803000316* 

50 443 

U 


0003090071 

50 322 

8803 100006* 

50 -100 

M 


8003090084 

50 322 

000325 01. 15* 

COMMIbSlO 

N 


0803000080 

50 322 

8003250200* 

COMMISSIO 

N 


0003090241 

SO 322 

8003280357 

XPORTLIC 



8803110010 

50 322 

8003200025* 

50 490 

U 


08031 10036 

50 322 

880321)0033* 

SO 490 

U 


00031 10125 

50 322 

8803290243 

XPORTLIC 



8803140095 

60 322 

8003290267 

xponnre 



8803140415 

NUREG 

8803300-155 

XPORTLIC 



0003160079 

60 322 

8803030018* 

rofA 



6903180086* 

60 322 

8802250349 

50 400 

S 


6003150095 

60 322 

8802250340 

50 490 

s 


0003160090 

60 322 

8002250351 * 

50 496 

s 


6003160102 

50-322 

0803010412 

50.400 

p 


6003160105* 

60-322 

0803010440 

SO 490 

p 


8803160107 

50-322 

0803020021 

50 496 

H 


8803210112 

50-322 

0603020046 

50 496 

& 


8803230049 

50-322 

8803020072 

50 498 

P 


BB03 230056 

50-322 

0803020075* 

8003020004* 

8093020058 

8803020155 

8803020179 

60 490 

50 498 

50 498 

50 496 

50 49B 

P 

V 

Q 

Q 

P 


8803230003* 

8003240020 

6003290071 

8803310030 

8803310041 

50-322 

50-443 

50 322 

50 322 

50 322 

8803020179 

8B03020222 

0803020222 

0003020226’ 

0803020226* 

50 498 

50 408 

50-498 

50 499 

SO 400 

P 

P 

P 

P 

P 

Hydro-Engmooaag 

Hydfogen Coolrot Owners Group 

B0D33 10052 
8803310153 
0803240477' 
8003010293 
8003010298' 

50 322 

50 322 

40 0904 
TOPREP 
TOPREP 

000304Q033 

8803040132 

0803040132 

8803940152* 

8003040152* 

50-498 

50 498 

50 490 

50 496 

50-498 

n 

p 

p 

p 

p 

INTER A Technologios. Inc 

08031 603 64 
8003090026 
8803240303 
0003240467 
0803240473* 

TOPREP 

40 8904 

40 8904 

40 8904 

8B030 40225 
8803040225 
0803070091 
QB03079353 

50 499 

50 498 

50 498 

SO 498 

F 

F 

S 

s 

IRT Coip 

ITASCA Consulling Group, Inc 

6803160409* 

6803100177 

8003140194 

8003140226* 

70 1359 

WASTE RES 
WASTE RES 
WASTE RES 


QO CiCiCiOCi CidOOCi QOQO OQDQ-o -oQCiDCl c/)mfm5C5 000 "dw TJTjmmcn cocom-otj tj'ocowo 'dwoO'd tj'dOOm yi'o-o'o'o com'ncocn 



326 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Idaho Naldonal Engineering Laboratory 


Illinois Power Co 


Illinois, Stale of. Dopt ol Nuclear 
Safety 

Illinois, Univ of. Urbana, IL 
Indiana Michigan Power Co (formerly 
Indiana & Mlcnigan Electric Co ) 


Inhalation Toxicology Research (nalitolo 

Inside N R C (MoGraw Hill Publication) 
Interior, Dopt of 

(nterior, Dept of, Bureau of Mines 
Interior, Dept of. Geological Survey 


Inlornallonaf Energy Associates, Ltd 
tnlernatlonalTechnlcal Services, Inc 
towa Eleclric Light & Power Co 


Iowa State Univ , Ames, 1A 
Isotope Products Laboratories 
JRA Associates 

Jacobs Engineering Group, Inc 

Johnson & Higgins Insurance 
Kalodnof, P P 

Kaman fnsl rumen tation Corp 
Kenrob & Associates, Inc 


Kent State Univ . Kent. OH 
Kerr McGee Corp 
Kirkpatrick & Lockhart 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


aa0316038& 

WASTE RES 


8803160410 

WASTE RES 


8803170035 

WASTE RES 


8700270082* 

50-397 

P 

8802260079* 

50-45S 

P 

8003220250*' 

50 333 

P 

8003280101* 

50 29 

P 

3602250019 

50 461 

R 

3603010080 

50 461 

S 

8803010224 

50 461 

P 

8803010228* 

50 461 

P 

8803020182 

50 461 

O 

8803140077 

50 461 

R 

3003140400 

50-461 

P 

8003140404* 

50 461 

P 

3B03160013 

50 461 

J 

3603280302 

50 461 

P 

3003300173 

50 461 

J 

0603080406 

NUREG 


0803010409 

50-151 

H 

8803010209 

50 315 

R 

6803010209 

50 315 

R 

6803010227 

50-315 

R 

8803010227 

50-315 

R 

6803010459 

50-315 

P 

6803010459 

50-315 

P 

8003010461* 

50-315 

P 

B0O3O 10461* 

50 315 

P 

8803020292* 

50-315 

R 

8003020296 

50-316 

R 

88030401 10 

50-315 

R 

8B03040116* 

50 315 

R 

8B03040117* 

50 315 

R 

8603040121* 

50 315 

R 

0803040140* 

50 316 

R 

8803040145“ 

50 316 

R 

8803 040153“ 

50 310 

R 

8803040158* 

50 316 

R 

8803070140 

50-316 

P 

0803080332 

50-316 

P 

0803080334* 

50 316 

P 

8803080393 

50-315 

Q 

0803080519 

50 315 

F 

0603 140366 

50 316 

S 

0603 160050 

50 316 

Q 

8603160001 

50 315 

F 

8003220251 

50 315 

S 

8603240400 

71 9200 


8603250016 

50-315 

Q 

8603250016 

50*315 

Q 

8003250276 

50 315 

F 

8003250276 

50-315 

F 

8803020251 

NUREG 


8803220263 

FOIA 


6803140396 

NUREG 


8803150120* 

CONTRACT 


6803160031 

50-274 

R 

8803220042 

VYASTE MGT 


6803220049* 

WASTE MGT 


6803220059* 

WASTE MGT 


0803220063* 

WASTE MGT 


6803220073* 

WASTE MGT 


8603300253* 

WASTE MGT 


8803300259* 

WASTE MGT 


0803300260* 

WASTE MGT 


0603300409 

XPORTLIC 


8603290365* 

CONTRACT 


6803020128 

50 331 

R 

8603040278 

50 331 

R 

8603070250 

50 331 

Q 

8603070264 

50 331 

R 

6803090015 

50 331 

Q 

0803230205 

50 331 

R 

8803310124 

50 331 

P 

8803300232 

50 116 

P 

0803250337 

XPORTLIC 


8803100056 

SO 445 

Q 

0803100045 

WASTE MQT 


8803300132 

50-267 

J 

B803070042 

50-277 

P 

8803220026 

50-298 

S 

B803080228* 

CONTRACT 


6803150108* 

CONTRACT 


6803300262* 

WASTE MGT 


8803010340* 

40 8027 


6803010034 

50-322 

G 

8803020029 

50 322 

6 


AUTHOR AFFILIATION 


KiskI Valley Coalition to Save Our 
Children 

LN Tochnofoglos Corp (formerly London 
Nuclear Sves, Inc ) 


Lawrence Livermore National Laboratory 


Lawyofs Committee for Ctvi! Rights Under 
Law 


Lewis, D 0 

Lewis, M 

Lono Star Groon 

Long Island Lighting Co 


Louisiana Power & Light Co 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

QB03070016 

50-322 

0003070022 

50-322 

Q803070027 

50-322 

0803070030* 

50-322 

0803070032 

50-322 

8003090069 

50 322 

8803090070 

50 322 

0003090072 

50 322 

0803090074* 

50 322 

6003090007 

50 322 

0803090099 

50-322 

8803100060 

50-322 

8803110018 

50-322 

8803140113 

50-322 

8003140114 

50-322 

8003140110* 

50-322 

0603140124* 

SO 322 

8003140127* 

50 322 

0003140131* 

50-322 

0803160051 

50-322 

8803160067 

50 322 

8803160070* 

50 322 

880316008B 

50 322 

0003160092 

50 322 

0803210114 

50 322 

0803230042 

60 322 

0003230001 

50 322 

0803310027 

50-322 

8803310061 

50-322 

8003310110 

50-322 

0003020176 

70 135 

0803240165 

WASTE MGT 

8803200207 

WASTE MQT 

8803110108 

WASTE RES 

8803140231 

WASTE RES 

8803170006 

WASTE RES 

8BO320OO9O* 

50-29 

8003280357 

XPORTLIC 

0803290243 

XPORTLIC 

0003290267 

XPORTLIC 

0003300455 

XPORTLIC 

0803240300 

50-277 

0803070178 

PRM 

8803230058 

50-490 

8803010041 

50-322 

8803010048 

50-322 

8803020007 

50-322 

8803020016 

60-322 

8803020044 

50-322 

8803020060* 

50-322 

8803020304 

50-322 

8B03D40226 

50-322 

8003090071 

SO 322 

0003090084 

50 322 

80O3O9OOB6 

50-322 

8003090000 

50-322 

0803000241 

50-322 

B803 110019 

50-322 

B803 110036 

50-322 

B003110125 

50-322 

8803140005 

50-322 

8803140166 

50-322 

8803160079 

50-322 

8803160086* 

50-322 

8003160095 

60-322 

8003160098 

60-322 

8003160102 

50 322 

0003160105* 

50 322 

0003160107 

50-322 

6003160200 

60-322 

8003100202* 

60-322 

B803210112 

50-322 

B803220400 

50-322 

8803230010 

50 322 

8803230049 

50 322 

8803230056 

50-322 

8803230003* 

50-322 

8803290071 

50-322 

8803310030 

50-322 

8003310041 

60-322 

8803310052 

50-322 

8803310163 

50 322 

0002180196 

50*302 

8003010127 

50 382 

6003010299 

SO 302 

8003010417 

60-382 
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CORPORATE SOURCE INDEX 327 


AUTHOR AFFILIATION 


Louisiana, Stato of 
MHB Technical Associates 
MK rorguson Co 

MOVATS, Inc 

Madison Gos & Electric Co 
Maine Yankee Atomic Power Co 


Malapal Resources Co 


Marsh & McLennan, Inc 


Martin Mariolln Energy Systems, Inc 
Moryland Sound Intlustrles, Inc 
Maryland, Univ of, Collogo Park, MD 


Massachusolls Inslllulo of Technology, 
Cambridge, MA 


Massachusolls. Commonwealth of 


Malonals Engineering Assoclalos, Inc 


Malhlech, Inc 
McCloos Associates 
McQean'Rohco. Inc (formerly McGoan 
Chamiciil Co , Inc) 

McGraw-HJII Publications Co 
Memphis Stale Uni^' . Memphis. TN 
Michigan. Univ of, Ann Arbor, Ml 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8(3030200^3 

50 382 

R 

8803020024 • 

50 382 

R 

8803020027* 

50 362 

R 

8803020032* 

50 362 

R 

0803048162 

50 302 

R 

8B03040 1 68* 

50 382 

R 

0803040256 

50 362 

Q 

8803070153 

50 362 

P 

8803000234 

50 362 

P 

0803000270 

50 302 

F 

8803110154* 

50 362 

F 

8003160037 

50 362 

n 

8003160326 

50 362 

p 

8003220181 

60 362 

p 

8803230375 

50 362 

f 

0B03200042 

50 362 

s 

8803200064 

50 362 

s 

0603250041* 

CONTRACT 


0603240225 

50 275 

p 

0603230355 

WASTE MGT 


0003220003 

MISC 


0803020059 

50-305 

R 

0602230305 

50-309 

P 

0003020140 

50 309 

P 

0003080342 

50 309 

P 

0803080343* 

50-309 

P 

0803080507 

50 309 

n 

0003 HOI 56 

50-309 

R 

00032201 QO 

50 309 

J 

0003010316 

40-0684 


0003090311 

40 6502 


0003000315* 

40 0502 


0003250020 

40 0502 


DB03250112 

40 8004 


0003260142 

40 8604 


0003010150 

50 271 

J 

oa03lS>0350 

70PREP 


0803170310 

50 54 

J 

0803220067 

50 2GO 

J 

08032200 67 

50 250 

J 

6803250031 

50 39/ 

J 

080325003/ 

50 309 

J 

0803250044 

50 344 

J 

0803260218 

50 331 

J 

0803310013 

50 3 

J 

0003210059 

70 143 


0803230324* 

WASTE RES 


OG030000G9* 

CONTRACT 


0003240468* 

CQNrnAcr 


0003 14005 4 

NUREG 


0003240452* 

CONTRACT 


Q003M02S6 

so 20 

p 

0003220241 

50 20 

p 

0003200003 

SO 20 

p 

0603290400 

NUREG 


0003010060 

50 443 

G 

0003020077 

50 443 

G 

0603020077 

50 443 

G 

000302008D* 

60 443 

G 

Q603020009* 

50-443 

G 

G603030142 

50-293 

P 

8003070051 

50-443 

Q 

8003070051 

50-443 

G 

8003070050* 

60 443 

G 

0003070050* 

60 443 

G 

0003090091 

60 443 

G 

8003090091 

60 443 

G 

8003000102 

50 443 

G 

0003000102 

50 443 

G 

B0O31 (0013 

50 443 

G 

B803110013 

so 443 

G 

0803140250 

50 443 

G 

8003140250 

&0 443 

G 

6803160004 

50 443 

G 

88031601 ir 

50 271 

Q 

0003160113' 

50 271 

G 

6803210113 

50 443 

G 

8003260072 

NUREG 


0603020155* 

rofA 


0803090209* 

CONTRACT 


8803220338* 

CONTRACT 


8003150233* 

FOIA 


0003200441 

40 8724 


0003150192* 

CONTRACT 


0003200151 

50-538 

P 

0003210179 

50-2 

R 

0003240269 

50 2 

F 


AUTHOR AFFILIATIOK 


Microform. Inc 

Mid Eastern Gootcch.lnc 

Mis&ouri, Univ of, Columbia, MO 


Missoim, Univ of, RoICa, MO 


Milro Corp 

Milsiibishi InlofFiaiional Corp (subs cl 
Mitsubishi Corp ) 


Mitsui A Co (USA), Inc (subs of Milsu 
& Co . Lid ) 


Morrison Knudsan Co , Ino 
Morrison Knudson Eng moors, Inc 


Morton & Poller 

Mount Sinai Union Kreo School Gistncl 
NCT Engineering. Inc 


NEI Peohicb Elocirre Products, Inc 
ffermerly Parsons Pooblos) 

MI'S Services, Ltd 

NUS Corp 

NUTGCII Enginocrs. Inc 

National AcacJomyof Science b 
National Aoronflutics & Spaco Admm 

Nalivo Americans for a Cfoan Environment 
Nebraskn Public Power nistrict 


Neutron Products, Inc 


Nevada, Stale of 

Now England QelJ Telephone Co 

Now England Coalition on Nuclear 
Poll 11 lion 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8803240354* 

50-2 

8B03250319* 

CONTRACT 

8803080470 

MISC 

8803160038 

50-106 

8803160047* 

50-166 

0803300081 

50-106 

8803160435 

50-123 

8803160437* 

50-123 

BQ032S0163 

PRM 

6803060270* 

CONTRACT 

0803140020 

XPORTLIC 

8803140079* 

XPORTLIC 

8803140088' 

XPORTLtC 

8803140324* 

XPORTLIC 

6603140330 

XPORTLIC 

6803250203 

XPORTLIC 

6803290174* 

XPORTLfC 

6603290170* 

XPORTLIC 

8003110164 

WASTE WGT 

8803070001 

PT21 

0603100012* 

WASTE MGT 

8803180112* 

WASTE WGT 

0003100116* 

WASTE MGT 

0603100122* 

WASTE MGT 

0603180133* 

WASTE MGT 

0003180134* 

WASTE MGT 

8003180136* 

WASTE MGT 

8003220231* 

70 143 

0803310037 

50 322 

8712210056* 

50 328 

8712210056* 

50 32G 

871221 0050* 

50 328 

8712210056* 

50 328 

8712210051* 

50 320 

8712210061' 

50 328 

S71221O0G3' 

50 328 

6712210071* 

50 328 

8712210071* 

50 328 

6712210073* 

50 328 

8712210076* 

50 328 

8G03000024* 

50 327 

6003220222 

70-143 

6603240136 

FOIA 

6603140085 

PROJ 

6603140101* 

PROJ 

6603150136* 

CONTRACT 

6803300197 

50-30 

6603040090 

PR 

0003010415 

50-290 

0803040073 

50-290 

0BO3O4OO76* 

50 208 

0003070192 

50 208 

OB03070294 

50 298 

8QO30BD231 

50 298 

6803140073 

50 298 

a603l4[>375 

50 298 

0603150347 

50 2911 

8003160020*' 

50 290 

0803160158 

50 298 

0803220172 

SO 298 

8803070334 

71 9216 

6803300105 

71-9094 

6003230300 

WASTE MGT 

6803090156* 

CONTRACT 

6803250210* 

50 29 

6803010072 

50 443 

6603010072 

50-443 

6603020026 

50 443 

6603020043* 

50-443 

06OGO9DOO3 

50-443 

8603090003 

50-443 

06030 9-0D9O 

50-440 

8603090000 

60-443 

6803000105* 

50-443 

8603000105* 

50-443 

00030901 14 

50 443 

6803090121* 

50-443 

8803090130 

50 443 

00030901 30 

50 443 

8003090150' 

50 443 

8803090150' 

50 443 

0003090161 

50-443 

80032 10113 

50 443 

8803300120 

50 443 

8303310053 

SO 443 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


shire, Slate oi 


0 Slate Unkv. Las Cruces. NM 
0 , Slalo of 

Power Aulhoritv (formerly Power 

1 the Stale of New York) 


, Stale of 


& Hollzingor 


Mohawk Power Corp- 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


6003910053 
8B033 10062* 
6803310062' 
0803310060 
66033110000 

50 443 

50 443 

50 443 

50 443 

50 443 

G 

G 

G 

G 

G 


8803010337 

8003010342 

8803010368 

8803010371* 

6603010375* 

50 410 

50 410 

50 410 

50-410 

50 410 

S 

S 

S 

S 

S 

8603310006 

8803310066 

6803010374 

8003010374 

8003010303* 

50 443 

50 443 

50 443 

50 443 

50 443 

G 

G 

G 

G 

G 


0803030291* 

0803040032 

0003010056 

8603040061* 

8603070067 

50 220 

50 220 

50 410 

50-410 

50 220 

n 

R 

R 

R 

P 

8803010363* 

BQ 033 10071 
6003310071 

8 6033 10081’ 
06O331OOB1* 

50 443 

50 443 

50 443 

50 443 

50 443 

G 

G 

G 

G 

G 


8803070210 

0003070219 

0003070240* 

8603070245* 

GB03070248* 

50 410 

50-220 

50-220 

50 220 

50 220 

P 

S 

S 

S 

S 

8803200191* 

6803250060 

8803250120 

8803280040* 

8710210208* 

CONTRACT 

40 B911 

40 891 1 
COMMISStO 

50 286 

N 

H 


8003070252 

00030/0252 

0603070267* 

8603070276* 

8803070200’ 

50-220 

50-220 

50 220 

50 220 

50 220 

F 

F 

S 

S 

s 

8803010130 

8003010329 

8B03020235* 

860302024^* 

50 285 

50 333 

50 265 

50 265 

P 

S 

P 

P 


0803070340 

0803000039 

0003150143 

0603150103 

8803160024 

50 410 

50-410 

50-220 

50 220 

50 220 

s 

p 

p 

p 

H 

0803030141 

680307020B 

6003090282 

8603110074 

8003140076 

50 265 

50 286 

50 333 

50 333 

50 333 

P 

S 

0 

n 

R 


0003160039 
0003160043 
6003170039 
8603170042 
G0031 70254 

50-410 

50 410 

50 410 

50 410 

50 220 

S 

P 

P 

P 

6003140139 
6003140393 
0603 1701 85 
0003170187* 
0603 170201 

50 277 

50 333 

50 333 

50 333 

50 206 

H 

F 

P 

P 

R 


0803170256* 

6003170303 

6803220259* 

6603230002 

6603230060 

50-220 

50-410 

FOfA 

GO 410 

50 220 

P 

r> 

s 

o 

60O31OOOOG 
6003180007* 
6003220196* 
8803220207 
0803 230294 

50 266 

50 206 

50 286 

50 206 

50 206 

P 

P 

P 

F 

P 

Nippon Nuclear TuqI Dove lop rnonl Go . Inc 

0003240051 

0003240256 

6803250005 

8803250334* 

8003290301* 

50 410 

50 220 

50 220 

50 220 

7 1 3002 

s 

r. 

s 

n 

0G03230299* 

8003230302* 

8803240361 

8803280295 

6803300247 

50 2B6 

50 266 

50 28G 

50 333 

50 286 

P 

P 

0 

0 

Q 

Nissho Iwai American Corp 

Norland Corp 

North Carolina, State of 

Noflhrasl Nurfonr Enortjy Co (subs of 

0003200013 

060324(101/* 

0003240030* 

0603140406 

68022902/2* 

XPORFLIC 

FOIA 

roiA 

NURhlG 

50 245 

n 

8603020020 

8603070027 

8603000000 

6803090062 

6803100060 

50 322 

50 322 

60 322 

50 322 

50 322 

G 

G 

G 

G 

FI 

Norlhcasl UliliHos) 

0002290272* 

0602290272* 

0603010346 

0603010381 

50 245 

50 245 

50 336 

50 330 

w 

R 

8 

s 

8503100074* 

6803110016 

6803140114 

6003140118* 

8603140124* 

50 322 
bO 322 

50 322 

50 322 

50 322 

H 

G 

G 

G 

G 


600301 0390 
6803020065 
6G030200C5 
0603020194 
6603030041 

50 423 

50-213 

50 213 

60 24b 

GO 423 

s 

n 

n 

R 

p 

8603140127* 

8803160364 

5803160106 

5803210114 

5003210135 

50 322 

STATE PRO 

50 322 

50 322 

50 322 

G 

G 

G 

G 

G 


6603040245 

6603040250* 

680307023/ 

8603070247* 

6603060055 

50 423 

50 423 

50 423 

50-423 

50-423 

p 

p 

f’ 

p 

p 

8003210214 

0003230020 

0003230072 

0003230139 

8803310042 

50 322 

50 322 

50 322 

50 322 

50 322 

G 

G 

G 

G 

G 


0003060000 

0803060060 

6603060136 

8803000160 

6603060160 

50 213 

50 213 

50 336 

50 213 

50*213 

p 

V 

p 

r 

r 

6003310051 

6603040036 

8603040057 

8803040057 

8803040064 

50 322 

60 445 

60 445 

50 445 

50 445 

G 

G 

G 

G 

G 


8603060206 

6003080206 

0603060206 

6803000300 

6603090096 

50-245 
bO 245 

50 245 

50 336 

50 336 

F 

F 

r 

p 

s 

6803040004 

0003070043 

6003090081 

0603110021 

8603160106 

60 445 

50 445 

60 445 

50 445 

50 4t>8 

G 

G 

G 

G 

G 


0603090100 

8003090210 

0603150127 

8603150138 

6003150146 

50 423 

50 336 

50 245 

50 336 

50 423 

s 

Q 

fl 

S 

5 

0603230022 

8603230031 

0803230043 

0803230044 

8803230047 

50 445 

50 335 

50 445 

50 498 

50 445 

G 

G 

G 

G 

G 


6803150151 
8603160020 
8603160033 
8QQ31 60349 
8603160363 

50 423 

50-336 

50-423 

50 423 

50 423 

S 

R 

n 

s 

s 

6003230047 
QBD3 230067 
8603230067 
8803240050 
8803310026 

50 445 

50 445 

50 445 

50 445 

50 445 

G 

G 

G 

G 

G 


6603220264 

0803220320 

8003230093 

8603290163 

8603290183 

60 336 

50 336 

60-245 

50-245 

50 245 

s 

s 

s 

R 

R 

8802260343 

8802290326 

8802290334 

0003010110 

50-220 

50-410 

50-220 

SO 410 

Q 

P 

P 

P 

Norlheasi Ulihtios 

8003290183 

8603010346 

8803010361 

0803010396 

50 245 

50-336 

50*336 

50-423 

n 

5 

s 

s 
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AUTHOR AFPILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFItlATlON 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


CftUJOSOOBS 

50 213 

R 


8803220475* 

50 275 


«tl03020ia-t 

50 245 

R 


68032204 75* 

50 275 


8[i030300-1 1 

50 423 

P 

Njcloar Control Inslitule 

8803290243 

XPORTLfC 


fiflOJ0300 I'V 

50423 

P 


8803290267 

XPORTLIC 


88030 1C2‘15 

50 42 J 

P 

Niicloar Dal a. Inc 

8603250110* 

CONTRACT 


88030/0217 

50 423 

P 

Ntrcloar Energy Sorvices, Inc 

Nuclear ruelSofviCGs, Inc (subs of 

8803300119 

71 9193 


88010800 5 

50 423 

P 

8803010089 

70 143 


8803080080 

50 213 

P 

Golty Oil Co 1 


8803080080 

50 213 

P 

8803010304 

70 143 


00030801 3& 

50 33b 

P 


8803000147 

70 143 


8803000188 

50 213 

r 


8803210529 

70 143 


nflO IOUU286 

50 245 

F 


8803230361 

70 143 


880300020 1) 

SO 245 

r 


8803280311 

70 143 


8801080208 

so 245 

F 


0803290218 

70 143 


F1H 03080100 

50 33C 

p 

Nu clear ManagomGnt & Resources Council 

8808090296 

NUREG 


8801t)080<r8 

SO 3:i& 

s 

(NUMARC) (formerly Nuclear Utility Man a 




8803000100 

50 423 

s 

Nuclear Packaging, Inc 

8803U0059 

71-9200 


8803080210 

50-336 

Q 

• 

0803140064* 

71-9200 


880315012/ 

50-?45 

R 


0803140143 

71-9159 


8803 150 Km 

50-J36 

S 


6803180198 

WASTE WGT 


nno M'fOMfc 

50 423 

S 


0803240098* 

WASTE MGT 


8801 150 l*>l 

50 423 

s 

NucPenr Ulilily Group on Equipmont 

8611100060* 

FOJA 


8803 1 80020 

50-330 

R 

QualJication 




8803 1 80013 

50-4?3 

n 

Nuclear Wasto ConsultanlSr Fnc 

8803160443 

WASTE RES 


8801 180139 

50 423 

s 


8803170005 

WASTE RES 


8803100183 

50 423 

s 


8003170009 

WASTE RES 


88nJ220?8H 

50-3'm 

s 


0803180012 

WASTE RES 


8803220130 

50-33C 

s 


8803280252 

WASTE RES 


8803230003 

50-245 

s 

ONLINE Computer Systems, Inc 

8003150089* 

CONTRACT 


880 )2S>01fn 

50 245 

n 

Oak Ridgo Assoc rated Univs 

0803010158 

40 6949 

Roll hern Slr\los Pownr ( o 

«H030 1 000/ 

50 282 

p 


8B0315C057 

70 754 

(11803010012 

50 263 

p 


6a03l500&6* 

70 754 


88030101 ?‘1 

'50 263 

n 


0803210537 

70 734 


8803010131* 

50 263 

H 


0803240253* 

CONTRACT 


88030101/4 

50 2G3 

n 

Oak Ridge Ndlional Laboratory 

0803020241 

NUriEG 


8801010189 

GO 263 



6803000261 

NUREG 


8(10 10101(10 

50 28? 

R 


0803140054 

NUREG 


(KtOlOHHOh 

50 283 

p 


0803140060 

NUREG 


8(W1010200* 

50 20? 

n 


0803170171 

70 143 


8801010200* 

50 28? 

FI 


0803220300* 

FOIA 


11803010210* 

GO 282 



0803230316 

WASTE RES 


(1801010221* 

50 28? 

n 


8803280104* 

50 445 


(180101028/* 

50 ?6'1 

n 

Ohro Citizens for Flesponsible Energy 

0803 OH 0421 

NUREG 


(18030.10880 

50 203 

p 

8803080214 

50-440 


(1803040222 

50 203 

1 


8803160(16 

FOIA 


(It! 030402 2 2 

S(J 203 

1 


0803240077 

50-440 


(1(103040222 

50 203 

1 


8803200411 

50-440 


(1(103040222 

50 20 '1 

1 

Otiro, Sta(o of 

6003080264 

NUREG 


0(1030/0010 

50 282 

f 

Oil, Chomrcal A Alomte Workers Inlofnali 

8803290243 

XPORTLIC 


(1(103011002/ 

50 203 

s 

onal Union 




flOOlOHOOriO* 

50 203 

s 


6803390267 

XPORTLIC 


f}()<>3080l/l 

60 20 1 

j 

Omaha Puhire Power Dislrlcl 

0002290295 

SO 285 


R(l() 300025 2 

50 2C3 

p 


0603010060 

50 285 


8(101000258* 

50 203 

p 


8003010182 

50 285 


8E10:t()«C)?5(l* 

50 ?()3 

p 


6803010212 

SO 265 


noo'iioool 1 

50 282 

o 


8603010406 

50 205 


OUOJ 1 000 1 / 

50 ?03 

p 


8803020130 

SO 265 


801)3150132 

50-2f*8 

R 


8803030200 

50 205 


800 115013/ 

50-2G3 

R 


QQ03070367 

50 285 


8803180142 

50-202 

r 


8603080324 

60 285 


000 '1180302 

50 2G3 

Q 


8003110009 

50 265 


0003 180? 12 

50 263 

Q 


8003140371 

50 205 


(100321 0288 

50-263 

Q 


6803150237 

SO 285 


(3803220081 

50-202 

0 


0803 150262 

50 285 


8803220001 

50-202 

0 


0603150264* 

60 285 


8003220247 

50 263 

Q 


8803150269 

50 205 


8003220318 

50 263 

1 


6803150271* 

60-285 


0803220318 

50 263 

1 


0603150272* 

50-285 


08032203(0 

0803220318 

50-263 

50-263 

j 


8003160019 

8003160055 

50-205 

50-205 


80032204.(9 

50 263 

Q 


8803160213 

50-205 


0003230183* 

50 282 

Q 


8803160240 

50-285 


0003230340 

50 263 

0 


8803180056 

50-285 


8803240104 

GO 282 

P 


B0032 20262 

50-265 


8803240104 

^0 262 

P 


8B03H20311 

50-205 


tta032«(102rj 

(1803200181 

5Q 282 

so 282 

S 

0 


8003220315* 

6803220317* 

50-285 

50 285 


88032(10101 

SO 262 

Q 


06032301 13 

50 285 


8003260202 

8003260202 

50 282 

50 282 

Q 

Q 


0003240352 

8803250001* 

50 285 

SO 285 


8803300158 

81103310158 

50 262 

50 262 

Q 

0 


6OO32S0117 

0603290409 

50 205 

50 285 

Astiijfiinc (' (,Of{> 

880314010-1 

8803210515 

0803210525* 

71 9010 

PROJ 

rnoj 


Oregon Slate Univ , Corvallis, OR 

8803300155 

6803300182 

8803220331 

50 265 
so 265 

50 243 


8603310535* 

0803290397 

PROJ 
/I 9010 


Pacific Gas & EfecIfJc Co 

8803220369* 

6803020299 

8003070045 

8803070179 

50 243 

SO-133 

50 276 

60 133 

'/uclear Consiruclinn Issues Grou|) 

0003220400* 
08032204 cm* 

50 276 

SO 275 

Q 

0 
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330 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Parameler, Inc 

Parsons Bnnckorhoff Const ruciton 
Services, Inc 

Palhtindor Mines Corn 
Pennsylvania Power & UgTit Co 


Pennsylvania Stalo Univ , Univorsily 
Park. PA 

Pennsylvania, CommonwoalLli of 

Pelrolomica Co (lormorty Gotly/Pelrolorn 
Ics Co ) 

Philadelphia Efeclric Co 


accession 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


6003070190 50 275 

8603 070286 50 275 

0803080096 50 323 

0803080312 50 275 

8003100072 50 275 

8003100072 50 275 

8803110003 50 275 

08031401^6 50 275 

88031 403GB 50 275 

8803160227 50 275 


0803160227 50 275 
0803160246* 50 275 
60 03160246 ’ 50 275 
8003160323 50 275 
8803210506 50 275 


P 

P 

P 

P 

R 


0803210506 50 2/5 
0803220091 50 275 
BQ03220205 50 276 
8003220455 50 275 
8803220462 50 275 


8803220462 50 275 

6803220488 50 133 

6803220489’ 50 133 

8B03230209 50 275 

8Q03230209 50 275 


F 

P 

P 

R 

R 


0803290001 50 275 
0803300040 60 275 
B0O33OOO4O 50 275 
8803300 361 50 275 
8003300361 50 275 


Q 

P 

P 

R 

R 


0003310162 

6003310162 

6003080327* 

0803140173* 


GO 275 
50 275 
CONTRACT 
CONTRACT 


O 

O 


6803250114 

40 6622 

6003020196 

50 387 

0603030179 

50 307 

0BO3O3O179 

50 307 

0803040257 

50 387 

B003040257 

50 387 

6BO3OQOO80 

50 380 

8603000232 

50 307 

8603000322 

50 307 

0803030322 

SO 307 

0003080485 

50 30/ 

GB03090076 

50 387 

8003090104 

50 308 

8803150013 

50 387 

8803150013 

50 387 

8003150119 

50 367 

0003150110 

50 367 

8803150153 

50 387 

0803150163 

50 387 

0803150372 

50 387 

6003150372 

50 367 

8603170053 

50 360 

8803210467 

50 38/ 

8803210467 

50 307 

8803220279 

50 307 

6803220291 

50 307 

8003260195 

50 300 

86032900 83 

50 387 

8803310118 

50 387 

0803049037 

50 5 

B003040350 

PR 

8003160100 

50 320 

8003090055 

40 6659 

8802250317 

50 353 

6002260020 

50 171 

0002290001 

50 353 

8003010006 

60 277 

8003010006 

50 277 

8803010145 

50 352 

8803010145 

50-352 

8603010147 

50-277 

6603010147 

50-277 

8603010152* 

50-352 

8B03010152* 

50-352 

880301.0156* 

50 352 

8803010156* 

50-352 

6803010194 

50-353 

BC 03 01 0351 

50-277 

8603010351 

50-277 

8603010355* 

50-277 

6803010355* 

50-277 

6803020030 

50-352 


s 

R 

R 

R 

R 

S 

F 

P 

P 

S 

F 

P 

F 

F 

R 

n 

S 

S 

P 

P 

P 

R 

n 

r 

J Pickard, I owo & Gnrnrk, Inc 

S 

F Platoau Rosourccs, Lid 

p Portland General Eloctrtc Co 

H 


G 


S 

H 

Q 

R 

R 

P 

P 

O 

Q 

P 

P 

K 

K 

S 

O 

Q 

Q 

Q 

n 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0003020035* 

50 352 

0003020018* 

50 352 

B801020039 

50-27/ 

8003020039 

50 277 

8003020093 

50 171 

000x1020093 

*o0-171 

0003020093 

50 171 

0003020143 

50 27/ 

8003020143 

50-2/7 

0003020154 

50-171 

8803020154 

50 1/1 

0003020151 

50-1/1 

0003020161 

50-352 

00030202/5 

50 27/ 

0OO3O2OPO3* 

50 2// 

060904012/ 

50 171 

0003010127 

50 1/1 

000304012/ 

50 1/1 

G003040224 

50 35? 

0003040233 

50-2// 

0GO9O4O233 

GO 2// 

0803070304 

50 352 

0003070314 

50 35? 

0003000014 

50 952 

0003000144 

50 277 

8003080209 

50 353 

0003000242 

50 27/ 

0803090242 

GO 2// 

8803090314 

50 293 

0003140x961 

‘>0 277 

0003 140304 

50 352 

8803140394 

50 27/ 

0003100040 

*>0 35? 

00031800*)? 

50 ?7/ 

0003210500* 

GO ?/2 

0003210500* 

50 2/2 

0003? 10500* 

50 ?/? 

0(103? 10‘)00* 

50 ?/? 

000 1220044 

50 352 

0003220050 

*i0 2// 

000 1220050 

50 ?// 

00032201/1 

50 ?// 

00032201/1 

50 2// 

0003220914 

!)0 2// 

0003220910* 

50?// 

0003220310* 

*i0 ?// 

00O3??O32(> 

50 35? 

000322033*1* 

*>0 35? 

0003220430 

50 3fi2 

0003240394 * 

50 ?// 

00O320OO()/ 

*)0 ?// 

00()J20O(lf»/ 

5(1 2// 

O0O3?0O(1//* 

50 2// 

00O3?0()O//* 

50 ?// 

0003200000* 

50 ?// 

0003200000* 

50 2// 

0003290 120 

50 3')2 

0003290425 

50 ?// 

80032904 25 

50 2/7 

00OJ3OO202 

50 2// 


S 

s 

R 

FI 

S 

s 

s 

n 

p 

p 

u 

H 

H 

s 

p 

p 

s 

s 

n 

s 

5 

S 

s 

M 

S 

S 

S 

FI 

R 

1 

I 

I 

I 

S 

s 

s 

s 

s 

o 

0 

Q 

Q 

n 

s 

p 

l> 

V 

V 
p 
p 

p 

0 

f‘ 

p 


00030/01 66 * 'j0 4IJ2 P 

00030/0170* 00 40? P 

0003250000 40 0090 

00030102/0 00 344 0 

0GO3O1O4H? 50 344 f 


nOOOOPOHO 50 344 P 
00030/0134 50 344 P 
000307013/' 50 344 P 
00030701x30’ 50 044 P 
B0030R0104 50 344 Q 

0003000200 50 344 P 
00030003// 50 344 0 
0803000401 50 344 S 
0003140004 00 344 H 
0003140275 50 344 R 


00031500/0 50 344 P 
0003 1500115' 50 344 P 
0003150093* 50 344 P 
0003100229 50 344 S 
00031002x14 50 144 P 


0003100150 50 344 F 
8003210001 50 344 P 
0003210499* 50 344 0 
0003220039 50 J44 0 
080322030? 50 344 P 


OQ03220304* 60 344 P 
8003220305' 50 344 P 
0803239004 50 344 P 
0003230091 50 344 F 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


0003300244 

50-344 

P 


0803080367 

50-311 


800331021'!' 

50 344 

P 


0803090101 

50-272 

Povver Inspeclion. Inc 

0003290006 

71-664 



QS03090101 

50 272 

0003290297* 

71 654 



B0O3O9D1O1 

50 272 

Prolesstonaf Service Industrfos. Inc 

0003010128 

71 9030 



0893090101 

50 272 


88030101 4Q 

71 9033 



8003090101 

50 272 


0803010350 

71-9160 



8003090109 

50-272 

Public Service Co of Colorado 

0803010015 

50 267 

P 


6803090109 

50 272 

0803010019* 

50-267 

P 


8803090109 

50-272 


8003010022* 

50-267 

P 


8603090109 

so 272 


0003010413 

60 305 

S 


8603140110 

60-354 


0003070165 

50-267 

R 


6803140256 

50 354 


0003140211 

50-272 

F 


8803140299* 

50-354 


0003140211 

50-272 

f 


0603 160 104 

50-272 


B0O3 150371 

50-267 

f 


8003 160219 

50-354 


0003100023 

50-267 

P 


8003160309 

50-354 


0003160415 

50-267 

0 


8803160-410 

50-272 


6503100190 

50-267 

S 


8803178210 

50 354 


6003210043 

50 267 

n 


8803170275 

50 3M 


8003210134 

50 267 

s 


8003210144 

50 311 


0003210400 

50 267 

R 


B3Q3210156 

50 354 


0603220260 

50 267 

F 


8803210435 

50 311 


8003280271 

50 267 

p 


8803210452 

50 272 


8003290107 

50 267 

p 


8803210492 

50 272 


0803300003 

50 2G7 

p 


0803220230 

50 272 


8003300175* 

50 267 

0 


8003220230 

50 272 

Public SorvicD Co of Now Hampstwro 

0003010403 

50 443 

F 


8803220390 

50-aS4 

0003010403 

50 443 

F 


OB03220450 

50 272 


OB03020034 

50 443 

G 


0003230073 

50 272 


OB03040062 

50 443 

G 


0003230106 

50 311 


0003040052 

50-443 

G 


8803250067 

50-354 


0003 040080 

50-443 

G 


8B03290247 

50-272 


0003040000 

50*443 

G 


8803290247 

50-272 


0003040095 

50 443 

S 


6803200247 

60-272 


0003040090 

50*443 

G 


8003290270 

50-272 


0003040000 

60 443 

G 

Public Sorvreo Enlcrpriso Group 

0803210509* 

50-272 


0003000004 

50*443 

n 

Puerto Rico, Commonwoalih of 

6003240480 

PR 


0003000412 

50-143 

J 

Purcluo Unlv , West Lafcyotlo. IN 

0903300200 

50-182 


0003090066 

50-443 

G 

Quality Tachnologv Co 

0003180097' 

50 482 


0003090250 

50 443 

r 

Qojvira Mining Co 

0003260151 

40 8905 


6003140155 

50 443 

R 

Rndlaiion Technology, Inc 

8603290050 

71 420 


6003140276 

50 443 

G 

0803290006* 

71-420 


8003140300* 

50 443 

G 


8003200157' 

71 420 


0Q03 160101 

50 443 

G 

Rcaftimo Corp 

8803060064 

FOIA 


6B03210085 

50 443 

G 

Reed CoIIogo, Porlldnrf, OR 

8803200239 

50 260 


8803210006 

50 443 

G 

Roody Associntes, Inc 

8803220469* 

50 275 


0803210109 

50 443 

Q 

Rcltf & Pnosl 

8803020034 

60 443 


8003210109 

50 443 

G 


0003160200 

60 271 


0003210152 

50 443 

vS 

RensbOlaer Polvlochnlc Instilulo, Troy, 

0003260031 

70 920 


00O323D149 

GO 443 

G 

NY 




UDO 323034 7 

50 443 

P 

Reutor-Slokos, Inc 

8003030160 

XPORTLIC 


0803250183* 

50 443 

l> 

Rochosler Gas & Electric Corp 

8003010317 

50-244 

Public Sorvico Efoclfic & Gas Co of Now 
jQisoy 

0003010284 

50 354 

R 


8803020136 

8803140134 

60-244 

50-244 

0603010327 

60 354 

G 


8003160250 

50-244 


0003020152 

60 354 

F 


8803100001 

60-244 


6003 020 1Q8 

50 272 

F 


0003180002* 

50-244 


80030201 CC 

50 272 

r 


0003100141* 

50-244 


80030 20 106 

50-272 

F 


0803180144* 

50-244 


5003020 ICO 

50-272 

F 


0BD32 10455 

50 244 


8803020160 

50 272 

F 


0003240270 

50 244 


8803020169 

50-272 

F 


0003250208 

50 244 


5803020169 

50-272 

F 

Rockingham County Newspapers, Inc , 

8003010179 

60 443 


5003020160 

6803020101 

50-272 

50 272 

F 

F 

Hampton, NH 

8B03D10179 

BO 443 


0503020191 

B003Q20101 

6803020191 

6603030214 

60*272 

50-272 

50 272 

50 272 

F 

r 

F 

R 

Rockwell InlornaliDiialCorp 

8803150131 

0803150131 

6803210230 

0803010109 

50 443 

60 443 

60 443 

71*9010 


6603030216* 

50 272 

R 

Ropes & Gray 

8803040052 

50-443 


8603030216* 
6803030306 
6803040122 
88030403 U 
60030403 1 1 

60 272 

50 354 

50 354 

60272 

50 272 

n 

Q 

R 

P 

P 


0003040052 

8003040088 

8803040099 

8803040096 

8603690066 

60*443 

50-443 

50-443 

50 443 

50-443 


6003070155 

8003070165 

6803070155 

6803070155 

6003070182* 

50 272 

50-272 

50 272 

50 272 

50 272 

R 

n 

R 

n 

R 


8803140276 
0003140308* 
8803160063 
8803166066 
8603 ICO 073 

50 443 

60 443 

50 271 

SO‘271 

50-271 


6803070162* 
6003070162' 
6803070162* 
68030 70 163 
08030/0103 

SO 272 

50-272 

50-272 

50-272 

50 272 

R 

R 

H 

F 

F 


8003160101 
00031601 S3 
8803160173 
6803210006 
8603210008 

50 440 

50 271 

00 271 
£0 443 

56 443 


6003070103 

0803070163 

0803070213 

6803070278 

SO-272 

50-272 

50-354 

50-354 

F 

F 

0 

P 


8803210109 

8803210100 

8603230030 

8803230074 

50 443 

56 443 

50 271 

50 271 
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332 CORPORATE SOURCE INDEX 


AUTHOH AFFILIATION 


SCANA Corp 
SRI International 


Sacramento Municipal Ulitily District 


Sancfia National Laboratonos 


Sargent & Lundy, Inc 


Science /^plications Internalional Corp 
(foj’m.Grly Science Applications, Inc) 


Sccenlecti. Inc 

Seacoasl Anli-Polluiion League 


ACCESSION SUBJECT 

NUMBER CATEGORY 


ea03230l49 

50 443 

G 

8003230 ta4 

50 271 

G 

80032 tot 69* 

50 395 

1 

88031 10063 

WASTE MGT 


0803110155 

WASTE MGT 


88031 10157 

WASTE MGT 


8803300159 

WASTE MGT 


8802240039 

50312 

P 

8802240043* 

50312 

P 

8003010028 

50312 

S 

8B03D10050 

50 312 

P 

8B030 10058 

50312 

S 

8803010186 

50312 

P 

8803010235 

50312 

P 

8803010250* 

50312 

P 

8803010321 

50312 

J 

8803010313 

7 1 9208 


88030 10420 

50312 

P 

8803010451 

50312 

s 

8603020003 

50312 

P 

8803020005 

50 312 

p 

8603030050 

50312 

Q 

8803 03 0062* 

50 312 

Q 

8603070070 

50312 

P 

8603070002* 

50 312 

P 

B8O30 70030* 

50 312 

P 

8803070091* 

50 312 

P 

8803070226 

50 312 

P 

B803070231* 

50 312 

P 

B8030 80007 

50 312 

F 

8803080122 

50 312 

r 

8803000221 

50312 

p 

6003060230 

50 312 

s 

8803080300 

50 312 

p 

8B0308Q127 

50 312 

p 

8603000215 

50 312 

p 

8803000219* 

50 312 

p 

6803150326 

50 312 

p 

6003160011 

50 312 

s 

6803160221 

50 312 

p 

8803160311 

50 312 

n 

8803160450 

50 312 

s 

ee03t7Q070 

50 3i2 

s 

8003130099 

50 312 

n 

6603210009 

SO 312 

Q 

8803220032 

50 312 

p 

8803220216 

50 312 

p 

8803220235* 

50 312 

F 

8803230032 

50 312 

P 

8803230016 

50 312 

P 

6803230050* 

50 312 

P 

6803230171 

50 312 

P 

08 03230 176* 

50-312 

P 

6803240106 

50-31.2 

P 

6803210107* 

50 31.2 

P 

6803210133 

50 31(2 

P 

8803250139 

50-312 

P 

6803280310 

50*312 

F 

6803290066 

50-312 

P 

6803290225 

50-312 

R 

6803290229* 

50-312 

R 

6803030010 

NUREG 

6803080161 

NUREG 


6803150370 

NUREG 


6803220121 

NUREG 


6803280313 

WASTE RES 


6803280324 

WASTE RES 


6803300239* 

WASTE MGT 


6803090024* 

50-327 

P 

6003160193* 

50-454 

P 

6803160193* 

50-454 

P 

6712070259* 

50-317 

P 

6803030126* 

CONTRACT 


6803030104* 

CONTRACT 


6803080316* 

CONTRACT 


6803090 162* 

CONTRACT 


6803150156* 

70-135 


6603220303* 

CONTRACT 


6803220101* 

CONTRACT 


6803280131 

WASTE MGT 


£6033000 t 2* 

SO 220 

F 

6803070350* 

CONTRACT 


6803010076 

50 413 

G 

8803010078 

50 443 

G 

8603010091 

50 443 

G 

6603010091 

50 443 

Q 

6603010163 

PR 


8603 020020 

50 443 

G 


AUTHOR AFFILIATION 


Seismic Quafilicalton Utility Group 
Senate 


Senate, Foreign Relations 

Sonale. Governmental Atfairs 

Sequoyab Fuels Corp <subs of Kerr McGe 

Nucloar Corp) 


Shames S McEachern 


Shaw, Pittman, Polls A Trowbridge 


Sierra Club Legal Dofonso Fund, Inc 
Small Ousiness Administration 


Smith & Nophow. Inc, 

South Carolina Electric & Gas Co 


South Carolina Pubicc Service Authority 
(Sanleo Cooper! 

South Carolina, Slate of 


South Toicas Cancel lalion Campaign 
Southampton, NV 


Soulhern Roll Tolophono Co 
Southern Calitornia Edison Co 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8803020028 

60 443 

G 

8803020043* 

50 443 

G 

8003020043* 

50 443 

G 

0803090111 

50 443 

G 

8803090121* 

50 443 

G 

8003160094 

50 443 

G 

0803210113 

50 443 

G 

8803310010* 

FOIA 


8003250165* 

50-260 

U 

8803290202 

ORG 

8803300039* 

40 8027 


8803300278* 

50 490 

U 

8003300311 

COMMISSIO 

N 

8003250216* 

COMMISSIO 

N 

8803010306 

70 926 

8803010332 

40 0027 


8003030030 

40 B027 


8003040345 

40 0027 


8803000326 

40 8027 


8803090052 

40 0760 


8803140056* 

40 0027 


8003220094 

40 0027 


8803250070 

40 8760 


0803250130 

40 0027 


0803290404 

40 0027 


80D302Q028 

SO 443 

G 

800302Q043* 

50 443 

G 

80O3OBO331 

50 443 

H 

0803090114 

50 443 

G 

0803000121* 

50-443 

G 

B00321Q113 

50 443 

G 

8003030234 

50-275 

T 

8803040022 

50 210 

G 

0003040026 

50 320 

G 

0003160026 

60 412 

1 

0803240045 

50 440 

G 

0803200347 

40-3453 


8603170176 

50 402 

P 

0003030110* 

CONTRACT 


0803070350* 

CONTRACT 


0803000220* 

CONTRACT 


8803150100* 

CONTRACT 


8803100115* 

CONTRACT 


0603210359* 

CONTRACT 


8803250109* 

CONTRACT 


8003200385* 

CONTRACT 


8003150226 

FOIA 


0003030195* 

50 395 

R 

8003030227 

50 305 

R 

0003040324 

50-395 

R 

0803070227 

50-395 

S 

0003150033 

50 305 

P 

8003150034* 

50 395 

P 

0003150200 

50 395 

V 

0003100106 

50-395 

R 

0003210161 

50-395 

1 

8803220 i 22 

50-395 

F 

0003220213 

50 305 

F 

0003220472 

60 395 

S 

0003240325 

50 395 

P 

0003210103* 

50 305 

1 

0003030191* 

CONTRACT 


0803070211 

SO 238 

R 

0003070214* 

60 238 

R 

8803070216' 

50-230 

R 

0803230050 

50 498 

G 

0803020029 

50 322 

G 

8003070027 

50 322 

G 

8003140114 

50 322 

Q 

0003140110* 

50 322 

G 

QOOSmtBV 

50 322 

G 

0003140127* 

50-322 

Q 

0003210114 

50-322 

G 

0803310061 

SO 322 

G 

0003000238* 

CONTRACT 


0802260022 

50 361 

S 

8803010153 

50 206 

R 

8803010153 

50 206 

R 

8003010153 

50 206 

R 

6003010193 

50 362 

S 

0003010202 

50 206 

F 

0803010370 

50-206 

P 

0803010370 

50 206 

P 

0803020049 

50 206 

Q 

0803030106 

50 361 

S 

0803030211 

50*206 

a 

080303021 1 

50 206 

R 



CORPORATE SOURCE INDEX 333 


AUTHOR AFFILIATION 


Soulhom Company SofVicQs, Inc 

Soulhern Now Enaland Tofophono Co 
Sou^liwosl Roaoofch InsMo 


Southwealern Soil TGlophono 
Space Qualified Systems Corp 
Spiagol & McDiQfmUi 

SI Louis Unlv I St. Louis, MO 

Stanford Unlv,, Slanford, CA 
State, OapL of, Bureau of Oceans & mtl 
Environ. & Sclenliflc Affairs 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0603030211 

50 206 

R 

6603070013 

50 206 

S 

6603070104 

50-206 

R 

6803070104 

50-206 

n 

8803070104 

50-206 

R 

0603070116 

50-361 

P 

QB03070140 

50 362 

R 

0803070266 

50-206 

R 

0803070266 

50-206 

R 

8803070266 

50-206 

n 

QQO3OOOO05 

50-206 

P 

0003000093* 

50-206 

P 

8003000090* 

50-206 

P 

8003080134 

50-206 

F 

8803100204 

50-206 

P 

QQ03 140007 

71 5950 


0003140333 

50 206 

F 

0803140335 

50 206 

F 

8003150109 

50 362 

S 

8803160233 

50 362 

Q 

8803 160270 

SO 361 

S 

0003160303 

50 206 

P 

8003160306* 

50 206 

P 

0003160310* 

50 206 

P 

0803160452 

50 200 

P 

0003100452 

50 206 

P 

8003160452 

50 206 

P 

6003160454* 

50 206 

P 

8003160454* 

50 206 

P 

8003160454* 

50 206 

P 

6803170209 

SO 361 

P 

6803170209 

50 361 

P 

OD03220223 

50 361 

P 

6003230000 

50 361 

n 

0003230000 

50 361 

R 

0603230007 

50 206 

n 

0603230230 

50-361 

p 

8603230230 

50-361 

p 

8003230242 

50-206 

p 

0803250035 

50-206 

p 

0603250050* 

50 200 

p 

0603200046 

50 361 

s 

0603200126 

50-362 

s 

0003200146 

50-361 

s 

8803300276 

50-361 

Q 

Q0D33OO3D4 

50-206 

1 

8B033004I6 

50 361 

F 

8803300415 

50 361 

F 

0803310174 

50 200 

P 

8003310217 

50-361 

P 

0003030205* 

50-424 

P 

8003220031 

60 424 

P 

0003230370* 

CONTRACT 


BD030D0520* 

CONTRACT 


0003100013 

WASTE MGT 


0803100136 

WASTE MGT 


0803100137 

WASTE MGT 


0003100139 

WASTE MGT 


0003100140* 

WASTE MGT 


0803110096 

WASTE MGT 


00031 10102* 

WASTE MGT 


0803110140 

WASTE MGT 


0003110140* 

WASTE MGT 


0803110150 

WASTE MGT 


6003220142 

WASTE MGT 


6009220344 

WASTE MGT 


0003230254 

WASTE MGT 


0003230202 

WASTE MGT 


06032B0144 

WASTE MGT 


6603200155 

WASTE MGT 


8803280163 

WASTE MGT 


8803200163 

WASTE MGT 


0603200214 

WASTE MGT 


0603200216 

WASTE MGT 


8603200223 

WASTE MGT 


8003280224 

WASTE MGT 


0003280231 

WASTE MGT 


0603200234 

WASTE MGT 


8003290016 

WASTE MGT 


0003290256 

WASTE MGT 


0003030052* 

CONTRACT 


0DO3O 30110* 

CONTRACT 


0803070164 

so 440 

M 

8803000463* 

50 440 

M 

8803090 168* 

CONTRACT 


0003220121 

NUflEG 


8003020254 

XPORTLIC 


8803060295 

XPORTLIC 



AUTHOR AFFILIATION 


Statistica, Inc 
Stophons & Associates 


Slone S Webster Engineering Corp 


Suffolk County, NY 


Susquehanna Valley Alliance, Laricasler, 
PA 


Systenn Encfoy Rosourcos, Inc 


Systems flosoarch a Applications Group 
Systems Support, trie 

TENERACorp fsubs olTERACorp} 
IFC Nuclear Associam too 
TU Elocirtc formerly Texas Ultliilos 
Generating Co) 


ACCESSION 

NUMBER 

B8O320OOO2 

0803280021 

0803280109 

8003280138 

8803280173 

8B033 00049 
8803130115* 
B8032 10359* 
0802240344 
8003100008 

0803230147* 

8803240450 

8803280055* 

8003280052* 

B3032800G9* 

0&032800{)4* 

8003200100* 

8003280130* 

B0O32BO172* 

8803200178* 

0803280267* 
6803200204* 
8803200204 * 
0603280307* 
6003280307* 

86030110034 

0803020009 

8003020029 

0803070016 

0803070022 

0003070027 

0003070030* 

8003070032 

OD03000069 

8003000070 

0803090072 

8003090074* 

8003090007 

0803090099 

0003100060 

8003100080* 
0803110010 
88031401 13 
6803140114 
6803140116* 

8803140124* 

8003140127* 

6803140131* 

0603150090 

8603160051 

08O310OOD7 

8603160070* 

OQDGieOOOG 

0803160092 

8803210114 

8003230042 
6803230081 
QQ033 10027 
0003310051 
3003310119 

8803020037 

8903200061 

8803230067* 

8802160225 

8003040160 

8603070159 

8803070361 

8803000012 

8603090317 

8803090317 
6803000320* 
86031 40269 
86031 603C6 
8003160027 

8803210075 
8B032 10446 
BB03300110 
B803060127 
8003230200 

8803280107* 

0803240151 

0802290333 

8803010037 

8803010087 

8803010380 

8803010393 

&803010393 


SUBJECT 

CATEGORY 

XPORTLIC 

XPOHTLIC 

XPORTLIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 
CONTRACT 
CONTRACT 
WASTE RES 
WASTE RES 

50 445 
PR 

50 445 
50 445 
50 445 

50 445 
SO 445 
SO 445 
50 445 
SO 445 

50 445 
50-445 
50-445 
50-446 
50-446 

50-322 
50-322 
50-322 
50-322 
50 322 

50 322 
50 322 
50 322 
50 322 
SO 322 

50 322 
50 322 
SO 322 
50 322 
60 322 

SO 322 
60 382 
50 322 
SO 322 
50 322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 
50-322 
60 322 
50 322 
50 322 

50 322 
50 322 
50 322 
50 322 
50 322 

50 320 

50 320 
SO 320 
so 416 

50 416 
50416 
50-416 
50416 
50-416 

50-416 

50-416 

60-416 

50-416 

50-416 

50416 
50 416 
50 4t6 
FOIA 

WASTE RES 
50 445 

WASTE MGT 
50 445 

50 445 

50 446 
70 3057 
60 445 
50 445 


E 

£ 

E 

E 

E 

E 

E 

E 

E 

E 

E 

E 

E 

E 

G 

G 

G 

G 


G 

G 

G 

G 

G 

G 

G 

G 

G 

H 

H 

G 

Q 

G 

G 

G 

G 

G 

H 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

O 

R 

R 

Q 

S 

R 

R 

n 

s 

p 

F 

P 

R 

P 


E 

S 

S 

s 

s 

s 



334 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8803010430 

50 445 

S 

6803010430 

50 445 

S 

6803010444 

50 445 

S 

6803010444 

50 445 

S 

6803010454 

50 445 

Q 

6803010454 

50 445 

Q 

6803020006 

50 445 

O 

6803020006 

50 445 

Q 

8803020019 

50 445 

A 

6803020019 

50 445 

A 

8803020022* 

50 445 

A 

8803020022* 

50 445 

A 

6803020026* 

50 445 

A 

6803020026* 

50 445 

A 

6803020116 

50 445 

S 

8803020116 

50 445 

S 

6803030038 

50 445 

S 

8803030038 

50 445 

s 

8803040036 

50 445 

G 

8B03040036 

60-445 

G 

8B03040057 

50 445 

G 

8803040057 

50 445 

G 

B603040064 

50 445 

G 

8803040064 

50 445 

G 

6803040120 

50 445 

G 

6603040120 

50 445 

G 

6603040139 

50 445 

G 

8B03040139 

50 445 

G 

8603040178-* 

50 445 

A 

8603 040 178* 

50 445 

A 

6603040163* 

50 445 

A 

0603040183* 

50 445 

A 

8603040188* 

50 445 

A 

0603040190* 

50 445 

A 

0603040193* 

50 445 

A 

OB0304019D* 

50 445 

A 

8603040203* 

50 445 

A 

6603070033 

70 2932 


8603070043 

50 445 

G 

8603070043 

50 445 

G 

8803070317 

50 445 

S 

8803070317 

50 445 

S 

6803070318 

50 445 

s 

QB0307031B 

50 445 

s 

8803070343 

50 445 

s 

8003070343 

50 445 

s 

8003070363 

50 445 

s 

8003070363 

50 445 

s 

0003000100 

50 445 

s 

6003080100 

50 445 

s 

8003060106 

50 445 

s 

8003060106 

50 445 

s 

80030601 1 1 

50 445 

s 

8003060111 

50 445 

s 

8803060113 

50 445 

s 

0803000113 

50 445 

s 

0803000166 

50 445 

Q 

8603060166 

50 445 

Q 

8803060177 

50 445 

Q 

8603060177 

50 445 

Q 

8B03080209 

50 445 

S 

8003060209 

50 445 

S 

8603000217 

50 445 

S 

8803060217 

60 445 

S 

0803000221 

60 445 

S 

8803080221 

50 445 

S 

8803080240 

50 446 

S 

8983060240 

50 445 

S 

8803000242 

50 445 

S 

8803000242 

50 445 

S 

0803080245 

50 445 

S 

0603080245 

50 445 

S 

6803080247 

50 445 

S 

6803000247 

60 445 

s 

0603090061 

50 445 

G 

6603090081 

50-445 

G 

6603090206 

50-445 

A 

0803090206 

50-445 

A 

6803100076* 

50-445 

Q 

0603100005* 

50-445 

Q 

8603100099 

60-445 

S 

8603100099 

50-446 

s 

0803100112 

50-445 

A 

8803100112 

50-445 

A 

8803100116* 

50-445 

A 

0003110021 

50-445 

G 

0803110021 

50-446 

G 

0603140116 

50-445 

G 

8803140116 

50 445 

G 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


86031^0160 50-445 S 
8803140160 50-445 S 
8803140164 50-445 S 
6603140164 50-445 S 
8803140172 50-445 S 

8B03140172 50-445 S 
8803140179 50-445 S 
8803140179 50-445 S 
8803140261 50-445 S 
BB031 40261 50-445 S 

8803160149 50 445 S 
8803160149 50 445 S 
8803160161 50-445 S 
8803160161 50-445 S 
8803160167 50-445 S 


8003160167 50-445 
6603160197 50 445 
8003160197 50 445 
6003160207 50 445 
0003160324 50 445 

8803160324 50-445 
8803160442 50 445 
8803160442 50-446 
8803160446 60 445 
8803160446 50 446 

8803160449 50 445 
8803160449 50 445 
0803220010 50-445 
8803220010 50-445 
0803220093 50-445 

0803220093 50-445 
0003220100 50-445 
0803220100 50-445 
8803220163 50 445 
8803220163 50 445 

0803220174 50 445 
0803220174 50 445 
0003220217 50-445 
0803220217 60-445 
8003220350 50-445 

8803220350 50 445 
6803220418 50 445 
8803220410 50 446 
8603220460 50 445 
8B0323000D 60 445 

0803230000 50-445 
8803230013 50-445 
8803230013 50-445 
8603230016 50 445 
8803230016 50 445 

0803230019 60 445 
8803230022 60-445 
8803230025 60-445 
8003230025 50-446 
8803230034 50 445 

6803230034 50 446 
8803230048 50 445 
8003230048 50 445 
8803230007 50-445 
8803230087 50-445 

8803230103 50 445 
8803230103 50 445 
8803230142 50-445 
8803230142 60-445 
8803230329 50-445 

8803230329 50-445 
0003240050 60-445 
6003240305 50-445 
0803240305 50-445 
0003240373 60-445 

0803240373 50-445 
8803200070* 50-446 
8803200066* 50-445 
8803280164* 50 445 
8803200186 50 446 

8803280198 60-446 
8803260219 60-445 
8803260219 60-445 
8803280261* 60-445 
8803280276 60-445 

6803260276 50-445 
0003280329 50-445 
0003260337 60-445 
0003280337 50-445 
0003290141 50-445 

8803290141 50 446 
8803290207 60 445 
6603290267 50 445 
8803300201 50 445 
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CORPORATE SOURCE INDEX 33S 


AUTHOR AFFILIATION 


Tacoma Raclialion Center, Tacoma, WA 
Technassociales, Inc 

Toknekron Transportalion Systems, Inc 
^formerly CorSTAR Research, Inc) 
Tennessee Valley Authority 


ACC ESS to M SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESStON SUBJECT 

NUMBER CATEGORY 


8003300201 

50 445 

Q 




8803300213 

50 445 

Q 

8803040184 

so 327 

O 

8003310026 

50 445 

G 

8803040189 

so 327 

F 

8803310030 

50 445 

G 

6603040169 

50 327 

F 

8803310141 

50 445 

G 

8803040195 

50-327 

Q 



8003040195 

50 327 

Q 

0003310141 

50^445 

G 

BB03040201 



0003010481 

PR 


50-327 

0 

OB 03240471 

PR 


6803040201 

50-327 

Q 

0803210097* 

CONTRACT 


8803040205 

50-328 

Q 

0803250199* 

CONTRACT 


8803040210 

50*327 

Q 



0003040213 

50-327 

S 

0803220444* 

CONTRACT 


BB03040221 

50-327 

S 

8002290246 

50^327 

s 

0BO3O4O223 

50*327 

S 

8602290253 

50-327 

s 

8803070003 

50-259 

R 

0602290260 

50-327 

s 

8803070003 

50-259 

R 



8803070003 

50-259 

R 

8002290259 

50-327 

s 



8802290262 

50-327 

s 

8803070004* 

50-259 

R 

0802200307 

50-259 

s 

8603070004* 

50-259 

R 

6003010091 

50 327 

s 

8803070004* 

50 259 

R 

BOO 301 0106 

50-327 

p 

8803070005* 

50 259 

fl 



fla03070005* 

50 259 

R 

6B03010166 

50-327 

p 

8803070005* 



8803010396 

50-327 

p 

50 269 

R 

8803010396 

50-327 

p 

8803070012 

50 259 

P 

8803010434 

60*259 

R 

8803070017 

50 327 

S 

8003010436 

50-390 

s 

8803070052* 

50 259 

P 



8B03070055 

50 327 

Q 

8803010430 

50-390 

s 

8003070055 



BB03010450 

50 327 

0 

50 327 

Q 

0003010450 

50 327 

Q 

8803070059* 

8803070063* 

50-259 

P 

6003010453 

50 327 

p 

50 259 

P 

0803010453 

50-327 

p 

8803070070 

50 327 

P 


8803070070 

50 327 

P 

0803010456 

50-327 

p 

6803070071 * 



0803010456 

50-327 

p 

50-327 

P 

080301 04G4 

50-327 

Q 

6803070071 * 

50 327 

P 

8803010484 

50-327 

Q 

8803070095* 

50 259 

P 

0803010465 

50-300 

s 

0603070100* 

SO 259 

P 


8603070102* 

SO 327 

P 

8803010465 

50-300 

s 

B6 03070 105* 

so 259 


B603010473 

50-327 

p 

P 

8603010473 

50 327 

F 

8603070105* 

SO 259 

P 

8803010475 

50 327 

p 

8003070105* 

50 269 

P 

8803010475 

50 327 

p 

6603070119* 

50 259 

P 


8603070119* 

50 259 

P 

8803010479 

8803010479 

0003010484 

8803010484 

8803010487 

50 390 

50 390 

50 327 

50 327 

50 327 

O 

Q 

P 

P 

Q 

6803070119* 
8603070127 
8603070131* 
8003070 162 
8D03070102 

50-269 

50-326 

50-328 

50-327 

50-327 

P 

P 

P 

Q 

Q 

8803010487 

0003020070 

6003020070 

8003020085 

8003020085 

50 327 

50 327 

50 327 

50 327 

50 327 

Q 

P 

P 

P 

P 

8803070226* 

8603070244 

8603070244 

6803070327 

6B03070327 

50-327 

50-327 

50*327 

50-327 

50*327 

P 

P 

P 

J 

J 

BD03020117 

8003020162 

8003020230 

0003020230 

800303007G 

50 326 

SO 259 

50 327 

50 327 

50 327 

P 

S 

Q 

Q 

Q 

8003070352 

8803070352 

8603080033 

8B03080033 

8003060041 

50-327 

50-327 

50 327 

50 327 

50 327 

S 

S 

P 

P 

R 

8803030076 

8003030087 

8803030087 

8803030100 

8803030100 

50 327 

50 327 

50 327 

50 327 

50 327 

0 

P 

P 

P 

P 

0603080054 

B803080065 

6803080073 

0003080073 

0003080102 

50 328 

50 327 
50-390 

SO 390 

50 327 

S 

s 

A 

A 

Q 

0803030105 

8003030185 

8003030221 

8803030221 

50 327 

50 327 

50 327 

60 327 

O 

0 

p 

p 

8603080102 

8803000116* 

6803080130 

8803080130 

50 327 
50-327 
50-327 

50 327 

Q 

Q 

Q 

Q 

0003040066 

SO 390 

0 

8603060178 

SO 327 

S 

8803040066 

50 390 

0 

0803060349 

50 327 

p 

8803040129 

50 327 

0 

8803080357* 

60-327 

p 

8803040129 

60 327 

Q 

8803060362 

50-269 

s 

8803040135 

50 327 

Q 

8803000425 

40-1341 


8803040135 

50 327 

Q 

8803090019 

60 327 

p 

0003040147 

SO 250 

P 

5803090019 

50 327 

p 

0803040147 

SO 259 

P 

8803090024* 

50-327 

p 

0803040147 

SO-259 

P 

6803090024* 

50-327 

p 

8803040140 

60 327 

Q 

6603090183 

50 327 

p 

8803040148 

50 327 

0 

8603000183 

50 327 

p 

8803040149 

60 327 

Q 

8603090224 

50 327 

p 

8803040149 

60 327 

Q 

8603090224 

50 327 

F 

8803040155 

60 259 

Q 

8603090324 

50-260 

P 

8B03040155 

50 259 

Q 

0803090324 

60-259 

P 

8003040155 

50 259 

Q 

8603090324 

50-259 

P 

8803040165 

60 327 

0 

6803090337* 

50*259 

P 

6803040165 

50 327 

Q 

8803100128 

50-327 

Q 

8503040170 

60 327 

0 

8803100128 

50-327 

Q 

8003040170 

60 327 

0 

8803110091 

50*269 

S 

8803040174 

SO 260 

P 

8B031 40066 

TOPREP 


0603040177 

60*259 

P 

8603140120 

50-327 

S 

8803040177 

50 259 

P 

8803140123 

50-327 

s 

8503040177 

50 259 

P 

8803140103 

50-327 

F 

6503040184 

50 327 

Q 

6803 140 163 

50-327 

F 
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AUTHOR AFFILIATION ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


803 14023 3 

50 328 

S 


8603260166 

50-438 

S 

8803140285 

50 259 

F 


8803260166 

50-390 

s 

8803140285 

50 259 

F 


8803280166 

50 390 

s 

8803140285 

50 259 

F 


88032QD1G9 

50 390 

s 

8803140398 

50 326 

S 


8803280169 

50 390 

s 

8803140403 

50 328 

S 


8803200192 

50-390 

s 

B8 031 40407 

50 328 

s 


8803200192 

50 390 

s 

8903150060 

50 327 

F 


8803290169 

50-327 

s 

8803150060 

50 327 

F 


8003290186 

50 259 

p 

8803150064 

50 327 

F 


8803290186 

50 259 

p 

8803150064 

50 327 

F 


8803290186 

50 250 

p 

6803150278 

50 327 

F 


8803290108* 

50 259 

p 

8803150278 

50 327 

F 


8603290188* 

50 259 

p 

8803150260 

50 327 

P 


8803290108* 

50 259 

p 

8803150268 

SO 327 

P 


8803290109 

50 32B 

s 

8803150303 

50 260 

P 


8B03290202 

50-327 

s 

8803150308* 

50 260 

P 


6B03290259 

60-320 

s 

8803160220 

50 259 

P 


8603290268 

50-328 

s 

88031G0220 

50 259 

P 


8B03300002 

50 327 

0 

8803160220 

SO 259 

P 


8603300082 

50 327 

Q 

8803160384* 

SO 327 

S 


8B03300D97 

50 327 

p 

8003160368 

50 259 

Q 


8603300097 

50 327 

p 

8003160375 

SO 327 

S 


8603300144 

50-327 

Q 

8 8031 603 78 

50 259 

Q 


6803300144 

50-327 

Q 

8803160433 

50 327 

S 


6603300164 

50 260 

P 

8003170007 

60 260 

P 


8803300186 

50-259 

P 

8803170014 

50 260 

P 


8803300166 

50-259 

P 

8B031700I6* 

50 260 

P 


8803300240 

50-259 

P 

8603170023 

50 260 

P 


8803300240 

50*259 

P 

8603170028* 

50 260 

P 


8803300240 

50-259 

P 

8603180011 

50*259 

S 


8803300303 

50-327 

P 

8803180125 

50-259 

F 


8003300303 

50*327 

P 

8603180125 

50*259 

F 


8803300306 

50*327 

P 

8603160196 

50-327 

P 


8803300306 

50-327 

P 

6603180196 

50-327 

P 


8003300372 

50-327 

P 

8803160276 

50-327 

S 


8803300372 

50-327 

P 

B803210012 

50-259 

P 


8603310152 

50-259 

H 

6803210400 

50-327 

R 


8803310152 

50*296 

H 

6803210400 

50-327 

R 


8803310162 

50 328 

H 

8803220035 

50-327 

S 


8803310152 

50-320 

H 

8803220088 

50-327 

Q 


0803310152 

50 391 

H 

6803220185 

50*260 

P 


6803310152 

50 391 

H 

B803220191 

50-327 

Q 


BB03310152 

50 439 

H 

8803220191 

50-327 

Q 

Texas A&M Unlv , Coflego Stalion, TX 

8803010407 

50 59 

F 

8803220195 

50*327 

Q 

8803010478 

50 120 

P 

88 03220 195 

50*327 

Q 


6803220179 

50*59 

H 

€803220203 

50*259 

P 

Texas Nucloar Corp {subs ofRamsoy 

0803140091 

71*545 


8803220203 

50-259 

P 

Engineering Co } 




8803220203 

50*259 

P 

8803140265* 

71*645 


6803230009 

50*327 

S 

Texas Ulijitios Co 

8803220174 

50-445 

Q 

8803230011 

50-259 

Q 

Three Mile Island Alori 

8803020037 

50-320 

G 

8803230011 

50-259 

Q 


8803230061 

50*320 

Q 

8803230011 

50-259 

Q 


8803230067* 

50*320 

G 

8803230011 

50-259 

Q 

Toledo Coaldtion lor Sale Energy 

8803020311 

50-346 

P 

8803230011 

50-259 

0 

Toledo Edison Co 

8802260021 

50*346 

P 

8803230011 

50-259 

0 


8802200143 

50-346 

P 

8603230011 

50*259 

0 


8802290147* 

50-346 

P 

8B0323001 1 

50-259 

Q 


8802290149* 

50*346 

P 

880323001 1 

50-259 

Q 


8803020313* 

50-346 

P 

8803230023 

50*327 

P 


8803040077 

60*346 

R 

8803230023 

50*327 

P 


8803040262 

50*346 

P 

8803230037 

50-259 

Q 


0803070077 

50-346 

P 

8803230037 

50-259 

Q 


8803070080* 

60 346 

P 

8803230037 

50*259 

a 


08O3O7ODB3* 

50 346 

P 

6803230097 

50-327 

P 


8803060366 

60-346 

Q 

8803230097 

50*327 

P 


8803060409 

60 346 

Q 

8803230135 

50*328 

S 


8803080506 

50*346 

Q 

8803230152 

50-328 

S 


0BO3O8O527 

50 346 

P 

0603230259 

50-300 

S 


0603080529* 

60 348 

P 

8803230259 

50-390 

S 


8603 100026 

60*346 

P 

8B03230286 

50*390 

S 


0603100031* 

50 346 

P 

0803230286 

50-390 

S 


0603100037* 

60 346 

P 

6803240081 

50-327 

s 


0603 150268 

50 346 

P 

8803240328 

50-327 

F 


0603150270* 

50*346 

P 

0803240328 

50-327 

F 


0803150277* 

60 346 

P 

0803240431 

NUREG 



8603160046 

50 346 

Q 

8B0324Q440 

50-327 

Q 


0BO316O135 

50 346 

P 

BB03240440 

50-327 

Q 


0603160138* 

50 346 

P 

8803240454 

50-327 

P 


8803 160290* 

50 346 

P 

8003240454 

50-327 

P 


0603160307 

60 346 

P 

8003240465 

50-327 

P 


0603210429 

50 346 

R 

8603240465 

50-327 

P 


BB03220074 

50 346 

J 

8803240470 

50-327 

0 


8603230247 

50 346 

P 

8803240470 

50 327 

Q 


6603290258 

50 346 

S 

8B03250002 

50*327 

P 


6603290265 

50*346 

s 

8803250092 

60 327 

P 

Transnuclear, Inc 

6B03020257 

XPORTLIC 


8803250302 

50 259 

R 


8603210338* 

XPORTLIC 


8803260118 

50 259 

S 


0803290378 

71*3002 


8803200160 

50 438 

S 


8803300281 

XPORTLIC 
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Trans wall Corp 
Treasury. Dept of 

Treasury, Dept of. U S Cualoms Service 
Twomey. Latnam & Shea 


U S Ecology, Inc (formerly Nuclear 
Enginoorrng, Inc ) 

US Energy Corp 

UMETCO Minerals Corp (subs of Union 
Carbide Corp ) 


UNC Resources, Inc 
Union Associates 


Union Electric Co, 


Union of Concornod Scientists 
United Nuclear Corp (subs of UNC 
RosQUfcos, Inc ) 


Vermont Yankoo Nucloer Power Corp 


Vermont, Stale of 


Volorans Administration 
Virginia Polytechnic [nslilulo & State 
Unfv , BlacKabuffl, VA 

Virginia Power (Virginia Electric & Powo 

Col 


ACCESSION SUBJECT 

NUMBER CATEOORY 


AUTHOR AFFILIATION 


ACCESSfON SUBJECT 

NUMBER CATEGORY 


8803220382* 

CONTRACT 


8803290017 

ORQ 


G803200109 

XPQHTLIC 


8803200101 

ORG 


8803020029 

50 322 

G 

8003140114 

50 322 

G 

0803140110* 

50 322 

Q 

8803140124* 

50 322 

Q 

a803140127*- 

50 322 

G 

8803210114 

50 322 

G 

8803310061 

60 322 

G 

08030200^0 

27 48 


8803250102 

40 1102 


8003240419 

40 299 


0803250230 

40-299 


0803250230 

40-299 


0003010177 

70-371 


8003010257 

50-322 

Q 

0003020014 

50-322 

P 

8003080120 

50 322 

P 

8003080120 

50-322 

P 

8003080120 

50-322 

P 

8803080128 

50 322 

P 

8803150252 

50 322 

P 

8802200316 

50 463 

P 

D00303003B 

50 463 

F 

8003030077* 

50 403 

F 

8803030002 

50 483 

F 

0803080078 

50 403 

S 

0803080079 

50 483 

F 

8803080005 

50 463 

P 

8003000 &00 

50 483 

F 

8803000356 

60 483 

F 

Q 8030903 5 8 

60 483 

F 

0803140240 

60 403 

R 

8803160025 

50 403 

0 

8803160224 

50-403 

r 

8003210003 

50 403 

n 

C8032»011'0‘ 

50 403 

R 

8003220474 

50*483 

s 

8803200130 

50 483 

F 

0003300103 

50'403 

0 

8003310060 

60 483 

F 


8803160372* 

NUREG 


0803020164 

70-3/1 


0003040005* 

70 371 


0803090328 

40 8907 


0003200149 

40 0007 


0003200 152* 

40 8907 


8002290230 

50 271 

R 

8002290243 

50 2/1 

n 

0003020000 

50 271 

n 

80030/0270 

50 271 

p 

0003070274 

50 271 

n 

QB030D0100 

50 271 

p 

0803080108* 

50 271 

p 

8803080200 

50 271 

F 

8003090034 

6Q 2/t 

p 

8803140083 

SO 271 

n 

8003160063 

SO 271 

G 

0803160088 

60 271 

G 

8803160073 

60 271 

G 

8003100163 

50 271 

G 

0603160173 

50-271 

G 

8803160200 

50-271 

G 

0803180081 

50 271 

S 

OeO 3220202 

50 271 

J 

8003230038 

50-271 

e 

0603230074 

50-271 

a 

0803250128 

60 271 

F 

0803290003 

50-271 

Q 

080301 0390 

50-271 

p 

8003169110* 

50*271 

0 

0003160131* 

50 271 

G 

8003000910 

SO 131 

f 

0003010301* 

50 124 

p 

8003010099 

SO 338 

n 

0803010009 

50 338 

n 

0803010932 

59*338 

5 

8003010047 

SO 330 

s 

8093010053 

50 338 

s 

0003010164 

50 200 

p 

8803010231 

50 280 

R 

8893010231 

so 280 

R 


8B0301023B 

50-338 

B0O3O1O23B 

50-330 

0803010270 

71-9208 

0003010285 

50-280 

0803010296 

50-330 

8803010305 

50 200 

8003010423 

50 200 

8803020076 

50 330 

6803020076 

50 330 

8603040217 

50-260 

8003040219 

50-269 

8803070088 

59 336 

8803070008 

50 336 

6803070212 

50-281 

8803070336 

50 280 

8803070236 

50-260 

0803070374 

50-330 

0003070374 

50-330 

0803070376* 

50-338 

0803070376* 

50-330 

0803070379* 

50 330 

0803070179* 

50 330 

0003070383 

50-338 

8003080003 

59 289 

0803060003 

59 260 

8303080114 

59 336 

88030B0114 

60-330 

8603080124* 

50 336 

6603000124* 

50 336 

0603000179 

50 280 

8803080179 

50-280 

0803000192* 

50-260 

8003000192* 

50-200 

8803080203 

50-200 

0803000203 

50-260 

0803090302 

50-281 

0803140062 

50-280 

0003140062 

50 280 

0803140002 

50 200 

8803140062 

59 280 

8803140220 

59 330 

8603140229 

0803140237* 

59 330 

50 338 

0803140237* 

50 336 

8803140243 

50 281 

8803140246* 

SO 338 

8803140246* 

BO-338 

0003140274 

50-336 

0803140200 

50-280 

0003 140237 

50-280 

0803140319 

50-281 

0003140337 

50-330 

8803140337 

50 330 

0003140341 

50 280 

8003140349 

SO 33B 

8803140349 

59 338 

8003160341 

50 330 

0003160341 

59 338 

6003170229 

71-9208 

0003170279 

69 339 

6603170306 

50 336 

66931Q0050 

50 280 

8B03100D50 

50-280 

6693100053 

50-336 

8093210035 

50-338 

8803210035 

60-330 

60032 10D40 

60-33B 

8003210040 

50-338 

8803210042 

50-33B 

8003220058 

50-330 

0003220242 

60 330 

8003220306* 

50 280 

8003220386* 

50 280 

0803220443 

50-280 

0003229471 

50 289 

0003220471 

50 289 

0003220489* 

SO 260 

0090230001 

50 260 

6803230001 

59 289 

6603230001 

60 200 

6603230001 

50 200 

8693230001 

8603230005* 

50-200 

50-280 

6603230005* 

50-200 

6803230005* 

50-200 

8803230005* 

50-280 

0603230005* 

50-200 

0003239129 

50-200 

8003230129 

50-280 
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AUTHOR AFFILIATION 
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SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8803230194 

50 336 

P 

Weslmghouse Hillman Nuclear, Inc 

6B032 10392 

71-9086 


8803230194 

50 330 

P 


BB032 10405* 

71-9086 


8803230199* 

50 338 

P 


BB03210418* 

71-9086 


88Q3230ti99* 

50 338 

P 

Weston Geophysical Corp 

8803170099 

WASTE RES 


8803230204 

50-338 

P 


8803230249* 

50-440 


8803230204 

50-338 

P 

Whittaker Corp 

8803300040 

40-7455 


8803230207* 

50 338 

P 

Wichila Eagle-Beacon, Wichita, KS 

8003180042 

50 482 


6803230207* 

50 338 

P 

Williams & Associates 

8602250173 

WASTE RES 


BBD3240010 

50 33B 

S 


8603100020 

WASTE RES 


6603240047 

50 280 

S 


BB031 40203 

WASTE RES 


8803240105* 

50 330 

0 


0B032 10057 

WASTE RES 


8B03 200277 

50 280 

s 

Wisconsin Electric Power Co 

OB03010114 

50-260 


8003300198 

50 338 

p 


0803010114 

60-260 


8803300198 

50 338 

p 


8003010245 

50-266 


8803300233 

50 200 

J 


0003010248* 

50 266 


8803 300233 

50 200 

J 


8803010258* 

50 266 


8803300233 

50 200 

J 


8003010250* 

50 266 


680331i0148 

50 280 

P 


0803040258 

50-266 


8803310150 

50-280 

p 


8803040250 

50-266 

Virginia, Univ oL CharlollQSville, VA 

8803070378 

50 62 

P 


8803080424 

50-266 


8803170236 

50 62 

s 


8803080424 

60 266 


8803240315 

50 62 

R 


OB0309001 1 

50-305 


8803310273 

PRM 



0003090030 

50-266 

Visions Data Cable, Inc 

8803000298* 

CONTRACT 



0803090030 

50-266 

Washington Public Power Supply System 

6803010207 

50 397 

P 


8803140092 

50-266 


6803020012 

50 397 

P 


8803140092 

50 266 


B803020013* 

50 997 

P 


8803160083 

50 266 


8803030270 

50 397 

R 


8803210027 

50 266 


8803040004 

50-500 

A 


0803210491 

60 206 


8803040281 

50 500 

A 


0003230230 

50-266 


8803080374 

50 397 

S 


0003230230 

50 266 


8803000439 

50 460 

0 


0003230233* 

50-266 


8803090226 

50-307 

R 


0003230233* 

50-266 


8803140153 

50 397 

S 


0803240067 

50-266 


8803140157 

50-397 

S 


8003240067 

50 266 


0803150282 

50 397 

P 


8BO324OO04 

50 266 


8803150204* 

50 397 

P 


8B03280264 

50 266 


8803150296* 

50 397 

P 


8003200254 

50-266 


8803150338 

50-397 

S 


6803300069 

50 266 


8803160216 

50 397 

P 


8B03300069 

60-266 


8803220159 

50 397 

H 


00033102 IB 

50 266 


6803220219 

50 397 

P 


8B03310216 

50 266 


8803220226* 

50 397 

P 

Wisconsin Power & light Co 

0003020059 

50 305 


8803220258 

50 397 

F 

Wisconsin Public SorvTco Corp 

0003010136 

SO 305 


8803220419* 

50 397 

P 


0003010206 

50 305 


8803220456 

50 397 

J 


0003010226 

50-306 


8803230003 

50 397 

S 


0003010230 

50-306 


6803230104 

50 500 

A 


0003010413 

50-305 


8803240066 

60 397 

S 


0003020059 

50-305 


6803250310 

50 397 

P 


8B03040069 

50-305 


8803250315* 

50 307 

P 


0803040237 

50-305 


8803 300 1Q0 

60 397 

P 


8803040242* 

50-305 

WaBhInglon, Llniv. cl, Seattle, WA 

8803220036 

50 139 

P 


8803080115 

50-305 

Water, waste A Land. Inc 

8803170000* 

WASTE RES 



8803080145 

50-305 

West Publishing Co 

8803040332* 

FOIA 



8803080505 

60-305 

West Valley Nuclear Services Co-. Inc 

8803010404 

PROJ 



8803060525 

60 305 


8803210222 

PROJ 



8803140100 

60 305 


8003210307 

PROJ 



8803230154 

50 305 

Western Nuclear, tnc <sub& oi Pholps 

8803 260264 

401162 



8603250008 

60 305 

Dodge Corp ) 




Wolf Creek Nuclear Operating Corp 

8803040082 

60 402 


8803250318* 

40 1162 



8003070100 

60 402 


8B03280D5B 

40 1 162 



0B03070150 

50 402 


QBO 32803 12 

40-1162 



0803070163* 

50 482 


8803290110* 

40-1162 



8803070207 

50 402 

Wosllnghouse Electric Corp 

6603010240 

71 651 



8803070269 

60 482 


080301 0260* 

71 651 



8003070372 

60 402 


8803010290 

701151 



BB03000099 

50 482 


8803010292 

70 1151 



8003000109* 

50-402 


0803010307“ 

70 1151 



0003080165 

50-402 


0003010347 

50 443 

G 


8803080430 

50-482 


0803020281 

71 6717 



8803080431* 

50-482 


8803030270* 

50-424 

P 


8803150121 

50-482 


0803030239* 

50 424 

P 


8803170139 

50-482 


0803070357* 

BO 457 

Q 


8803180090 

60-482 


8003080268* 

50 364 

0 


8803180111* 

50-482 


8603140302 

XPORTLIC 



8803180113* 

60-482 


8803160011 

70 1151 



8803210145 

50 482 


6003160355* 

50-330 

P 


8803230350 

60 482 


0003160355* 

50-330 

P 


8803280245 

50 482 


0003160367* 

60-330 

P 


8803300167 

50 482 


8003210002* 

50 344 

P 

Worcesler Polytechnic Institute, 

6602160191 

50-134 


0803210005* 

50 344 

P 

Worcealer, MA 




0803210036* 

50 330 

P 

Wordpro, inc 

8803080044* 

CONTRACT 


0803210036* 

50 330 

P 

Worafiam, Forsythe, Sampels & Woolridgo 

6603040130 

60 445 


0003210095 

50 443 

G 

formerly Worsham, Forsythe & Sampel^ 




0003220430* 

50 244 

P 


6803230053 

60 445 


8003260139 

XPORTLIC 



8803230103 

60-445 


8803280232 

XPORTLIC 



8003290046 

60-446 


6003280306 

TOPREP 



8803310107 

50*445 
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ACCESSION 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


3803310107 

50 445 

G 


8803070268 

50 29 


8803310141 

50 445 

G 


0803070351 

50 29 


8603310141 

SO 445 

G 


0803080121 

NUREG 

Wyle Laboratories 

8803070039* 

50 259 

P 


5803060 19S‘ 

50 271 

8803100110* 

50 424 

E 


8803080320 

50 29 

Wyoming, Stale of 

86032 50033 

40 8502 



5803090065 

50 29 

8803250094 

40 3554 



8803150114 

60*29 


8603250111 

40 3684 



8503160354 

SO 271 

Yankee Atomic Electric Co 

8B02230413* 

50 309 

P 


5303170244 

50 29 


8802290009 

50 29 

P 


8603170248* 

50 29 


8802290028 

50 29 

R 


8803210150 

50*29 


9603010402 

50 29 

P 


8803300114 

50*29 


8803020201 

50 29 

F 


0603300284 

50-29 


OOO ■D'aTn3}-n 0*0 




REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol: for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


REPORT NUMBER 

ACCESSION 

1 SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

00&01 

8003140226' 

WASTE RES 

NRC 02 85 002 

177'I3 1 

8003070030' 

50 250 

P 

17959 02 RA 

8803160110' 

60 424 

E 

47-1163743-14 

8803250196* 

TO PREP 


601 

0803040315 

ACRS 


75R01 

8803200267* 

50 445 

E 

67-02-019 

8603220324* 

50 520 

Q 

67-170-037 

8803080045' 

50 263 

S 

86-4 

6803200223 

WASTE WGT 

NRC 02-00 005 

ACRS 601 

0603070092 

ACRS 


AMF a? 006 

6003150339* 

50 249 

P 

ANF 87 007 

8003150337* 

50 249 

P 

ANF 87 1 1 1 

8603150360* 

50-249 

P 

ANF 68 01 

0003150313' 

50 397 

P 

ANF 68 02 

0803150320' 

50 397 

P 

DAW- 101 67 SOI 

8003090279* 

TOPREP 


BRP 1100-16 ROl 

0003000391* 

50-10 

R QYRON08 0137 

ce 1-A n-io 

8003070344' 

50-10 

P 

DAP CP 004 n02 

0003280187' 

60-445 

E 

DAP-E P 070 

6003280164* 

50-445 

B 

DAP EP 057 

8003200070* 

50-445 

C 

DAP EP 065 

0803200086* 

50-445 

E 

DOE7BW-0155 

0803110121 

WASTE MGT 


DRP 1160 5 R01 

0003000360* 

50-10 

R onp 1180 5 

EAS 98 0Q87 

0003230100* 

50-293 

P DRFT23 00014 

EGG EA 6969 

0706230339' 

50-209 

P TAC51112 

EGG EA 6963 

0706270002* 

60-3D7 

P GL-82.33 

EGG EA 7040 ROl 

8003220250* 

50 333 

P TAG 51000 

EGG PHY-B003 

8802260079' 

0803030090' 

50 450 

P 

EGG TMI 6008 

71-915? 

29085 

EnPT-E0220 

0003010250* 

50*312 

P 

GEND INF 057 

8003200020* 

WASTE MOT 


GENX 008 R02 

0003200170* 

50 445 

C 

GENX 023 n02 

0003280130* 

50 445 

C 

GENX'042 ROO 

0003200069* 

50 445 

E 

GENX 103 ROO 

0003200172' 

50-445 

E 

GENX-207 ROO 

0003200100* 

50 445 

E 

GENX 242 n01 

0003200307* 

50 445 

E 

GENX 281 ROO 

0003200094* 

59 445 

E 

GENX 283 nOO 

0003200294* 

50-445 

a 

<.R 287-7C 

0003230324* 

WASTE RES 


NC 7002 

8803030205* 

50 424 

p 

NEDO 24793 

0003040087' 

50 208 

p 

NUH-001 R02 

0003140101' 

pnoj 

DUIK003 0103 

NUREG 0020 VI 2 N0 1 

0003090332 

NUREG 


NURCG0540 V0ON12 

0003090041 

NUREG 


NUREG 0540 VIO N01 

0803250303 

NUREG 


NUREG0750 V25 102 

0003310246 

NUREG 


NI;REG'0750 V26 N03 

0003090267 

NUREG 


NUREG 0760 V26 N04 

0803160354 

NUREG 


NUREG -0750 V26 NOS 

0003310244 

NUREG 


NUREG 0797 S14 

0803280039 

50-445 

E 

NUREG 0936 V06 N04 

8003090295 

NUREG 


NUREG 1100 V04 

8003090033 

NUREG 



REPORT NUMBER 

ACCESSION SUB- 


OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 


NUMBER 

NUREG 11 78 

8803210266 

NUREG 



NUREG 1199 ROl 

8303290402 

NUREG 



NUREG.1200R1 

8803300150 

NUREG 



NUREG 1236 

8803310249 

NUREG 



NUREG 1280 ERR 

88030803G6 

NUREG 



NUREG /CP 0091 V01 

8803100000 

NUREG 



NUREG /CP-0091 V02 

8803090179 

NUREG 



NUREG /CP 0091 V03 

8803100004 

NUREG 



NUREG/CP 0091 V04 

8003280097 

NUREG 



NUREQ/CPO001 VOS 

8603150379 

NUREG 



NUREG/CP 0091 V06 

0803090290 

NUREG 



NUREQ/CR 2000V07N1 

0803000281 

NUREG 


ORNL/NSIC 200 

NUREG/CR 4659 V02 

8003080476 

NUREG 


BNL-NUREG 52007 

NUREG/CR-4764 

B803090227 

NUREG 


BNL-NUREG 52039 

NUREG/CR 4007 

0803220121 

NUREG 


SAND88 7175 

NUREG/CR 4834 V02 

0003080461 

NUREG 


SAND87 0I79 

NJREQ/CR 4698 

0803160377 

NUREG 


EGQ-2503 

NUREQ/CR 4917 

0803030010 

NUREG 


SANDe7 0976 

NUREQ/CR 4047 

0003140060 

NUREG 


ORNL/TM-10459 

NUREQ/CR 4996 

8003140054 

NUREG 



NUREG/CR 4997 

8003310288 

NUREG 


PNL6300 

NUREQ/CR 5026 ERR 

8003020251 

NUREG 


LWF-117 

NUREQ/CR 5033 

8803020241 

NUREG 


OFNL/CSD/TM-252 

NUREQ/CR 5039 V01 

8803150370 

NUREG 


SAND07-241 1 

NUREQ/CR 5070 

8803280243 

NUREG 


ANL 87-54 

NUREG/ CR-50fl0 

8803200400 

NUREG 



NUREG/Cn-5097 

0003220116 

NUREG 



ORAU 80/3-87 

8003 160068* 

70-754 



PUQ-0569 

8803070106* 

50-402 

P 


PLG 0590 

8803070170* 

50-402 

P 


n-88 01 SON 

8803000357* 

50-327 

P 


SA1C-87/3098 

0712070259* 

50-317 

P 

TAG 51149 

SANO02 2441 

8803300239* 

WASTE MGT 



SECY 78-462A 

8803240180* 

FOIA 



SECY 67-116 

6708030156 

SECY 



SECY 07-120 

0003300457 

8003000354' 

SECY 



SECY 87-297 

50 277 

P 


SECY-88 039 

8000030284 

SECY 



SECY-00-069 

0003220410 

SECY 



SECY-80-O7g 

0003240296 

SECY 



SECY-OS 080 

0003250167* 

50 327 

F 


SECY-0B 086A 

0003280106 

60 328 

P 


SGS-RERR-23 

8803030216' 

60 272 

R 


STO H-a2 006 R03 

0003210416* 

71-9086 



USGS OFR-a2 973 

8003300259* 

WASTE MGT 



USGS-OFR OS 224 

8803300260* 

WASTE MGT 



WCAP-11016R03 

8803210036* 

50-330 

P 


WCA P-11 164 SOI 

8803160355* 

50-330 

P 


WCAP-11700 

8803210005* 

50-344 

P 


WCAP 11732 

88030302a9* 

50-424 

P 


WMPO/80 1 ROO 

8803170250 

WASTE MGT 



WPPSS EANF-119 

8803160296* 

60-397 

P 


XN.NF-84-49 

6003150342* 

50-249 

P 


YAeC‘1622 

8002230413* 

50-309 

P 

ZHP 1101 4 

2RP 1101-4 ROO 

8003080301* 

60-10 

R 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second coiumn gives the accession number 
of the principal document under which the enclosure 
Is lislea. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P, 
The docket subject categories are defined In Appen- 
dix A. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


8404050524 

0003030015 

00/02/26 

50 390 

A 

8401)200496 

0803030015 

00/02/26 

50 390 

A 

6409210295 

0003030016 

00/02/20 

50 390 

A 

6411210334 

0003030015 

00/02/26 

50 390 

F 

8502010130 

0003040176 

08/03/02 

roiA 


8502010154 

0003040170 

00/03/02 

roiA 


850318014) 

0003030015 

00/02/26 

50 390 

A 

8503130617 

0003030015 

00/02/26 

50 300 

A 

8503 180210 

0003030015 

00/02/26 

50 300 

A 

8506030530 

0003070191 

00/02/25 

FOJA 


8506030532 

0003070101 

08/02/25 

FOtA 


8507240180 

0003030015 

00/02/26 

50-327 

P 

B512090317 

0003040176 

00/03/02 

50-237 

P 

8801150601 

0003300414 

08/03/25 

50 259 

P 

8601170510 

0003300414 

00/03/25 

50-250 

P 

8602030012 

0009300414 

08/03/25 

60 250 

P 

8602210556 

0003070177 

00/03/02 

50 445 

A 

8604100106 

0009150215 

00/03/09 

FOIA 


8606090477 

00030701/7 

00/03/02 

60 390 

A 

B607080247 

0003070101 

00/02/25 

FOIA 


8607000251 

0003070 1D1 

08/02/25 

roiA 


e&00040t36 

0003070101 

00/02/25 

FOIA 


8009190316 

0003310001 

00/03/24 

FOPA 


8609190143 

00033(0001 

00/03/24 

roiA 


8610150003 

00030/0101 

00/02/26 

roiA 


8810160008 

0003070101 

00/02/25 

FOIA 


8611190068 

0003310001 

00/03/24 

roiA 


B702240142 

0003310001 

00/03/24 

FOIA 


8703020205 

0003310001 

00/03/24 

roiA 


8703060239 

0003040106 

00/02/29 

FOIA 


8704000262 

0003000320 

00/03/04 

50 445 

A 

8704300000 

0003070140 

00/03/01 

roiA 


8704300148 

0003290407 

08/03/23 

60 312 

H 

8708230339 

0003210101 

00/03/15 

60-269 

P 

8707130409 

0003040106 

00/02/29 

FOIA 


8707230700 

0003010400 

00/02/17 

ACHS 


8707250228 

0003150206 

08/03/00 

50 225 

P 

870S270082 

0003310176 

00/03/23 

50 397 

P 

6709030167 

0003070177 

00/03/02 

50 327 

Q 

0709030173 

0003070177 

00/03/02 

60 327 

Q 

0710210200 

0003140139 

07/11/04 

SO 20G 

H 

8712070250 

0003070241 

00/02/29 

50317 

P 

87122100SQ 

0003210206 

80/03/1 1 

60 326 

P 

6712210059 

0003210206 

00/03/11 

SO 326 

P 

0712210061 

0003210206 

00/03/11 

50 320 

P 

6712210063 

0003210206 

00/03/11 

60 320 

P 

8712210071 

0003210288 

80/03/11 

60-320 

P 

6712210073 

0003210206 

00/03/ 1 1 

60 320 

P 

a? 12210078 

0003210206 

00/03/11 

50-328 

P 

680)130086 

0003300421 

00/03/22 

TOPREP 


6801130209 

0003090056 

08/02/20 

60-498 

P 

0802170125 

0G03O 10291 

00/02/12 

50-259 

P 

8802180202 

0002100272 

80/02/10 

50 209 

V 

6802220117 

0002220114 

08/02/16 

50-259 

R 

3602220122 

8002220114 

00/02/16 

50 250 

n 

6802220125 

0002220114 

00/02/16 

69 250 

R 

8602220127 

8002220114 

60/02/16 

59 250 

R 

6 802220129 

0002220114 

00/02/16 

50 250 

R 

8802220133 

08022201 14 

00/02/16 

50 250 

n 

0602220139 

0002220114 

00/02/16 

60 250 

R 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRlMClPAt 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

0002220143 

6802220114 

60/02/16 

SO 250 

R 

0002220145 

6802220114 

60/02/16 

50-260 

R 

0002220147 

60022201 14 

06/02/10 

SO 250 

R 

0002220150 

6602220114 

80/02/16 

SQ-250 

R 

6002220154 

6602229114 

68/02/10 

50-250 

R 

6802220161 

0002220114 

60/02/16 

50-250 

R 

0002220164 

0002220114 

08/02/ 16 

50 250 

R 

6602230413 

0802230365 

DO/02/12 

50-309 

P 

0602240043 

8002240039 

06/02/11 

50 312 

P 

0802240319 

8002240306 

00/02/00 

50 312 

a 

6002250293 

8802250276 

07/10/09 

SQ443 

Q 

6602250297 

6002250276 

07/10/09 

SO 443 

0 

0002250305 

0802250291 

80/02/22 

50 403 

p 

86022503 1 1 

8802250310 

08/02/19 

50 237 

□ 

0002260351 

6092250340 

00/02/19 

59 498 

s 

0002250367 

8692250353 

07/07/29 

SO 412 

Q 

0002250410 

8902250416 

80/02/22 

QA9gg 


8802250426 

6802250415 

68/02/22 

QA999 


0002250434 

8602259427 

06/02/19 

50-213 

P 

8002200042 

0603220433 

60/03/10 

50-213 

Q 

8002260070 

8603070169 

88/02/29 

50-450 

P 

0002290040 

8802200037 

08/02/17 

70-27 


0002200132 

0802200121 

88/02/16 

70 1308 


0002200147 

0002290143 

80/02/17 

50 346 

P 

0802290149 

8002200143 

08/02/17 

50 346 

P 

8602299272 

8803020104 

80/02/24 

50 245 

R 

6002290281 

0002290277 

80/02/16 

50 260 

Q 

0002200205 

8002200277 

80/02/16 

50 206 

Q 

6002290369 

0802200352 

60/02/25 

60 263 

0 

0003010010 

8803010015 

80/02/05 

50 267 

P 

6803010022 

6693010015 

00/02/05 

50 267 

P 

8003010036 

0003910927 

60/02/23 

50-307 

Q 

0003010057 

6693010043 

06/02/22 

50-320 

G 

0003010061 

0003019952 

80/02/22 

50-322 

V 

0003010062 

0003010043 

00/02/22 

50-320 

G 

8003010073 

68030 10 0&9 

08/02/26 

50-334 

R 

8803010076 

8803010043 

80/02/22 

50 320 

G 

08030)0000 

6603010059 

80/02/25 

50 334 

R 

8893010092 

6803010059 

80/02/85 

50 334 

R 

8803010093 

0003010065 

08/02/25 

70 1 100 


6093010102 

8803010063 

08/02/25 

59 245 

Q 

880391OM7 

0003010113 

07/12/28 

60-276 

P 

6803910121 

00030101 13 

67/12/20 

60 275 

P 

6603019131 

8093010124 

00/92/26 

50 263 

R 

6603010148 

8003010140 

80/02/24 

50-454 

0 

6803010151 

0803910141 

60/02/10 

50-312 

Q 

6603010152 

8003910145 

68/02/29 

50-352 

P 

0603010166 

8093910145 

06/02/29 

50-352 

K 

6803010157 

B0O391O141 

08/02/10 

50-312 

Q 

8093010163 

60O3OIO1S4 

08/02/25 

50 254 

Q 

0003010168 

0003010154 

00/02/25 

50 254 

Q 

0603010170 

0003010149 

80/02/24 

50-454 

Q 

0803010163 

6603010176 

08/02/12 

50 539 

0 

8803010165 

0603010154 

88/02/25 

59-254 

Q 

0803010200 

8603010100 

08/02/26 

69 202 

R 

8693910201 

8803010106 

00/02/26 

50 263 

P 

0803010203 

0803010135 

00/92/23 

FOIA 


0093010210 

0003010190 

00/02/26 

50-202 

R 

6693010221 

0803010190 

06/92/26 

50-202 

R 

6803019228 

0003010224 

80/02/23 

50-461 

P 


343 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8803010234 

8803010016 

88/02/22 

50 409 

P 

8803010241 

8803010229 

88/02/23 

50 445 

O 

8803010248 

8803010245 

66/02/22 

50 266 

P 

8B030 10250 

8803010235 

86/02/22 

50 312 

P 

8803010254 

8803010229 

88/02/23 

50 445 

Q 

8803010258 

8803010245 

8B/02/22 

50 266 

P 

BBO30 10259 

6B03010247 

08/02/25 

50 280 

P 

8B03010268 

800301 024<> 

86/02/19 

71 651 


8803010279 

8803010272 

88/02/24 

50 321 

O 

8803010287 

8803010124 

BQ/02/26 

50-263 

R 

BQO301029B 

8803010293 

QB/02/12 

TO PREP 


6803010301 

6803010280 

BB/02/24 

50-124 

P 

BQO30103O7 

8803010290 

BB/02/08 

70-1151 


8B03010313 

6003010291 

88/02/12 

60-259 

P 

8QO301031B 

8B03010310 

86/02/19 

50-237 

P 

8803010323 

8603010310 

88/02/19 

50-237 

P 

8803010336 

8B03010932 

87/12/28 

40-8027 


8803010340 

8803010332 

87/12/28 

40 8027 


6803010355 

8803010351 

86/02/26 

50-277 

Q 

8803010364 

86030 103 56 

88/02/23 

50 302 

P 

8803010365 

8803010356 

88/02/23 

50-302 

P 

0BO3O1O371 

8803010368 

ae/02/22 

50 410 

S 

8803010372 

6803010366 

88/02/ 19 

50-219 

P 

8803010375 

6803010368 

88/02/22 

50 410 

S 

8803010376 

8003010366 

88/02/19 

50-219 

P 

6803010383 

8803010374 

88/02/ 1 9 

50-443 

G 

8803010397 

8803010385 

B8/02/24 

50-298 

Q 

8B03010401 

8803010385 

80/02/24 

50-298 

Q 

6Q03010416 

8803010385 

68/02/24 

50-298 

0 

8803010439 

8803010457 

08/02/26 

50-317 

P 

8003010446 

8803010443 

88/02/24 

50-285 

Q 

BQ030 10447 

8803010441 

88/02/24 

50-302 

R 

8803010457 

6803010441 

88/02/24 

50-302 

R 

6803010461 

6803010459 

88/02/25 

50-315 

P 

6803020013 

6803020012 

8B/02/23 

50-397 

P 

8B03020022 

8003020019 

06/02/29 

50*445 

A 

8803020024 

8Q03020023 

88/02/29 

50-302 

R 

8B0302G026 

8803020019 

88/02/29 

50 445 

A 

8803020027 

8803020023 

86/02/29 

50 302 

R 

8B03020032 

8803040162 

88/02/26 

50-302 

R 

8803020035 

8803020030 

88/02/26 

50-352 

R 

6803020038 

8803020030 

08/02/26 

50-352 

R 

8803020Q43 

8803020023 

60/02/24 

50-443 

G 

6803020055 

8803020053 

88/02/22 

50-275 

F 

8603020057 

6803020053 

08/02/22 

50-276 

F 

6803020060 

8803020044 

88/02/ 24 

50 322 

Q 

8803020069 

8803020062 

08/02/26 

50 265 

F 

8803020075 

8803020072 

8B/03/01 

50 498 

P 

8803020078 

8803020066 

QB/D2/26 

50 261 

p 

8803020084 

OB03020072 

8B/03/01 

50 490 

P 

8803020039 

8803020077 

QB/D2/24 

50 443 

G 

8803020108 

8803020097 

00/02/23 

50 296 

P 

8803020112 

8603020097 

ae/02/23 

50 20B 

P 

8803020122 

8603020111 

86/02/26 

50 266 

p 

8803020125 

8803020111 

86/02/26 

50 301 

P 

8803020133 

8803020129 

08/02/17 

XPORTLIC 


8803020150 

8803020146 

88/02/29 

50 369 

R 

8803020156 

08030201 It 

08/02/26 

FOIA 


8803020167 

8803020153 

08/02/22 

50 277 

P 

8803020158 

88030201 53 

08/02/22 

50 277 

P 

8603020167 

8803020141 

06/02/11 

50 336 

P 

0803020170 

6803020164 

07/12/22 

70 371 


8603020173 

0803020165 

08/02/25 

50 294 

P 

0603020177 

0803020141 

08/02/11 

60 336 

P 

8803020180 

8803020165 

06/02/25 

50 294 

P 

8803020187 

8803020141 

06/02/11 

50 336 

P 

8803020190 

8803020060 

06/02/22 

50 409 

P 

0803020226 

8803020222 

86/02/24 

60 496 

p 

0803020234 

8803020231 

86/02/26 

50 295 

P 

0603020235 

8803030141 

00/02/24 

50 286 

P 

8803020247 

8803030141 

08/02/24 

50 206 

P 

0003020203 

0803020276 

88/02/10 

50 277 

P 

8603020292 

8803040110 

00/02/10 

50 316 

R 

0803020313 

8803020312 

00/02/26 

60 346 

p 

8603030009 

8B030300Q6 

88/01/20 

70-1100 


8803030014 

8803030008 

88/02/10 

50 277 

P 

8803030018 

8803030015 

08/02/26 

FOIA 


8803030020 

8803030008 

08/02/18 

60 277 

p 

8803030021 

8803030015 

08/02/26 

FOIA 


8803030032 

8803030026 

88/02/26 

50 286 

0 

8803030039 

8803030022 

88/02/24 

CONTRACT 


0803030045 

8803030041 

80/02/24 

50 423 

p 

8803030052 

8803030047 

88/02/23 

CONTRACT 


8803030053 

8603030051 

88/02/25 

50 346 

P 

8803030056 

8803030051 

80/02/25 

50 346 

P 

6803030060 

8803030051 

88/02/25 

50 346 

P 

6803030062 

8803030058 

80/03/01 

50 312 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

6003030063 

8803030061 

88/02/24 

50 213 

R 

6B03030077 

0803030036 

88/02/26 

50-463 

F 

O0O3O3OOB4 

8803030073 

88/03/01 

50 530 

P 

6803030085 

8803030068 

8B/02/24 

50 286 

Q 

8803030090 

8803030081 

88/02/26 

71 9152 


8803030092 

8803030079 

08/02/25 

FOIA 


BB03030093 

QB030300B6 

88/02/24 

50 409 

Q 

6803030097 

8803030079 

88/02/25 

FOIA 


8803030101 

6803030091 

88/02/27 

50 461 

Q 

B0O3O3O1O2 

8803030096 

88/02/23 

50 293 

Q 

8803030105 

8803030079 

00/02/25 

FOIA 


8803030107 

6B03030099 

08/02/25 

50 282 

O 

88030301 OB 

8B03030103 

08/02/29 

50 341 

R 

8803030110 

8803030094 

88/02/25 

CONTRACT 


B803030113 

8803030109 

80/02/26 

50 461 

Q 

B803030114 

8803030015 

68/02/26 

50 259 

P 

B0O3O3O115 

8803030109 

OG/02/26 

50 461 

0 

8803030124 

8803030120 

00/02/26 

50 341 

H 

0803030126 

8803030015 

88/02/26 

50 259 

P 

8B0303012B 

8803030121 

08/02/23 

CONTRACT 


8B03030130 

8603030015 

86/02/26 

50 259 

P 

0603030132 

8803030129 

88/02/24 

CONTRACT 


8803030133 

80030301 17 

80/02/22 

50 265 

0 

8803030143 

8803030136 

88/02/25 

50 202 

0 

8803030145 

8803030137 

00/02/26 

50 295 

p 

8803030149 

8803030147 

80/02/23 

CONTRACT 


8003030150 

8803030148 

88/02/23 

50-490 

Q 

88030301 52 

6803030148 

88/02/23 

50-498 

O 

8603030169 

6603030155 

88/02/23 

50 402 

o 

8803030162 

8003030156 

GB/02/29 

50 335 

p 

0803030168 

8803030156 

88/02/29 

50 335 

p 

8803030169 

0803030165 

00/02/25 

50 267 

p 

B803030171 

0803030166 

08/02/23 

50 482 

Q 

80030301 73 

8803030015 

88/02/26 

50-259 

P 

8803030180 

0603030015 

88/02/26 

50-327 

P 

88030301 64 

OG03030I75 

60/02/23 

CONTRACT 


8003030186 

0803030177 

80/02/23 

50 267 

Q 

8803030191 

0003030182 

00/02/24 

CONTRACT 


8803030 192 

8803030101 

87/12/07 

50-244 

V 

8603030195 

8803030227 

88/02/29 

50 395 

R 

0603030197 

8803030194 

00/02/24 

60-482 

P 

0803030198 

8803030193 

88/03/01 

50-482 

Q 

8803030201 

B6O3O3O104 

08/02/24 

50-482 

P 

8803030204 

0803030015 

88/02/26 

50-259 

P 

8803030205 

8803030193 

80/03/01 

50-482 

a 

8003030206 

0603030227 

00/02/29 

50 395 

R 

0803030209 

8003030196 

07/10/05 

CONTRACT 


8803030212 

0003030200 

88/02/26 

50 249 

p 

6803030215 

0003030207 

00/02/26 

XPORTLIC 


8803030216 

0803030214 

08/02/25 

60-272 

R 

8B03030220 

8803030202 

08/02/23 

50 331 

p 

8BO303O222 

0003030213 

88/02/26 

50-13 

p 

8003030223 

8003030202 

68/02/20 

50-331 

p 

8803030225 

8803030015 

88/02/26 

50 300 

A 

8603030230 

8803030224 

68/02/23 

CONTRACT 


8803030232 

GB03030015 

00/02/26 

50 390 

A 

8803030233 

6803030213 

88/02/26 

50-13 

P 

8803030235 

0803030015 

00/02/26 

50'390 

F 

8803030237 

0603030231 

80/02/26 

50-220 

0 

8803030241 

0003030213 

88/02/26 

60-13 

P 

B8D3030248 

0803030231 

88/02/26 

50-220 

Q 

B803030250 

8003030239 

88/02/17 

50-413 

P 

B803030252 

0003030015 

88/02/26 

50-327 

F 

8803030253 

8803030244 

88/02/29 

50 275 

T 

8803030256 

8803030239 

88/02/17 

50 413 

P 

B803030266 

8803030265 

88/02/29 

50 450 

0 

8803030276 

8B03030015 

68/02/26 

50 482 

P 

8803030277 

8803030269 

08/02/16 

50 413 

P 

8803030278 

6803030260 

88/02/29 

50-424 

P 

8803030280 

0603030269 

88/02/16 

50-413 

P 

8803030284 

8603030274 

88/02/26 

5D-266 

O 

880303028$ 

0603030268 

88/02/29 

50 424 

P 

8803030286 

0803030015 

88/02/26 

FOIA 


8803030289 

0803030268 

80/02/29 

50 424 

P 

8803030291 

0803040032 

00/03/01 

50-220 

R 

8003030292 

0803030015 

08/02/26 

50-390 

Q 

8603030294 

8803030015 

80/02/26 

50-390 

F 

8803030297 

8803030298 

88/02/23 

CONTRACT 


8803030302 

8803030015 

80/02/26 

50-390 

A 

800304000$ 

8803040003 

80/02/23 

70 371 


8803040009 

8803040004 

88/02/29 

50 508 

A 

8603040018 

8803040012 

80/02/26 

XPORTLIC 


8803040023 

8803040020 

88/02/29 

50 320 

R 

8G03040024 

6803040020 

88/02/29 

50 320 

R 

6803040031 

8803040028 

08/02/29 

50-320 

R 

8803040034 

0003040028 

80/02/29 

50-320 

n 

8803040046 

0803040039 

88/02/26 

50-277 

o 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


8003040051 

8803040055 

8803040058 

8803040060 

8803040065 

0803040070 

8803040076 

8803040081 

0003040003 

8803040005 

0803040087 

GQ03Q40093 

8803040096 

8803040097 

8803040102 

8803Q401Q6 

6803040115 

8803040117 

8803040119 

8803040121 

8803040126 

8803040130 

8003040131 

80Q3Q4O13? 

C0O3O4O14O 

8003040141 

8003040145 

8003040150 

0803040152 

8803040153 

8003040156 

8003040157 

0803040150 

0803040104 

0803040165 

0003040167 

6803040168 

0803040175 

0803040170 

0003040101 

0803040103 

8003040108 

8Q03Q40100 

6803040101 

6603040103 

8003040107 
BBO 3040 109 
6603040200 
6603040203 
0603040204 

0003040208 

8803040212 

0603040214 

0803040215 

8003040227 

800304023 ) 
8003040235 
8803040241 
BG03040242 
8003040244 

3803040247 

3803040250 

8003040262 

6803040255 

8803040267 

600304027 1 
6803040275 
6803040202 
6003040286 
6603040292 

0603040299 

6603040305 

8803040312 

8603040317 

6603040322 

8803040332 

6003040340 

8803040344 

8003040340 

8Q03D40351 

8803040352 

8003040353 

0803040361 

8803040362 

0803070004 

6803070005 

6803070011 


PRINCIPAL 

DOCUMENT 

8003040015 

8003040040 

8803040054 

8803040054 

0003080410 

8003040015 

8803040073 

8803040056 

0003040015 

6003040000 

0003040073 

OG03O4OO15 

8003040092 

0803040091 

8803040039 

8003040015 

8003040110 

0803040110 

8803040015 

0803040110 

8003040015 

0003040015 

0003040120 

8003040015 

8803020206 

0003040015 

8003020296 

8803040015 

8803040132 

8003020296 

8803040015 

0003040154 

8003020208 

8003040015 

0803040171 

8003040132 

0003040162 

0003040015 

0803040173 

0003040015 

000304Q173 

0003040173 

08Q304Q173 

8003040015 

8003040173 

0003040015 

0003040173 

8003040196 

0003040173 

BB03Q4Q016 

0003040015 

0803040207 

8003040015 

0803040107 

0003040015 

0803040015 

8003040016 

0003040016 

0803040237 

0003040176 

8803040132 

0003040246 

0003040015 

0003040015 

0003040015 

0803040265 

0003040015 

8003040277 

8003040015 

0803040015 

8003040015 

0803040015 

6003040015 

0003040015 

0803040015 

0003040320 

8003040016 

0003040015 

0003040015 

0003040341 

0803040349 

0003040016 

8003040359 

0803040359 

0003070003 

8803070003 

0803040015 


DATE 

ISSUED 

60/02/ 29 
88/03/01 
aa/D2/29 
Oa/02/29 
88/02/ 29 

08/02/29 

88 / 02/22 

80/03/01 

88/02/29 

08/02/29 

aa/ 02/22 

QQ/02/29 

88/02/26 

ao/ 02/26 

aa/ 02/26 

88/02/29 

68/02/10 

ea/ 02/10 

88/02/29 

es/ 02/10 

80/02/29 

80/02/29 

86/02/26 

08/02/29 

80/02/10 

80/02/20 
08/02/10 
OB/02/29 
08 / 02/1 a 
88/02/10 

08/02/20 

80/03/01 

aa/ 02/10 

80/02/29 

88/02/16 

88/02/16 

OB/02/26 

OB/02/29 

88/02/23 

08/02/29 

88/02/23 

68/02/23 

88/02/23 

08/02/20 

88/02/23 

00/02/29 

60/02/23 

60/03/01 

80/02/23 

80/02/20 


SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

FOIA 


8003070030 

8603070022 

08/03/01 

50 205 

0 

8803070039 

6803070012 

07/04/17 

50 382 

0 

8803070046 

8003070041 

88/02/18 

50-302 

0 

0803070052 

0803070012 

87/04/17 

50-450 

R 

QBO 3 070050 

6603070051 

aa/ 02/26 

FOIA 


8003070059 

8003070012 

87/04/1? 

50 298 

P 

8803070069 

6803070012 

87/04/17 

50 410 

R 

0003070066 

0003020033 

88/02/25 

FOIA 


06030/0071 

0603070070 

88/03/01 

50-155 

R 

0803070070 

0803070074 

88/03/02 

50*298 

P 

8803070080 

6803070077 

08/02/29 

FOIA 


8803070082 

8803070076 

88/02/25 

50 271 

Q 

8803070083 

0803070077 

66/02/29 

50 Z72 

0 

0003070089 

8803070074 

08/03/02 

50 277 

0 

0003070090 

8003070076 

06/02/26 

FOIA 


8003070094 

8803070078 

60/02/25 

50 315 

n 

0003070095 

8803070012 

67/04/17 

50 315 

n 

0003070096 

0803070093 

08/02/29 

FOIA 


8003070098 

0803070074 

8B/03/02 

50 315 

R 

8003070099 

880307009J 

66/02/29 

FOIA 


0803070100 

8003070012 

67/04/ 17 

FOIA 


8803070102 

8803020079 

68/02/29 

50 260 

R 

8803070105 

6803070012 

07/04/17 

FOIA 


8003070106 

0803070074 

86/03/02 

59 316 

R 

80030701 12 

0803070074 

86/03/02 

FOIA 


6003070116 

0003010400 

88/02/17 

50 316 

R 

8603070110 

8003070074 

06/03/02 

FOIA 


00030/0119 

8803070012 

07/04/1? 

60 498 

p 

0003070126 

8803070074 

00/03/02 

50-316 

R 

80030/0126 

0803070124 

87/12/29 

FOIA 


0803070131 

0003070127 

86/03/01 

50 445 

o 

0GO3O7OI37 

0003070134 

8B/03/0I 

50 316 

R 

0003070139 

0003070134 

80/03/01 

FOIA 


0003070162 

0003070155 

88/02/26 

50-271 

T 

68030/0163 

6003070150 

08/02/26 

50 498 

P 

0603070166 

8003070150 

83/02/26 

50 302 

n 

0003070170 

00030701 58 

88/02/26 

FOIA 


8003070173 

8603070151 

aa/02/23 

50 445 

A 

8803070187 

0803070151 

80/02/23 

FOIA 


0603070180 

0803070148 

88/03/01 

50 445 

A 

6003070193 

8003070177 

68/03/02 

50 445 

A 

8003070190 

8003070177 

06/03/02 

50 445 

A 

8803070209 

6803070177 

00/03/02 

F03A 


0803070214 

0803070211 

60/02/20 

SO 445 

A 

0603070215 

0603070177 

08/03/02 

FOIA 


0003070216 

0003070211 

66/02/26 

50445 

A 

0003070223 

6003040015 

00/02/29 

XPORTUC 


G003070224 

8003070177 

68/03/02 

50«445 

A 

0003070225 

0003070101 

68/02/25 

FOIA 


GQO3O7O220 

0603070177 

06/03/02 


SUBJECT 

CATEGORY 

50 322 0 

50 259 P 

50 459 P 

50*259 P 

50 443 G 

50*259 
50*259 
50 317 
50-327 
50-445 

50-346 
50*312 
50 346 
50 445 
50 312 

50312 
50 259 
50 3 
FOIA 
50 3 

50 259 
50 327 
50- 259 
50 445 
50 445 

ACRS 
50-445 
50-259 
50-445 
50-255 

50-328 
50-344 
50-344 
50-272 
50-482 

50 482 
50 4B2 
50 213 
50 213 
FOIA 

50 327 
50 327 
50 390 
50 230 
50 259 

60-230 
FOIA 
FO)A 
FOIA 
50 327 


06/02/20 

FOIA 


8B/02/25 

50 482 

Q 

8B/02/20 

FOIA 


00/02/26 

50 269 

P 

06/02/28 

FOIA 



8803070229 8003070102 
0600070231 8803070226 
8803070235 8803070230 
0003070239 8003070177 
ao0307024() 8003070219 


08/03/02 50 327 
08/02/25 50 312 
08/01/00 50-458 
OB/00/02 50-320 
00/03/01 50-220 


08/02/29 

60/02/29 

66/02/29 

60/02/29 

00/03/02 


FOIA 


68030V0245 

8803070219 

FOIA 


8803070247 

8803070237 

FOIA 


8903070246 

9803070219 

50-305 

P 

8803070254 

0803070242 

50-10 

P 

6803070262 

8003070257 


00/03/01 

00/03/01 

88/03/01 

80/02/29 

80/D2/S7 


50-220 

50-423 

50-220 

CONTRACT 

50-2&Q 


88/02/10 

50-490 

P 

00/02/25 

50*423 

P 

00/02/29 

FOIA 


80/02/29 

FOIA 


00/02/20 

FOIA 



6003070265 8003070269 
8003070267 8803070219 
6D()30?027B 0803070219 
B093070277 0803070269 
0803070280 0803970219 


80/02/29 50 346 
80/03/01 50 220 
88/03/01 50 220 
08/02/20 50 346 
08/03/01 50 220 


80/02/25 

80/02/20 

08/02/10 

6B/02/2D 

flO/02/29 


50-213 

P 

6003070290 

FOIA 


OB03070309 

50 413 

r 

8G0307Q320 

FOIA 


6603070028 

FOIA 


6803070332 


0003070204 

0803070210 

6603070312 

6003070310 

0003070324 


88/02/23 50*298 
80/03/01 50 220 
08/03/03 50 369 
ea/03/Ol 50 373 
00/03/01 60 373 


fl 0/02/29 FOIA 

80/02/29 FOIA 

60/02/20 FOIA 

68/02/29 FOIA 

60/02/29 FOIA 


6603070335 

8603070344 

8800970340 

0803070350 

0603070354 


6003070324 

6003070326 

8003970340 

6603070321 

8603070340 


88/03/01 
88/02/26 
Q8/02/2Q 
G 8/02/26 
08/02/29 


50 373 
50 10 
50*454 

contract 

CONTRACT 


08/03/01 

00/02/29 

00 / 02/20 

08/02/29 

08/02/29 


FOIA 


0803070357 

FOIA 


6603070361 

FOfA 


8603070364 

FOIA 


8803070365 

50 368 

P 

0603070366 


B8O307O355 
B803 090209 
8803070358 
8BO3O7O302 
6003070340 


08/01/26 

08/02/29 

60/02/29 

60/02/29 

80/03/01 


40 0014 
FOIA 

50 316 P 

50 316 P 

50 259 R 


8003070370 

0OO3O7O37Q 

8003070379 

8003070386 

8003070988 


0803070352 

6503070374 

6803070374 

6003070382 

0003030046 


86/03/01 

08/02/29 


50-259 R 06O3O8OOO9 

FOIA 8803080010 


80O3OODOO4 

8003080007 


00/02/23 

00/02/29 

68/03/02 

68/02/29 

66/02/29 


50-457 

50-397 

60-295 

50-315 

50-454 


80/02/29 

68/03/02 

68/03/02 

6B/03/03 

60/03/01 


50-315 Q 

50-338 P 

50*338 P 

50 445 Q 

BO 261 P 


63/02/23 

88/02/29 


CONTRACT 
50 413 P 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

B803080012 

8803980007 

88/02/29 

59413 

P 

8803080030 

0003990027 

88/02/29 

59 263 

S 

8003080044 

8003000034 

88/02/29 

CONTRACT 


0803080045 

8803080027 

08/02/29 

50 263 

S 

8803000060 

8803210473 

68/03/11 

50 335 

P 

8803080061 

8803980020 

8B/03/03 

50 28S 

P 

0803080074 

B803QB006B 

aB/03/01 

CONTRACT 


B8030B0075 

8803080070 

aa/02/26 

50 219 

P 

6Q030Q0OB2 

8803080059 

08/03/01 

50 155 

0 

8803080093 

0QO3O0OOB5 

8B/02/26 

50 206 

P 

0803000098 

B803080C85 

8B/02/26 

50 206 

P 

6803000109 

8803080099 

08/02/26 

50 482 

P 

8003080112 

8803Q80101 

08/02/17 

50 275 

Q 

8003060116 

0803080102 

08/03/02 

50 327 

Q 

8603000119 

0803080101 

88/02/17 

50 275 

Q 

6803000123 

8003000117 

88/02/26 

50 317 

F 

80O3OBO124 

60030801141 

88/03/03 

50-338 

P 

8Q03080137 

6003080130 

08/03/02 

50-327 

0 

0BO3O8O154 

8603080142 

88/03/03 

50-295 

Q 

8803000169 

8803080162 

08/02/29 

50-156 

P 

80O3OBO106 

8003000173 

00/02/18 

50 206 

Q 

8B03000192 

8B03080179 

08/03/01 

50 200 

P 

8803080196 

8003080190 

60/03/01 

50-271 

P 

0803000211 

8B030B0199 

68/02/ 1 6 

50-528 

0 

0803080227 

8803000212 

08/03/02 

50-320 

P 

BQ0300022B 

0803000219 

08/03/02 

CONTRACT 


6Q030B0238 

8803000236 

06/03/02 

CONTRACT 


8803080241 

8003000224 

88/02/25 

50-312 

P 

0803000251 

8003060243 

08/03/01 

OAogg 


0803080256 

8803009252 

08/03/01 

50-263 

P 

60030B025B 

8803009252 

BB/03/01 

50 261 

P 

8803080261 

0803080249 

00/03/01 

50 373 

f’ 

0BO30BO267 

88030-80175 

60/03/03 

50-322 

P 

0001080268 

8803080266 

80/02/26 

50-364 

Q 

8600000270 

80030 80269 

00/03/02 

CONTRACT 


GOO3O0O2BO 

8003080175 

80/03/93 

50-322 

P 

8003000298 

8003080279 

88/03/02 

CONTRACT 


0003080299 

0U03CG0175 

08/03/09 

50 322 

T 

QB03060304 

0803080175 

00/03/03 

50 322 

P 

0803000300 

8803080175 

06/03/03 

bO 322 

P 

8803000315 

8803040166 

00/01/02 

50 327 

Q 

8001000316 

0803000313 

8R/03/02 

CONTRACT 


0Q030BO317 

6803040166 

80/03/02 

50 327 

Q 

0803060319 

BU03040216 

00/02/29 

50 424 

P 

0801000327 

B0O3OUO323 

flfi/03/02 

CONTRACT 


0001000330 

8803030325 

88/02/26 

50 528 

P 

000308031-1 

8803030332 

00/03/02 

503tb 

P 

8003000335 

8603080329 

08/03/04 

50 445 

A 

8803080343 

0803080342 

88/03/01 

59 309 

P 

8803000344 

0003080175 

88/01/03 

59 322 

P 

3801080345 

0803900329 

88/03/04 

50 445 

A 

3603080348 

B8039B0175 

08/03/03 

50 322 

Q 

3803080350 

8003000329 

00/03/04 

50 445 

Q 

3803080151 

88039EJ0346 

60/03/02 

50 443 

0 

3803000352 

6003080175 

88/03/03 

50 322 

P 

3803000354 

60O3OBO29I 

88/02/29 

50 2/7 

P 

B0030Q0355 

G0030B0329 

88/03/04 

50 445 

Q 

3003080357 

G0O3OBO349 

08/03/04 

50 327 

P 

8003080359 

6003060329 

88/03/04 

50 445 

Q 

0003080360 

B0O3O4OO01 

06/02/29 

50 10 

R 

B803000362 

GD0308Q356 

88/03/04 

50 255 

0 

8803000363 

Q0030B0329 

88/03/04 

50 445 

Q 

8803080365 

Q0O3O8O329 

08/03/04 

50 445 

0 

8803080369 

G0O3O8OJ29 

88/03/04 

FOIA 


8803000373 

Q0O3O4OO61 

08/02/29 

50 10 

n 

8603000376 

8003080372 

80/02/22 

SO 528 

0 

8603000380 

6603080371 

88/02/26 

70 734 


0003000381 

8603040061 

88/02/29 

50 10 

R 

0803000385 

8803080372 

88/02/ 22 

50 528 

0 

8803000306 

8603040061 

80/02/29 

50 10 

R 

0803080391 

0803040061 

8B/02/29 

50 10 

R 

8803080403 

0803040061 

88/02/29 

50 10 

R 

8803080416 

8803080400 

6B/03/02 

50 244 

Q 

8003080431 

0803080430 

88/02/ 26 

50 482 

P 

8803080436 

0803000423 

8B/01/04 

50 313 

Q 

8BQ308O452 

0803080423 

80/03/04 

50 313 

Q 

8803080454 

0803000449 

88/02/26 

50 412 

V 

0803000456 

0803080440 

80/02/26 

50 4 12 

V 

8803000463 

0803070164 

88/02/29 

SO 440 

M 

0803000520 

a8030!305?4 

80/02/10 

CONTRACT 


8803000529 

0803000527 

88/02/26 

50 346 

P 

8803090008 

8093090008 

88/03/04 

50 295 

P 

8803090024 

8893090019 

88/02/29 

50 327 

P 

8803090035 

8893090029 

88/03/04 

CONTRACT 


8003090040 

8893090037 

88/03/04 

50 528 

P 

8803090046 

8893090042 

88/03/02 

50 346 

P 

6803090046 

8003090042 

88/03/02 

50 346 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8803090050 

BB03090043 

88/03/04 

71 9107 

8803090059 

8G03090057 

88/03/04 

CONTRACT 

0603090062 

8803090058 

BB/03/01 

50 461 

0803090064 

8803090056 

88/02/29 

50 498 

0803090074 

0803090069 

08/03/03 

50 322 

8003090105 

0803090090 

88/03/03 

50 443 

80030901 13 

8803090108 

88/03/04 

71-5768 

0803090115 

8003090112 

88/03/02 

50 327 

0803090121 

0803090114 

08/03/04 

50 443 

6003080122 

8603090118 

88/02/29 

50 397 

8603090137 

8803090131 

88/03/04 

50 373 

0603090 138 

0003090133 

88/02/24 

50 3G1 

0803000150 

0803090130 

08/03/03 

50 443 

B0O3OOO152 

8803090147 

88/02/29 

50 324 

6003090156 

8803090145 

88/03/04 

CONTRACT 

8603000159 

8803090151 

88/03/04 

CONTRACT 

0603090160 

8803090155 

00/02/29 

50 324 

0803090165 

8803090162 

88/02/22 

50 461 

6003090 1 68 

8B03090163 

08/03/04 

CONTRACT 

6003090172 

8803090161 

88/03/01 

50 443 

8003090182 

880309017/ 

00/03/04 

CONTRACT 

8603090108 

8803090176 

08/03/02 

50 26b 

0603090191 

86030901 76 

88/03/02 

50-266 

0803090197 

GB03000180 

08/03/08 

50 62 

0803090200 

8803090194 

08/03/04 

50 458 

8003090209 

8803090195 

00/03/01 

CONTRACT 

8003090219 

8003090215 

80/03/01 

50 312 

8803090221 

8003090216 

80/03/04 

71 404 

8803090225 

8003090207 

88/03/02 

50 520 

8803090228 

G0030 90223 

00/03/04 

71-4909 

8803090266 

6003090205 

06/03/04 

71 230 

8803090278 

8003090275 

68/03/04 

50-254 

8803090279 

8003090273 

88/03/04 

TOPREP 

6803090200 

8003090275 

86/03/04 

50 254 

8803090201 

8003090275 

08/03/04 

50 264 

8801090283 

0003090275 

80/03/04 

50 254 

0803090284 

8003090275 

88/03/04 

50 264 

8803090287 

8003090275 

88/03/04 

50 254 

BQ03090289 

8003090275 

88/03/04 

50-254 

6003090791 

8003090275 

00/03/04 

50 254 

8S03Q90293 

8003100103 

08/02/05 

WASTE MGT 

8B01Q90294 

8003090275 

80/03/04 

50 254 

8B0309O297 

0003090275 

88/03/04 

50-254 

0803090300 

8003090275 

60/03/04 

50 254 

0803090306 

8003090275 

86/03/04 

50 254 

6803090309 

800309027b 

00/03/04 

50 254 

B0O3O9O31O 

8003090266 

00/03/02 

50 443 

QQ03QD0312 

0003090275 

00/03/04 

50 254 

6001090315 

00030903 1 1 

08/01/22 

40 8502 

88030 9 G3 16 

0803090286 

08/03/02 

50 443 

0003090320 

8803090317 

08/02/29 

50 4)6 

0803090337 

8803090324 

80/03/07 

50 259 

8803100006 

8803100003 

88/03/02 

50 498 

8001100012 

0803110164 

00/02/19 

WASTE MGT 

8003100031 

0803100026 

88/03/04 

50 346 

0803100037 

8803100026 

88/03/04 

50 346 

0803100040 

0803100034 

88/02/22 

WASTE MGT 

8003100047 

8003100045 

88/03/01 

WASTE MGT 

08031(10057 

8603100054 

00/02/26 

50 307 

8B031000G9 

0803100067 

00/03/01 

WASTE MGT 

80031 00074 

8803100060 

08/02/29 

50 322 

80031000/5 

8803100013 

80/03/01 

WASTE MGT 

8003(00076 

BQ03100066 

88/03/07 

50 445 

0803100079 

8803 100066 

88/03/07 

50 445 

0003100080 

81803100060 

08/02/20 

50 322 

0803100081 

8803100066 

88/03/07 

50 445 

0003100085 

0803100066 

00/03/07 

50 445 

8003100097 

0803090349 

00/02/22 

50 361 

8003100116 

08031001 12 

88/02/29 

50 445 

8003100136 

8803210146 

08/03/07 

50 397 

6003100140 

0803100137 

08/02/29 

WASTE MGT 

6003100154 

0803100150 

80/02/25 

WASTE MGT 

60031(30165 

0803100150 

88/02/25 

WASTE MGT 

8003 100 196 

0803100066 

88/03/07 

50 445 

6003110005 

0803110004 

88/03/07 

50 261 

60031 10006 

0803140381 

88/03/07 

50 317 

8003110008 

0803 11 0004 

80/03/07 

50 261 

80031 10042 

0803090056 

88/02/29 

50 498 

800311 0048 

0803110044 

88/03/03 

WASTE MGT 

0803110052 

0803090056 

88/02/29 

50 498 

08031 10056 

8803090056 

80/02/20 

60 490 

0803110102 

0803 110096 

88/03/03 

WASTE MGT 

0803110142 

0803110140 

88/03/04 

TOPREP 

0803110148 

0003110146 

88/02/25 

WASTE MGT 

0803110154 

0803090270 

00/01/26 

50-302 

8003110168 

0003110167 

08/03/04 

50 302 

8003110169 

0803110167 

88/03/04 

50 382 
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accession number 


ACCESSION NUMBER 


enclosure principal 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE SUBJECT 

ISSUED CATEGORY 


0603140006 
0803140009 
8603140014 
8803140010 
BB03 140022 


0003140003 

8003140007 

OQ03140012 

0803140010 

8803140010 


88/ 02/29 

50 443 

V 

0803150079 

8803150071 

08/03/03 

50 2/1 

V 

0003150004 

8803150076 

07/12/11 

50 346 

Q 

8803150066 

8803150076 

88/03/07 

60 462 

Q 

8803150087 

0803150060 

08/03/07 

60 402 

0 

8803150089 

8803150065 


88/03/07 50 210 R 

88/02/24 50 344 0 

00/03/01 50*344 P 

00/03/0/ 50-272 0 

08/03/10 CONTRACT 


60O314OQ2O 

8603140030 

8603140031 

8003140032 

8803140039 


8803140027 

8803140026 

8803140027 

8803140025 

8803140033 


80/03/00 

50 346 

P 

0003150093 

0803150076 

06/03/07 

50 462 

0 

0003150095 

0803150092 

06/03/08 

50 346 

P 

8003150104 

0803150099 

66/03/08 

SO 275 

P 

8803150107 

8003150101 

86/03/08 

60 205 

0 

B803150I0B 

6003150105 


88/03/01 50-344 P 

88/03/07 50-220 0 

e8-/03/10 50 341 P 

88/02/26 50 528 P 

86/03/10 CONTRACT 


88Q314Q043 

8003140051 

8003140056 

0803140064 

8803140066 


8803140041 

8003140049 

8803140065 

8803140059 

0003140063 


66/03/08 

50 498 

Q 

06031501 12 

0603150101 

06/02/26 

SO 528 

P 

80/03/04 

50 219 

P 

0803150120 

0603150111 

86/03/10 

CONTRACT 


86/02/17 

40 ao27 


8803150122 

8003150117 

68/03/10 

50 341 

P 

80/02/24 

71-9200 


8803150136 

0003150126 

aa/03/09 

CONTRACT 


08/03/07 

50 313 

0 

0003150152 

0003150130 

0B/C3/(>7 

60 259 

P 


86031400/9 
8803140081 
8803 140068 
8803140093 
8803140101 


8803140071 

8003140003 

8803140071 

8803140090 

0003140005 


86/03/10 

XPORTLIC 


6803150156 

80031 SOI 47 

00/03/09 

70 136 

08/03/07 

50-313 

0 

6803150159 

0803150130 

88/03/07 

50-250 

00/03/ 10 

xroRTLtc 


8003150172 

8603150149 

80/03/00 

FOIA 

80/03/04 

50 285 

Q 

08031601/8 

0603150165 

68/02/23 

50-344 

08/02/26 

pnoj 


6003150179 

0003150149 

08/03/06 

FOJA 


C8O314O10? 

0003140111 

6603140116 

0003140124 

8603140127 


0803140072 

0003140105 

8603140113 

0003140114 

0803140113 


00/02/23 

50-369 

0 

8003150109 

0003160100 

80/03/00 

50-266 

00/03/04 

50 352 

Q 

8B03150192 

0803160177 

80/03/09 

CONTRACT 

00/03/00 

50 322 

G 

8803 ISO 195 

8003 160 lOD 

08/03/02 

50-336 

00/03/07 

50 322 

G 

0003150212 

80031 6020 6 

80/03/06 

50 54 

80/03/06 

50 322 

G 

0003150231 

8803150224 

80/03/10 

FOIA 


8003140131 

880314013/ 

0003140140 

6803140154 

0803140169 

0003140173 

8603140174 

0003140175 

8603140164 

8003140195 

0803140200 
6603140201 
6003140208 
6903 U02O? 
0603140215 

6603140226 
6903 U023G 
89031 40237 
8663140245 
8663140248 

8063140253 

8863140255 

0003140265 

0003140270 

0003140203 

880314020D 

080314030! 

0003140303 

0003140306 

0003140300 

8003140313 
0003140314 
0803140315 
0003 140324 
600314033& 

0003140343 

8003140344 

6803140340 

6603140352 

8603140362 

0803140364 

6803140365 

B0O314O383 

6003S40306 

8803140402 

8803140404 

0803140411 

6803140413 

8803140422 

68Q314Q426 

8003140429 

8803140434 

0803140435 

8003150003 

0803160006 

8603 150026 
6603150027 
6003150034 
6603 1 50044 
8603150066 

6603150075 

8603160077 


0003140113 

0603140121 

Q00314D121 

6603140121 

0003140105 

0003140160 
6603 140 165 
0003140170 
0603140102 
Q003I40I01 

0003140102 
9603140163 
0003 140 1 02 
6603 140 too 
0003140210 

0003140194 

6603140221 

6603140220 

0003140230 

0003140229 

6003140242 

0003140242 

0603140091 

0003140260 

0003140203 

0003140259 

0003140292 

0003140292 

0003140304 

0003140276 

0003140300 

0003140310 

0003140309 

0003140330 

6603140327 

0003140320 

0003140327 

0003140300 

0003140309 

0003140360 

0003140360 

0003140360 

9003140376 

0003140301 

0003140391 

0003140400 

0003140391 

Q003H0400 

0003140417 

0003140424 

0003010075 

0003140433 

0003140433 

0003150001 

0003150001 

8003150022 

0003150014 

0003150033 

8003150035 

8803150057 

8003160069 

0003150071 


60/03/08 

50 322 

G 

0003160233 

07/10/20 

71 9219 


0803150235 

87/10/29 

71 9210 


0003150238 

07/10/20 

71 9219 


8003150239 

00/02/03 

71 653 


8803150240 

00/03/08 

CONTRACT 


0008150256 

00/02/03 

71 653 


8003150264 

00/03/0/ 

50 03 

P 

8003150206 

00/03/02 

50 454 

P 

0003150270 

00/03/00 

60 408 

P 

0803150271 

00/02/26 

60 200 

Q 

60031502/2 

00/03/07 

50 354 

P 

60 D3 1502/5 

00/0?/ 26 

50 200 

0 

0603150277 

00/03/03 

SO 260 

f* 

8803150283 

80/03/08 

50 406 

P 

6003150204 

80/03/01 

WASTE RES 


0803150291 

00/02/24 

50 528 

o 

80031 5 029(} 

88/03/10 

50 838 

f’ 

8003 150302 

00/03/0/ 

50 300 

p 

8803 1 60304 

00/03/10 

50 880 

p 

080315030(5 

88/03/00 

50 ?93 

1’ 

000315030/ 

On/03/00 

50 293 

p 

6003160313 

08/02/23 

71-545 


0803160320 

0Q/O3/O8 

50-259 

p 

0003 150322 

00/03/06 

50-352 

0 

8003150323 

00/03/07 

50 354 

V 

0003160330 

00/03/00 

50 11? 

p 

0603150331 

00/03/00 

50 112 

p 

8003150337 

00/03/08 

50 255 

0 

8803150339 

60/03/07 

50 443 

G 

0803150342 

80/03/08 

4O0D2O 


0D03 150355 

00/03/08 

50 454 

0 

0803150360 

00/03/08 

40 B820 


6603150367 

00/02/29 

XPOF1TLIG 


0003150375 

80/03/01 

50 259 

P 

6003150378 

00/03/04 

50 ?03 

Q 

0803 1 50300 

00/03/01 

50 250 

P 

0603160012 

00/03 /OB 

40 0820 


6903160025 

00/03/00 

40 8020 


6003160028 

mmm 

60 316 

P 

0603160030 


8Q031S0224 

6003150224 

6603150236 

0803150236 

0603160240 

8803150240 

6603150262 

0803150224 

0801150260 

00031150269 

0803150269 

0803150224 

0003150260 

0003150224 

6003150202 

0003150224 

0003150202 

6003150202 

0803150294 

0003150303 

0803150208 

6603150262 

0003150262 

8003150318 

0003150319 

8903150321 

6003150318 

6603150318 

6003150310 

8803150310 

6603150343 

6603150318 

8603150350 

8803150369 

0803150376 

8003150376 
6803 160009 
8803160021 
8803160150 
880316Q020 


88/03/08 

50-316 

P 

80/03/00 

50-310 

P 

8Q/03/O2 

50 203 

O 

OD/ea/OT 

50 317 

s 

08/03/04 

50-352 

o 

00/03/00 

so 461 

p 

08/03/04 

50-352 

0 

08/03/00 

50-336 

0 

00/03/04 

50 213 

0 

00/03/04 

50 271 

Q 

08/02/23 

WASTE MGT 


00/03/02 

50 528 

P 

00/03/02 

50 526 

P 

60/63/06 

50 410 

Q 

OB 703/08 

50 410 

0 


0003160042 06031 60035 
6003160045 00O31GOO35 
6603160047 0003160030 
0603 1 60(157 6003 160053 
6003160055 CC03 160032 

0803 1 6 0065 0003 1 690G0 
6803 160069 0BQ3 1 6 90'32 
0003160070 0803160067 
00031 66086 9603 166079 
6003160099 0003160097 

8803160105 0803160102 
5803160111 0003160109 
6603160112 0003150294 
8Q03160113 0BO316O1OD 
8803160117 8803160114 


06/03/10 

DB/03/09 

68/03/00 

aO/03/OR 

06/02/20 


71640 

50 499 O 

50 395 P 

50 341 P 

70 754 


6603160(19 

60031GOI24 

86031160126 

0803160131 

8803160134 


8003160109 

8803160110 

6803160122 

6603160109 

8003160129 


00/03/10 

00/03/07 


CONTRACT 
50 219 P 


8803160137 

6803160130 


8803160*30 

8803160135 


00/03/10 

FOIA 


06703/10 

F03A 


86/10/22 

50 360 

P 

06/10/22 

50 3GS 

P 

06/03/09 

50 275 

P 

80/03709 

50-275 

P 

88/03709 

50 205 

P 

86/03/10 

FOIA 


88/03/08 

SO 340 

P 

Gfi/03/09 

50 285 

P 


00/0 1/G9 50 265 P 

80/03/10 roiA 

00/03/08 50-346 P 

08/03/10 FOIA 

00/03/ 07 30-397 P 

00/03/10 roiA 

06/03/07 50-397 P 

88/03/04 50-213 Q 

88/03/01 50 302 V 

06/03/ 10 50 260 P 


83/02/24 50 528 Q 

98/03/07 50 397 P 

aa/03/07 50 397 P 

88/03/09 50 249 P 

88/03/03 50 41G O 


88/03/04 

08/03/03 

08/03/09 

80/03/09 

88/03/09 


50 245 O 

50 4 1 6 0 

50 249 P 

50 240 P 

SO 249 P 


GC/02/22 

80/03/09 

08/03/04 

00/03/08 

00/03/01 


70.143 

50 249 P 

50-307 Q 

50 315 Q 

50-327 O 


88/03/01 

80/03/02 

80/03/07 

60/03/04 

00/03/09 


50-327 Q 

50-280 O 

50-289 0 

50 298 P 

50 324 R 


88/03/03 

08/03/03 

88/03/11 

88/03/09 

88/03/07 


50 259 P 

50 259 P 

50 106 P 

50 254. P 

50 354 C 


08/03/09 

08/03/07 

80/03/10 

08/03/10 

08/02/26 


50 456 0 

SO 364 Q 

50 322 G 

50 322 G 

50 269 0 


60/03/1 1 
08/03/04 
00/03/01 
80/03/04 
00/03/03 


50-322 G 

50-271 G 

50-302 V 

50-271 G 

50-321 Q 


06/03/04 

80/03/10 

60/02/25 

88/03/04 

08/02/22 


50-271 G 

50-454 P 

50-250 R 

50 271 G 

50 400 Q 


68/03/09 

00/03/07 


50 353 Q 

50 34& P 
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ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8803160145 

0803160127 

08/03/14 

FOIA 


8003160146 

8803160144 

00/02/22 

50 324 

0 

6803160154 

8803160127 

80/03/14 

FOIA 


8803160156 

0803160152 

8B/02/24 

50 43B 

Q 

8803160165 

0803160157 

80/03/04 

50-155 

Q 

QB03160170 

8003160151 

08/03/02 

70-024 


8803160176 

8603160168 

08/03/04 

50-327 

Q 

8803160183 

880316017/ 

88/02/23 

50-250 

Q 

8803160189 

0803160179 

OB/02/24 

50 390 

0 

8003160190 

8803160181 

80/03/02 

70-1201 


8803160193 

8803160176 

88/03/08 

50-454 

P 

8803160195 

8803160170 

ae/02/24 

50-390 

0 

8803160199 

8803160105 

08/03/07 

70-1257 


8803160203 

6803160192 

08/02/22 

50-102 

0 

8803 160204 

6003160198 

08/03/11 

50-413 

P 

R6031B0225 

8B03 160206 

BB/02/19 

70-1161 


8B0J 160239 

0803160232 

80/02/26 

50 302 

0 

88031602A6 

8803160227 

80/03/14 

50-275 

P 

8803160249 

0803160245 

80/03/04 

50-297 

V 

8603160255 

8803160244 

8B/02/22 

50-400 

0 

B0O31 60256 

8803 160247 

86/02/25 

50-327 

0 

8003160259 

8803160244 

80/02/22 

50-400 

0 

8603160261 

8803160257 

86/03/11 

50-413 

P 

0803160262 

8603160244 

88/02/22 

50-400 

Q 

8803160267 

8803160244 

08/02/22 

50 400 

0 

08O316O26B 

8803160390 

08/03/03 

60 413 

Q 

BB03 160270 

0803160260 

68/03/03 

50 426 

0 

8003 160271 

8803160264 

68/02/25 

50 335 

Q 

8003160276 

8803160244 

88/02/22 

50 400 

0 

8003160270 

B80316022B 

08/02/ 24 

50 390 

0 

8803160261 

8803280032 

80/02/22 

C0MMISS10 

N 

08031 602B6 

8803160282 

88/02/25 

50 34fl 

Q 

8803 160290 

0603160135 

08/03/07 

50 346 

P 

6003160292 

8603160282 

08/02/25 

50 34D 

Q 

8003160293 

0603160244 

88/02/22 

60 400 

Q 

8003160297 

0603160244 

06/02/22 

50 400 

0 

8003160301 

8603160244 

88/02/22 

50 .100 

Q 

8603160305 

8603160300 

08/02/25 

50 280 

0 

8603160306 

8603160303 

08/03/10 

50 206 

P 

0603160308 

0603160300 

08/02/25 

50 260 

0 

0803160310 

8603160303 

80/03/10 

50 200 

P 

66031603(2 

6603160311 

88/02724 

70 M3 


6803160320 

8603160319 

00/03/04 

50 416 

0 

6003160321 

0603100016 

86/02/10 

50 10 

R 

8003160329 

ODOJ 160244 

88/02/22 

50 400 

0 

0003160330 

8603160325 

88/02/19 

70 27 


8003160331 

0803160244 

03/02/22 

50 400 

Q 

0003160335 

0803160327 

60/03/09 

50 402 

Q 

0B031G033G 

0803160244 

60/02/22 

50 400 

0 

8803160330 

0803160244 

60/02/22 

50 400 

Q 

8803160340 

0803160244 

60/02/22 

50 400 

0 

8603160343 

8803160244 

8B/02/22 

50 400 

0 

8803160346 

8803160244 

06/02/22 

50 400 

Q 

0803160350 

8803180347 

08/02/25 

50 400 

Q 

660316035 ( 

6803(60244 

08/02/22 

50 400 

Q 

0803160355 

8803160041 

08/03/03 

50 336 

p 

8603160356 

8003160352 

08/02/23 

70 27 


6803160357 

6003160244 

00/02/22 

50 400 

Q 

0803160361 

6003160347 

00/02/25 

50 400 

Q 

0003160364 

8003180276 

80/03/10 

50.327 

S 

0003160365 

OB03160362 

80/03/09 

NLIREG 


6003160367 

8803160341 

80/03/08 

50 338 

p 

8003160372 

8603160362 

8S/03/09 

NUREG 


8003160379 

0003160374 

08/02/25 

50*321 

Q 

0803160392 

8B03160377 

88/02/25 

50 259 

0 

6003160398 

0003160390 

08/02/19 

50 269 

Q 

8803160403 

8003160394 

06/02/25 

50 327 

Q 

8003160409 

8003160400 

00/03/03 

70 1359 


8503160413 

0003160407 

08/02/26 

50 321 

Q 

0003160416 

0003160401 

08/03/02 

50 336 

Q 

6003160417 

8003160394 

08/02/25 

50 327 

Q 

8003160422 

0003160414 

08/03/02 

50 269 

Q 

3803160431 

0803160425 

08/03/04 

50-324 

Q 

0B03160437 

6003160435 

08/03/10 

50-1 23 

V 

8B03160454 

0003160452 

88/03/09 

50-206 

P 

8803170016 

0003170014 

88/03/10 

50-260 

P 

0803170020 

0003170010 

08/03/09 

50-458 

Q 

8803170026 

8803170010 

08/03/09 

50-458 

Q 

OB03 170020 

8803170023 

88/03/10 

50-260 

p 

8803170034 

8803170031 

88/03/04 

50-334 

0 

8603170043 

8803170031 

00/03/04 

50-334 

Q 

8603170047 

6803170044 

08/03/10 

50-334 

a 

0803170048 

0803170022 

88/03/04 

50-277 

Q 

8603170050 

0803170045 

08/03/10 

50-324 

P 

6603170058 

0803140210 

08/03/08 

50-498 

P 

8003170060 

8003170056 

08/03/02 

50-335 

Q 

8803170062 

0803170059 

08/03/10 

50-324 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGOni 

0803170065 

8803170055 

88/03/04 

50 293 

0803170068 

0803170066 

88/02/19 

50-348 

8803170072 

6001170066 

88/02/19 

50 3-18 

8003 170074 

8803160391 

88/03/02 

50 369 

8803 170075 

8803170069 

88/03/04 

50 245 

8603170079 

8803170077 

88/02/20 

50 219 

0603170080 

8803170073 

88/03/08 

50-285 

0803170084 

0003170077 

80/02/29 

50 219 

0803170080 

8803170082 

08/03/00 

50 382 

BQ03 170009 

8803170005 

08/03/08 

WASTE RES 

8003170101 

8003170093 

88/03/1/ 

50 440 

8803170104 

0803170093 

88/03/ 1 ; 

50 440 

8003170105 

0803170093 

00/03/17 

50 440 

0803170107 

0003170093 

86/03/ 1 7 

50 440 

8803 170109 

8003170094 

88/02/25 

50 250 

0803170110 

QB03 170093 

80/03/1/ 

50 440 

6003170112 

8003170093 

80/03/17 

50 440 

0003170114 

0003170093 

08/03/17 

50 440 

0803170116 

0003170093 

06/03/17 

50 440 

0803170110 

0003170093 

80/03/17 

50 440 

0803170119 

0003170093 

80/03/ 17 

50 440 

BQ03 170121 

0003170093 

08/03/17 

50 440 

0803 1701 22 

8803170093 

68/03/17 

50 440 

8003170123 

0003170093 

88/03/17 

50 440 

8003170125 

0003 1 70093 

80/03/17 

50 440 

0603170126 

6603170117 

QO/02/25 

50-259 

0603170127 

8603170093 

00/03/17 

50 440 

0803170130 

0003170093 

08/03/17 

50 -HO 

0803170131 

0003170093 

08/03/17 

50 440 

6803170132 

0003170093 

88/03/17 

50 440 

8003170133 

0603 170093 

00/03/17 

50 440 

8803170134 

8803170093 

88/03/17 

50 440 

8803170136 

0803170093 

88/03/17 

50 440 

0603170137 

0803170093 

88/03/1/ 

50 440 

0GO3 170142 

0003170093 

88/03/17 

50 440 

6803170143 

6603170093 

80/03/17 

50 440 

8803170144 

8603170093 

80/03/1/ 

50 440 

8003170145 

0803170093 

60/01/17 

50 440 

8803170146 

0803170093 

80/03/17 

50 440 

8603170147 

0803170093 

00/03/ 17 

50 440 

8803170146 

8003170093 

88/03/17 

50 440 

0803170151 

8003170093 

88/03/17 

50 440 

0803170155 

B0Q31 70093 

88/03/17 

50 440 

6003170156 

0803 170 154 

88/03/09 

50 490 

8003170157 

0603170093 

80/03/17 

50 440 

8603170150 

8803170093 

80/03/1/ 

50 440 

88031 70 1 59 

8803170093 

88/03/17 

50 440 

0803170160 

8803170154 

08/03/09 

50 498 

0803170162 

0003170093 

80/03/17 

50 440 

0803170163 

8003170093 

88/03/17 

50 440 

0803170165 

8003170093 

BQ/03/17 

50 440 

6003170166 

6603170093 

08/03/17 

50 440 

8003170169 

8603170093 

88/03/17 

50 440 

8803170169 

8B0J 1/0093 

88/03/17 

50 440 

8603170170 

8803170093 

00/03/17 

50 440 

0803170172 

8803170093 

08/03/17 

50 440 

0803170174 

8803170093 

88/03/17 

50 440 

0803170175 

8003170093 

88/03/17 

50 440 

0803170102 

8003170180 

88/03/01 

50 518 

6803170107 

8603170185 

60/03/15 

50 333 

6003170109 

8603170180 

80/03/01 

50 516 

6003170194 

8603170190 

00/02/26 

50 259 

6003170200 

8603170190 

00/02/26 

50 259 

8603 170204 

8803210413 

80/03/10 

50 424 

8003170205 

8803170203 

08/03/10 

50 456 

8803170215 

0803170212 

80/03/11 

50 340 

8803 1 70226 

8803170217 

00/02/26 

50 413 

0803170232 

8803170221 

80/02/20 

50 272 

0803170233 

8003170217 

08/02/26 

50 413 

8803170245 

8803170235 

80/03/08 

50 312 

080317024B 

8B03 170244 

88/03/11 

50-29 

6803170256 

0803170254 

88/03/07 

50 220 

6003170259 

8803170252 

80/02/23 

50 424 

8003170309 

0803170301 

80/03/09 

50 302 

8003170313 

8803170306 

00/02/22 

50 416 

8603170316 

8803170311 

00/03/03 

50 440 

8603170317 

8003170306 

08/02/22 

50 416 

8803170310 

0803170311 

08/03/03 

50 440 

8603160002 

0603180001 

80/03/07 

50 244 

0803160005 

0603180003 

00/03/11 

50 498 

0803160007 

0803180006 

80/03/07 

50 206 

0803180014 

0003180010 

00/03/07 

50 445 

0803180015 

0803180004 

08/03/09 

50 302 

0803180019 

0803180004 

Qd/03/09 

50 302 

8803 180021 

8803180016 

00/02/10 

50-10 

8003180020 

8803180023 

08/03/14 

50 445 

6603180041 

QB031 60040 

07/10/20 

QA999 


OOOOO OrrO'u'U 'vOOOs D^OOO xxxxx -nOOO 





CROSS 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

aa03 100045 
8803180057 
8803180060 
8803180072 

BC03 1 80074 

8803180040 

0803220270 

8803180064 

8803180067 

8803180064 

67/10/20 

68/03/14 

68/03/14 

68/03/12 

68/03/14 

QA999 

50 364 R 

50 340 R 

50 350 P 

50 349 R 

8803180076 

8803 180078 
OQ0310QQQ2 

8803 1 80084 
8803180086 

8803180067 

8803160064 

0003180067 

8803160079 

0803160079 

00/03/12 

86/03/14 

66/03/12 

80/03/04 

00/03/04 

59 3C6 P 

50 346 R 

50 366 P 

60 526 P 

50 526 P 

8803180094 

8803180095 

8803 1 80097 
8803180102 
8803180109 

8803160092 

8803100002 

8803160054 

8803180054 

8803180054 

86/03/07 

08/03/07 

00/03/14 

80/03/14 

08/03/14 

50 520 P 

50 520 P 

50 402 T 

50 482 T 

50>402 T 

6803160110 

8803180111 

8803180112 

8003180119 

88031B0116 

0003160(01 

0003180054 

0803100105 

0003180054 

8803100106 

00/09/14 
00/03/14 
08/03/01 
00/03/ 1 4 
88/02/08 

50 424 C 

50^402 T 

WASTC MGT 

50 482 T 

CONTnACr 

8803180117 
OOQ31G01 19 
8803160121 
6803180122 
Q&03180133 

0803180054 

0803100105 

8803 100120 
8803100105 

80031 80105 

00/03/14 

08/09/03 

88/03/11 

68/03/09 

68/03/09 

50 182 P 

WASTK MGT 

50 295 Q 

WASTE MGT 

WASTE MGT 

8093100134 

8803180136 

8803100141 

6803180143 

8003160144 

8003100106 

0803180105 

0803160256 

8003180136 

8003160256 

68/03/03 

06/03/09 

ea/03/09 

6//l2/3t 

66/03/09 

WASTE MGT 

WASTE MGT 

50 244 F 

CONTRACT 
'iO 244 r 

86031 801 56 
0803180161 
860316019? 
0009100202 

0003 10021 4 

80Q31Q0154 

0003180154 

8803180105 

0003100200 

8003180209 

06/03/07 
86/03/07 
86/01/03 
flO/03/02 
06/03/ 1 1 

50 335 P 

50 395 P 

WASTE MGT 

50 922 P 

70 1 100 

0803160223 

0BO3 180235 
9003100239 
&B03 160242 
0003160253 

8803180218 

8803180233 

8003180233 

880318023/ 

860310024/ 

00/09/14 

00/01/14 

80/01/14 

80/03/10 

80/03/11 

50 369 F 

50 341 P 

50 341 P 

!)0'324 P 

50 315 0 

800316025/ 

8803160256 

0803100250 

8803180260 

0003180273 

8803180240 

8803100254 

8003100230 

8803180240 

6803180240 

88/03/09 
88/03/10 
88/03/ H) 
80/09/00 
88/00/09 

50 346 r 

50*267 r 

50 500 A 

50 346 P 

50 346 P 

8803216002 

3303210005 

8803210008 

0003210014 

8803210015 

880321 0001 
6003210001 
880321000/ 
6803210011 
8803210013 

68/03/ U 
68/03/14 
68/03/10 
68/03/ 10 
68/03/ 1 1 

50*344 P 

50 344 P 

50 394 Q 

50 3 1 7 0 

50 454 Q 

3803210016 

OQ0321001Q 

0093210023 

8903210024 

0093210036 

6803210013 

68032 100 17 
6603210021 
8803210021 
8803210035 

H0/0:)/1 1 
60/8 1/15 
68/03/14 
66/03/14 
1)8/03/ 15 

50 454 Q 

50 20 Q 

GO 307 Q 

50 30/ 0 

50 398 P 

3003210047 

8803210055 

0009210050 

0600210061 

0003210062 

6003210046 
8803210048 
0003? 10040 
8803210046 
0603210040 

66/03/14 
86/03/ M 
00/03/14 
66/03/14 
66/03/14 

60 293 0 

60 247 0 

50 247 0 

50 247 Q 

50 247 0 

8609210065 
0003210060 
0903210070 
08032 1 0076 
8003210079 

6803210048 
6803210040 
860321 0048 
08032100/2 
08032 1Q072 

8«y03/14 
88/03/14 
88/03/14 
80/03/14 
80/03/ 14 

50 24? Q 

50*247 O 

bO'24? Q 

50 520 Q 

50 520 Q 

0803210079 

6003210062 

8803210007 

8803210097 

0003210110 

8803210077 

0803210077 

8003210081 

8803210004 

0803210110 

08/03/14 
88/03/14 
88/03/10 
08/03/00 
88/03/ 11 

50 423 0 

50 423 Q 

50 346 P 

CONTRACT 

50 320 Q 

3303210119 
8803210120 
0893210129 
8303210139 
8803210 147 

0003210083 

0003210110 

0003210110 

0603210110 

0603210110 

68/02/29 
08/03/11 
08/03/11 
88/03/11 
66/01/ 1 1 

50 403 R 

50 323 Q 

FOIA 

roiA 

roiA 

0093210159 

0093210165 

6803210169 

6003210174 

8803210176 

8603210110 

0003210110 

6003210101 

0603210110 

8803210168 

0H/D3/11 

60/03/11 

66/03/15 

66/03/11 

68/03/14 

r-oiA 

roiA 

50 355 1 

FOPA 

50 445 G 

6609210160 

8803210163 

6603210185 

0003210166 

8803210167 

0603210172 

0003210161 

0003210118 

00032I01B1 

0003210184 

66/03/10 
86/03/15 
00/03/11 
88/03/15 
86/03/1 1 

50 454 P 

50 395 1 

roiA 

50 269 P 

50 293 Q 

0003210169 

8003210194 

0803210184 

8803210118 

08/03/11 

03/03/11 

50*293 0 

FOIA 
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0009210199 

0603210110 

88/03/11 

FOIA 


0003210204 

0803210110 

88/03/ PI 

FOJA 


8603210209 

0803210116 

68/03/1 1 

FOIA 


6603210210 

08032 10^02 

66/03/07 

50 423 

P 

6803210217 

0003210211 

86/03/16 

50 440 

M 

6603210210 

0003210118 

60/03/11 

FOIA 


6603210219 

8003210210 

88/03/11 

50 213 

0 

6609210226 

0001210116 

08/03/11 

FOIA 


6603210233 

0003210221 

08/03/15 

50*445 

Q 

6603210236 

80032 I02J2 

B8/03/1 1 

50*317 

□ 

0603210238 

08OJ2 10232 

00/03/11 

50-317 

0 

8803210246 

0003210243 

00/03/11 

50*266 

0 

0BO321O24J) 

8003210242 

00/03/15 

50-324 

P 

8003210251 

8803210242 

60/03/15 

50 321 

P 

0003210256 

0803210118 

88/03/1 1 

FOIA 


8003210266 

0603210110 

80/03/11 

FOIA 


0003210267 

08OJ2 10264 

66/03/ 15 

CONTRACT 


0803210270 

0003210239 

07/11/25 

70 2/ 


6003210274 

6803210260 

80/03/03 

GO 277 

P 

0003210276 

8603210239 

07/11/25 

70 2 7 


0003210277 

6003210260 

6Q/0J/03 

50 277 

P 

6003210276 

66032102/6 

08/03/11 

50 346 

Q 

6603210291 

8603210206 

66/03/ 1 1 

50 326 

P 

00 0321 0290 

0803210206 

60/03/11 

50 328 

P 

0003210299 

0003210266 

86/03/11 

50 320 

P 

0003210303 

0803210286 

60/03/11 

50 320 

P 

001)3210315 

0003210206 

68/03/11 

50 328 

P 

6003210317 

0003210266 

08/03/11 

50*320 

P 

6603210319 

0003210266 

60/03/1 1 

50 320 

P 

6603210322 

0003210286 

66/03/ 1 1 

50*328 

P 

6603210325 

0803210286 

60/03/1 1 

50 328 

P 

6603210326 

0801210206 

00/03/11 

50 320 

P 

6803210327 

60032 10200 

00/03/11 

50 320 

P 

0003210334 

6003210324 

80/03/16 

50 373 

P 

8003210337 

6603210206 

08/03/11 

50 320 

P 

0003210138 

0003210321 

80/03/10 

XPORTLIC 


UUD32 10340 

6603210206 

08/03/11 

50 326 

P 

0003210341 

8003210324 

68/03/16 

50 373 

P 

0003210344 

OOOG2I020G 

80/03/1 1 

50 328 

P 

0003? 10345 

6003210331 

68/03/03 

50 326 

Q 

0003210346 

6 003? 10320 

66/03/14 

50 333 

P 

0003210349 

6603210331 

86/03/03 

50 326 

0 

0801210351 

8803210266 

86/01/11 

50 320 

P 

0003210353 

8803210200 

06/03/11 

50-320 

P 

8003210354 

860321031? 

86/03/15 

50 490 

Q 

0001210159 

0803210332 

06/03/09 

CONTRACT 


0803210363 

6003210266 

08/03/1 ) 

50 32S 

P 

080321030/ 

0003? 10206 

00/03/ 1 1 

50-326 

P 

0003210160 

0003210260 

06/03/ 1 1 

50 320 

P 

0003210360 

0003210362 

00/03/ U 

50 346 

P 

8803210372 

0003210206 

00/00/ 11 

50 320 

P 

1)003210374 

8003210130 

80/03/16 

50 321 

0 

01)032)0375 

0803210286 

88/03/11 

SO 028 

P 

6603210370 

0003210286 

68/03/11 

50 326 

P 

6603210370 

00032 10 J71 

80/03/09 

50 529 

? 

66032 103&1 

6603210206 

88/03/11 

50 320 

P 

06032 10 J02 

0003210370 

80/03/14 

50 293 

P 

0803210303 

6603? 103 12 

68/03/15 

50 490 

0 

06032(0300 

8603210376 

68/03/14 

60*307 

0 

0001210390 

0003210371 

66/03/09 

50 529 

p 

8003210305 

660321 0206 

86/03/11 

50*320 

p 

0003210403 

8803210300 

88/03/14 

50-280 

Q 

BQO32A0A05 

6803210392 

88/03/07 

71-9086 


80032104)0 

6603210398 

88/03/14 

50*269 

Q 

0003210412 

8803210397 

00/03/16 

50 206 

P 

3003210416 

0603 2 103 92 

00/03/07 

71*9086 


0003210420 

0803210397 

00/03/16 

50 206 

P 

0003210434 

6803210424 

08/03/10 

50 250 

P 

Q833210436 

0803210422 

80/03/16 

50 496 

P 

0003210436 

68032104 <3 

08/03/10 

50 424 

R 

80032 }<0440 

0003210430 

86/03/07 

50 526 

P 

6M3210U1 

6003210286 

68/03/11 

SO 328 

P 

6603210444 

8003210437 

80/03/14 

SO 333 

P 

0603216448 

0003210430 

66/03/07 

SO 528 

P 

rj 

OQO321O450 

0603210286 

68/03/11 

50 328 

r 

6003218460 

8803210463 

0003210457 

0BO325D313 

68/03/15 

68/03/15 

50 220 

50-250 

50*220 

50-320 

50-320 

P 

R 

n 

6003210465 

6603210409 

8803210476 

0003210457 

8603210206 

8003210206 

86/03/15 
B8/03/11 
80/03/ M 

r' 

p 

P 

000321047/ 

6003210162 

0603210403 

0003210480 

6003210469 

6803210473 
6603210206 
&a032 10473 
U80321O1.73 
6003210465 

66/03/11 
86/03/11 
86/03/ 1 1 
00/03/11 
08/03/04 

50-335 

50-320 

50 336 

50 335 

50 293 

p 

P 

p 

p 

Q 

0003210490 

QQ03210498 

8803210206 

8803210466 

60/03/ 1 1 
0G/O3/O8 

so 326 
XPORTLIC 

p 
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Q003210490 

6803210487 

08/03/11 

SO 344 

Q 

0BO3 220323 

8801220323 

0003210500 

6803210492 

08/03/15 

50 272 

1 

0803220330 

0803210286 

0B03210502 

0803210206 

08/03/11 

50 328 

P 

0803220334 

8003210286 

8B03210505 

8803210492 

B8/03/15 

50 272 

1 

0803220335 

OB03220326 

8803210508 

B803210503 

60/03/02 

50 312 

0 

6003220337 

0603210286 

8B03210509 

8B032 10192 

8B/03/t5 

50 272 

1 

8B03 220338 

0003220336 

8803210511 

0803210503 

08/03/02 

50 312 

Q 

0803220339 

0001210286 

8003210513 

0803210492 

06/03/15 

so 272 

1 

B803220341 

B0032102Q6 

0003210523 

6B032 10266 

60/03/11 

50 328 

P 

8003220345 

8003210286 

0Q0321O525 

8603210515 

60/02/17 

PROJ 


8003220349 

0603210286 

8803210535 

8603210515 

60/02/17 

PROJ 


8B0322075G 

0003210286 

0803220015 

0803220012 

88/03/16 

50 423 

V 

8803220360 

B0O321O2QG 

6803220016 

0003220007 

88/03/03 

50 206 

o 

0803220369 

8003220331 

8003220021 

0803220007 

68/03/03 

50 206 

0 

8003220370 

8603220356 

8603220027 

8003220020 

60/03/15 

50312 

p 

8803220376 

0603220358 

8003220033 

0603220020 

60/03/15 

50312 

p 

8B03220379 

0803220366 

8003220036 

QB03220023 

68/03/11 

ORG 


0BO322O382 

8003220360 

6603220041 

0803220030 

88/03/07 

50 293 

0 

0803220303 

6003220378 

0603220047 

0803220037 

08/03/17 

50 160 

p 

0803220306 

0603220471 

880J220049 

0003220042 

08/02/26 

WASTE MGT 


B803220391 

0803220350 

680322C053 

0003220046 

08/03/16 

50 361 

F 

8003220392 

6003210286 

6003220059 

BB03220042 

08/02/26 

WASTE MGT 


8B03220394 

6003220377 

6003220063 

8803220042 

00/02/26 

WASTE MGT 


8603220399 

8603210286 

6003220064 

OB03220Q61 

68/03/16 

50 333 

Q 

OB03220400 

8603220377 

8003220071 

0803220062 

88/03/ 14 

50 313 

Q 

0803220405 

080321020b 

0803220072 

OB03220066 

80/03/16 

SO 309 

P 

B0O322O4C6 

8003210206 

0003220073 

6D03220042 

00/02/26 

WASTE MGT 


B003220408 

6003220395 

800322067b 

8803220070 

08/03/16 

50 219 

Q 

8003220411 

8B032 10286 

8003220006 

6603220084 

00/03/16 

GO 219 

0 

8003220413 

0603220404 

8003220092 

6803220089 

00/03/03 

SO 312 

0 

8603220414 

0803210286 

8803220097 

8003220096 

00/03/11 

50 320 

P 

0803220416 

6003210286 

08032P0105 

0003220096 

00/03/11 

50 320 

P 

0803220419 

6003160216 

0003220114 

OD03220112 

00/03/ 1 7 

50 203 

0 

B803220422 

8003210286 

80032201 17 

0003220102 

00/03/00 

50 352 

Q 

6003220423 

0803210286 

8003220129 

BB03220124 

00/03/09 

50 320 

n 

6B03220427 

0803210206 

8003220130 

08032201 19 

00/03/16 

50 314 

0 

0BO32 20428 

6003220415 

0803220135 

8003220127 

08/03/ 1 7 

60 456 

Q 

0803220429 

6003210286 

8003220145 

0803220144 

08/03/04 

50*520 

Q 

0003220430 

8003220412 

CQ63220I47 

880322014J 

nO/OJ/04 

50*317 

Q 

0003220431 

8603210206 

BQ0322014B 

0803220139 

08/03/14 

bO-334 

P 

0003220436 

8603210206 

0003220154 

BB03220152 

80/03/14 

50*220 

0 

600 J2 20441 

0803220437 

8803220155 

8BOJ220138 

8U/03/17 

50 445 

0 

8603220442 

0803220434 

8803220160 

6603220158 

aR/03/n 

50 413 

0 

8G03P 20444 

0003220439 

8803220164 

8603220139 

00/03/14 

50*334 

P 

08032 2044G 

0003220437 

8803220165 

880J220153 

00/03/16 

50*20 

V 

08O3P2O44O 

0003220434 


08/03/10 5D-483 O 

08/03/11 50 320 P 

88/03/11 50 320 P 

00/03/ 1 1 50 352 Q 

88/03/11 50*320 p 

08/03/15 CONTRACT 

88/03/11 50 320 P 

88/03/11 50 328 p 

00/03/ n 50 320 p 

80/03/11 50 320 P 

08/03/11 50 328 p 

00/03/11 50*320 P 

80/03/15 50 243 V 

00/03/15 50 409 p 

08/03/15 50 409 p 


00/03/16 50 412 Q 

00/03/11 CONTRACT 

00/03/16 CONTRACT 

80/03/10 50 200 F 

08/03/15 60 409 P 

00/03/11 50 320 P 

80/03/17 50 320 p 

00/03/11 50 328 P 

00/03/17 50 320 P 

00/03/11 50*320 p 

00/03/11 50 320 P 

00/03/10 50 352 Q 

00/03/1} 50*328 P 

00/03/17 50 203 F 

00/03/ 11 50 328 p 


08/03/11 50 320 P 

(10/03/05 50 397 P 

flfl/03/n 50*328 p 

00/03/11 50 328 p 

00/03/11 50 320 P 


88/03/15 50 269 P 
88/03/ 1 1 50 320 p 
08/03/ 1G 50 244 P 
08/03/11 50 320 P 
88/03/11 50 328 P 


08/03/00 50 247 Q 

88/03/10 pnoj 

00/03/10 CONTRACT 

88/03/00 50 247 Q 

00/03/18 PROJ 


6003220170 
8003220173 
8003220? 76 
0803220177 
8803220107 

0003220132 

8003220160 

0003220(46 

0003220160 

6003220175 

80/03/17 
88/03/03 
88/03/ 1/ 
80/03/03 
88/03/11 

0803 220 169 
0803220192 
0803220193 
6803220106 
BB03220109 

6603220130 

OBO3220175 

6601220(46 

0003100006 

0B032201B4 

86/03/17 

80/03/11 

08/03/17 

80/03/07 

80/03/16 

8003220221 

8603220224 

Ge0322OSP6 

8893220228 

0093220231 

6803220201 
0803220220 
88032202(0 
880322021 B 
0803220222 

80/03/15 
80/03/13 
00/03/ 15 
88/03/10 
08/02/22 

0003220233 

0003220235 

GG03220S37 

0003220246 

0803220249 

0803220218 

6003220227 

0803220232 

BD03220239 

6603220244 

00/03/10 
00/03/17 
63/03/ 15 
60/03/15 
80/03/15 

0603220250 

0003220252 

0003220259 

8003220276 

8803220201 

8803210329 

8B03220244 

880322025? 

8603220261 

8803220276 

80/03/14 

00/03/15 

80703/16 

80/03/15 

00/03/11 

0803220292 

8003220290 

0603220299 

8803220300 

8B03220104 

8603220200 

8603220297 

8B03220293 

8B03220209 

BB03220302 

00/03/17 

00/03/17 

60/03/16 

00/03/18 

08/03/10 

COO 3220305 
8003220307 
880J22O31Q 
8003220313 
8803220315 

BB03220302 

8603210206 

6B0322QW1 

8603210286 

8603220311 

08/03/10 

08/03/11 

08/03711 

08/03/11 

08/03/14 

0603220317 

6803220310 

8803220321 

8803220322 

6803 220324 

800322031 1 
8003220314 
8003210286 
8603210206 
0003220271 

08/03/14 
00/03/11 
08/03/11 
00/03/ U 
00/03/10 

8803220325 

imwolpn 

0003210286 

8003210206 

00/03/ n 
08/03/ n 


50*369 

P 

6003220451 

0603210206 

50 113 

Q 

6003P20454 

0603220412 

50 440 

P 

860322045/ 

080321020b 

50-113 

0 

0803220459 

0803210206 

50*338 

P 

flB03?204C7 

0003220453 

50-445 

0 

0803220400 

6003220462 

50*330 

P 

0803220469 

6B03220455 

50 440 

P 

6003220475 

0803220455 

50 286 

P 

B0D32204BO 

6603220471 

50 341 

G 

6B032204B1 

0803220465 

SO 293 

V 

0603220489 

0803220406 

so 247 

Q 

8603230005 

0003230001 

50 397 

P 

8803230050 

6003230046 

50 352 

70 143 

P 

0803230055 

0803230057 

6003220305 

8603230051 

50 352 

P 

0003230067 

6B03230061 

50 312 

r 

B0O323OO8O 

0803230078 

50 410 

V 

B0O‘323OO83 

0803230049 

50 333 

0 

8603230 10Q 

6003230095 

50 3S4 

p 

86032301 10 

0003230089 

50 333 

p 

0803230130 

6003230126 

50 354 
FO(A 

p 

0803230131 

0803230134 

6003230126 

6003200039 

50 387 

p 

0003230147 

8003280039 

50 490 

roiA 

p 

0003230163 

6603230173 

8BO326O101 

0603220270 

50 116 

o 

BBO3230176 

0603230171 

50 334 
FOIA 

o 

8803230^1 

8003230190 

8803230101 

0803230194 

50 344 

p 

8603230203 

8803230200 

50 344 

p 

8003230207 

BQ03230204 

50 328 

p 

8803230233 

8603230230 

50 445 

Q 

8603230230 

0BO323O23Q 

50 320 

P 

0803230244 

8603230243 

50 205 

P 

0803230240 

0803230246 

50 265 

P 

0003230272 

0003230268 

50 277 

o 

B803S30273 

8003230268 

50 320 

p 

0003230290 

0003210266 

50 320 

p 

8003230209 

8603230294 

50 520 

Q 

B0O323O3O1 

8603210286 

50 32B 

P 

8003230302 

0803230294 

50 32B 

P 

8B03230305 

0803210286 


00/03/11 
08/03/18 
08/03/ 1 1 
80/03/11 
80/03/02 

88/02/20 

88/03/10 

80/03/10 

88/03/10 

08/01/18 

08/03/16 

08/03/17 

08/03/17 

80/03/17 

08/03/10 

08/03/21 

00/03/11 

00/03/17 

88/03/15 

80/03/21 

88/03/ 1G 
08/03/16 
80/03/31 
00/03/31 
00/03/15 

00/03/14 

00/03/17 

08/03/16 

00/03/10 

08/03/16 

00/03/18 

80/02/29 

80/03/18 

08/03/16 

08/03/16 

88/03/17 
88/03/17 
08/03/ 1 1 
88/03/15 
00/03/11 

88/03/15 
88/03/1 1 


50 320 
rOJA 
50 320 
50 328 
QA909 

50 276 
50 275 
50 275 
50 200 
CONTRACT 

SO 133 
60 280 
50 312 
50 250 
50 263 

50 320 
PROJ 
50*322 
50 293 
50 498 

50 490 
50 490 
50 445 
50 445 
50*202 

50*364 
50 312 
50 317 
50*338 
50-498 

50 330 
50 266 
50 361 
50 373 
50 440 

50 209 
50 209 
50*320 
50 206 
50 326 

50 280 
50 320 


P 

P 

P 


P 

P 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8003230306 

8003210206 

88/03/11 

50 320 

P 

8803240210 

8003240075 

88/03/10 

0803230307 

8003210286 

08/03/11 

50 328 

P 

8003240250 

0803240075 

80/03/10 

8603230311 

0803210206 

80/03/11 

50 320 

P 

Q8O324025I 

8803240244 

08/03/17 

8803230312 

8803210206 

08/03/1 1 

50-320 

P 

0003240253 

860324020 1 

80/03/16 

0803230320 

8803230313 

08/03/01 

40-0084 


8803240254 

8803240075 

08/03/10 

0803230324 

8003230316 

08/03/17 

WASTE RES 


8003240257 

0003240075 

00/03/10 

8803230331 

8003210206 

00/03/ 11 

50 328 

P 

0803240250 

8003240075 

08/03/10 

8803230334 

8003210286 

06/03/11 

50 328 

P 

8803240266 

0803240075 

08/03/10 

8003230345 

8803210206 

80/03/11 

50-320 

P 

8603240262 

0003240075 

08/03/10 

8803230346 

800321 0206 

00/03/ 1 1 

50-328 

P 

8003240271 

8B03240167 

08/03/ 1 1 

0803230153 

8803210206 

00/03/11 

50 328 

P 

0003240270 

0803240157 

06/03/11 

8003230350 

8003210206 

80/03/11 

50-320 

P 

0803240201 

fl 603240265 

8B/OP/01 

8001230360 

0803210286 

00/03/ 1 1 

50-320 

P 

0803240295 

0003240201 

00/03/17 

0803230373 

0803230369 

00/02/ 1 1 

40 6659 


0803240306 

80{>3 240301 

08/03/17 

0803230379 

80032,10372 

00/03/15 

CONTRACT 


0003240x107 

8803240203 

00/03/ 1 7 

8803230382 

0003230300 

80/03/15 

CONTRACT 


8003240309 

0003240301 

08/03/17 

8003240017 

8003240008 

08/03/16 

FOIA 


0003240310 

8803240303 

08/03/18 

8803240030 

0001240010 

80/03/18 

50 445 

0 

000324031 1 

8803240203 

80/03/17 

G 803240034 

0003240027 

00/03/2 1 

50 443 

G 

0003240332 

0803^40329 

88/03/17 

0603240038 

080x1240008 

00/03/16 

FOIA 


0003240333 

0003240327 

08/03/15 

0903210039 

8003240033 

80/03/09 

50 528 

V 

G89J240134 

8801240316 

80/03/21 

6003240042 

880324001 1 

00/03/16 

50 445 

Q 

00 03240330 

0803240329 

08/03/17 

6603240040 

0001240008 

08/03/16 

FOIA 


060J240 M2 

0003240335 

08/03/11 

O0O324OOG1 

8003240054 

00/03/10 

50 295 

0 

0801240345 

0003240340 

60/03/16 

8003240076 

8003240053 

80/01/22 

40 6fa22 


080 J 240340 

8803240316 

86/03/21 

6003240070 

0803240072 

80/03/10 

50 445 

Q 

0009240349 

8803240340 

00/03/16 

0603240082 

9603240006 

8003240000 

00032400/5 

8003240090 

00/03/10 

80/03/03 

50 520 

40 0102 

K 

8003240354 

8803240365 

8003240269 

6003240316 

60/03/ 1 5 
00/03/21 

0003 1801 90 

80/03/14 

WASTE MGT 


0003210370 

000321020b 

00/03/ M 

8603240100 

OH03240092 

00/02/05 

40 0604 


00032403/5 

8003210206 

00/03/ 1 1 

QC03240105 

800x1240075 

88/03/10 

50 520 

K 

fi803?403/r» 

0603210206 

80/03/1 1 

0603240109 

nao 12400/5 

00/03/10 

50-520 

K 

8803240381 

0003240344 

80/03/17 

80032401 1 1 

8803240090 

80/03/03 

40 010? 


0003240383 

0003240344 

08/03/17 

89032401 19 

8803240075 

80/03/10 

50 520 

K 

00032403 110 

8003240304 

08/01/25 

0803240121 

000x12400/5 

80/03/10 

50 520 

K 

0003240392 

0003210191 

00/02/10 


SUBJECT 

CATEGORY 

50 528 K 

50 52fl K 

CONTRACT 
CONTRACT 
50 528 K 

50-52C K 

50-528 K 

50-620 K 

50-628 K 

50-350 P 

50 368 P 

40 0G81 

50 275 P 

50 4 24 Q 

50 275 P 

50 424 
50 269- 
50 275 
50 260 
bO 26'9 

60 277 
50 280 
50-205 
50 324 
50 320 

50 324 
50-2 
50-327 
50-328 
50 328 

50 328 
50 245 
50 245 
40 8904 
40 0502 


0003240125 0()0J?400('5 

B003240\?fl 80032400 

8003240120 n003?40()75 

6603240^31 08042400/5 

0803240133 8803240075 

0003240137 8803240075 

8003240141 1M«)'J240060 

0003240142 88032400/5 

0803240146 88032400/5 

3803240150 88032400/5 

0303240152 8803240075 

3303240153 080324001^ 

8803240155 8803240075 

3003240163 880324314/ 

6803240163 8803240075 


08/0 3/ 10 

50 520 

K 

110/03/ 10 

50 520 

K 

00/03/10 

50 528 

K 

00/03/10 

50 520 

K 

88/0:!/ 10 

60 520 

K 

00/03/ 10 

50 520 

K 

00/03/17 

roiA 


00/03/10 

60 520 

K 

88/03/ 1 0 

60 520 

K 

88/03/10 

50 5211 

K 

00/03/ 10 

50 528 

K 

60/03/ r/ 

roiA 


00/03/10 

50 520 

K 

«a/oi/i4 

50 305 

P 

00/03/10 

50 520 

K 


8003240407 

880324040G 

080x3240410 

880J240J79 

(100x32404 1 S 

0003240056 

0003240423 

8B032404I6 

8003240437 

8803240425 

000324044 1 

6U03240427 

0003240443 

6603240425 

0803240445 

fl603?4&439 

flG0324045l 

6603240425 

01103240452 

RBD3240447 

0003240453 

8n0324044G 

8803240457 

0803240449 

8110x3210460 

0803240449 

0003240468 

8803240463 

81103240473 

080324046/ 


880324016 ^) 

68032401/0 

66032401/8 

6003240179 

0603240100 

0003240182 
0003240 1 Ox^ 
BB00240164 
8003240105 
0803240185 

0003240108 

S003240109 

0603240190 

0003240191 

0803240194 

00032401 OG 
800324019/ 
8003240199 
0603240202 
0003240207 

0003240210 
800324021 1 
0003240216 
3003240216 
6803240210 

8603240219 

0803240222 

6003240224 

6603240227 

6803240220 

8003240230 

8003240230 

0603240240 

0003240241 

8803240242 

0B03240245 

0003240247 


ftWV3?40UV\ 

800x324015/ 

98032401/2 

8803240075 

0803240145 

0003240147 

8803240075 

9903240076 

800x3210042 

8803240075 

00032400/5 

8003240075 

8803240075 

0803240101 

9903240075 

800x3240075 

0803240075 

0803240075 

8003240075 

0003240075 

8003240075 

8003240075 

08032400/5 

88032400/5 

8003240075 

0003240075 

0003240075 

0003240075 

0803240075 

0003240075 

0803240167 

0803240075 

8003240075 

8003240075 

0803240075 

80032400/5 

0003240231 


8R/02/Q2 
00/03/1 1 
88/03/ 11 
80/03/10 
08/03/ 18 

88/03/14 

08/03/10 

RQ / 0'|/10 

80/03/15 

00/03/10 

06/03/10 

08/03/10 

88/03/10 

08/02/05 

00 / 01/10 

88/03/10 
88/03/10 
80/03/ 10 
08/03/10 
88/03/10 

00/03/ 10 
80/03/10 
80/03/10 
80/03/10 
08/03/10 

08/03/10 
00/03/ 10 
08/03/10 
88/03/10 
00/03/10 

88/03/21 

80/03/10 

08/03/10 

00/03/10 

88/03/10 

00/03/10 
80/03/ IS 


40 6059 
50x308 

P 

6603240474 

6603240477 

S03I3 

P 

6603250001 

50 526 

K 

6603250010 

FOIA 

50 30S 

P 

6603250011 

8603250040 

59 520 

K 

8B032S0041 

50 526 

K 

8803250042 

50 336 

0 

0003250048 

60 526 

K 

80032500 50 

50 526 

K 

8803250056 

50 52fl 

K 

0003250061 

50-520 

K 

0003250062 

40-8905 

50-520 

K 

8803250066 

8003250071 

50 5?0 

K 

00032500/9 

60 520 

K 

0003250081 

50 526 

K 

8803250009 

50 528 

K 

0003250101 

50-528 

K 

0003250100 

50-520 

K 

8003250110 

50-820 

K 

8003250121 

50 5?a 

K 

99&3250135 

50 520 

K 

0603250143 

50 520 

K 

88032W>U5 

50 520 

K 

6803250150 

SO 528 

K 

6603750157 

50 520 

K 

6803250166 

50528 

K 

6803250167 

50 626 

K 

88032S0172 

50302 

0 

6603250174 

50528 

K 

86Q3250177 

50526 

K 

8603250100 

50 528 

K 

8603250102 

50 526 

K 

8803250183 

60 520 

K 

8803250185 

50 250 

P 

8803250166 


0003240461 

8003240467 

0003220262 

0003250006 

0003250005 

6603250036 

9903250019 

06OJ25OO3G 

6603250034 

6603250043 

8003250035 
6603258056 
6603250052 
D0O325OOS4 
8803 25 0066 

8603250075 
8003250076 
QBO32S0Q90 
08032500 95 
0003240370 

8003250104 

0003250115 

9903250120 

6003250136 

6803250140 

0003250144 

8803250146 

0803250162 

0001250147 

8003250162 

6603250160 
6 8 03250 176 
6803250176 
68032501 7G 
0803250175 

060 3 2 501 60 
0603350161 


00/03/ 1 fa 
80/01/25 
80/03/18 
66/01/25 
06/03/21 

88/01/29 
06/03/21 
00/02/05 
08/03/21 
88/03/ IS 


50312 
400661 
50 333 
40 299 
50 446 

40 0760 
roiA 
40 8909 
50-445 
COHTRACT 


06/03/03 

60/03/15 

86/03/15 

08/03/17 

60/02/26 

90/02/25 

68/02/26 

08/03/14 

80/03/21 

08/03/21 


50-327 
50 200 
50 280 
CONTRACT 
40 6904 

403453 
40 8904 
50 285 
50-341 
5D'341 


60/03/18 

60/02/09 

08/03/16 

06/03/17 

66/03/22 

69/03/22 

66/03/16 

88/03/16 

88/03/14 

80/03/16 

08/03/ IS 
68/03/15 
88/03/18 
89/03/10 
80/02/04 


50 247 
CONTRACT 
50 247 
50 312 
50 72 

50 206 
70-1151 
50-346 
50-160 
50 340 

50-124 
50 424 
50 425 
50 425 
40 6911 


80/03/17 

08/03/21 

88/03/21 

08/02/17 

60/03/01 


CONTRACT 
50 424 
50 219 
40 0902 
COMMISSIO 


00/03/10 CONTRACT 

00/03/21 50 269 

68/03/14 50 261 

06/03/21 50-327 

0A/O3/14 50-261 


08/03/17 
00/03/16 
08/03/16 
08/03/ 10 
80/03/21 


CONTRACT 
50-254 
50-254 
50-254 
50 443 


86/03/18 

08/03/17 


50 250 U 

CONTRACT 
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352 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

0003250189 

8803250176 

86/03/ 1B 

50 254 

Q 

8003250196 

0003250193 

06/03/02 

TOP REP 


8003250199 

8093250192 

88/03/16 

CONTRACT 


0603250200 

0803250179 

ae/03/01 

COMMISSIO 

N 

0803250206 

0603250204 

86/03/18 

50 202 

Q 

6803250210 

6003250203 

38/03/17 

50 29 

P 

6803250216 

6603250169 

88/03/04 

COWMISSIO 

N 

6003250220 

6003250034 

88/03/17 

50 312 

G 

8003250229 

6603250228 

88/03/02 

COMMISSIO 

N 

8003250232 

6603250216 

aa/02/25 

40 3453 


8003250234 

8603250220 

88/03/02 

COMMISSIO 

N 

8603250238 

0603250237 

88/03/21 

50 210 

P 

8603250269 

6603250257 

BQ/03/14 

70 27 


8603250274 

0603250273 

88/03/17 

50 302 

0 

8803250279 

8603250277 

88/03/ IB 

50 413 

Q 

0803250280 

0603250255 

88/03/21 

50 499 

Q 

0803250281 

8603250277 

88/03/18 

50 413 

Q 

0603250206 

6603250285 

88/03/21 

50 269 

Q 

0OO325O2B9 

6603250298 

88/03/18 

50 335 

0 

6803250306 

6603250305 

88/03/21 

50 302 

0 

3003250315 

8803250310 

88/03/18 

50 397 

P 

8003250316 

8803250312 

08/03/18 

50 413 

Q 

8003250313 

8803280050 

88/03/01 

40 1162 


8003250319 

0803250311 

88/03/17 

CONTRACT 


8003250328 

8803250313 

88/03/15 

60 250 

R 

3003250330 

0803220344 

86/02/29 

WASTE MGT 


8003250332 

0803250327 

88/03/04 

PR 


8603250333 

0803250329 

88/03/14 

50 285 

Q 

8B0325D334 

0803240256 

86/03/16 

50 220 

E 

0603200010 

8803200009 

88/03/16 

50 438 

Q 

360320001 1 

8603200009 

88/03/16 

50 438 

Q 

0603200016 

0603200012 

66/03/15 

50 324 

Q 

0603200017 

0603260012 

86/03/15 

50 324 

Q 

0603280019 

6603200016 

88/03/(4 

50 338 

0 

0603200020 

8603200016 

86/03/14 

50 338 

Q 

8603200023 

8&(}3l60ige 

88/03/14 

WASTE MGT 


0603200030 

8603280023 

88/03/21 

50 346 

Q 

0803200033 

8603280031 

88/03/14 

50413 

Q 

0803200038 

Q 603280032 

88/02/22 

COMMISSIO 

N 

0803200040 

0603280032 

83/02/22 

COMMISSIO 

N 

0603200041 

0603200036 

89/03/21 

50 213 

0 

0803200044 

8603280036 

89/03/21 

50 213 

Q 

0603280047 

8603280045 

89/03/14 

50 238 

Q 

0803200048 

8603250077 

89/03/15 

50 002 

P 

0803200051 

8603200049 

89/03/21 

50 322 

Q 

0603200052 

8603280045 

86/03/14 

50 238 

Q 

8603200054 

8603280049 

89/03/21 

50 322 

0 

8803280055 

8603280039 

80/03/31 

50 445 

e 

aB032d006(> 

6003280057 

89/03/21 

50 353 

0 

0603280062 

6003260039 

89/03/31 

50 445 

E 

0603200069 

8003260039 

89/03/31 

SO 445 

e 

0603200071 

6003230092 

87/01/06 

50 269 

P 

8603280074 

8803280063 

80/03/18 

50 498 

p 

8603280076 

6803200073 

88/03/15 

SO 280 

0 

0603280077 

6003200067 

88/03/21 

50 277 

P 


3B0320007B 

8003260006 

a80328coaa 

8603260090 

8803200094 

8803200095 

8603200098 

8B03280100 

8003280101 

8803280103 

6803200117 

6803200120 

0803200127 

0603200130 

8003280143 

8803280150 

6003280156 

6003260161 

0803200164 

8803200166 

6003200172 

0803280170 

0803280187 

OB03280191 

8803200194 

0BO328O202 

8803200235 

8003200251 

8803280257 

8003280260 

8003200261 

0803280262 


8803200039 

8Q032Q0030 

8803280067 

8603280081 

8803280039 

8603280081 
8603280096 
8603260039 
B0 03280081 
6603240138 

B803a60110 

8803260114 

8603280114 

8603260039 

8603200129 

8603200147 

8803280154 

8803280159 

6803260039 

6803260160 

8603200039 

6603280039 

8803280039 

0803280182 

0803260039 

8003260063 

0003200226 

0003260039 

0803260230 

08032^0353 

0803260238 

0003260240 


80/03/31 

68/03/31 

80/03/21 

80/03/21 

80/03/31 

80/03/21 

aO/03/15 

aa/03/31 

86/03/21 

86/03/21 

86/03/15 

86/03/18 

3B/03/IB 

88/03/31 

86/03/21 

68/03/11 

68/03/10 

60/03/10 

68/03/31 

08/03/14 

06/03/31 

06/03/31 

80/03/31 

86/03/23 

06/03/31 

66/03/10 

68/02/24 

68/03/31 

60/03/14 

68/03/11 

68/03/14 

86/03/14 


50 250 R 

50 461 P 

50 461 P 

50 445 E 

CONTRACT 

50 400 Q 

50 400 Q 

50 346 0 

50 445 E 

50 261 Q 

50 445 E 

50 445 E 

50 445 E 

CONTRACT 
50 445 B 

50 490 P 

40 3453 

50 445 E 

50 327 Q 

50 445 0 

60-327 Q 

WASTE MGT 


8803280267 

6803280261 

8803280282 

8B03280265 

8803260294 

6603280301 

0BO32SO303 

0603280305 

6803280307 

6Q0328030B 

0803280309 

0803280334 

8803280352 

6803280359 

B803280360 

6803200004 

8603260007 

8603290009 

8B03200012 

8B03200013 

8603200015 

8003200024 

8003200025 

8003200027 

8003290029 

0003200032 

8603290033 

8603200034 

0603290036 

0003200037 

0803290045 

8603200046 

0803200049 

0803290051 

0803200056 

6803200061 

6803200063 

6803200066 

6803290070 

6803290060 

6003290062 

B003290066 

6803200067 

8803200096 

6803290102 

6803200110 

0803290110 

6803200121 

6803200128 

6803200136 

6803200144 

6803290152 

0803200157 

D8032DO162 

6803200173 

6803200174 

0803200176 

6803200176 

0803200107 

B803200166 

0803200196 

0803200199 

0809200203 

0803200206 

0803290207 

0803200209 

0803200212 

8803200213 

0803290217 

6803200226 

0603200227 

0003200229 

8603200239 

0603200240 

0B0329O262 

0603200268 

8603200291 

8603290297 

8B03290319 

0603290326 

6603290332 

6803290301 

0603290385 

0603290386 

6603290395 

6803200416 

0803200422 


PRINCIPAL 

DOCUMENT 

0803280039 

0803280279 

0803200280 

8803260030 

8803280039 

8003280207 

6603280290 

8803280297 

6003280039 

6603280200 

6603280291 

8803280326 

0803280345 

8803260356 

8803280356 

6803290002 

6803200005 

6803290008 

8603290010 

6603290006 

0603290010 

8803290014 

0803290022 

8803290023 

6803290021 

6803290026 

6803290022 

6603290020 

6603290023 

6603290026 

8603290044 

6603240075 

8603290043 

8603290050 

8603290053 

8803290053 

8803290060 

8803290064 

8803240075 

8803200059 

8803290064 

6603290059 

8003240075 

8803240075 

6803290000 

8003260312 

6603290103 

0003290115 

6003290114 

6803290114 

8003290138 

6803290149 

8803290059 

6003290159 

8003200170 

8003290171 

8003290164 

8803290171 

8803290167 

8003290186 

8803290180 

8003290195 

8803290195 

8803290201 

8803290191 

0803200160 

8803290161 

8803290191 

8803290214 

8803200222 

8803290161 

8803290225 

8803290235 

8803290236 

8803290260 

8803290261 

8803290285 

8803290006 

8803290279 

8803290309 

8803290309 

8803290378 

8603290371 

8803290374 

8803290374 

8603290412 

0603290415 


SUBJECT 

CATEGORY 


86/03/31 

88/03/08 

88/03/14 

88/03/31 

86/03/31 

80/03/10 

08/03/15 

88/03/18 

88/03/31 

80/03/15 

06/03/21 

80/03/15 

08/01/22 

08/03/21 

80/03/21 

88/03/14 

88/03/09 

88/03/11 

88/03/11 

88/03/07 

88/03/11 

00/03/22 

80/03/21 

80/03/21 

88/03/22 

88/03/22 

80/03/21 

80/03/22 

00/03/21 

00/03/22 

00/03/11 

00/03/10 

08/03/22 

00/03/17 

08/03/21 

00/03/21 

08/03/00 

08/03/18 

08/03/10 

68/01/07 

80/03/10 

88/01/07 

86/03/10 

60/03/10 

80/03/24 

80/03/01 

00/03/22 

80/03/22 

80/03/23 

00/03/23 

80/03/22 

80/03/11 

00/01/07 

80/03/24 

80/03/18 

00/03/09 

00/03/22 

00/03/09 

00/03/23 

08/03/25 

88/03/24 

08/03/18 

08/03/18 

08/03/10 

00/03/21 

00/03/24 

00/01/10 

00/03/21 

00/03/10 

00/03/22 

B8/01/18 

B8/03/10 

08/03/18 

88/03/16 

80/03/07 

07/02/17 

86/03/23 

80/03/07 

68/03/22 

08/03/21 

00/03/21 

00/03/02 

08/03/11 

80/03/22 

00/03/22 

00/03/10 

00/03/24 


QA099 

50 341 P 

WASTE MGT 
50 413 P 

50 413 p 


XPORTLIC 
50 272 

xponnic 
60 200 
50 259 


50 461 P 

71^3002 

CONTRACT 

QA9gg 

QA999 

CONTRACT 
50 446 Q 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 353 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

8603290426 

8003300012 

6803300019 

6803300022 

0803300039 

0603290426 

6803300006 

8803300010 

8803300010 

8603300036 

08/03/24 

08/03/25 

00/03/21 

BB/03/21 

06/03/10 

50 2G6 P 

50 220 F 

50 219 P 

SO 219 P 

40*0027 

8003300410 

8803300440 

6803300447 

0003300449 

0003300452 

8003300397 

8003300428 

8003300443 

8003300443 

0803300448 

8603300043 

8603300052 

8003300062 

0009300066 

0803300090 

0803300041 

0003300041 

0003300058 

8003300050 

6003300070 

86/03/14 

06/03/14 

07/12/20 

07/12/20 

06/03/21 

40-3392 

40*3392 

50-275 P 

50 275 P 

CONTRACT 

0803300479 

0003310002 

0803310004 

0003310006 

0003310007 

0803300476 

8803310001 

6803310001 

0003310001 

600331000) 

8003300112 
80033001 15 
8003300171 
0803300175 
0803300169 

0803300106 

8003300074 

0003300163 

0003300170 

0803300104 

80/03/22 

00/02/23 

8B/03/24 

BB/03/10 

80/03/22 

50-206 P 

7 1. 5005 

50 410 P 

50 267 0 

50 458 P 

8003310008 

8803310010 

8803310015 

0803310062 

0003310081 

6803310001 

0003310001 

8003310001 

8803310059 

6803310071 

8803300196 

8803300202 

8003300239 

8803300246 

8803300253 

0003300108 

0003300100 

8003200315 

BB0330023B 

0803280315 

80/03/24 

flO/03/24 

00/03/0B 

00/03/2;^ 

00/03/06 

60-255 P 

50*255 P 

WASTE MGT 

50*275 P 

WASTE MGT 

8303310103 

0803310100 

0803310135 

0003310143 

8803310166 

6603300414 

0603300414 

0803300414 

6603300414 

6603300414 

0803300259 

0&03000260 

6603300261 

6803300262 

6003300270 

8003280315 

&603200315 

0803300240 

O0O32BQ315 

0803280315 

00/03/00 

Q0/O3/Oa 

80/03/22 

68/03/06 

00/03/00 

WASTE MGT 

WASTE MGT 

50 312 P 

WASTE MGT 

WASTE MGT 

8803310172 

0803310177 

0003310104 

ofloastoio? 

8803310109 

8803300414 

8803300414 

8803310181 

0803300414 

0003310178 

6803300270 

6803300327 

6003300343 

6003300300 

6803300393 

8603300399 

6603300406 

8603300407 

0003300276 

0003300316 

0003300330 

0803300370 

0003300305 

0003300377 

8003300377 

0003300397 

00/03/21 

00/03/22 

60/03/10 

60/O3/P3 

80/03/25 

80/03/22 

60/03/22 

60/03/17 

50 498 U 

50 313 Q 

50 346 P 

one 

FOIA 

50 269 P 

50 269 P 

50312 P 

OG03310192 

0003310214 

0003310277 

6803310204 

0603310293 

0003310310 

8004110105 

0003300414 

0803300357 

0003310271 

0003310269 

0003310269 

0803310307 

0003310056 


DATE SUBJECT 

rSSUED CATEGORV 


BB/03/J7 50*312 

fl8/03/16 50 3^S 

ae/03/22 50-309 

86/03/22 50 369 

08/03/25 50 255 

86/02/20 70 754 

60/03/24 FOiA 

08/03/24 FOIA 

80/03/24 FOIA 

BO/03/24 FOIA 

88/03/24 FOIA 

80/03/24 FOIA 

08/03/24 FOIA 

88/03/22 50 443 

00/03/24 50 443 


08/03/25 50 259 

08/03/25 50 259 

89/03/25 50 269 

68/03/25 50 259 

08/03/25 50 269 


68/09/25 

50*259 

88/03/25 

50*259 

86/03/10 

50-412 

80/03/25 

50*259 

66/03/23 

50*397 


86/03/25 50-259 
BO/03/23 50-344 
08/03/25 50*424 
06/03/24 50*245 
00/03/26 50 454 

88/03/25 FOIA 
06/01/15 50 528 P 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category lotlows the upplicalion frorn submission to the day preceding the issuance of an oper- 
ating license It inclmles all correspondence uiul documents with substantive technical content t\uii 
do not fall into othci spcciHc categories. Included are 

1 Application for construction permit. 

2 General Inrormadon submitted with consliiiction permit application. 

3 Amendments and changes to items I and 2. 

4. NRC cjuestions, ictpicsts for additional infonnation, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6 Meeting annoiincemcnls and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Prelmiinaiy Safety Analysis Report (PSAR), 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NHPA, Water Quality hiiprovemenl Act, Walei Pollution Control Act, etc.) 

9. Consltuclion Pernul, ainciulmcnls, and correspondence relating to the construction permit, 

10. Scheduling of license application submission or review. 

11. Eiiviionmental icview information 

12. Application (or opeialing license. 

13. Gcncial Inforniation submitted with opcriiting license application. 

14. Amendments and changes to items 12 and 13. 

15. Coricspoiulencc regarding the Final Safely Analysis Repoit (F’SAR). 

16. Coiiespondencc and tlocunientalion on generic technical matters liighhglited by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (c.g., topical reports) submitted in support of the application. 


B, UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited lo (he items listed below. All related correspondence is filed in 
Category A. 

I. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Sumniaiy Report or Safely Analysis Report). 


2. Amendments and changes lo the PSAR, 



3. Transmittal and acknawledgemenl letters 

4. Certiiicales of service to the PSAR 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R 

1 Environmental Report (ER) submitted by the utility 

2 Amendments and supplenieiits to the ER* 

3 Transmittal and acknowledgement letters. 

4 Information on sciicdulnig of submittal or review ol ER 

5 NRC questions, requests (or additional information, and applicant responses 

b Federal register notices citing the availability of items 1 and 2. 

7 Correspondence relating to the review of ER 

8 Meeting announcements or reports of meetings where the primary siib|ect of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies 

5 Transmittal and acknowledgement letters 

6 Documents related to NRC review of enviionmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items I and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting aiinoiinccmeiits or reports ol meetings wheie the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 


A.2 



1. Safety bvaluation Report (SER) prepared by the NRC (formerly called NRC^AEC Hazard 
Analysis Report) 

2 Supplements to SER. 

3 Correspondence relating to SER. 

4 Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional in forma lion for use in preparing SER; responses to such requests. 

1 . Meeting announcements or reports of meetings where tlie primary subject of discussion is the 

SER. 

8. Tiansmittal and acknowledgement letters. 


F SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
01 FSAR is excluded, 

1. Fnc Hazard Protection Plan and surveys, 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Coircspoiidcncc relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 


G, LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-ant it rust legal amt adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed m category T. 

J. Atomic Safely and Licensing Board (ASLB) and Alomio Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal o( supporting documents (e.g., SER, FES) to the boards, 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Comnussion orders and decisions resulting from Hem 8. 



H. GENERAL CORRESPONDENCE 


Tins category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Cliange of address notifications. 

2 Changes in structure of organization, 

3 Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5 Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7 Letters of support, concern or opposition to the facility. 

8 Correspondence regarding the Local Public Document Rooms (LPDRs). 

9 Professional quatificatioii statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties. 

1 . Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters, 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1 Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR 


A-4 



L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining lo Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2 Correspondence pertaining to work performed tinder LWA s. 


M, ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

) Document subniiUed as part of the applications for a construction permit and operating license 
entitled ‘‘Information Requested by the Attorney General for Antitrust Review” 

2. Correspondence where the primary topic of discussion is antitrust matters 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND RRIEFINGS 

This catcgoiy contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related coricspoiuleiicc falls in category M, 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Coiicspondencc and letter reports relating to Advisory Commillec on Reactor Safeguards 
(ACRS) icvicws. 

2 . Coircspoiulcncc fiorn ACRS. 

3. Announcement of ACRS meetings. 

4. Tiansniiltal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or prcseiUed by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This flic assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from (lie issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2 . Tcclinical .sped Real ions and changes. 



3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5 Correspondence regarding the Final Safety Analysis Report (FSAR) 

6 All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specificalions, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8 Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC*s Systematic Evaluation Program (SEP). 

1 1. Owner's group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents 

15. Radioactive waste information 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices, 

3. Responses by applicant to IE correspondence. 

4. Applicant's determination of proprietary nature of inspection reports, 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
Tins LiUegory includes peiiodic reports of 3 roiHine nature. 

1 Monthly, sennannual, or uiiniuil operating reports (oilier Hum riiiaiicuil). 

2 Periodic environmental inoiiitoring, einiicnt testing, or similar reports 

3, Periodic personnel exposure reports 

4. Operational Logbooks 

Logbooks on Enviroiiniental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5 Correspondence or ollicj documents i elating to the above listed items. 


5. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnoriiiah uriusiiah reportable or nonroutine occur- 
rences or events. This includes 

1 All 24«houi. 10-day, 30-day, interim and riiial Licensee Plvenl Reports (LERs) and follow-up 
correspondence (also called incident reports, abnoriiial occurrence reports and reportable 
occurrences) 

2. Potential oi possible lepoilablc (Icficicncy reports and related correspondence. 

3 PcisonncI exposure repoits. 

4. ConstiLiction deficiency reports siibiniued under 10 CFR SO .S5e 

5 Picliminary Notification of Occurrence (PNOs) and Pretiinirinry Notillcalion of Safeguards 
hvcnis (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports 

7. Part 21 Reports ol defects and non compliance, 

8. Correspondence or other tlociiments relating to items 1-7. 

T. TRANSCRIITS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transenpis, except for antitrust matters (category N), 
testimony and briefing,s, and congressional matters (calcgory U) 

1. Atomic Safely and Licensing Board (ASLH) and Atonik Salcty iind Licensing Appeal Board 
fASLAB) transcripts. 

2. Testimony and statements siibniiitcd to ASLB and ASLAIL 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission 

5. Statements and written testimony .subnulted at Commission meeting or hearings. 

6 Transcripts of utility briefs to NRC staff 

7. Advisory Commiltoc on Reactor S«ifeguiirds (ACRS) mectnig transcripts. 

8. Corrections to above items. 



u concressionaUexecutive correspondence 

T„» oa suba«« RobOnc ,.aR..n«s co„a,„u.„, 

inquiries are tiled in category H. 

u f fu hefore bodics/committees appointed by the 

1 Statements and testimony before Congress or bei 

RxcLiJtive or Legislative Branches 
2, Prepjralory and backup duuunients for item 1 

1 Correspondence .0 and fron, NRC Off.ce of Congressional Affairs. Congress and Ihe Executive 
Rr.ineh on other than tonstituent response matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 Operator licenses or administrative information bearing on licensing of operates. 

2 NRC examination results 

3 Power plant examination summary sheet 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes Ihe position of the Operating License Stage (category P) file for general technical 
Items from the application (or termination of the operating license onward 

1. Application for aiiihonty to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3 Technical documents submitted in support of items 1 and 2, such as* Decommissioning Plan. 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning 

4 Documents relating to disposal of radioactive matenal and clccontnmination of the site. 

5. Other correspondence relating to above items 

6 All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of lowdevel radioactive wastes generated onsite 


Y. INDEPENDENT SPENT FUEL STORAGE INSTA LLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 numbei. For installations on a 

reactor site, the associated Docket-50 number will also be identified, 

1. License applications, licenses, amendments and proposed amendments to possess powci leactoi spent 
fuel and other radioactive materials associated witli spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

This caicguiv contains documentiilion pcilinning lu open diu! closed C'oininjssion meetings, ll 
includes 

1. Sunshine Act Pcdeial Rcgtslci noiiccs, 

2. I'lilK wiitten cxplatiiiiion of closed mceiings 

3. Ceiiitication ul Gencial Counsel on closed meetings 

4 Coiiiniission DctCMiunaiioii Slaieinenls regaidiiig the public tlisclosine of iransctipis oi 
Conuiussion meetings 

^ Voibatini unolhcial and oiricial iiatiscripts oi poitions of tninsciipts o\ open inul closed 

Con I mission meetings made publicly available in uccoi dance with piovtsioiis ol lOCPR Part 0, 
ilic Sunshine Act, and Coininission policies. 

b I nclosuies to released tiansciipts. mcluding applicable viewgraphs, stall papers* and slalT 
coiiespondence. 

7. Slall iec|Uiienicnts inciuoiaiida I'oi open niceiings, nieimnanda to iccoid, recoid ol votes ol 
Coniniissioncis on items iiiulci consideiaijon at mctMings. 

ACRS ~ Advisory Committee on Reactor Safeguards 

Tins calegoiy contains dociimcnKHi<m pciiainmg lo iho lesponsibilmes ol the Advisory Ciamnittcc 
on Reacloi Saleguaids. AC'RS soivcs as an independent advisory cominiltoe lo the Commission in 
salciy-ielated aieas. I he commiucc [novides advice with lespcci to the hazards of new oi exist- 
ing nuclcai lacilitics and the adcipuicy ol lelaied safety standards. The dociimcmis in this categoi) 
aic’ 

1. Veibatiin iransciipts ol ACRS subcommittee and lull committee meetings lelating to laciiiiy 
license appliealioits and safety-related matters. 

2 ACRS meeting annouiieemenis, description of meeting agendas. 

3. ACRS-generated repoiis, mcinoranda and coiicspondeiico that arc publicly availahle. 

4. ACRS consultant repoiis* comments and related coi respondcnce. 

5. ACRS and NRC technical coiiespondence peitaining lo saiety mailers under review by the 
Advisory Committee on Reacnn Saleguaids. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1 . Charters of each advisory committee. 

2, Verbatim transcripts ol committee meetings. 



ORG - Correspondence witli Other Organizations 

Tins category contains coirespondence witli professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are 

L Meeting s\immarics and technical correspondence between NRC and professional associations 
aiitl inicrnational bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency, 

2. Correspondence between NRC*s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development, 

A, Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: F'or Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, sec Uie REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, sec the PRM category. 


PR — Proposed Rule 


This calcgory contains records dealing with NRC staff proposals to adopt, amend or repeal a 
C'ominission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. rederni Register notices stating the terms or substance of the proposed rule or a specification 
of (lie subject and issues involved. 

2. Text of llic Proposed Rule (PR). 

3. Conmiciits, staiemeius, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Tide 10. 

A, Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This calcgory contains records dealing with petitions filed with the Commission by an outside 
parly to issue, amend or rescind an NRC regulation. Included are: 

1 Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation, 

2 Federal Register cause notices of the filing of the petition. 



GEN TECH IS - Generic Technical Issues 


This categDry contains lecorcls periaining to umesolvctl salety issues ol a generic nature that arc 
being analy/ed by the Division of Nuclear Reiictoi Regulation. 

1. Draft repojts ol actum plans to accomplish gerieiic tusks in the leguhitujy program 

2. CoiiespoiKlence with industiy anti inteiniil correspondence icgarding the niethodologies, 
analyses, and piogianunatic and technicaf aspects of issues. 

3. Meeting noiilicalK)ns and inituites. 

4. Intel nil lindings and status rcpoiis on geneiic tasks aildiessing rclaied aspects of geiicnc 
technical issues. 


I&E - Inspection and Enforcement 

This category contains hullciins, citculais and iiiltnmatioii notices that me issued by the Office ol 
inspection and I nloicenieni, 'I hose issuances dcsciihe paiiicular events that occur at a lacility 
that may tetiune some (o]]i>w-up action tm the pa it ol licensees. Also included in tins ca tegoiy 
me pieliminaiy not illca lions <d events (PNOs)* 

I. I(til C'lieulms. which desciibe mt event at a licensed lacility and me mfcnniaiiojial in natuie. 

2 1(^1’ Intoimaiion Nt^iiecs, which ate siniilai to cncufais hut aie preliininaiy m naiiiie and 

issued shoitiv altei an event has occuired. 

3. M Bulletins, which desciihc mi event at a licensed facilily and leciuesl all recipients to 
peiloim ceiiaiii actions as a tesull ol this event. 

4 Pieliminaiy NoliliLiuiuns ot I vents (PNOs), which provide ii[Hluted inlurmation ol an event 
ol salety oi piihhc iiiiciesi sigmlicaiicc 

Non I'oi letteis lotwanling the above issuances, iilihtv responses in such issuances, and 
lelated eoiiespoiulence, see ('ategory Q uf individual docket categories. 

MISC Public Document Room Miscellaneous 

This calcgoiy contains documeiiils that do not hill into ilio scope of the other iioiidocketed 
categoiies. 


NUREG NGREG Reports and Reiatec! Correspond ciice 

These documents aie loinuil lepoiis issued by the U.S. Nuclcai Regulatory ('oiiiinibsioii which 
carry the NURUi senes code and coiiesporidenee pciiiiiniiig to those leporis. NURili icporls 
aic accininis ol woik pcifoiined cjihei by the NR(' stall o\ by NRC contraetois 

1. riiese icports arc noinially llnal work products aiul aic cliutacieii/ed by the lollowing criteria 

a riiey aie picdeclsional documents wliicli pieseni iiiloniialioii to be cuiisidoied in 
('oinmission licensing and policy decisions 

h. I hey piesoni ihe lesidls ol Commission licensing aiul policy decisions 

c Ihcy picseni die lesulis ol lech meal leseaich conchicted loi ihe Commission. 

2. C’oiiespoiidence lioin mdiisiiy, goveiiiineiii and mioiLMed memhors ol the public commenting 
on lepoits Ol icijuesiing ckiiihcaiiun oi nueipiei»iiion 

3. inieinal NR( iiiemoiaml.i sinnmaii/mg meeiings oi discussions pci Milling lo tJie content ot 
the lepoi ts. 



ORG - Correspondence with Other Organizations 

Tliis category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers tliat request 
the Commission to take immediate action on some issue. Included are, 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the Iniernational Atomic 
Energy Agency. 

2. Correspondence between NRC*s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development, 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE For Regulatory Guides and comments lo Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

Tliis category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, profebional associations, public interest groups and 
others in favor of or m opposition to the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations* see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

Tins category contains records pertaining to two classes of projects: (1) commerciat nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government'Owned reactors for which 
NRC provides technical expertise and occasional review. Boili classes are identified with a “F’ 
prefix, fallowed by a series of lumibers. 

1. “Pre-dockeled” commercial nuclear power plants 

This category contains all documentation up until the lime that the NRC considers the appli- 
cation and the Preliminary Safely Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in cntegories, designated by alphabetic characters. These are 
the same categories as those used for (he Docket 50 series. 

A. Applicatiun/ConslrucHon Stage 

1. Application subniilied by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adccjuacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. luirly site review infornialion. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs subniitled by the utility. 

2. Amendments and changes to die PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et at. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and lelaled inatcrial pcrUiining to the antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2* Notices of deviations. 

3, Follow-up correspondence resolving deviations cited, 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to tlie NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and I’orcign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC, QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 



staff fur intplcmentmg specific parts of the NRC’s regulations They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are. 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/inipaci assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTL' For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, sec the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, subiimicd by NRC contractors pro- 
viding research and technical assistance to the Coinmissioii. It also includes docunientation per- 
taining to research activities of the Commission. Included arc: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code venricalion reports 

3. Pre-icst prediction reports. 

4. “Quick look" reports. 

5. Informal expeiimental data reports and post-irradiation examination analyses, 

6. Concept ual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8> Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9, Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts, 

10. Staff Research Information Letters (RlLs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, sec also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base ol technical expertise to aid management in reviewing research in 
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defined lechnical areas. They review and coninienl on researcii plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of researdi 
projects, new research projects, and priorities within the technical areas covered by the researcli 
review group. Documents in this category are. 

1. Agendas for quarterly review group meetings, 

2. Summary minutes of review group meetings representing views expressed, includi ' dissenting 
views. 

3 Research plans and predicied results of major experimenls; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
tlie importance and the magnitude of the subject under consideration, Documents in this category 
include ' 

]. Designations of the presiding officer and any special directions for the conduct of the hearing, 

2. Noll Heat ions of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to (he Commission regarding a lulemaking proceeding 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners winch are assigned a SECY repurl senes code. Included are 

1. Commission Action papers, which normally include alternatives and reconunenda lions by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items 

NOTE For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments Areas covered include' (I) the Stale Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials, (2) the Agency’s role in assisting 
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Stale and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative aclivitics regarding such functions as licensing and siting It includes 

1. Correspondence between and among NRC Office of Stale Programs and State officials, 
mostly State liaison officers, regarding. 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b technical assistance to Agreement States m reviewing applications, compliance actions, 
developing regulations, and other areas 

2 Agendas reports and transcripts of regional workshops and training programs an current 
matters of polic\ and regulations, i e decommissioning and tacilnv siting 

3 State Legislative Reports 

4. Agreement State bcensing Statistics Reports 

NOTH. For specific uranuini milling and mining protects in which the Agency is providing technical 
assistance to Slates, sec the Projects categorv 


TOPREP - Vendor Reports and Related Correspondence 

This categors contains topical repiuts, generalK o1 a leclinica} generic nature, submitted by 
vendors and cones|X)ndence pertaining to the NRC review ol these reports. General vendor 
related coricspoiuleiKC that o not docket sj^ecific is also iiicliuled m tins category. 

1 Topical reports, dealing with such lecluiical iiiciiieis as specificaiions. testing and safely 
submitted h\ arclmcci, enginecis and other vendors 

*2. Revisions, modifitaiions and anieruiiuents <o topical reports 

3 Correspondence beiween NRG and vendors pei taming to the icview of submittals. 

4. Meeting agendas, summaries, minutes and corresixuidente pertinent to veiuloi actiMtics, 
programs methodologies and design criteria 

NOTI For reports submitted bv utilities thai are wniren b^ vendors on their befudf and that 
relate to docketed cases, see the categi»nes lor the Docket SO senes 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the aciivines of the NF^C 
Division of Waste Managemcnl. I.acli topic lias !>ecn assigned a numbci, with the senes designated 
b\ a WM prenx. These documents deal prniiarilv with NRC's iiiieraclion with DOL and its future 
lolc in licensing and regulating DOi facilities designed for the disposal of high-level waste in 
geologic rcposiiorics This caiegorv will be enlarged laiei to inchide records dealing with low-level 
waste issues and tasks. The docunurnis in this category are 

1, Meeting agenda and inimncs o( 1)01 NR( meetings in wIiilIi DOF presents information on 
their geological cxploralion program li> ideniilv sites lor nucleai waste repositortes. 

2. Briefings b\ DOF on research being conducted on spent liiel storage and nuclear waste 
management. 



3, Correspondence pertaining to NRC*s advisory role in providing DOE with technical assistance 
in the Wtfste Isolation Pilot Plan (WIPP) for burldj' u! defense wastes. 

4. NRC draft staff guides for developiiij.* positions or the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Manageraent Research Reports 

Contains interim and final reports, ai d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be ‘esoived. 


XPORTLIC - Export and Import licenses 

» 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S, common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Conmission decision on issuance of a proposed license, 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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